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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(I) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Tide List is available for sale on a subscription basis from the National Technical 
Information Service (NT1S). See NOTES at the end of the Preface for the complete NT1S address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that arc not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report <FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards ( ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T . Hearing transcripts on non-antitrust matters 

U. Congressional/executive correspondence 

V . Licensing operators and related corresp ondence 


v 



W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report, 

The principal elements of the ehtries in the list are: 

(T) P. Operating license stage documents & correspondence 

© © 

841 1270362 Submits renewed, amended & updated petition under 2.206, urging NRC to re- 
quire that util provide Commission full disclosure of intended sources & environ conse- 
quences prior to issuing full power OL. 

(4) SUGARMAN, RJ. (3) Sugarman, Denworth & Hellegers (3) 84/11/21 

( 7 ) Denton, H. Office of Nuclear Reactor Regulation, Director (8J 2pp. 

27628: 356:27628:357 



1 . NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation. 

10. The three-digit portion of this entry is the number of the frame on which this document starts. 

11. The five-digit portion of this entry is the number of the frame on which this document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If this space is blank, the document is available to the public only in the NRC Public Document 
Room, 2120 L St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for 
copies of the document. The entry may be "Available at NRC" for sale; "Available at NTIS"; or 
"Available at GPO." 

The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
/FTN\ numher nr a formal report number, it will appear in the last line of the item following entry 5. 


into the categories used for filing and searching in the NRC Public Docu- 
u their symbols are: 

ig Records 

on Reactor Safeguards 
nissioners 

ts and Modifications 
isclosure Information 
ion Act Requests and Releases 
:hnical Issues • 1 



I&E— Inspection and Enforcement 

MISC— Public Document Room Miscellaneous 

NUREG— NUREG Repoits and Related Coitespondence 

ORG — Coriespondence with Other Organizations 

PR— Proposed Rule 

PRM— Petition foi Rulemaking 

PROJ— Projects— Pi edocket Licensing 

PT21— Noncompliance Repoits and Related Conespondence 

QA999— Quality Assuiance Inspections 

REGGD — Regulatory Guides 

RES— Reseaich and Technical Assistance Repoits 

REVIEW GRP— NRC Reseaich Review Groups 

RM— Rulemakings 

SECY— Position Papeis Befoie the Commission 
STATE PROG -State Progiams 
TOPREP— Vendoi Repoits and Related Coi respondencc 
WASH— Regulatoiy Publications— Pi c-NUREG Series 
WASTE MGT— Nuclcai Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Expoits and Impoit Licenses 


Appendix B sets foith these categones and desenbes the mateiial available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the nondocketed items aie: 

(T) NUREG— NUREG Repoits and Related Correspondence 

© © 




'8203090207' NUREG/CR- 1 672~V0? 


TRISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
J IN GEOLOGIC MEDIA. Technical Review of Documents 
© | NUREG/CR-1262, NUREG/CR- 1376, NUREG/CR- 1377, NUREG/CR- 1 397 & 

LNUREG/CR-1608. - — <6 

© STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science Application Inc. 

Q FIN B-6694. SAI-262-81-PA. 82/02/28. Division of Risl^Analysis. 

123p. Available at NRC . 7 $6.00. f 12176:217: 12F 
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1 . Nondocket category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Peisonal author(s). An asterisk in this position indicates that there is no personal author. 

6 . Corporate, agency or other nonindividual source, 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number, it will 
appear following this entry. 

8 . Secondary report number assigned by originator. 

9. Date of document described. 

10. NRC organizational lecipient. 

1 1 . Pages in document. 

12. All NUREG-series documents are available for purchase at NRC. Information on ordering 
documents is given below. All NUREG-series documents are also available at NTIS. Information on 
ordering from NTIS is also given below. 

13. Price for which NRC sells the documents. 
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14. This five-digit number is the NRC 48X microfiche designation. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends, 

17. This three-digit number is the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 

NOTES: 

1. The address for NRC is: 

Director 

Division of Publications Services 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NT1S is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 487-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

2120 L Street, N.W. 

Washington, D.C. 20555 


To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation. 
Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduc- 
tion charges and method of payment, based on the current reproduction contract, are obtainable 
from the PDR. 



ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites - Docket 

27 

27-048 RICHLAND, WA, U.S. ECOLOGY, INC. 1 

Domestic Licensing of Source Material - 

Docket 40 

40-0299 UMETCO MINERALS CORP., RIVERTON, 1 

WY 

40-0534 GENERAL ELECTRIC CO., CLEVELAND, 1 

OH 

40-1162 AMERICAN NUCLEAR CORP., JEFFREY 1 

CITY, WY 

40-1341 TENNESSEE VALLEY AUTHORITY. 1 

CHATTANOOGA, TN 

40-2061 KERR-MCGEE CHEMICAL CORP., WEST 1 

CHICAGO, IL 

40-3392 ALLIED-SIGNAL, INC., MORRISTOWN, NJ 3 

40-3453 ATLAS MINERALS, INC., DENVER, CO 4 

40-4492 AMERICAN NUCLEAR CORP., CASPER, 4 

WY 

40-5191 AMERICAN POTASH & CHEMICAL 4 

CORP,, WEST CHICAGO, II 

40-5192 AMERICAN POTASH & CHEMICAL 4 

CORP., WEST CHICAGO, IL 

40-6622 PATHFINDER MINES CORP., SHIRLEY 4 

BASIN, WY 

40-6659 PETROTOMICS CO., SHIRLEY BASIN, 4 

WY 

40-7102 SHIELDALLOY METALLURGICAL CORP., 4 

NEWFIELD, NJ 

40-7455 WHITTAKER CORP., LOS ANGELES, CA 4 

40-8027 SEQUOYAH FUELS CORP., OKLAHOMA 4 

CITY, OK 

40-8064 RIO ALGOM MINING CORP., MOAB, UT 5 

40-8102 EXXON CO.. USA, HOUSTON, TX 5 

40-8452 BEAR CREEK URANIUM CO., CASPER, 5 

WY 

40-8502 MALAPAI RESOURCES CO., PHOENIX, 5 

AZ 

40-8649 FLINCHBAUGH PRODUCTS, INC., RED 5 

LION, PA 

40-8681 UMETCO MINERALS CORP., GRAND 5 

JUNCTION, CO 

40-8714 CLEVELAND-CLIFFS IRON CO„ 5 

CLEVELAND, OH 

40-0724 CHEMETRON CORP., CHICAGO, IL 5 

40-8768 KERR-MCGEE NUCLEAR CORP., 6 

OKLAHOMA CITY, OK 

40-8783 URANERZ USA, INC,, CASPER, WY 6 

40-8801 WESTLAKE LANDFILL, NORTHBROOK, 6 

IL 


Docket Name Page 

40-8829 FERRET EXPLORATION CO, OF 6 

NEBRASKA, INC., CRAWFORD, NE 

40-8857 EVEREST MINERALS CORP., CONVERSE 6 

COUNTY, WY 

40-8903 HOMESTAKE MINING CO , GRANTS, NM 6 

40-8904 BP AMERICA, INC./L-BAR URANIUM 6 

FACILITY, SALT LAKE 

40-8905 KERR-MCGEE CORP./QUIVIRA MINING 6 

CO., OKLAHOMA CITY, OK 

40-8907 UNITED NUCLEAR CORP., SANTA FE, 7 

NM 

40-8926 ALT AIR RESOURCES, INC,, CASPER, WY 7 

40-8951 SAMUEL G, KEYWELL CO., DETROIT, Ml 7 

40-8968 HYDRO RESOURCES, INC., DALLAS, TX 7 

40-8981 URANERZ USA, INC., CASPER, WY 7 

Domestic Licensing of Production and 

Utilization Facilities • Docket 50 

50-2 FORD NUCLEAR REACTOR 7 

50-3 INDIAN POINT STATION, UNIT 1 7 

50-5 PENNSYLVANIA STATE UNIV. 7 

RESEARCH REACTOR 

50-10 DRESDEN NUCLEAR POWER STATION, 8 

UNIT 1 

50-20 MASSACHUSETTS INSTITUTE OF 8 

TECHNOLOGY RESEARCH REACTOR 

50-27 WASHINGTON STATE UNIV. RESEARCH 8 

REACTOR (TRIGA) 

50-29 YANKEE-ROWE NUCLEAR POWER 9 

STATION 

50-30 PLUM BROOK RESEARCH REACTOR 10 

FACILITY 

50-54 CINTICHEM 10 

50-57 BUFFALO MATERIALS RESEARCH 10 

CENTER 

50-59 TEXAS A&M UNIV. RESEARCH 10 

REACTOR 

50-62 UNIV. OF VIRGINIA RESEARCH 10 

REACTOR 

50-73 GENERAL ELECTRIC NUCLEAR TEST 10 

REACTOR 

50-89 GENERAL ATOMIC CO. 10 

50-1 1 6 IOWA STATE UNIV. RESEARCH 10 

REACTOR 

50-128 TEXAS A&M UNIV. RESEARCH 10 

REACTOR 

50-1 33 HUMBOLDT BAY POWER PLANT, UNIT 3 1 0 

60-134 WORCESTER POLYTECHNIC INSTITUTE 11 

RESEARCH REACTOR 

50*139 UNIV. OF WASHINGTON RESEARCH 11 

REACTOR 


IX 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-142 

UCLA TRAINING REACTOR 

11 

50-263 

MONTICELLO NUCLEAR GENERATING 
PLANT 

40 

50-146 

SAXTON NUCLEAR EXPERIMENTAL 

12 




FACILITY 


50-265 

QUAD-CITIES STATION, UNIT 2 

41 

50-155 

BIG ROCK POINT NUCLEAR PLANT 

12 

50-266 

POINT BEACH NUCLEAR PLANT, UNIT 1 

42 

50-156 

UN1V. OF WISCONSIN RESEARCH 

13 

50-267 

FORT ST. VRAIN NUCLEAR 

44 


REACTOR 



GENERATING STATION 


50-163 

GA TECHNOLOGIES 

13 

50-269 

OCONEE NUCLEAR STATION, UNIT 1 

46 

60-170 

ARMED FORCES RADIOBIOLOGY 
RESEARCH INSTITUTE 

13 

50-270 

OCONEE NUCLEAR STATION, UNIT 2 

47 



50-271 

VERMONT YANKEE NUCLEAR POWER 

49 

50-171 

PEACH BOTTOM ATOMIC POWER 
STATION, UNIT 1 

13 


STATION 




50-272 

SALEM NUCLEAR GENERATING 

50 

50-185 

PLUM BROOK REACTOR - MOCK-UP 

14 


STATION, UNIT 1 


50-186 

UNIV. OF MISSOURI RESEARCH 

14 

50-275 

DIABLO CANYON NUCLEAR POWER 

52 


REACTOR-COLUMBIA 


PLANT, UNIT 1 


60-192 

UNIV. OF TEXAS RESEARCH REACTOR 

14 

50-277 

PEACH BOTTOM ATOMIC POWER 
STATION, UNIT 2 

53 

50-193 

RHODE ISLAND & PROVIDENCE 

14 




PLANTATIONS AEC 

50-278 

PEACH BOTTOM ATOMIC POWER 

55 




STATION, UNIT 3 


50-199 

MANHATTAN COLLEGE RESEARCH 

14 


SURRY POWER STATION. UNIT 1 



REACTOR 

50-200 

56 

50-206 

SAN ONOFRE NUCLEAR STATION. UNIT 

1 

14 

50-281 

SURRY POWER STATION, UNIT 2 

58 



50-282 

PRAIRIE ISLAND NUCLEAR STATION, 

59 

50-213 

HADDAM NECK PLANT 

15 


UNIT 1 


50-219 

OYSTER CREEK NUCLEAR POWER 

16 

50-285 

FORT CALHOUN STATION, UNIT 1 

60 


PLANT 


50-286 

INDIAN POINT STATION, UNIT 3 

61 

50-220 

NINE MILE POINT NUCLEAR STATION. 
UNIT 1 

18 

50-287 

OCONEE NUCLEAR STATION, UNIT 3 

63 

50-223 

UNIV. OF LOWELL RESEARCH 

20 

60-288 

REED COLLEGE RESEARCH REACTOR 

65 


REACTOR 


50-289 

THREE MILE ISLAND NUCLEAR 

65 

50-224 

UNIV. OF CALIFORNIA RESEARCH 

20 


STATION, UNIT 1 



REACTOR 


50-293 

PILGRIM NUCLEAR POWER STATION, 

66 

50-228 

AEROTEST RADIOGRAPHY & 

20 


UNIT 1 



RESEARCH REACTOR 


50-294 

MICHIGAN STATE UNIV. RESEARCH 

67 

50-237 

DRESDEN NUCLEAR POWER STATION. 

20 


REACTOR 



UNIT 2 


50-295 

ZION NUCLEAR POWER STATION, UNIT 

1 

67 

60-243 

OREGON STATE UNIV. RESEARCH 

22 




REACTOR 


50-296 

BROWNS FERRY NUCLEAR POWER 

66 

50-244 

ROBERT EMMET GINNA NUCLEAR 

22 


STATION, UNIT 3 



PLANT, UNIT 1 


50-297 

NORTH CAROLINA STATE UNIV. 
PULSTAR REACTOR 

70 

50-245 

MILLSTONE NUCLEAR POWER 

23 




STATION, UNIT 1 


50-298 

COOPER NUCLEAR STATION 

70 

50-247 

INDIAN POINT STATION, UNIT 2 

25 

50-301 

POINT BEACH NUCLEAR PLANT, UNIT 2 

71 

50-249 

DRESDEN NUCLEAR POWER STATION, 

26 

50-302 

CRYSTAL RIVER NUCLEAR PLANT, UNIT 

73 


UNIT 3 



3 


50-250 

TURKEY POINT PLANT, UNIT 3 

27 

50-304 

ZION NUCLEAR POWER STATION, UNIT 

75 

50-251 

TURKEY POINT PLANT, UNIT 4 

29 





QUAD-CITIES STATION. UNIT 1 


50-305 

KEWAUNEE NUCLEAR POWER PLANT 

76 

60-254 

31 

50-306 

PRAIRIE ISLAND NUCLEAR STATION, 


77 

50-255 

PALISADES NUCLEAR PLANT 

33 


UNIT 2 

50-259 

BROWNS FERRY NUCLEAR POWER 

34 

50-309 

MAINE YANKEE ATOMIC POWER PLANT 

78 


STATION, UNIT 1 







50-311 

SALEM NUCLEAR GENERATING 

79 

50-260 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 2 

36 


STATION, UNIT 2 




50-312 

RANCHO SECO NUCLEAR GENERATING 

80 

50-261 

H.B. ROBINSON PLANT, UNIT 2 

39 


STATION 



ocket Name Page 

50-313 ARKANSAS NUCLEAR ONE, UNIT 1 81 

50-315 DONALD C. COOK NUCLEAR POWER 83 

PLANT, UNIT 1 

50-316 DONALD C COOK NUCLEAR POWER 85 

PLANT, UNIT 2 

50-317 CALVERT CUFFS NUCLEAR POWER 86 

PLANT, UNIT 1 

50-318 CALVERT CLIFFS NUCLEAR POWER 88 

PLANT, UNIT 2 

50-320 THREE MILE ISLAND NUCLEAR 90 

STATION, UNIT 2 

50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 90 

1 

50-322 SHOREHAM NUCLEAR POWER STATION 91 

50-323 DIABLO CANYON NUCLEAR POWER 92 

PLANT, UNIT 2 

50-324 BRUNSWICK STEAM ELECTRIC PLANT, 94 

UNIT 2 

50-325 BRUNSWICK STEAM ELECTRIC PLANT, 96 

UNIT 1 

50-326 UNIV. OF CALIFORNIA AT IRVINE 98 

RESEARCH REACTOR 

50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 98 

50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 101 

50-329 MIDLAND PLANT, UNIT 1 103 

50-330 MIDLAND PLANT, UNIT 2 104 

50-331 DUANE ARNOLD ENERGY CENTER 104 

50-333 JAMES A. FITZPATRICK NUCLEAR 105 

POWER PLANT 

50-334 BEAVER VALLEY POWER STATION, 106 

UNIT 1 

50-335 ST, LUCIE PLANT, UNIT 1 107 

50-336 MILLSTONE NUCLEAR POWER 109 

STATION, UNIT 2 

50*338 NORTH ANNA POWER STATION, UNIT 1 110 

50-339 NORTH ANNA POWER STATION, UNIT 2 112 

50-341 ENRICO FERMI ATOMIC POWER PLANT, 1 1 4 

UNIT 2 

50-344 TROJAN NUCLEAR PLANT 115 

50-346 DAV1S-BESSE NUCLEAR POWER 117 

STATION, UNIT 1 

50-348 JOSEPH M. FARLEY NUCLEAR PLANT, 1 1 9 

UNIT 1 

50-352 LIMERICK GENERATING STATION, UNIT 120 

1 

50-353 LIMERICK GENERATING STATION, UNIT 122 

2 

50-354 HOPE CREEK NUCLEAR STATION, UNIT 125 

1 

50-358 WILLIAM H, ZIMMER NUCLEAR 126 

STATION, UNIT 1 

50-361 SAN ONOFRE NUCLEAR STATION, UNIT 126 

2 


Docket Name Page 

50-362 SAN ONOFRE NUCLEAR STATION, UNIT 128 

3 

50-364 JOSEPH M FARLEY NUCLEAR PLANT, 129 

UNIT 2 

50-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 130 

2 

50-368 ARKANSAS NUCLEAR ONE, UNIT 2 131 

50-369 WILLIAM B. MCGUIRE NUCLEAR 133 

STATION, UNIT 1 

50-370 WILLIAM B. MCGUIRE NUCLEAR 135 

STATION, UNIT 2 

50-373 LASALLE COUNTY STATION. UNIT 1 1 36 

50-374 LASALLE COUNTY STATION, UNIT 2 137 

50-382 WATERFORD GENERATING STATION, 139 

UNIT 3 

50-387 SUSQUEHANNA STEAM ELECTRIC 140 

STATION, UNIT 1 

50-388 SUSQUEHANNA STEAM ELECTRIC 141 

STATION, UNIT 2 

50-389 ST. LUCIE PLANT, UNIT 2 143 

50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 144 

50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 145 

50-395 VIRGIL C. SUMMER NUCLEAR STATION, 146 

UNIT 1 

50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 148 

50-397 WPPSS NUCLEAR PROJECT, UNIT 2 148 

50-400 SHEARON HARRIS NUCLEAR POWER 150 

PLANT, UNIT 1 

50-409 LA CROSSE BOILING WATER REACTOR 150 

50-410 NINE MILE POINT NUCLEAR STATION, 151 

UNIT 2 

50-4 1 2 BEAVER VALLEY POWER STATION, 1 52 

UNIT 2 

50-413 CATAWBA NUCLEAR STATION, UNIT 1 154 

50-414 CATAWBA NUCLEAR STATION, UNIT 2 1 55 

50-416 GRAND GULF NUCLEAR STATION, UNIT 167 

1 

50-41 7 GRAND GULF NUCLEAR STATION, UNIT 159 

2 

60-423 MILLSTONE NUCLEAR POWER 159 

STATION, UNIT 3 

50-424 ALVIN W, VOGTLE NUCLEAR PLANT, 161 

UNIT 1 

50-425 ALVIN W. VOGTLE NUCLEAR PLANT, 162 

UNIT 2 

50-426 ALVIN W. VOGTLE NUCLEAR PLANT, 164 

UNIT 3 

50-427 ALVIN W. VOGTLE NUCLEAR PUNT, 164 

UNIT 4 

STN-50- FLOATING NUCLEAR PUNT 164 

437 

50-438 BELLEFONTE NUCLEAR PUNT, UNIT 1 165 

50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 166 


Xl 



Docket 

Name 

Page 

50-440 

PERRY NUCLEAR POWER PLANT, UNIT 

1 

165 

50-441 

PERRY NUCLEAR POWER PLANT, UNIT 

2 

166 

50-443 

SEABROOK NUCLEAR STATION. UNIT 1 

167 

50-444 

SEABROOK NUCLEAR STATION, UNIT 2 

170 

50-445 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 1 

173 

50-446 

COMANCHE PEAK STEAM ELECTRIC 
STATION. UNIT 2 

177 

STN-50- 

454 

BYRON STATION, UNIT 1 

180 

STN-50- 

455 

BYRON STATION, UNIT 2 

182 

STN-5Q- 

456 

BRAIDWOOD STATION, UNIT 1 

183 

STN-5Q- 

457 

BRAIDWOOD STATION, UNIT 2 

185 

50-458 

RIVER BEND STATION, UNIT 1 

187 

50-460 

WPPSS NUCLEAR PROJECT, UNIT 1 

188 

50-461 

CLINTON POWER STATION, UNIT 1 

188 

STN-50- 

470 

CESSAR SYSTEM 80 

190 

STN-50- 

482 

WOLF CREEK GENERATING STATION 

191 
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INDIAN POINT STATION, UNIT 2 

50-247 

25 

INDIAN POINT STATION, UNIT 3 
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JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 

1 

50-348 

119 
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SAN ONOFRE NUCLEAR STATION, UNIT 1 50-206 14 

SAN ONOFRE NUCLEAR STATION, UNIT 2 50-361 126 

SAN ONOFRE NUCLEAR STATION, UNIT 3 50-362 128 

SAXTON NUCLEAR EXPERIMENTAL 50-146 12 

FACILITY 

SEABROOK NUCLEAR STATION, UNIT 1 50-443 167 

SEABROOK NUCLEAR STATION, UNIT 2 50-444 170 

SEQUOYAH NUCLEAR PLANT, UNIT 1 50-327 98 

SEQUOYAH NUCLEAR PLANT, UNIT 2 50-328 101 

SHEARON HARRIS NUCLEAR POWER 50-400 150 

PLANT, UNIT 1 

SHOREHAM NUCLEAR POWER STATION 50-322 91 

SOUTH TEXAS PROJECT, UNIT 1 STN-50-49B 193 


SOUTH TEXAS PROJECT, UNIT 2 

STN-50-499 

195 

ST. LUCIE PLANT, UNIT 1 

50-335 

107 

ST. LUCIE PLANT, UNIT 2 

50-389 

143 

SURRY POWER STATION, UNIT 1 

50-280 

56 

SURRY POWER STATION, UNIT 2 

50-281 

58 

SUSQUEHANNA STEAM ELECTRIC 
STATION. UNIT 1 

50-3B7 

140 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 2 

50-388 

141 

TEXAS A&M UNIV. RESEARCH REACTOR 

50-128 

10 

TEXAS A&M UNIV. RESEARCH REACTOR 

50-59 

10 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 1 

50-289 

65 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 2 

50-320 

90 

TROJAN NUCLEAR PLANT 

50-344 

115 

TURKEY POINT PLANT, UNIT 3 

50-250 

27 

TURKEY POINT PLANT, UNIT 4 

50-251 

29 

UCLA TRAINING REACTOR 

50-142 

11 

UNIV. OF CALIFORNIA AT IRVINE 
RESEARCH REACTOR 

50-326 

98 

UNIV. OF CALIFORNIA RESEARCH 
REACTOR 

50-224 

20 

UNIV. OF LOWELL RESEARCH REACTOR 

50-223 

20 

UNIV. OF MISSOURI RESEARCH REACTOR- 
COLUMBIA 

50-186 

14 

UNIV. OF TEXAS RESEARCH REACTOR 

50-192 

14 

UNIV. OF TEXAS RESEARCH REACTOR 

50-602 

200 

UNIV. OF VIRGINIA CAVALIER REACTOR 

50-396 

148 

UNIV. OF VIRGINIA RESEARCH REACTOR 

50-62 

10 

UNIV. OF WASHINGTON RESEARCH 
REACTOR 

50-139 

11 

UNIV. OF WISCONSIN RESEARCH 

REACTOR 

50-156 

13 

VERMONT YANKEE NUCLEAR POWER 
STATION 

50-271 

49 

VIRGIL G. SUMMER NUCLEAR STATION, 
UNIT 1 

50-395 

146 

WASHINGTON STATE UNIV. RESEARCH 
REACTOR (TRIGA) 

50-27 

8 

WATERFORD GENERATING STATION, UNIT 
3 

50-382 

139 

WATTS BAR NUCLEAR PLANT, UNIT 1 

50-390 

144 

WATTS BAR NUCLEAR PLANT, UNIT 2 

50-391 

145 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 1 

50-369 

133 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 2 

50-370 

135 

WILLIAM H. ZIMMER NUCLEAR STATION. 
UNIT 1 

50-358 

126 

WOLF CREEK GENERATING STATION 

STN-50-482 

191 
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WORCESTER POLYTECHNIC INSTITUTE 

50-134 

11 

WESTINGHOUSE ELECTRIC CORP., 

70-1151 

205 

RESEARCH REACTOR 



COLUMBIA, SC 



WPPSS NUCLEAR PROJECT, UNIT 1 

50*460 

188 

Packaging of Radioactive Material for 



WPPSS NUCLEAR PROJECT, UNIT 2 

50-397 

148 

Transport and Transportation of 






Radioactive Material Under Certain 



WPPSS NUCLEAR PROJECT, UNIT 3 STN-50-508 

196 

Conditions - Docket 71 



YANKEE-ROWE NUCLEAR POWER STATION 

50-29 

9 

ALOYCO 

71-0523 

210 

ZION NUCLEAR POWER STATION, UNIT 1 

50-295 

67 

ANCHOR-DARLING VALVE CO 

71-0153 

207 

ZION NUCLEAR POWER STATION, UNIT 2 

50-304 

75 

BABCOCK & WILCOX CO. 

71-0088 

207 




BENJAMIN F. SHAW CO. 

71-0223 

209 

Domestic Licensing of Special Nuclear 






Material - Docket 70 



BOSTON EDISON CO, 

71-0211 

208 

ADVANCEO NUCLEAR FUELS CORP„ 

70-1257 

206 

CERTIFIED TESTING LABORATORIES, INC. 

71-0066 

207 

RICHLAND, WA 









COLONIAL GAS CO 

71-0214 

208 

B&W FUEL CO„ LYNCHBURG, VA 

70-1201 

205 







COLUMBIA GAS TRANSMISSION CORP. 

71-0237 

209 

BABCOCK & WILCOX CO., APOLLO, PA 

70-0135 

202 







CONSOLIDATED EDISON CO. OF NY, INC. 

71-0069 

207 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-0824 

204 







CONSOLIDATED X-RAY SERVICE CORP. 

71-0181 

208 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-0027 

201 







CONSUMERS POWER CO. 

71-0325 

209 

BABCOCK & WILCOX CO., PARKS 

70-0364 

203 




TOWNSHIP, PA 



CRANE CO. 

71-0272 

209 

CIMMARON CORP., OKLAHOMA CITY, OK 

70-0925 

204 

DUQUESNE LIGHT CO 

71-0275 

209 

CIMMARON CORP., OKLAHOMA CITY, OK 

70-1193 

205 

EBASCO SERVICES, INC. 

71-0162 

207 

CINTICHEM. INC., TUXEDO, NY 

70-0687 

203 

EXXON CO , USA 

71-0057 

207 

COLUMBIA UNIV., NEW YORK, NY 

70-0882 

204 

FEWELL GEOTECHNICAL ENGINEERING, 

71-0674 

210 




LTD. 



COMBUSTION ENGINEERING, INC,, 

70-0036 

202 




WINDSOR, CT 



FLORIDA POWER & LIGHT CO 

71-0169 

208 

COMBUSTION ENGINEERING, INC., 

70-1100 

204 

FROEHUNG & ROBERTSON, INC. 

71-0157 

207 

WINDSOR, CT 



GAMMA FIELD RADIOGRAPHIC FACILITY 

71-0070 

207 

COMMERCE, DEPT. OF, WASHINGTON, DC 

70-0398 

203 

GENERAL DYNAMICS CORP, 

71-0220 

208 

GENERAL ATOMICS, SAN DIEGO, CA 

70-0734 

203 

H.R. INSPECTION SERVICE 

71-0055 

206 

GENERAL ELECTRIC CO., PLEASANTON, CA 

70-0754 

204 

HESS OIL VIRGIN ISLANDS CORP. 

71-0151 

207 

GENERAL ELECTRIC CO., WILMINGTON, NC 

70-1113 

205 

HUNTINGTON TESTING 

71-0093 

207 

GLITSCH FIELD SERVICES, INC. 

70-0171 

208 

INDEPENDENT TESTING LABORATORIES 

71-0300 

209 

MARUBENI AMERICA CORP., NEW YORK, 

NY 

70-2809 

206 

INDUSTRIAL LABORATORIES, INC. 

71-0257 

209 

MASSACHUSETTS INSTITUTE OF 

70-0938 

204 

INDUSTRIAL NDT SERVICE DIVISION 

71-0326 

209 

TECHNOLOGY, CAMBRIDGE, MA 



INTERMOUNTAIN TESTING CO. 

71-0213 

208 

NAVY, DEPT. OF, SILVER SPRING, MD 

70-1207 

206 

IOWA ELECTRIC LIGHT & POWER CO. 

71-0296 

209 

NUCLEAR ASSURANCE CORP., NORCROSS, 

70-3020 

206 

IRT CORP. 

71-0247 

209 

un 



ITT GRINNELL INDUSTRIAL PIPING, INC. 

71-0081 

207 

NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

70-0143 

203 







LABARGE, INC. 

71-0134 

207 

ROCKETDYNE DIV., CANOGA PARK, CA 

70-0025 

200 







LAKEHEAD TESTING LABORATORY, INC. 

71-0232 

209 

TENNESSEE VALLEY AUTHORITY, 

70-2928 

206 




CHATTANOOGA, TN 



MALLINCKRODT, INC. 

71-0507 

210 

TENNESSEE VALLEY AUTHORITY, 

70-2910 

206 

MASON & HANGER-SILAS MASON CO., INC. 

71-0316 

209 

CHATTANOOGA, TN 









MAYNARD STEEL CASTING CO. 

71-0188 

208 

TEXAS, UNIV. OF, AUSTIN, TX 

70-0157 

203 







MODEL: 100, 100A, 200, 200A, GAMMA 

71 J 9127 

212 

UNC RECOVERY SYSTEMS, WOOD RIVER 

70-0820 

204 

INDUSTRIES, INC. 



JUNCTION, Rl 



MODEL: 20, 20A, 50, 50A, GAMMA 

71-9126 

212 

UNC, INC., UNCASVILLE, CT 

70-0371 

203 

INDUSTRIES, INC. 
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MODEL 20-VS & 40-VS, GULF NUCLEAR, 

INC 

71-9160 

212 

MODEL- TRIGA-1, GA TECHNOLOGIES, INC, 

71-9034 

211 



MODEL. TRIGA-2, GA TECHNOLOGIES, INC. 

71-9037 

211 

MODEL: 2000, GENERAL ELECTRIC CO, 

71-9226 

212 

71-9218 

212 

MODEL- TRUPACT-II, ENERGY, DEPT. OF 

MODEL. 520, TECH/OPS, INC 

71-9007 

211 

71-6294 

211 

MODEL UNC-2901, COMBUSTION 

MODEL: 6244, CHEM-NUCLEAR SYSTEMS, 

71-6244 

211 

ENGINEERING, INC 



INC, 








NAVY, DEPT. OF 

71-0447 

209 

MODEL: 650, TECH/OPS, INC. 

71-9032 

211 





NAVY, DEPT. OF 

71-0225 

209 

MODEL. 660 & 660E, TECH/OPS, INC. 

71-9033 

211 

206 

NAVY, DEPT OF 

71-0037 

MODEL: 660C & 660B, BABCOCK & WILCOX 

71-5563 

210 

CO. 



NAVY. DEPT. OF 

71-0133 

207 

MODEL: 680 & 680E, TECH/OPS, INC. 

71-9035 

211 

NAVY, DEPT, OF 

71-0061 

207 

MODEL: 684 & 6B4E, TECH/OPS, INC 

71-9028 

211 

NEW YORK TESTING LABORATORIES, INC. 

71-0166 

208 

MODEL: 814A, BABCOCK & WILCOX CO. 

71-5149 

210 

NORFOLK SHIPBUILDING & DRY DOCK CO. 

71-0075 

207 

MODEL: 961 A, BABCOCK & WILCOX CO. 

71-6172 

211 

NORTHEAST NUCLEAR ENERGY CO. 

71-0207 

208 

MODEL- ANF-250, ADVANCED NUCLEAR 

71-9217 

212 

NUCLEAR ENERGY SERVICES, INC. 

71-0216 

208 

FUELS CORP. 





MODEL: B, BABCOCK & WILCOX CO. 



NUCLEAR WELDING, INC. 

71-0074 

207 

71-6206 

211 

210 

MODEL: BU-7, GENERAL ELECTRIC CO. 

OHIO STATE UNIV. RESEARCH REACTOR 

71-0680 

71-9019 

211 

MODEL: C-8, GAMMA INDUSTRIES, INC. 

OZARK AIR LINES, INC. 

71-0063 

207 

71-9128 

212 

MODEL: DT-14A, ENERGY, DEPT. OF 

71-9860 

213 

PACIFIC TECHNICAL INDUSTRIES 

71-0682 

210 

MODEL: ETR, ENERGY, DEPT. OF 

71-9134 

212 

PACTEC, INC. 

71-0678 

210 

MODEL: FSV-1 & 1A, GA TECHNOLOGIES, 

71-6346 

211 

PHILADELPHIA ELECTRIC CO 

71-0056 

206 

INC. 



PITT-DES MOINES, INC. 

71-0320 

209 

MODEL: GE-1600, GENERAL ELECTRIC CO, 

71-5939 

211 

PORTLAND GENERAL ELECTRIC CO. 

71-0327 

209 

MODEL: GNG-20, GULF NUCLEAR, INC. 

71-9163 

212 

PRECISION COMPONENT CORP. 

71-0221 

208 

MODEL: GPHS, ENERGY, DEPT. OP 

71-9510 

212 

PUBLIC SERVICE ELECTRIC & GAS CO, 

71-0328 

209 

MODEL: INNER & OUTER HFIR UN, 

ENERGY, DEPT. OF 

71-5797 

210 

PULLMAN POWER PRODUCTS 

71-0184 

208 

MODEL: NAC-LWT, NUCLEAR ASSURANCE 

71-9225 

212 

QC SERVICES, INC, 

71-0175 

208 

CORP. 



QUALITY ASSURANCE LABORATORIES, 

71-0168 

208 

MODEL: NFP-55, BABCOCK & WILCOX CO 

71-5341 

210 

INC. 



MODEL: NNFD-10, BABCOCK & WILCOX CO. 

71-6357 

211 

SMITH-EMERY CO, 

71-0314 

209 

MODEL: NNFD-SA-2, BABCOCK & WILCOX 

71-5010 

211 

SOUTHERN CALIFORNIA EDISON CO. 

71-0174 

208 

CO. 



SPACE SCIENCE SERVICES, INC. 

71-0215 

208 

MODEL: NUPAC 14/190L, M & H, NUCLEAR 
PACKAGING, INC. 

71-9159 

212 

ST. LOUIS TESTING LABORATORIES, INC. 

71-0222 

208 

MODEL: NUPAC 14/210L & 14/210H, 

71-9176 

212 

TENNESSEE VALLEY AUTHORITY 

71-0227 

209 

NUCLEAR PACKAGING, INC. 



TEREX CORP. 

71-0219 

208 

MODEL: OH-142 SERIES, NUCLEAR 

71-9073 

212 

TESTING TECHNOLOGIES 

71-0683 

210 

PACKAGING, INC. 





MODEL: ORNL TRU, ENERGY, DEPT. OF 

71-5461 


TESTMASTER INSPECTION CO. 

71-0679 

210 

210 

71-0080 

207 

MODEL: ORNL, BNL & NBS UNIR. CONT.. 

71-9853 

TRANS WORLD AIRLINES, INC. 

212 



ENERGY, DEPT. OF 



TWIN PORTS TESTING, INC. 

71-0253 

209 

MODEL: PAS-2, NUCLEAR PACKAGING, INC. 

71-9181 

212 

ULTRA TECHNOLOGY, INC, 

71-0518 

210 

MODEL: RA-2, RA-3, RA-J, GENERAL 

71-4986 

210 

ULTRASONIC SPECIALISTS, INC. 

71-0284 

209 

ELECTRIC CO, 



UNITED STATES TESTING CO., INC. 

71-0095 

207 

MODEL: RCC, -1, -2, -3, -4, WESTINGHOUSE 

71-5450 

210 



ELECTRIC CORP. 



UNIVERSAL TESTING, INC. 

71-0279 

209 

MODEL; SPEC 2-T, SOURCE PRODUCTION 

71-9056 

211 

VIRGINIA, COMMONWEALTH OF, DEPT. OF 

71-0152 

207 

& EQUIPMENT CO. 



TRANSPORTATION 



MODEL; TN-RAM, TRANSNUCLEAR, INC. 

71-9233 

212 

YANKEE ATOMIC ELECTRIC CO, 

71-006B 

207 
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Licensing of Independent Spent Fuel 
Storage - Docket 72 



VIRGINIA ELECTRIC & POWER CO. 

72-0002 

213 

CAROLINA POWER & LIGHT CO. 

72-0006 

213 






DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-040 RICHLAND, WA, US ECOLOGY, INC 

8008230030 Forwards SR Adams 880422 & QS0309 Mrs to State of WA Dept ot Social 
5 Rea/ift Svcs re action levels 

CRAIG.J US ecology, Inc llormerly Nuclear Engineering, Inc) 89/08/17 
DUNKEI.MAN.M Operations Branch 136pp 51007 05Q 51007 203 

8908140130 Forwards "Site Stabilization & Closure Plan for Richland, WA Low Level 
Radwaste Mgl Facility " Document satisfios Condition 6t ot Amend 17 to License 
WN I 019-2 

ADAMS, SR US Ecology, Inc (formerly Nuclear Engineering Inc) 88/07/28 
INGERSOLL.CE Washington, Stale of Ip 50911 122-50912215 

••8908140135 "Site Stabilization & Closure Plan for Richland, WA Low Level Radwaste 
Mot Facility " 

'US Ecology, Inc (formerly Nuclear Engineering, Inc ) 88/07/31 9Gpp 50911 123 
50911 218 

••8900140146 "Geohydrology of Commercial Low Level Radwasle Disposal Facility 
Near Richland, WA " 

BERGERON, M P , LAST.G V , REISENAUER.A E Battelle Memorial Institute, Pacific 
Northwest Laboratory 87/10/31 268pp 50911 219 50912 120 

••8908140150 "Environ Pathways Analysis of US Ecology Low Level Waste Oisposat 
Facility, Richland, WA " 

BERGERON, M P , NAPIER, B A , REISENAUER.A E Baltollo Memorial Institute, Pacific 
Northwest Laboratory 87/10/31 Q4pp 50912 12150912215 

8907310106 Approves low lovol wasto mgt procedures tor mainl of SNM license List of 
scheduled & unscheduled submittals for procoduros end 

GHEEVES.J T Division of Low Lovol Wasto Management & Decommissioning (Post 
870413) 89/07/24 AUSTIN, J Regulatory Branch LOHAUS.P H Operations Branch 
SURME1QR.JJ Technical Branch 7pp 50737 051-50737 057 

8908010285 Forwards FYQ8 facility utilization ropt, for review 
ADAMS, SR US Ecology, Inc (formerly Nuclear Enginoonng, Inc) 89/07/27 
BANGART.R L Division of Low Lovel Wasto Management & Decommissioning (Post 
070413) 17pp 50754 206-50754 222 

8908020407 Ack receipt of request from Advanced Nuclear Tuels Corp to US 
Ecology.lnc proposing to dispose of contaminated sand ot Richland Low Leva! Wasto 
Disposal Facility issues raised in licensing action include but* disposal & transport o< 
waste 

DUNKFLMAN.M Operations Branch 89/07/20 LOHAUS.P H Operations Branch 
17pp 50760 224-50760 241 

8908090233 Advises ot desire to uso sand obtained trom Advanced Nuclear Fuels Corp 
as sourco o( backfill at Richland. WA low lovol radwaste disposal (acilily Concurrence 
to proposal requested 

ADAMS.SR US Ecology, Inc, (tormerly Nuctoar Engineering, Inc), 89/08/02 
ROBERTSON, G Washington, Slato ot 3pp 50892 256 50882 250 

8908160007 Forwards corrected Page 6 to Operational Procedure 33 & aerial photos ot 
facility tor inclusion in 1908 facility utilization repl W/o norm! photos 
ADAMS, S R US Ecology, Inc (formerly Nuclear Engineering, Inc ) 89/08/02 
DUNKLEMAN.M Operations Branch 2pp 50930 102-50930 103 

8908150384 Requests reassignment ol Controlled Copy 25 ol facility operations proce 
duros manual to M Dunketman 

DUNKELMAN.M Operations Branch 89/08/03 ADAMS.SR US Ecology, tnc (lor 
marly Nuclear Engineering, Inc) tp 50926 253 50926253 

8900210264 Forwards 1988 facility utilization rept (or review 
CARPENTER, S A US Ecology.lnc (lormeily Nuclear Engineering, Inc) 89/08/04 
BANGART.R L Division ol Low Level Wasto Management & Decommissioning (Post 
870413) 17pp 50975 253 50975 269 

8908150291 Forwards monthly SNM roceipt & burial repl tor Jul 1969 
RITTENBER&.R BUS Ecology, Inc (formerly Nuclear Engineering, Inc ) B9/08/09 
BANGART.R L Division ol Low Lcvol Wasle Managomenl & Decommissioning (Post 
070413) 29pp 50929 120 50929 184 

8908160197 Informs that effective 090821 S Marshall will be assuming position ot radio 
logical operations otticer 

CARPENTER, S A US Ecology.lnc (lormerly Nuclear Engineering, Inc ) 89/00/10 
LOHAUS.P H Operations Branch tp 50925 287 50925 287 

8908 1502 51 Requests approval ol mods to Insp facility opeiations Forwards drawings 
ol glovo box & revs to Richland Operaling Procedures 40 & 68 
ADAMS.SR US Ecology. Inc (lormerly Nuclear Engineering. Inc) 89/08/11 
BANGART.R L Division ot Low Level Wasie Management 8 Decommissioning (Post 
870413) 21 pp 50927 247-50927 267 

8908170091 Discusses environ results obtained at facility Evaluation confirms that re 
suits exceed action lovol 

ADAMS.SR US Ecology, Inc (lormerly Nuclear Engineering, Inc) 09/00/14 
ROBERTSON.G Washington, State Ot 5pp 50955 135 50955 139 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40 0299 UMETCO MINERALS CORP., RIVERTON, WY 

8908090501 Forwards quarterly rept for Second Quarter 1989, per reporting require 
manls ol Permil GPC 84-59B Seepage collection Sys A 9 peitormance considered sat 
istactory & reversal ol hydraulic gradient maintained 

LYONS PJ UMETCO Minerals Corp (subs Ol Union Carbide Corp) 89/07/14 
GARLAND WL Wyoming. State ot 20pp 500B9 274 50889 302 


8908090393 Foiwards revised organization chart which indicates change in incumbent 
title tor environ coordinator GL May appointed environ coordinator in place ot JW 
Trammell who retired on 890430 

LYONS.PJ UMETCO Minerals Corp (subs of Union Carbide Corp) 89/07/17 
HAWKINS, EF Uranium Recovery Field Otc, R4 2pp 50891 105-50091 108 

8908090387 Annouces that author recently appointed as environ coordinator to till posi 
lion lolt vacant by resignation ol J Trammell 

MAY.J L UMETCO Minerals Corp (subs ol Union Carbide Corp) 89/07/18 
HAWKINS, E F Uranium Recovery Field Ole. R4 tp 50891 102 50091 102 

89GB100DB4 Ack receipt ol B90626 Itr re possible disposal Of contaminated malls from 
Bison Basin site in A 9 pit License amend will bo required, it acceptance of malls w/ 
alroady accepted m situ wastes exceeds 10,000 cubic yards 
HAWKtNS.E F Uranium Recovery Field Ole, R4 89/07/18 LYONS, P UMETCO Mm 
eralsCorp (subs ol Union Caibido Corp ) 2pp 50B0G 162-50B86 163 


DOCKET 40-0534 GENERAL ELECTRIC CO., CLEVELAND, OH 


8908220444 PNO III 89 054 on 09080B, licensee reported that thorium concentration in 
excess ol NRC license limits lound at Ravenna, OH facility Caused by power failure on 
890727 which permitted rovorse (low through ventilating sys 
SRENIAWSKI.D , MALLETT.B Region 3. Otc ot the Oiroctor 89/08/16 2pp 
50977 061 50977062 


DOCKET 40-1182 AMERICAN NUCLEAR CORP, JEFFREY CITY, WY 


8908160206 "Groundwater Corrective Action Program " 

* Canonls Environmental Services, Inc (subs ol Canonic, tnc,) 89/03/31 4tpp 
S0932 010 50935 117 

-•8908160208 "Application lor Alternate Concentration Limits “ 

■ Canonic Environmental Services, Inc (subs ol Canonio, Inc) 09/03/31 250pp 

50932 050-50933 111 

—8908160210 "Reclamation Plan Rev 2 U Tailings Disposal Area ” 

• Canome Environmental Sorvices, Inc (subs of Canonio, Inc) 09/03/31 400pp 

50933 112-50935 1 17 

8908170128 Forwards application (or alternate concentration limits & Rev 2 to 870630 
reclamation plan Mooting to provide overview 8 explanation ot proposal requested W/ 
o slated oncls 

KIPPEN.T A Western Nuclear, Inc (subs ot Phelps Dodge Corp) 09/03/31 

SMITH, RD Uranium Recovery Field Ofc, R4 tp 50948 014 50940 014 

890B090138 Forwards annual ongmeoring stability repl (or Split Rock Milt tailings rolon 
lion sys W/six oversize drawings 

BAKER, SJ Western Nuclear, Inc (subs ol Phelps Dodge Coip) 09/06/28 
PETTENGILL.H J Uranium Recovery Field Otc. R4 6pp 50B62 184 50R62 109 

890B0BQ069 Forwards response to NRC 090517 request tor addl info re Rev 2 to recla 
mation plan 

KIPPEN.T A Western Nuclear, Inc (subs of Phelps Dodge Corp) 89/07/12 

HAWKINS, E r Uranium Recovery Field Ole, R4 8lpp 60852 274 50852 360 

0908170116 Forwards lees lor two B90331 license amend applications re corrective 
action program.consistmg ol application lor alternate concentration limits & Rev 2 to 
090630 reclamation plan 

BAKER, SJ Western Nuclear, Inc (subs oi Phelps Dodge Corp) 89/0B/02 HALL.R 
Uranium Recovery Ftold Ole, R4 tp 5094B 017-50940 017 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY. CHATTANOOGA, TN 


0908090211 Forwards description ol soil sampling program outlined in Procedure I (PP/ 
25, Sits Clearing Peripheral Area" & tabulation ot corresponding values lor soils 
samples taken, per 090531 lelcon W/o ends 

RAY.MJ Tennessee Valley Authority 89/06/29 SMITH, RD Uranium Recovery Field 
Otc R4 Ip 50091 132 50891 132 

8908230277 Forwards Radiation Safety Insp Ropt 40 1341/89 01 on 890607-00 No vio 
/aliens noled 

HAWKINS, E F Uranium Recovery Field Otc, R4 89/08/ It Tennessee Valley Author- 
ity 2pp 51007 040 51007 046 

-8908230278 Insp Repl 40 134 1 /B9 01 on 890807 OB No violations notod Major areas 
inspected tailings relocation & reclamation programs to bo implemented during course 
ol Edgomont Mil! Decommissioning Project Areas Include environ protection 
KONWINSKI.G R . HAWKINS, E F Uranium Recovery Field Ole, R4 89/08/15 5pp 
51007 042 51007 046 


DOCKET 40-2061 KERR MCGEE CHEMICAL CORP., WEST CHICAGO, 1L 


89QB07016D Peoples molion lor summary disposition brief In support ‘ Requests that 
Contentions 3 (a) .3(b) .3(g)(1). 3 (g)(8) ,4 (a). 4(b), 4(c), 4(d) ,4(e), 4(1), 4(g), 7 8 9 be disposed 
ot & that Korr-McGoe Chemical Corp application bo domed 

SlSULJJ Illinois. Slato ol Z/389 8982 89/08/01 Atomic Safety and Licensing Board 
Panel 51pp 50746001-50746 140 

-8908070281 Affidavit * Concurs w/DOE zero release I actor for dispersion ot radioac 
live particulates & gases during transportation, based on UMTRAP operating 
results, per Contention 3a 

PETELKA.M F Illinois, Stale ol PETELKA.M r Chom Nuclear Systems Inc 89/07/ 
24 32pp 50746 055 50746006 


1 



2 


DOCKETED ITEMS 


"8906070267 Affidavit ' Discusses Contentions 4c,4d.4e & ‘lg 8 opines that supple- 
mental FES fails to demonsirale that NRC Siafl has adequately addressed certain cri- 
teria contained in 10CFR.it), App A 

THIERS.GR Illinois State of THIERS, GR MK-Ferguson Co 69/07/21 8pp 
50746 0 8 7-50746 093 

-8906070296 Allidavit * Concludes that use ol vehicle or railcar covers &/or chemical 
stabilizers when combined vr/eitensivo monitoring 8 decontamination program.can 
result m virtually no release Ol tailings during transport Related mlo artel 
SNELL WD Illinois, Slate ot 89/07/27 47pp 50746094 50746 140 

3908230305 Final response to FCIA request App A records end 8 available in PDR App 
B records partially withheld (ret FOIA Exemption 6) 

GRIMSLEY.DH Division ol Freedom or Informalion 8 Publications Services (Post 
690205) 89/08/10 DEGRAZIA B C Burdill. Bowles, Radzius 8 Ruberry, L.td £pp 
50981342-50985 289 

-8407300318 Advises of issuance ol Source Mall License R-234 to American Polash 8 
Chemical Corp.authonzing possession of 8 title to raw source mail 8 20,000 lb refined 
source mail coniaming approx 12% Th02 

DELANEY ,J C Atomic Energy Commission (Pro 750101) 59/07/01 American Potash 
8 Chemical Cotp Ip 67446 04 5 67446 050 

-8407300319 Advisos ol issuance ol Amend 1 to Source Mall License STA 583 lor 
American Polash 8 Chemical Cerp.delelirg Seclion 20 205 Irom 10CFR20 
HARMON, DF Alomic Energy Commission (Pre 750101) 66/11/04 BENNETT, B J 
American Potash 8 Chemical Corp Ip 50985 028 50985 028 

-3903238311 Application lor amend to License STA 05 83, authorizing unlimited amounts 
ol thorium isotope 

BENNETT BJ American Potash 8 Chemical Corp 86/05/19 39pp 50994 347- 
50985 025 

-8908230314 Requests new renewal application lor License STA-5B3, complete 8 w/o 
ref lo previous applications 

HARMON DF Atomic Energy Commission (Pre 7501 01 ) 69/02/27 SINKE.G J 
American Potash 8 Chemical Corp 2pp 50985 026-509B5 027 

-890 B 23 0320 Amend la License STA 0503 for American Potash & Chemical Co, 
amending Item 8, per 640709,081 1,1231 8 650108 applications 
JOHNSON, L Alomic Energy Commissron (Pro 750101) 65/03/02 Ip 50985 029 
50985 029 

-8906230323 Forwards corroded Page 13 ol atlachmenl to 62041 1 Hr. deleting second 
sentence in thud paragraph 

JONAS7A American Potash 8 Chemical Corp 62/10/05 LANE.JJ Alomic Energy 
Commission (Pro 750101) 2pp 50985030-50985 031 

-8908230325 Forward corrected Design Criteria 1,1 Process Step A 
BENNETT BJ American Polash & Chemical Corp 62/04/11 NUSSBAUMER.D A 
Atomic Energy Commission (Pre 750101) 2pp 50965 032-50985 033 

-8908230327 Forwards mapsdrawings.llow shoots & detailed mlo requested in 61 1 100 
lit 

BENNETT BJ American Potash 8 Chemical Corp 61/11/30 NUSSBAUMER.D A 
Atomic Energy Commission (Pro 750101) 9pp 509B5 034 50085 043 

• 8908230334 Discusses health 8 safety tab radiological hazard surveys 0 I domeslic U 
milling operations Harris will inform NRC ol luturo surveys 

LOW.LD Alomic Energy Commission (Pro 750101) 57/01/11 MANN, MM Atomic 
Energy Commission (Pre 750 101) 4pp 50985044-50985 047 

-8903230341 Forwards Conlammaled Area in Vicimly ol Lindsay Chemical 
Co.Cmcago IL " 

LOW.LD Alomic Energy Commission (Pre 750101) 57/01/14 HAGEMAN.RC 
Atomic Energy Commission <Pie 750101) lOOpp 50905 048 50985 152 

-6909230344 Fonvards measurements on airborne activity ol thona furnace room per 
AEC request 

KREMERSHE American Potash & Chemical Corp 56/05/29 MORETTI.G Atomic 
Energy Commission (Pre 750101) 3pp 50985 153-50985 155 

- 6908230345 Forwards msp tepl ol Lindsey Chemical D«v al Wes! Chicago, IL No non- 
compHaneo noted 

HAGEMANRC Atomic Energy Commission (Pro 75CMOI) 59/07/20 PRICE H L 
Atomic Energy Commission {Pre 750101) Ip 50985 156 50985 156 

- 69 0623034 8 Insp repl on 590612 No noncomplianee noted 

WILLIAMS RC HAGEMAN.RC Atomic Energy Commission (Pro 750101) 59/07/06 
17pp 50985 157-50985 173 

-8908230351 Advises llial no Hems ol noncomplianee noted in msp on 590612 ol Li- 
censes R 106 8 C 3377 

JOHNSON! Alomic Energy Commission |Pro 750101) 59/09/04 HEALY.R Amen 
cars Polash & Chemical Corp 2pp 509B5 174-50905,175 

- 6908230368 Fonvards Licenses R 106 & R-234 w/backup mall, correspondence & repl 
(ile binder ol pictures & drawings radiation monitors repls thorium concenlrations 8 
gamma levels 

BROCKETTTW Atomic Enetgy Commission (Pre 750101) 61/03/16 

JOHNSTON.WB Alomic Energy Commission (Pie 750101) Ip 50985 161 - 
50935 161 

-6908230371 Responds lo 620326 Itr Licensee has concentrated efforts on obtaining 
data horn areas most likely lo con 1 am excess airborne activity 
HEALY.R M American Polash 8 Chemical Corp 62/04/09 PRICE ER Atomic 
Energy Commission (Pre 750101) 2pp 50985 182-509B5 183 

-8908230432 Ack receipt ol 830509 III mlorming NRC of radiation exposure ol 
employees Requests clarifying mlo re listed statement, 

PRICE.ER Atomic Energy Commission (Pie 750101) 63/05/17 SINKE G American 
Polash & Chemical Corp Ip 50985 196 50985 196 

-•6908230434 Ack receipt ol 630923 Hr re exposure ol employee to radiation in excess 
ol limits specified in 10CFR20 101(a) 

PRICE.ER Atomic Energy Commission (Pie 750101) 63/10/03 SINKE G J Ameri 
can Polash 8 Chemical Coip Ip 50985 107 50985 197 


-8908240027 Summarizes 640210 meeting w/OL Daigle lo discuss work re study of 
mineral qualrly ol groundwater Irom dolomite walls & ol surface water In general aroa 
ol Sections 9 8 16.T 39N, R9E ol DuPage Counly 

SASMAN.FI T Alomic Energy Commission (Pre 750101) 64/02/12 LARSON, TE 
Alomic Energy Commission (Pre 750101) 2pp 50905 190-50985 199 

-8900240036 Documents 640617 telcon w/G Smke re shipping requirements lor raw 
thorium ore as monazilo sands Sinke referred to L Rogers Chairman ol Interagency 
Committee on Transportation lor clarification 

ALLAN, J M Atomic Energy Commission (Pre 750101) 64/06/17 Atomic Enorgy 
Commission (Pre 750101) 2pp 50905 200-50985 201 

- 8908240044 Summarizes 660104 meeting w/B Bennett to discuss AEC stand if pro 
posed deep well injection method ol liquid waste disposal was put in effect, 

ASHLEY.E C Atomic Energy Commission (Pre 750101) 66/01/10 Atomic Energy 
Commission (Pre 750101) 3pp 50985 202-50985 204 

-8908240056 Document a 670727 telcon w/B Bennett re analysis Irom Eberlino Inslru 
ment Co ol water samples taken from (acllily Bennelt requested names ol organlza 
Hons who could provide sve in order lo reconfirm results 

ASHLEY.E C Atomic Energy Commission (Pro 750101) 67/07/27 Atomic Energy 
Commission {Pro 750101 ) 1 p 50985 205 50985 205 

-8908240060 Forwards trip repl ol contaminated areas In vicinity of Lindsay Chemical 
Co, Chicago, IL 

PRICE, R L Alomic Energy Commission (Pre 750101) 57/01/10 NELSON, CA 
Alomic Energy Commission (Pre 750101) Ip 50985 206 50985 206 

-890B240069 Trip repl of 561025 visit to Lindsay Chemical Co ro contammalion In Holds 
adjacent to planl where children play 8 neighbors garden Tests conclude contamina- 
tion present 

BROCK ETT.T W. Atomic Energy Commission (Pro 750101) 56/11/08 BLAME, GA 
Alomic Energy Commission (Pre 750101) 17pp 50985 207-50985 223. 

-8908240075 Ack receipt of 620509 Hr reporling lour employees exposed to radloaclivo 
mall 

PRICE.E R Alomic Enorgy Commission (Pre 750101) 62/05/21 HEALY.R M Ameri 
can Potash 8 Chemical Corp Ip 50985 224-50985 224 

-8908240061 Ack rocoipt ol 620801 Itr mlorming of exposure ol 2 employees lo radio 
aclivc mall 

PRICE.ER Alomic Energy Commission (Pro 750101) 62/00/15 HEALY.R M Ameri- 
can Polash 8 Chemical Corp 3pp 50985 225 50905,227 

-8908240006 Ack receipt ol 630528 Hr clarifying mlo re radiation exposure ol 2 employ 
ecs 

PRICE.ER Atomic Enorgy Commission (Pre 750101) 63/06/05 SINKE.G J Ameri- 
can Polash 8 Chemical Corp Ip 50985 228 50985 228 

- 8900240089 Repts that 2 operators overexposed to whole-body radiation during first 
quarter in 1963 Steps taken lo ensure no future recurrence mcludejob rolatlon 
SINKE.G American Potash & Chemical Corp 63/05/09 Atomic Energy Commission 
(Pre 750101). 2pp 50985 229 60985 289 

8907060184 FOIA requesl for all documenls re former Lindsay Light Co sile In West 
Chicago.IL nol available in PDR 

DEGRAZIA.B C, Burdilt. Bowles, Radzius & Ruberry, Ltd 89/06/09 DUNLEAVY.M R 
NRC - No Delailed Affiliation Given 3pp 50984 341-50984 341 

8907270344 Forwards Rev 3 to '“Health Physics Manual for Decommissioning 8 Slabili 
zaiion ol Kerr McGee Chemical Corp West Chicago Rare Earths Facility," 8 updated 
' Sito Safety 8 Health Plan '* 

S7AUTER.JC Kerr-McGee Corp 89/06/22 ROUSE! C Fuel Cycle Safety Branch 
Ip 50703 007-50703 131 

-8907270347 "Health Physics Manual lor Decommissioning & Stabilization ol Kerr- 
McGee Chemical Corp West Chicago Rare Earlhs Facility " 

• Kerr McGee Chemical Corp (subs ol Kerr-McGee Corp) 89/06/21 1 7pp 

50703 08 B 50703 104 

-8907270362 Silo Safety & Health Plan " 

• Kerr McGeo Chemical Corp (subs ol Kerr-McGee Corp) 89/06/30 28pp 

50703 105-50703 131 

8908070257 Provides list ol witnesses lo present Stall direct ca9e on admitted conien 
tions re suppl to FES assuming summary disposition not granted on contentions 
LEWIS SH Assistant General Counsel lor Hearings 8 Enforcement #389 8960 80/ 
07/21 FRYE.J H , KLINE, J R , CARPENTER, J H Atomic Safety and Licensing Board 
Panel Ip 50744 345-50744 345 

8908070156 Forwards Resolution 923 roatlirming city ol West Chicago permanent siting 

01 low level radwasle site wilhin corporals limits ol West Chicago W/Certilicate Ol 
Svc Served on 890729 

FOSTER.JD West Chicago IL #389 8968 89/07/24 FRYE.J H Atomic Safely and 
Licensing Board Panel 4pp 50 74 5 021-5074 5 024 

8908070167 Lists individuals that may be potential witnesses re Stale of IL Contention 

2 per 890724 instruction 

MESERVERA Kerr McGee Chemical Corp (subs ol Kerr McGee Corp) 
MESERVE.R A Covington 8 Burling #389 8953 89/07/24 LEWIS.S H Office ol The 
General Counset (Post 860701) DAVIS, C, SlSULJJ Illinois. Stale Ol 2pp, 
60745018 50745 019 

8908070161 Correction on Certificate ol Svc in mailer ol Kerr-McGee Chemical Corp 
(Wesl Chicago Rare Earths Facility) ' Requests deletion ol SW Seiple & mseriion ol 
author name w/stated address on svc list lor proceeding 

ENGLAND SJ Illinois Stale ol #389 8970 89/07/27 Docketing S Services Branch 
ip 50745 020-50745 020 

8908070318 Forwards comments 8 request tor addl mlo re supp) to 'FES re decommls- 
s«omng ol facility Major concerns include radiation ellecls groundwater impacts, surface 
water impacts. compliance w/EPA regulations tor long term maml & ollsite waste 
a mas , . 

SPRINGER R Environmental Protection Agency 69/07/27 SWIFT, if NrC • No Do 
tailed Alfilialion Given 1 5pp SOB24 060 50824 073 
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890S0700B7 Motion for reconsideration & to vacate ' Requests Board to reconsider 
090622 memorandum & order requiring State of IL to proceed to summary disposition 
re Contentions 3(a),<t{a) (l),7 & 9 W/Cerhficate of Svc 

SlSUL.J J Illinois, Slate ot 7/389 0901 89/07/ot Atomic Salety and Licensing Board 
Panel 5pp 50745 111-507-15 115 

8900110111 Forwards certificate of svc for peoples motion tor summary disposition & 
brief in support, served on 090 731 

RATHE, DJ Illinois, Stato ol #309 0907 09/08/01 Docketing & Services Branch 
3pp 50633 276 50033 270 

8900040163 Final response to FOIA request lor documents Forwards App C documents 
also available In PDR App D documents totally withhold (ref FOIA Exemption 5} 
GRIMSLEY.GH Division of Freedom of Information fi Publications Services (Post 
090205) 09/08/02 LASH.T Illinois, State ol 4pp 50779 150 50779 179 

-8908040160 Advises that disposal at existing low lovel radwaste burial sites at 
Richland, WA.Bootly.NV & Barnwell, SC ol Wost Chicago wastes need not bo evaluat 
od under NEPA as alternative to Korr McGee proposed plan to dispose of sub| waste 
onsite 

HODGDON.A Oflico of the Executive Logal Director (Pro 060701) 06/05/30 
HORN.M Ollico ol Nucloar Material Saloty a Safeguards, Director 2pp 50779 164 
50779 165 

-6908040171 Forwards analysis ol 10CFR40.App A tor evaluation ol Kerr McGee West 
Chicago proposed onsite disposal & alternative disposal sites being evaluated by ANL 
proparod by Otc ot Executive Logal Diroctor & concurred in by NMSS 
LEWIS, SH OIIicb ol ttio Executive Logal Diroctor (Pro 060701) 06/03/10 TSAI.S 
Argonno National Laboratory 7pp 50779 166 50779 172 

-090QQ40174 Forwards analysis proparod by B Fonncr & author ro application ot 
l0CrR40,App A to ANL review ol Korr McGoo onsilo disposal plan for review & con 
curfonco 

LEWIS, S H Ollico of the Exoculivo Legal Diroctor (Pro 060701) 06/03/03 
CROW.WT Uranium Fuel Licensing Branch ?pp 507/9 173 50779 179 

8900110147 Order * Roquosts prompt rosponsos to Stale ol IL motion tor roconsidor 
ation & to vacato by 090008 W/Corlilicato ol Svc Served on B00004 
FRYE.J H Atomic Safoty and Llconsmg Board Panel #309 0994 89/00/03 Otfice of 
Iho Genoral Counsel (Post 060701) 2pp 50093 347 50033 340 

0000110227 Forwards listed mall in rosponso to 090717 Ur forwarded to Region III & 
090724 telcon ro evidence lor potition lor standing at sub| hearing W/o ends Related 
correspondence 

LEWIS, SH Assistant Genoral Counsel lor Hearings & Enlorcomont #309 9002 09/ 
00/03 GREENWALT.no Groenwalt, R D 2pp 50039 114 50033 115 

0900150140 Rosponso to Stato ol IL motion lor reconsideration or to vacate ' Urges 
denial ot 890731 motion ro portions ol Board 090622 order seeking relief from filing 
molion for summary disposition on oddl contentions Corlllicalo ol Svc end 
MESERVE.R A Kerr McGoo Chemical Corp (subs of Korr-McGeo Corp) 
MESERVE.R A Covington & Burling #309 9022 09/00/07 Atomic Safoty and U 
consmg Board Panel 6pp 500B1 001-50001 006 

0908160001 NRC Stall rosponso to motion ol Stato ol IL for reconsideration & to 
vacato * Board should deny motion duo to stato not providing basis for Board to grant 
motion & motion considered untimely W/Cortitlcalo ol Svc 

HODGDON.A P Assistant Gonorol Counsel lor Hearings 8 Enforcement #389 9015 
09/08/08 Atomic Saloty and Llconslng Board Panel 7pp 5080 1 033 50BB1 039 

89081501 13 Memorandum & ordor (ruling on Stato of IL molion lor reconsideration or to 
vacato) ' Demos Stato ol IL 090731 motion seeking rollel Irom requirement to bio 
molion for summary disposition W/Certillcato of Svc Served on 090009 
KLINE, J R , CARPENTER, J H , FRYE.J H Atomic Safely and Licensing 8oord Panel, 
#309 0020 09/08/08 Illinois, Slate of 4pp 50801 072-50001 075 

8000170171 Motion to propound interrogatories, roquosl documents & resol schedule as 
to Contention 2 ' List ol affirmative witnesses as to Contention 2 & NRC list of wit- 
nesses requested W/ Cortlllcate of Svc 

RATHE, DJ Illinois, Stato Ot #309 9045 09/00/15 Atomic Saloty and Licensing 
Board Panel 7pp 50099, 102-50099 160 

0900170109 Intcrrogatorlos to Korr McGee witnesses lor Contention ? ' W/Cortlllcate 

01 Svc Rotated coirospondonco 

RATHE.D J. Illinois, Stato of, #309 9046 09/00/15 Kerr-McGoa Chemical Corp. 
(subs ot Kerr McGoo Corp ) 6pp 50099 156-50099 161 

0908170216 Interrogatories to NRC Stall witnesses Irom llr did 800721 ' W/Ccrti(icale 
of Svc Related correspondence 

RATHE.D J Illinois. Stato ol #369 9047 89/00/16 Office ol the General Counsel 
(Post 060701) 5pp 50099 139 50809 143 

8906170227 Request lor production ol documents to Kerr McGoo (or Contention 2 * W/ 
Cortlllcate ol Svc Related correspondence 

RATHE.D J Illinois, Stato ol #389 9048 09/00/15 Kerr-McGeo Chemical Corp, 
(subs, of Korr-McGee Corp ) 4pp 50099 132-50099 135 

8908170243 Request (or production ol documents to NRC Stall lor Peoples Contention 

2 ' W/Certilicato ol Svc, Related correspondence 

RATHE.D J Illinois, Slate ol #309 9049, 09/00/15 Office of the General Counsel 
(Post 060701) 4pp 50099 119-50099 1 22 

8908240132 Order * Requests Korr-McGeo & NRC rosponsos to Slate ol IL molion to 
propound Interrogatories, served on 09081 5, by 090821 W/Corllflcato of Svc Served on 
890017 

FRYE.J.H Atomic Saloty and Llconslng Board Panel #309 9061. 89/08/16 Ollico of 
the General Counsel (Post B60701). 2pp 50964 220-50964-229 

8908230349 Advises Dial License STA-583 amanded to dofole Condition 1 ol Amend 15 
& adding staled condition SER end 

ROUSE.L C Fuel Cycle Safety Branch 09/08/18 STAUTER.JC Kerr-McGee Chemi- 
cal Corp (subs ol Kerr-McGee Corp ) Ip 61005.135-51005 137, 

*■8908230352 SER supporting Amond 15 to License STA-5B3 re site safety & health 
plan 

HORN.M , SWIFT, 0 J Fuel Cycle Safety Branch 89/08/10 Ip 51005 136 51005 136 


•8908230355 Advises lhal no environ impact statement or environ assessment warrant 
ed for Amend 15 to License STA 503 re site safely & health olan 
ROUSE.L C Fuel Cycle Safely Branch 09/00/16 Fuel Cycle Satelv Branch in 
51005 137 51005 137 

B908240150 Kerr McGee opposition to slate molion to propound interrogatories, request 
documents & request schedule as to Contention 2 ' Motion filed loo lale & extensive 
discovery already taken place W/Cerlihcate ot Svc 

MESERVE.R A Kerr McGee Corp MESERVE R A Covington & Burling #389 9068 
09/00/18 Atomic Salety and Licensing Board Panel 5pp 50964 230 50964 234 

8908290052 NRC Stall response to Stale ol IL & State ol IL Dept of Nuclear Salety 
motion to propound mlerrogatones.reauest documents S reschedule as to Contention 
2 • Motion lacks lustificalion & should be denied Certificate of Svc end 
HODGDON.A P Assistant General Counsel for Hearings & Enforcement #389 9061 
B9/08/21 Atomic Salety and Licensing Board Panel Opp 51009 170 51009 185 

0908290073 NRC Stall response in opposition to State ol IL motion lor summary dispo 
sition ' Motion should be denied based on Stato ol IL failure to establish entitlement 
to summary disoosikon as matter ol law 

HODGDON.A P Assistani Goneral Counsel lor Hearings & Enlorcement #389 9082 
09/08/22 Atomic Salety and Licensing Board Panel 23pp 51009 120 51009 177 

--890B290080 Statement ol material lacts as to which there exists genuine issue to be 
heaid ' Proposed action does not comoly w/ Criteria t of 10CFR40 App A & does not 
conform to Criterion 3 8 provision ol wind protection ol particular imporinnee 
HODGDON A P Assistant General Counsel for Hearings 8 Enforcement 09/08/22 
Atomic Saloty and Licensing Board Panel ip 51009 143 51009 143 

-B908290088 Affidavit of Y Yuan * Addresses admitted Contentions 3(a) & 4(e) in ro 
sponse to Stato ol IL motion lor summary disposition tiled on 890731 
YUAN.Y Argonne National Laboratory YUAN.Y Dames 8 Moore International 89/ 
08/21 7pp 51009 144 51009 150 

-8908290090 Allidavit ol ML Horn ' Addresses Contentions 3(b) & 4(a) in support ol 
NRC response to State ol IL motion tor summary disposition tiled on 890731 
HORN.M L Ollico of tho General Counsel (Post 060701) HORN M L Fuel Cycle 
Safety Branch 09/0B/22 Opp 51009 151 51009 150 

••8908290098 Affidavit ol PA Bemotf * Addresses admitted Contention 3(g)(0) in re 
sponso to Stato ol IL motion lor summary disposition tiled on 090731 
BENIOFF.P A Argonne National Laboratory 89/08/21 5pp 51009 159 51009 163 

-8908290102 Affidavit ol RH Pearl • Addresses admitted Contentions 4(c), 4(d) & 4(g) 
in response to Stato ol IL motion lor summary disposition tiled on 890731 
PEARL, RH Argonno National Laboratory 89/08/21 7pp 51009 184 51009 170 

-8908290106 Allidavit ol C Yu * Addresses Contention 4(o) in support ol NRC Stall ro 
sponsos to Stale of IL motions (or summary disposition, tiled on 09073t Certificate ol 
Svc encl 

YU,C Office of tho General Counsol (Post 060701) YU.C Argonno National Labora 
lory 89/08/21 7pp 51009 171 51009 177 

890B300071 Opposition to stato motion tor summary disposition 8 Kerr-McGee cross 
motion tor dismissal or summary disposition * Motion should be denied based on stale 
failure to meet obligations as party Cerlilicato ol Svc encl 

NICKLES.P J Kerr McGee Chemical Corp (subs ol Kerr McGee Corp ) NICKLES.PJ 
Covington & Burling #389 0096 69/00/22 Atomic Salety and Licensing Board 
Panel 115pp 51021 298-51022 344 

-8008300077 Oppositon to state motion for summary disposition & Korr-McGee cross 
motion tor dismissal or summary disposition, exhibits * 

NICKLES.P J Korr McGeo Chomical Corp (subs ol Kerr McGee Corp ) NICKLES.P J 
Covington & Burling B9/08/22 Atomic Salety and Licensing Board Panel I75pp 
51022 055 51022 344 

09OB3OOO03 Memorandum & order (concerning EPA roviow ol supplemental final anvi 
ron statement) * Directs that rosponse to concerns ro Kerr McGee request re disposal 
ot thorium mill tailings bo servod by 090900 W/Cailificalo ot Svc Served on 890025 
FRYE.J H Atomic Salety end Licensing Appeal Panot #389 9089 89/OB/24 Assist- 
ant Genoral Counsel for Hearings & Enforcement 5pp 51021 202 51021 286 

8908300079 Memorandum & ordor (ruling on Slalo ol IL request to propound Interroga- 
tories) * State motion denied lor failure to make showings required by 
10CFR2 740(h)(2)(H) 8 2 744 to obtain discovory W/Cerlificate of Svc Served on 
800825 

FRYE.J H Atomic Salety 8nd Licensing Appeal Panel #309 9090 09/08/24 Assist 
ant Goneral Counsel lor Hearings 8 Enforcement 3pp 51021 270 51021 281 

890B31Q127 Notice ol deposition • Notice ot Y Yuan 890830 deposition in Chicago, IL ra 
Wosl Chicago Raro Earths Facility Notices tor JJ Swill, WS Venekour.PA Bomoff.RH 
Peatl.JP Schubert & C Yu encl W/Cerlilicato ot Svc Related correspondence 
HARTIGAN.N F Illinois, State of #309 9090 89/08/25 YUAN.Y Dames & Mooro 
International 32pp 51030 170 51030 201 


DOCKET 40-3392 ALLIED-SIGNAL, INC., MORRISTOWN. NJ 


8908010434 Advises that all packing nuts Irom Heat R91 being recalled Serials 
1675,1689 & 1694 Heal R91. never put in svc, yet era eke d,ox tenor surface grinding 
found only on Heat R91 & high residual stress found only on Heal R91 
FUCICH.MS Doscote, USA 89/07/20 BISHOP, J Allied-Signal Corp 3pp 
50756 066 50756 066 

8908030269 Responds to NRC 890427 llr re notification ot NRC of employees potential 
saloty issues No clauses identified which restrict right of employees or conlractor to 
contact NRC re potential health or satety issues 

SAND.R H Allied Signal Corp 89/07/24 STELLO.V Otc ol tho Executive Director for 
Operations 2pp 607B6 336 50786 337 

8908070288 Record ot 890728 telcon w/J Honey re V Stollo 890427 llr to E Hennessey 
concerning restrictive clauses tor employees 

PENNINGTON, WS. NRC - No Detailed Affiliation Given 89/07/28 2pp 50824 077- 
50824 078 
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8908210031 Forwards Insp Repl 40-3392/89 01 on 890515-19 No violations 
noted Firdings considered outside agency issues.open iiems & unresolved items end 
NORELIUS C E Region 3, Ole of the Director 89/08/ 10 BISHOP JC Allied Signal 
Corp 5pp 50975 202 50975 252 

-8908210035 Insp Repl 40-3392/89-01 on 890515-19 No violations & devialions 
doled Major areas inspected licensee activities & safety assessment ol licensee per- 
formance in mgt controls 8 organization,/} A, operations review 8 emergency prepared- 
ness 

SRENIAWSKID J GIBBONS D R FRANCE G M Region 3. Ole ol Ihe Director B9/ 
08/08 44pp 50975 207-50975 252 


DOCKET 40-3453 ATLAS MINERALS, INC,. DENVER, CO 

8906110258 Inlorms that emergency procedures manual.standby procedures manual 8 
insp forms & repts updated per License Condition 53 Documents available at mill for 
nexi scheduled insp 

BLUBAUGH R E Atlas Corp 09/07/14 SMITH, R D Uranium Recovery Field Ole, R4 
ip 50893 034 50893 034 

8908070130 Forwards Amend 0 to License SUA 914 revising License Condition !7 to 
read as stated Effect of licensing action is to incorporate pilot dewatering project into 
license as well as to require const cl enhanced evaporation sys 
HALL RE Uranium Recovery Field Ole, R4 B9/07/18 Atlas Corp 3pp 50824 108 
50824 125 

8908070136 Amend 8 to License SUA 917 tor Allas Corp revising License Condition 
1 7 re implementation ol compliance monitoring program 

HALL.RE Uranium Recovery Field Ole R4 69/07/18 15pp 50824 1 1 1 50824 125 

89080904B8 Presenls recommended plan to provide interim remedial measures lor re- 
duction ol radon emissions at facility Treatment ol inner exposed ladings will continue 
by spraying, evaporating & storing collected -water 

BLUBAUGH, RE Allas Corp 09/07/19 HAWKINS EF Uranium Recovery Field OIc. 
R4 5pp 50862 162 50862 166 

8308110072 Ack receipt ol 890719 response to 890608 confirmation of action 
itr Approves accelerated program of regrading & placement ol low grade ore stock- 
piles on tailings impoundment top Analysis re fewer radon emissions requested 
HALL RE Uranium Recovery Field OIc, R4 89/07/27 BLUBAUGH.R Adas Corp 
3pp 50903 331-50908 333 


DOCKET 40-4492 AMERICAN NUCLEAR CORP., CASPER, WY 


8908070417 Advises lhal licensee withdrew amend request to allow placement of site 
malls m Tailings Pond l.per 090721 lalcon Case should be closed 
JACOBY, D L . HAWKINS.EF Uranium Recovery field OIc. R4 69/08/01 Uranium 
Recovery Field OIc. R4 2pp 51015 141 51015 142 


DOCKET 40-5191 AMERICAN POTASH i CHEMfCAL CORP,, WEST CHICAGO, IL 


0906230305 Final response to FOIA requesl App A records encl & available in PDR App 
B records partially withheld (ref FOIA Exemption 6} 

GRIMSLEY.DH Division of Freedom of Information 8 Publications Services (Post 
890205) 89/00/10 DEGRAZIA.BC Burditl, Bowles, Radzius & Puberty, Ltd 5pp 
50984 342 50986 289 

-8908230356 Requests Canadian & Mexican permits ref in 600127 application for li- 
censes lo export source mail 

DEUNEY.JC Atomic Energy Commission (Pro 750101) 60/02/08 BENNETT, DR 
American Potash A Chemical Corp ip 50986 1 76-50985 176 

-8908230362 Forwards application for license to export 4 oz Ihonum oxide Code 114 & 
4 oz Thonum Oxide Code 104 lo Canada 

BENOIT.DE American Potash & Chemical Corp 60/01/27 DOULOUS Atomic 
Energy Commission (Pro 750101) Ip 50985 179 50995 179 

-8908230364 Application lor license to export 4 oz thorium oxide Code 1 14 4 4 oz tbo 
num nitrate Code 104 to Canada 

• American Potash S Chemical Corp 60/01/27 ip, 50985 180 50985 160 


DOCKET 40-5192 AMERICAN POTASH & CHEMICAL CORP,, WEST CHICAGO, IL 

69 D 8 230305 Final response to FOIA requesl App A records encl & available In PDR App 
B records partially withheld (ref FOIA Exemption 6) 

GRIMSLEY.DH Division of Freedom ol tnformahon & Publications Services (Post 
890205) 89/08/10. DEGRAZIA.B C Burditl, Bowles, Radzius & Ruberiy, Ltd 5pp 
509B4 342 50985027 

--89O023O3S6 Requests Canadian & Mexican permits ref In 600127 application (or li- 
censes lo export source mail 

DELANEY.JC Atomic Energy Commission (Pre 750101) 60/02/03 BENNETT.D R 
American Polash S Chemical Corp Ip 50985:176-50985 176 

-8906230359 Forwards application lor Ficenso to export 10 lb thorium nil rate to Mexico. 
8ENOiT.DE American Polash A Chemical Corp 60/01/27 DOULOUS Atomic 
Energy Commission (Pre 750101) Ip 50985 177-50985-177 

-8906230360 Application lor license to export it) lb thorium nitrate Code 104 to Mexico. 
’ Amencan Potash & Chemical Corp. 60/01/27. Ip 50985.178-50985 178. 

- B908230368 Forwards Licenses R-106 8 fl-234 w/backup mail, correspondence & rapt 
file, binder ol piclures & drawings, radiabon monitors repts, thorium concentrations A 
gamma levels 

BRDCKETT.T W. Atomic Energy Commission (Pre 760101) 61/03/16 

JOHNSTON, WB Alomic Energy Commission (Pre 7S0101) Ip. 50985 181- 
509 85 181. 


DOCKET 40 6622 PATHFINDER MINES CORP,, SHIRLEY BASIN, WY 

8908150211 Ack receipt ol 890420 a 0609 Itrs re hazardous constituent monitoring & 
proposed addition of Subsections H.l & J to Liconse Condition 47 
HOPKINS. RJ Pathfinder Minas Corp 89/06/22 HAWKINS.EF Uranium Recovery 
Field OIc, R4 2pp 50917079 50917080 

8908090482 Advises that license amend re experiment w/addibon of hydrogen peroxide 
lo mill circuit unnecessary at present 

MURDOCK.ES Pathfinder Mines Corp 89/07/14 HAWKINS, E Uranium Recovery 
Field OIc, R4 Ip 50862 167-50862 167 

8908160026 Forwards lee (or 890622 license amend request re hazardous constituent 
monitoring 

HOPKINS. RJ Pathfinder Mines Corp 89/07/14 Uranium Recovery Field Ofc, R4 Ip 
5093B004 50938 004 

8908070162 Forwards Amend 19 lo License SUA 442, revising Condition 47 re ground 
water detection monitoring program 

HALL. RE Uranium Recovery Field Ofc, R4 89/07/18 Pathfinder Mines Corp 2pp 
50824 083 50024 095 

-8908070168 Amend 19 to License SUA 442 lor Pathfinder Mines Corp. revising Li 
cense Condition 47 ro implemenlalion ol groundwaler dcteclion monitoring program 
HALL, RE Uranium Recovery Field OIc, R4 09/07/18 tlpp 50824 085 50824 095 


DOCKET 40-6659 PETROTOMICS CO„ SHIRLEY BASIN, WY 

6908290012 Provides proposed expansion ol corrective action plan W/lwo oversize 
draw-ngs Fee paid 

PFAFF.S J Pelrolomics Co (formerly Getty/Petrotomics Co) 89/07/26 
HAWKINS.EF Uranium Recovery Field OIc R4 3pp 51050 038 51050 040 


DOCKET 40-7102 SHIELDALLOY METALLURGICAL CORP, NEWFIELD, NJ 

8908080135 Expresses appreciation tor visit of technical slaff lo plant & discusses do 
contamination of plant 

CAMPBELL, GT Shield alloy Metallurgical Corp 09/07/28 ROUSE.L Fuel Cycle 
Safely Branch 3pp 50857 147-50857 148 


DOCKET 40-7455 WHITTAKER CORP., LOS ANGELES. CA 

8907280191 Audit repl of radioacbvo matt located next to Groenville 
Metals, Greenville, PA Gales locked & chain link, barbed wire & signs on fence verified 
MILLER, F L Whillaker Corp 89/07/14 3pp 50689 172-50689 173 

6908110260 "Semiannual Moniiormg Program for Erosion Insp " No evidence ol abnor- 
mal surface erosion, change in soil distribution characteristics or unauthorized Qnlry 
noted W/ 890725 Hr 

LOUTTIT.G J Whittaker Corp 09/07/20 ROUSE.L Fuel Cycto Safely Branch 3pp 
50893 038 50893 039 

8908250257 Audit repl of radioactive mall located next to Greonville Metals In 
Greenville.PA 

MILLER, FL Whittaker Corp 89/08/16 2pp 51040 312-51040 312 


DOCKET 40 8027 SEQUOYAH FUELS CORP,, OKLAHOMA CITY, OK 

8907270248 flev f lo "OifsHe Emergency Mgl Plan ” W/690612 Hr 
DEAN.K Sequoyah Fuels Corp. (subs of Kerr-McGee Nuclear Corp) 89/06/01 
150pp 50677 223-50678 030 

8908090150 Forwards discharge monitoring repl for June 1909 Final rept will bo submit 
ted when data for Points 001.004 & 005 available 

KNIGHT, SP Sequoyah Fuels Corp (subs of Kerr McGee Nuclear Corp) 89/07/14 
KNUDSON.M O Environmental Protection Agency Ip 50003 206 50883 213 

-8908090212 "NPOES Discharge Momlorlng Rept for June 1989 " 

KNIGHT, S P. Sequoyah Fuels Corp (subs ol Kerr-McGee Nuclear Corp ) 89/06/30 
7pp. 50883 207-50883,213 

8908090139 Forwards discharge monitoring repl lor June 1989 & amend to May 1809 
repl covering Ra-226 sample (or Discharge Point 001 

KNIGHT.SP. Sequoyah Fuels Corp (subs ol Kerr-McGee Nuclear Corp ) 89/07/19 
KNUDSON.M O Environmental Prolecllon Agency 2pp 50862 008-50862 015 

-6908090144 Discharge momlorlng repl lor June 1989 
KNIGHT.SP Sequoyah Fuels Corp (subs ol Kerr-McGee Nuclear Corp) 09/06/30 
5pp 50862,010 50862 014 

-8908090145 Revised discharge monitoring repl (or May 1989 covering Ra-226 sam 
pies. 

KNIGHT, SP. Sequoyah Fuels Corp (subs of Kerr McGee Nuclear Corp ) 89/05/31 
Ip. 50862015 50862 015 

8906020249 Ack receipt of 890714 Itr re reduced level ol monitoring (or 
nonemployees No personnel monitoring required lor escorted tour lor visitors into re- 
stneted area9 ol facility on 890805 as part ol open house 

ROUSE.L C Fuel Cycle Salely Branch 89/07/25 KNIGHT.S.P Sequoyah Fuels Corp 
(subs of Kerr-McGea Nuclear Corp ) Ip 50760-1 18-50760 1 18 

8908020325 Advises lhal revised pages re organizational changes in operations depl & 
waste ireatmenl & disposal dept Inserted into Chapters 11 & 12 of license safely 
demonstration section 

ROBINSON, C.H Fuel Cycle Safety Branch 89/07/25 KNIGHT.S P Sequoyah Fuels 
Corp. (subs, ol Kerr-McGee Nuclear Corp) tp 50760.099-50760 099 

8908080248 Revised amend application for License SUB-tOIO.renumbering pages o( li- 
cense lo be consistent w/890411 amend 

KNIGHT.S P Sequoyah Fuels Corp (subs ot Kerr-McGee Nuclear Corp ) 89/07/25 
ROUSE.L C Fuel Cycle Salely Branch lOpp 50857 048 50857 056 
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89001 10272 Applicalion lor rev lo Pari II, Chapter 10 ol License SUB-1010 re Incilily 
layoul, covering primary electrical sys, emergency power, compressed air, water supply 
& distribution 8 cooling waler sys Drawings oncl 

KNIGHT.S P Sequoyah Fuels Corp (subs ol Kerr McGee Nuclear Corp ) 89/00/01 
ROUSE, LC Fuel Cycle Safoly Branch 41pp 50909 335 50910 040 

8908150148 Inlorms ol opon houso by Sequoyah Fuels Corp on 890005 Ait sampling & 
ventilation sys will be in operation 8 addl air samplers will be placed along tour routo 
KNIGHT.S P Sequoyah Fuels Corp (subs ol Kerr McGee Nucloar Corp ) 09/00/01 
ROUSE, LC Fuel Cycle Snloly Branch 2pp 50917 201 50917 202 

B9DB170398 Ack receipt ol 090303 Hr Iransmilling "Remedialion Plan lor Pond 2 " Rec 
ommonds that licensee coordinate split sampling & analysis program w/U Recovery 
Field Ole lor benchmarking ol licensee lab w/Oak Ridge Assoclaled Umvs lab 
ROUSE, L C Fuol Cycle Safoly Branch 09/08/1 1 KNIGHT.S P Sequoyah Fuels Carp 
(subs ol Kerr-McGoe Nuclear Corp ) Ip 50947 302-50947 302 

0900230335 Inlorms that Chapter 10 ol license snloly demonstration section 
updalod.por 090001 Itr 

ROBINSON, CH Fuol Cycle Salely Branch 09/08/16 KNIGHT.S P Sequoyah Fuels 
Corp (subs ol Kerr McGeo Nucloar Corp ) ip 51005 134 51005 134 


DOCKET 40-8084 RIO ALGOM MINING CORP., MOAB, UT 

0908070410 Forwards corroded analylical resulls ro groundwator samples in response 
lo 890609 agreement Chemical lead values not included in tables sinco analysis ol 
lower level of detection incorrect 

PATTISON.R S Rio Algom Mining Corp 89/06/30 HALL.R E Uranium Recovery 
Field Ole, R4 3pp 50022 350 50022 352 

0908100083 Requesls that NRC grant variance on License Condition 45 froaboard & 
boach requirements & that variance continue until 60 days alter NRC reaches final 
decision ro application lor amond curronlly under review 

FREEMAN, MD Rio Algom Mining Corp 00/07/13 HAWKINS, E U/omum Recovery 
Field Ole, R4 2pp 50091 360 50091 361 

0900 100 137 Advises that NRC not ablo to accommodate request lo approve placement 
ol radon attenuation cover until idenliliod dolicioncios rosolvod 
HAWKINS, EF Uranium Rccovory Field Ole. R4 09/07/20 PATTISON.R S Rio 
Algom Mining Corp 3pp 50005 206 50005 200 

0908070435 Granls variance lo Liconso Condition 45 to maintain min Irooboard ol 0 5 in 
lower tailings pond, based on Disco Lako reduced walor level 8 ability to hold runoll.in 
rosponso lo 090713 request 

HAWKINS, EF Uranium Rocovory Field Ofc, R4 09/07/27 FREEMAN, MD Rio 
Algom Mining Corp 2pp 50022 340 50022 349 


DOCKET 40-0102 EXXON CO„ USA, HOUSTON, TX 

8900020276 Application lor amond lo Liconso SUA 1 139, changing spocliod max dry 
density Irom at toast 102 pci to at least 06 pci since high clay conlont docs not moot 
current compacted bulk density spoc Foo paid 

PATTON, J D Exxon Corp 09/07/06 HAWKINS, E F Uranium Recovery Field Ole, R4 
4pp 50760 094 50760 097 

0900090400 Discussos testing performed on clayey borrow mall Calculations ol ro 
quirod cover Ihicknoss purlomicd, using RAECOM modol Covor ol 42 inches ol borrow 
mall more Ilian sufficient to altonualo radon llux bolow accoplnblo levels 
MILLER, LL Wator Waslo 8 Land, Inc 09/07/07 JACOBY, D Uranium Rocovory 
FioldOlc, R4 2pp 50091 103 5009 M 04 

0900070175 Torwards Amond 30 lo Liconso SUA 1 139,rovismg License Condition 40 lo 
modify radon barrinr covor mall spocs ol reclamation plan 

HALL, RE Uranium Rocovory Flold Ole, R4 09/07/26 Exxon Corp 2pp 50023 297- 
50023 309 

-8900070178 Amend 30 lo Liconso SUA 1 139 lor Exxon Coal 8 Mlnorals Co, rovlslng 
License Condition 40 lo modily radon barrior cover mall specs ol reclamation plan 
HALL R E Uranium Rocovory Fiold Ole, R4 09/07/26 7pp 50023 299 50023 305 

•■8908070166 Supporls Amend 30 lo Liconso SUA 1139, revising Liconso Condition 40 
lo modily radon barrier cover mall specs ol reclamation plan Current spoc roprosonls 
snndiost mall lo perform adoqualoly as Infiltration & radon barrior 
JACOBY, D L , HAWKINS, E F Uranium Recovery Fiold Ole, R4 00/07/26 Uranium 
Rocovory Field Ole, R4 4pp 50023 306 50023 309 

8908150271 Application lor amond lo Liconso SUA-1 139, allowing placement ol radon 
barrier prior lo reaching 90°o consolidation Thirteen solllomonl monuments will bo 
placod in tailings basin cover by 091001 

PATTON, J D Exxon Corp 09/07/27 HAWKINS, C F Uranium Recovery Fiold Ole R4 
3pp 50917 056 50917 058 


DOCKET 40 8452 BEAR CREEK URANIUM CO., CASPER. WY 

6908180397 Application lor amond lo Liconso SUA 1310, amending Condition 36 lo 
redwco frequency ol tailings embankment surveillance 8 Insp program Fee paid 
SCOTT, E.Y Boar Creek Uranium Co 80/07/14 HAWKINS E r Uranium Recovery 
Field Ole, R4 2pp 50970 137-50970 130 

8908090394 Forwards Amend 23 to Liconso SUA 13 10 modifying Condition 36 re toil 
Ings insp 8 surveillance program lo rolloct nonoporalional stains ol facility 
HALL.R E Uranium Recovery Field Ole, R4 89/08/01 Boar Creek Uranium Co 2pp 
50801 316 50861 330 

--8908000396 Amend 23 to Liconso SUA 1310 lor Boar Crook U Co revising (ailing insp 
& surveillance program lo rolled nonoporalional status ol lacilily 
HALL.R E Uranium Recovery Field Ole. R4 09/00/01 lOpp 50861 318 50661 327 

"890BQ9039B Discusses amend ol License SUA-1310 re tailings disposal area insp 6 
surveillance program Staff recommends lor Liconso Condition 36 bo rovisod in entirety 
based on Into & current nonoperational status ol facility 

JACOBY, D L , HAWKINS, E F Uranium Rocovory Field Ole, R4 09/08/01 Uranium 
Recovery Field Ole, R4 3pp 50061 328 50061 330 


DOCKET 40-B502 MALAPAI RESOURCES CO., PHOENIX, AZ 


8908020368 Forwards proposed program for disposal ol byproducl mall generated from 
solution mining aclivillos.per B90516 roquost Re quests NRC review 8 rosponso to 
short term 8 long term waste disposal alternatives Feo paid 
WICHERS.DL Malapai Resources Co 09/06/28 HAWKINS.EF Uranium Recovery 
Field Ole, R4 21 pp 50750 110 50758 136 

8908020289 Requests that 690627 Itr ro use of chtorino gas 8 sodium hypochlorilo as 
chlorinating agents at satellite sys be considered process change & incorporated into 
license via amend Feo paid 

WICHERS.DL Malapai Resources Co 09/07/06 HAWKINS, ET Uranium Recovery 
FioldOlc, R4 ip 50760 117-50760117 

0908020313 Requests review & approval ol proposed program lor disposal of byproduct 
waslo mall Foe paid 

WICHERS.DL Malapai Resources Co 89/07/06 HAWKINS, EF Uranium Rocovory 
Field Ole, R4 Ip 50760 096 50760 099 

890B090321 Notifies ol 690630 discovory of water leaking to ground surface Irom trunk- 
line servicing Module 4 bldg.per B907O3 tolcon Caused by leaking valve Valve tight- 
ened 8 valve replaced w/ permanent end cap 

WICHERS.DL Malapai Resources Co 89/07/07 HAWKINS, EF Uranium Recovery 
FioldOlc, R4 4pp 50891 267-50091 270 

B9O0O9D4O5 Forwards details ol sampling.wator quality analysis 8 corrective acltons ro 
exceedance ot upper control limits in samplos trom monitor wells DM to & SSM 10 at 
facility Into submitted per License Condition 20 of Liconso SUA-1341 
WICHERS.DL Malapai Resources Co B9/07/14 KONWINSKI.G R Uranium Recov- 
ery Field Ole, R4 4pp 50862 020 50862 031, 

6908070407 Ack receipt ol 690707 8 14 Itrs re in|eclion solution spill 8 oxcoedanco ot 
uppor control limits in Wells DM 10 & SSM-18 Cleanup & corrective actions will bo 
examined during next site Insp 

HAWKINS, E F Uranium Rocovory Fiold Ole, R4 09/06/01 WICHERS.D Malapai Re- 
sources Co 2pp 50022 266 50B22 267 


DOCKET 40-8649 FLINCHBAUGH PRODUCTS, INC,, RED LION, PA 


8908110161 Discussos Salely Insp 40 8649/69 01 on 890600 8 forwards noltco of vio- 
lation 

WHITE, JR Region 1, Ole ol Iho Director 09/07/28 80YD.J Gonoral Oelenso Corp 
2pp 50893 035 50893 037 

-0908110169 Notice ol violation trom Insp on 090600 Violation noted packages con- 
taining kg quantities ol U 238 routinely delivered lor transport w/o shipper assuring, by 
exam or appropnato losts.lhat contamination within allows bio limit 
* Region 1, Ole ol Ilia Diroclor, 09/07/28 ip 50893 037 50693 037 


DOCKET 40-0801 UMETCO MINERALS CORP., GRAND JUNCTION, CO 


89 0809044 5 Forwards annual technical evaluation 8 insp ropl required by License Con- 
dition 26, including weekly insp dole lor pond olovations & undcrdrain liquid fovols & 
monlhly Insp data lor slurry pipeline 8 surlaco wator control struclures 
HAMRICK, J S UMETCO Minerals Corp (subs ol Union Carbido Corp ) 89/06/25 
HALL.R E Uranium Recovery Fiold Ole, R4 105pp 50003 250 50883 354 

6008070457 Requests that NRC nolily licensee to coaso receipt 8 processing ot Telo- 
dyno Wah Chang industrial waslo Stolo rotams responsibility lor liconsmg sourca 
mall Vondor doos not have Stale ol UT liconso lor radwnsto disposal 
ANDERSON L F Utah, Slate ot 09/05/19 SMITH.R O Uranium Recovery Field Ole, 
R4 ip 50822 353 50B22 353 


DOCKET 40-B714 CLEVELAND-CLIFFS IRON CO., CLEVELAND, OH 

86 08 160355 Application lor a mend, term mating Liconso SUA 1352, per licensee comple- 
tion ol decontamination 8 reclamation ol Collins Draw Solution Mining 
proioct Corlilicalo ol disposition ol mails oncl 

AHO.GD Cleveland Clills Iron Co 89/06/12 KONWINSKI.G R Uranium Recovery 
Field Ole, R4 Ip 50937 252 50937 253 

-B908160364 Cerlilicalo ol disposition ol malls all malls procured &/or possessed by 
liconsoo under License SUA 1352 transferred on listod dates lo Kerr McGee Nuclear 
Corp Homeslako Mining Co 8 UMETCO Minerals Co 
AHO.GD Cloveland Clills Iron Co 69/06/12 Ip 50937 253 50937 253 

8908150235 Forwards lee lor application lor amond lo License SUA- 1352 

AHOGD Clevoland Clills Iron Co 69/07/18 Uranium Recovery Field Ole R4 Ip 
50926 252 50926 252 


DOCKET 40 8724 CHEMETRON CORP.. CHICAGO, IL 


0907310210 Requests extension ol completion time lor Harvard Avonuo Silo deconlamt 
nation to 89 1031, per Liconso SUB 1357 

SULLIVAN.GF Chemetron Investments. Inc 89/07/18 SWIFT, JJ Fuel Cycle Safely 
Branch 2pp 50755 229 50755 233 

8900070272 Granls 890718 request lor extension of bmo lor completion ol decontami 
nation ot facility until 891031 Furlher extension will bo granled only in response 10 
demonslrahon ol continued diligent efforts to complete decontamination 
ROUSE LC Fuol Cycle Safety Branch 69/07/29 SULLIVAN G F Chemolron Corp 
2pp 50872 206 50672 289 

8908140001 Provides update on status Ot activilios pertainrng lo recipient petition under 
!0CFR2 206dld 890106 lo compol Chemelron Corp lo immediately commence do 
conlaminalion ol site NRC will continue to observe Chemetron progress 
ROUSE.l C Fuel Cycle Safety Branch 89/07/31 ROMEHKR McGean-Rohco Inc 
(formerly McGean Chemical Co , Inc ) 2pp 50916 137-50916 142 
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8908110231 Requests survey ol Bldg 20 in order to determine it decontamination nec- 
essary before facility can bo released for unrestricted use 

LAROCHE, G fuel Cycle Safely Branch 09/08/04 LUCAS, J McGean Rohco. Inc 
(formerly McGean Chemical Co . Inc) Ip 50893 040 50893 046 


8908090194 Requests that licenses 690705 applicalion to amend License SUA-151 1 ho 
disregarded since NRC has indicated that changes would not tall within agency 
ouidelmes.per 890714 telcon 

MCGCNAGLE.L Everesl Minerals Corp 89/07/14 HAWKINS, E Uranium Recovery 
Field QIC, R4 Ip 50881.321-50881 321. 


DOCKET 4Q 8760 KERR-MCGEE NUCLEAR CORP. OKLAHOMA CITY, OK 

8908180379 Application for amend lo License SUA- 1387, changing address as slated 
FREEMAN, MD Rio Algom Mining Corp 89/07/14 HAWKINS.E Uranium Recovery 
Field Qfc, R4 Ip 50956 194-50956 194 

8908070198 Forwards Amend 3 to License SUA 13B7.modilymg License Condition 2 to 

reflect new mailing address 

HALL.R E Uranium Recovery Field Ole, R4 89/07/27 FREEMAN, M Rio Atgom 
Mining Corp Ip 50823 320-50823 334 

-890BO7O2 1 1 Amend 3 lo License SUA-1387 for Rio Algom Mining Corp, modifying Li- 
cense Condition 2 lo reflect new mailing address 

HALL.R E Uranium Recovery Field Ofc, H4 09/07/27, 14pp 50823 321-50823 334 


DOCKET 40 3783 URANERZ USA, INC,, CASPER. WY 

3900030013 Application for amend to License SUA-M0l,changmg expiration date to 
read "Date of Issuance ol Commercial Liconso " Feo paid 

CATCHPOLE.G J Uraneiz USA, Inc 09/06/19 HAWKINS.E F Uranium Recovery 
Field Ofc, R4 2pp 50793 323 50793 328 


8908070033 Forwards Amend 18 to License SUA-151 1 .revising Liconso Conditions 
1,10,27 & 46 re organizational structure 

HALL.R E Uranium Recovery Field Ole, R4 89/07/17 Everest Minerals Corp 3pp 
50824 036-50824 059 

-•BD08070092 Amend 18 lo License SUA-151 1 for Sparkling Cily Nuclear Corp, revising 
License Conditions 1,10,27 8 46 re orgamzalional struclure 

HALL, RE Uranium Recovery Field Ofc, R4 89/07/18 13pp 50824 039 50024 051 

-890B070094 Recommends that License Conditions 1,10,27 & 46 ol Liconso SUA-151 1 
be modified lo rolled change in organizational slruclure.per 890623 rcquesl 
GRACE.SR, HAWKINS.E F, Uranium Recovery Field Ole, R4 89/07/18 Uranium 
Recovery Field Otc, R4 Opp 50824 052-50824 059 


DOCKET 40-8903 HOMESTAKE MINING CO„ GRANTS, NM 

8908090161 Responds lo NRC 881128 Hr re 12 alleged open items identified during 
881101-03 insp Corrective actions individual docu menial ion forms providod lor all 
procedures Included In manual & employees received training 
KENNEDY.E.E Homeslako Mining Co 89/06/20 SMITH, R D Uranium Recovery 
Field Ole, R4 8pp 50884:312 50884 319 


8908038060 Remits lae tor 890619 application for amend lo License SUA-I401.extond 
mg expiration date 

CATCHPOLE.G J Urenerz USA, Inc 89/07/10 HAWKINS.E F Uranium Recovery 
Field Ole, R4 Ip 50793 011 50793 011 


8908090355 Responds to 89060Q Hr & Hoffman 890530 submittal Ack comments & 
commitments ro renewal ol DP-200 Imported Issues defined & resolved during negoti- 
ation of renewal. 

SLIFER.D, Now Mexico, Slate ol 89/07/03 KENNEDY, E Homosloko Mining Co 
3pp 50B62 025-50862 027 


DOCKET 40-0601 WESTLAKE LANDFILL, NORTHBROOK, IL 

B907270250 Forwards ' Site Characterization & Remedial Adlan Concepls for West 
Lake Land W I," Jul 19B9 

SWIFT. J J Fuel Cyclo Safely Branch 09/07/21 BOWERS.C Br.dgoton, MO 
DREY.L Affiliation Not Assignor! KUCERA.R Missouri, Slate ol 4j>p 50712 079 
50712165 

-0907270254 "Silo Characterization & Remedial Action Concopts lor West lake Land 
(ill " 

’ Office ol Nuclear Material Safety 8 Saloguards, Director 89/07/31 B3pp 
50712003-50712 165 

89073(0174 Forwards rept entitled, "Site Charnel emotion & Romedial Action Concepls 
lor Wosl Lake Landfill,' ''par 890719 Ictoon W/o end 

SWIFT, J J Fuel Cycla Safety Branch 89/07/21 DEROOS.C Missouri, Slato ol Ip 
50726 264 50726264 


B90B100 021 Informs that meeting time will be made early in Aug after completion of koy 
personnel vacations.per 890713 lefcon w/ E Hawkins re satisfactory solution concern- 
ing Condition 35 ol License SUA-1471 

KENNEDY.E E. Homestake Mining Co 89/07/17 SMITH, R D Uranium Recovery 
Field Olo.R4 Ip 50892 016 50892 016 

8908100094 Recommends that MOU (or remedial action at site be signed in prasonl 
form 

HALL.R E, Uranium Recovery Field Otc. R4 89/07/10 BEACH.A B Uranium Rocov 
ery Field Ole, R4 Ip 50885-27 1-50865-284 

8908070411 Ack receipt ol 800620 Hr providing responses to open Hems identified 
during insp on 881101 03 NRC In agreement w / actions taken by liconsoo 
HAWKINS.E F Uranium Recovery Field Otc, R4 89/07/26 KENNEDY, E E Homos 
tako Mining Co 2pp 50822 354-50822 355 


DOCKET 40-8904 BP AMERICA, INC./L-BAR URANIUM FACILITY, SALT LAKE 


DOCKET 40 6020 FERRET EXPLORATION CO. OF NEBRASKA, INC,, CRAWFORD, 
NE 

8908280242 Advises lhai bond lor restoration & reclamation ol Crow Butto pitot plant 
more than adequate 

COLUNGS.SP Ferret Exploration Company of Nebraska. Inc 89/07/21. 
KONWINSKI.G Uranium Rocovery Field Otc, R4 4pp 5104D 316 51040.310 

8900280254 Remits payment tor annual review ol surety submiHod lo NRC on 
890721, per License Condition 43 

OOLUNQS.S P Ferret Exploration Company ol Nebraska. Inc 69/00/01 HALL.R 
Uranrum Recovery Field Ofc, R4 Ip 51040320 51040320 


DOCKET 40 3857 EVEREST MINERALS CORP,, CONVERSE COUNTY, WY 

8908020340 Forwards payment ol processing feo associated w/lranstor ot License 
SUA 1511 Feo paid 

DOLAN, BT Davis Graham & Stubbs DOLAN, 8 T Everest Mm orals Corp 89/06/23 
GRACE.SR Uranium Recovery Field Ole, R4 Ip 50757 124 50757 125 

-B90B02Q346 Requests NRC approval ol Irnnsler ol control & responsibility lor direction 
ol operations ol Highland U Mmo Foo paid 

MCGONAGLE.L Everest Minerals Corp 89/06/23 SMtTK.D Uranium Rocovery Field 
Ofc, R4 Ip 50757 125 50757 125 

8908090265 Forwards revised pages lo 090623 request to transfer. License SUA 151 1 
to Sparkling City Nuclear Corp License should remain w/Evoresl Minerals Corp since 
Everest will retain legal stalus as operator ol facility 

DOLAN BT Davis, Graham & Stubbs 89/07/05 SMITH.D Uranium Rocovery Field 
Ole R4 7pp 50862 136-50862 142 


8908070293 Provides cost estimates ior reclamation of L Bar U mine & tailings area yol 
to be incurred as of 890801 Costa comprise mainly groundwator 
remediation, soltlemen I monitoring, long- term mawt, evaporation pond closure & revo 
golation 

OSBORN, T.G INTERA Technologies. Ino 89/05/30 SMITH.R D Uranium Recovery 
Field Ole, R4 2pp 50854 097-50854 098 

8900030073 Application lor amend lo License SUA-1472,complying w/conditions sol 
forth in Amend 12.Condillon 31C Listed info including current silo maps showing loca 
lions & elevations ol existing wells end, Fee paid W/lwo oversize maps 
OSBORN, TG, INTERA Tech not ogles, Inc 09/06/23 HAWKINS.E Uranium Recovery 
Field Ole, R4 27pp 50797 128-50797 206 

-8908030080 "Summary Rept on Monitoring Piezometers & Pumpback Wolls, Installed 
at L-Bar U Operation During 1989 Groundwater Hydrology Investigation, Jan 
Mar, 1989 " 

• INTERA Technologies, Inc 89/03/31 52pp 50797 155 50797 206 

0908090219 Forwards 890623 & 30 llrs lo British Petroleum Amorica L Bar Mill site, par 
agreement W/o ends 

GRACE.S R Uranium Recovery Field Ole, R4 89/07/27 Cebollela, NM 2pp 
50862 082-50862 083 

B908150262 Application lor amend lo License SUA- 1472, Incorporating revised surely 
ostimale presented In 890530 Hr lo D Smith Fee paid 

OSBORN.T.G INTERA Technologies, Inc 89/07/27 HALL.R Uranium Recovery 
Field Ofc, R4 ip 50925-313-6O925 3I3, 


DOCKET 40-8905 KERR-MCGEE CORP./QUIVIRA MINING CO„ OKLAHOMA CITY, 
OK 


8908070308 Forwards Amend 17 to License SUA 161 1, revising License Conditions 
10,32,35,30,40 & 48 & adding License Conditions 51,52 & 53 re new satellite lacility 
HALL.R E Uranium Recovery Field Ofc, R4 09/07/14 Everest Minerals Corp 5pp 
50822 284-50B22 314 

-0908070313 Amend 17 to License SUA 151 1 lor Everest Minerals Corp, authorizing 
use ol U in unlimited amounts at Highland project in Converse County, WY 
HALL RE Uranium Recovery Field Ole. R4 89/07/14 13pp 5062 2 289 50822 301. 

• 8908070315 Recommends Amend 17 to License SUA 1 5 1 1 .revising Conditions 32,38 
& 40 & adding Conditions 52 8 53 re proposed satellite operahon for Section 14 ol 
Highland U proiecl 

GRACE S R Uranium Recovery Field Ole. R4 89/07/14 Uranium Recovery Field 
Ofc R4 7gp 50822 302 50822 306 

-8908070320 Recommends lhal License Conditions 10,35 & 30 be amended & Condi 
lion 51 be added to license SUA 151 l,lo read as staled, per 890127 0223.0307 & 16 
submittals on satellite operation for Highland U project 

SCOVtLL.V.R Uranium Recovery Field Ofc R4 89/07/14 Uranium Recovery Field 
Ole R4 Opp 50822 309-50822 314 
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■6900090346 Amend 12 to License SUA 1473 lor Quivira Mining Co changing Condition 
2 to retlecl new address 

HALL, Ft E Uranium Recovery Field Ole. R4 09/07/31 9pp 50QG1 354-50862 002 


DOCKET 40-8907 UNITED NUCLEAR CORP., SANTA FE, NM 

6908090473 Confirms roquosl lor conlerenco w/EPA at least one wk prior to G90802 to 
allow sulliciont opportunity lo formulate response to Section XIV a ol EPA 090S29 
ndminislralivo order 

VELASQUEZ, J R United Nuclear Corp (subs ol UNC Resources. Inc ) 09/07/06 
ROWE.W Environmental Protection Agency ip 50862 168-50862 168 

8906090318 Ack receipt of 890622 Hr discussing field mods to corrective action 
plan Ponding outcome ol discussions w/ofc, llr outlining mods will be necessary to 
avoid potential license violations 

HAWKINS, E F Uranium Recovery Field Ole, R4 89/07/11 United Nuclear Corp 
(subs ol UNC Resources, Inc) 3pp 50862 037-50862 039 


DOCKET 40 8926 ALTAIR RESOURCES, INC,, CASPER, WY 

8909280262 Application lor amend to License SUA 1492, revising license to cover site 
decommissioning work Radwastes, contained in three exploration ponds S conlammat 
ed soils wilt be hauled to Minorals Exploration Co for disposal 

MOXLEY.M Wyoming, Stale of 89/08/03 KONWINSKI.G Uranium Recovery Field 
Ole, R4 fOpp 51041 290 51041 299 


DOCKET 40-8951 SAMUEL G, KEYWELL CO, DETROIT, Ml 

8908110252 Responds to violations noted during 890629 msp of License STB-t515Cor- 
roctive actions Hr sent to Region III on 890629 requesting necessary 
changes Individuals advised of importanco of keeping all info up lo dale 
ISAACSON, LS Samuel G Koywell Co 89/07/19 MCELROY, NL Region 3, Ofc of 
the Director tp 50894 126 50894 128 

- 8908110257 Application lor emend to Liconso STB 1515, changing street address to 
3075 Longo Avonuo, radiation safety ollicor to L Bragg & person supervising uso to L 
Bragg & L Isaacson 

ISAACSON, L S Samuel G Koywell Co 09/06/29 MALLETT.B Region 3, Ofc ol tho 
Director 2pp 50094 127-50894 128 


DOCKET 40-8968 HYORO RESOURCES, INC., DALLAS, TX 

8908110170 Forwards Cibola Rosoarch Ropt 30, "U Resources, Inc Crownpoint Cutlural 
Rosourcos Survey Class III Inventory," lor wost 1/4 ol Socdon 24 Survey lo be Includ 
od in suppl environ ropl forwarded to NRC on 090420 

PELIZZA.MS Uranium Rosourcos, Inc 89/07/13 GRACE, S Uranium Recovery Field 
Ole, R4 Ip 50949001 50949 032 

-8908110174 "U Rosourcos.lnc Crownpoinl Cultural Rosourcos Survey Class til Inven- 
tory " 

MARSHALL, M P Cibola Research Consultants 09/06/28 31pp 50949 002- 
50949 032 


DOCKET 40-8981 URANERZ USA, INC,, CASPER, WY 

8908100003 Forwards application lor groundwater pollulion control pormil lor North 
Butte In situ leach U solution mine In Campboll County, for approval W/o end 
CATCHPOLE.GJ Uronorz USA, Inc 09/07/14 LUCHT.R Wyoming, Slate of Ip 
50096 035-50006 035 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOH 


P, Operating license stage documents & correspondence 

890B1S0142 Forwards Amond 33 to Liconso R 20 & safely ovalualion Amend changes 
Tech Specs lo reflect admmlstralivo changes & oporalional status ol lacllily 
MICHAELS.T S Slandardizalion & Non Power Roaclor Project Diroclorato (Pro 
090730) 09/08/04 KERR.W.F, Michigan. Umv of. Ann Arbor, Ml 4pp 50920 041- 
50920 099 

-8908150149 Amend 33 to License R-28.conslstmg ol changes to Toch Specs to ro- 
lled adminlslralivo changes & operational status o( facility 

WEISS, S H Standardization & Non-Power Reactor Project Directorate (Pro 990730). 
89/08/04 53pp 50920 045 50920 007, 

-8908150150 Safety evaluation supporting Amond 33 to License R-28 
* Office of Nuclear Reactor Regulation, Director (Post 070411) 89/08/04 2pp 
50920 09 B- 5 09 20 099 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8908150092 Forwards application lor amends to Licenses DPR-5 & DPR-26, revising 
Toch Specs lo rolled changes proposed In Rev 10 to plant physical security plan 
BRAM.S 8 Consolidated Edison Co of New York, Inc, 89/07/25 Document Control 
Branch (Document Control Desk) 2pp, 50927:032-50927'042 

-8908160095 Application for amends lo Licenses DPR-5 & DPR 26, revising Tech Spec 
Sections 3 2 1 & 3 2,2 & Tables 3 1,3 2,3 3 1 & 3 3 2 lo reflect changes m Rev 10 to 
plant physical security plan 

BRAM.S B Consolidated Edison Co of New York, Inc 89/07/25 Ip. 60927 034- 
50927 034 


--B908150096 Proposed License Condilions D & H, reflecting changes, per Rev 10 10 
physical security plan 

• Consolidated Edison Co ol New York, Inc 89/07/25 7pp 50927 035 50927 042 

8908230190 Responds to NRC 890628 request lor addl info on plant 
decommissioning Spent fuel pool mami 8 surveillance currently performed in accord 
ance w/existing plant procedures Fire protection requirement determined lor plant 
BASILE.J A Consolidated Edison Co ol Now York Inc 89/06/ 10 ERICKSON P B 
Standardization & Non Power Reactor Proiect Directorate (Pre 890730) 4pp 
51016023-51016026 

8908210212 Suppl 1 to Generic Ltr 89 07 to all operating plants, applicants for OLs 8 
holders ol CPs re power reactor sateguards contingency planning lor surface vehicle 
bombs Svc list end 

PARTLOW.J G Associate Director for Projecis (Posl 07041 1) 89/08/21 Consolidal 
ed Edison Co of Now York, Inc 55pp 51036 001-51036 056 


J. Insurance & Indemnity Information 


6908090325 Forwards licensee guarantees ol payments of deferred premiums for Aug 
1909- Jut 1990 

BRAM.S 8 Consolidated Edison Co ol New York, Inc 69/07/31 Document Control 
Branch (Document Control Desk) 2pp 50881 193 50801 194 


P Operating license stage documenls & correspondence 


8907180211 Genoric Llr 09 13 to all holders ol OLs or CPs lor nuclear power plants re 
svc water sys problems alfecting safety related equipment Svc list end 
PARTLOW.J G Associate Oireclor lor Projects (Post 0704 1 1) 89/07/18 Consolidat- 
ed Edison Co Of Now York, Inc 53pp 50735 001 50735 054 

8908150092 Forwards application for amends lo Licenses DPR 5 & DPR 26, revising 
Toch Specs to rolled changes proposed In Rev 10 to plant physical socurily plan 
BRAM.S B Consolidated Edison Co ol Now York, fnc 69/07/25 Document Control 
Branch (Document Control Desk) 2pp, 50927 032 50927,042 

-8908150095 Application lor amends lo Liconsos DPR-5 & DPR-26.rewsing Tech Spec 
Sections 3 2 1 8 3 2 2 & Tables 3 1,3 2,3 3 1 & 3 3 2 to reflect changes In Rev 10 lo 
plant physical security plan 

BRAM.S B Consolidated Edison Co of New York, Inc 89/07/25 Ip 50927 034 
50927 034 

— B908150096 Proposed Liconso Conditions D & H, reflecting changes, per Rev 10 to 
physical secunly plan 

* Consolidated Edison Co ol Now York. Inc 89/07/25 7pp 50927 035 50927 042 

0900110144 Requests renewal ol plant QA program approval for radio aclivo mail pack- 
age 0069. 

BRAM.S B Consolidated Edison Co of Now York, fnc 89/07/31 MACDONALD, CE 
Transportation Branch 2pp 50993 251-50893 252 

8908230190 Rosponds to NRC 890620 roquosl lor addl Info on plant 
decommissioning Spent luol pool main! & survoillanco currently performed In accord 
anco w/oxlsiing plant procedures Fire protection requirement determined for plant 
BASILE.J A Consolidated Edison Co of Now York, Inc. 09/08/10 ERICKSON.PB 
Slandardizalion & Non Power Roaclor Pro|ccl Diroctoralo (Pro 090730) 4pp. 
51016 023-51016 020 


Q, Inspection reports, IE Bulletins & correspondence 

8 9072000 19 NRC Info Nolice 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualiliod Equipment " Svc list end 

ROSSI.CE, Division ol Oporalional Events Assessment (Posl 870411) 09/07/26 
Consolidated Edison Co ol Now York, Inc lOGpp 50711 333 50712 070 

8907270121 Suppl 1 to NRC Bulletin 08 010, “Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Posl 870411) 89/00/03 
Consolidated Edison Co of New York, Inc 100pp 50904' 148-50004 253 

6907280169 NRC Info Nollce 89 058. “Disablement ol Turbine-Driven Auxiliary Feed 
water Pump Due to Closure of One of Parallel Slonm Supply Valvos" Svc list end 
ROSSI.CE. Division ol Operalional Evonls Assessment (Post 0704 It) 89/08/03 
Consolidated Edison Co ol New York, Inc 106pp 50900 005 50900110. 

8908100128 NRC Info Notice 09 059, "Suppliers ot Potentially Misrepresented Fasten 
ers " Svc list end. 

ROSSI.CE. Division ot Operalional Events Assessment (Post 870411) 09/08/16 
Consolidated Edison Co ol New York, tnc 106pp 50992 315 50993 060, 

8908140065 NRC Into Notice 89 060, "Mainl ol Tolothorapy Units " Svc list end 
CUNNINGHAM.R E Division ol Industrial & Medical Nuclear Solely (Posl 870720) 
89/08/18 Consolidated Edison Co ol New York, Inc I07pp 50993 061-50993 186 

8908160129 Suppl 2 to NRC Into Notice 80 040, "Licensee Ropl ot Ooloclivo Rolur- 
bished Valves.’ 1 Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Posl B70411) 89/08/22 
Consolidated Edison Co of New York, Inc lOOpp 50990 039 50990,137, 


DOCKET 50-5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 


8908020273 Forwards Exam Rapt 50 005/89 020L ot exams administered on 890522 
23 

GALLO.RM Region 1, Ole ol the Director 89/07/26 HOSLER.CL Pennsylvania 
State Unlv„ University Park, PA 2pp. 50757 021-50767 1 14 
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-•8908020274 Exam Rept 50 005/69 02OL on 8S0522 23 Exam results both reactor op- 
erator candidates passed written A operating exams 
" WALLACE D, ESELGROTH.PW Region V Ofc ol the Director 69/07/24 91pp 
50757 023 50757 114 


V. Operator Examinations 

6906020273 Forwards Exam Repl 50 005/09 02OL ol exams administered on 890522 
23 

GALLO RW Region 1, Ole ol the Director 89/07/26 HOSLERCL Pennsylvania 
Slate Umv University Park PA 2pp 50757 021-50757 114 

- 0908020274 Exam Rept 50 005/89 02OL on 890522-23 Exam results both reactor op 
erator candidates passed written A operating exams 

WALLACES. ESELGROTHPW Region t. Ofc of the Director 89/07/24 91pp 
50757 023 50757 114 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATtON, UNIT 1 


F Security, medical, emergency & fire prolecllon plans 

8907310099 Revised generic generating station emergency plan manual, including 
Table 6 3-1, Figure 7 2 1 & Figure 6 3 16 lo Rev 6b 

• Commonwealih Edison Co 89/06/30 5pp 50743 190 50743 194 

8908140192 Rev 6 lo EPIP 200-TI "Classification ol Generating Station Emergency 
Plan Conditions 

• Commonwealih Edison Co 89/07/24 26pp 50915 086 509151 11 

8908110098 Forwards FEMA 890630 Itr transmitting revised exercise rept lor Sept 1067 
emergency exercise at plant No deficiencies noted Six areas requiring corrective 
action identilied NRC expects util lo devote attention to resolving concerns 
GREGER L R Region 3, Ofc of the Director 89/08/04 REED.C Commonwealth 
Edison Co ip 50893 156 50893 191 

6908110112 Advises that Rev 6b to generating stations emergency plan transmitted by 
util 890710 lorm acceptable 8 does not decrease eltectiveness ol plan 
GREGER, L R Region 3, Ofc of the Director 89/08/04 REED.C Commonwealih 
Edison Co 2pp 50910 107 50910 108 

8908210212 Suppl 1 to Generic Ltr 89 07 lo all operating plants, applicants for OLs & 
holders of CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc list end 

PARTLOW.JG Associate Director for Projects (Post 870411) 89/08/21 Consolidat- 
ed Edison Co ol New York, tnc 55pp 51036001-51036 056 


J. Insurance * indemnity Information 

6908170059 Forwards listed- policies, including Endorsements 24 & 25 to NELIA Policy 
Nf 294, Endorsement 19 & 20 to MAELU Policy MF> 128, Endorsements 36 A 37 to 
NELIA Policy NF-277 A Endorsements 29 A 30 to MAELU Policy MF-i 14 
OSTER.J Commonwealth Edison Co. 89/08/09 OINITZ.I Office of Nuclear Reactor 
Regulation, Director (Post 870411) 49pp 50946 299-50946 347 


P, Operating license stage documents A correspondence 

8907)80211 Generic Llr 89 13 lo all holders ol OLs or CPs ter nuclear power plants re 
svc water sys problems ailecting safely related equipment Svc list end 
PARTLOW.JG Associate Director lor Protects (Post 870411) 69/07/18 Consolidat 
cd Edison Co of New York. Inc 50pp 50735 001 50735054 

6906220295 Rev 0 to "Offsite Dose Calculation Manual." 

GOLDLUM.JC. JOHNSON, SM Commonwealth Edison Co 89/08/07 1,200pp 
50979 126-50981 196 


Q, Inspection reports, IE Bulletins A correspondence 

8907290019 NRG Info Notice 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment" Svc list cncl 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co or New York, Inc 1Q6pp 5071 1. 333-507 12 078. 

8908070031 Forwards Safety Insp Repts for 50 010/89 02,50-237/89 17 A 50-249/89 
16 on 890530-0714 A notice of violation 

SHAFER, W D. Region 3. Ofc of the Director. 89/07/31 REEO.C Commonwealih 
Edison Co 2pp 50877 073 50377 093 

-8908070033 Notice of viotation from inap on 890530-0714 Violation noted ventilation 
hatches in drywell tall In improper closed position resullmg In excessive upper eleva 
lion temps during Cycle 1 1 due to inadequate mamt A surveillance procedures 
SHAFER, WD Region 3, Ofc ol Ihe Director 89/07/31 Ip 50877 075-50677 075. 

--8908070037 Insp Repts 50 010/69 02,50 237/69-17 A 50-249/69 16 on 890530 
0714 Violation noted Major areas inspected previously inspected Items.LERs 
followup, allegations followup, plant operations, mamt & surveillances A radiological con- 
trols 

HARRISON, JJ Region 3, Ofc Ol the Director 89/07/31. 18pp. 50877 078-50877:093 

8807270121 Suppl 1 la NRC Bulletin 88-010, "Nonconforming Molded Case Circuit 
Breakers" Svc list ancf 

ROSSI.C E Division of Operational Evenls Assessment (Post 870411) 89/0B/03 
Consolidated Edison Co of New York, Inc. 108pp 50904 146 50904 253 

8907280189 NRC Info Notice 89 058. "Disablement of Turbine-Driven Auxiliary Feed 
water Pump Due to Closure of One oi Parallel Steam Supply Valves" Svc list end, 
ROSSI.C E Division ol Operational Events Assessment (Post 87041 1) 89/08/03 
Consolidated Edison Co ol New York, Inc 106pp 60900.005 50900 1 to 

8908100128 NRC Inlo Notice 89-059, "Suppliers o( Potentially Misrepresented Fasten- 
ers ” Svc list end 

ROSSI.C E Division of Operational Evente Assessment (Post 870411). 89/08/16 
Consolidated Edison Co. oi Now York, Inc 106pp 50992 315-50993 060 


8908140085 NRC Info Notice 09 060, Main! ol Telotherapy Units " Svc list end 
CUNNINGHAM, R E Division ol Industrial & Medical Nuclear Satety (Post 870729) 
09/08/18 Consolidated Edison Co of New York, Inc 107pp 50993 OG 1-50993 168 


8908160129 Suppl 2 to NRC Info Notice 88 048 "Licensee Rept of Defective Refur 
bished Valves ’ Svc list end 

ROSSI.C E Division of Operational Events Assessment (Posl 870411) 09/00/22 
Consolidated Edison Co of New York, Inc 100pp 50990 039 50990 137 


R. Periodic operating reports A related correspondence 


890B220406 Monthly operating repts ior Jut 1909 lor Dresden Units 1,2 A 3 W/09080! 
llr 

PAR AMOR E.G , EENIGENBURG E Commonwealth Edison Co 89/07/31 29pp 
50976 304-50976 332 


DOCKET 60-20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH 
REACTOR 


F, Security, medical, emergency A tiro protection plans 


8908280353 Forwards Salety Insp Rept 50 020/89 02 on 890717 to No violations 
noted 

BELLAMY.R R Region 1, Ofc ol the Director 89/08/15 BERNARD.J A Mnssachti 
setts Institute ol Technology, Cambridge, MA 2pp 51042 342-51042 340 

-8908280356 Insp Rept 50 020/89 02 on 090717-18 No violations noted Ma|or areas 
inspected changes lo emergency preparedness program, emergency tacilities S 

a uipment, notifications A communications, training, dulls A exercises 
INKLIN.C , LAZARUS.W Region 1, Ole ol the Director 09/08/15 5pp 51042 344 
51042 348 


Q. Inspection reports, IE Bulletins A correspondence 


8997310185 Ack receipt ot 890506,0602 A 21 Mrs informing NRC of stops taken lo COr 
reel viotalions noted in Insp Repts 50 020/B9 01 A 70 0930/09 01 
BELLAMY.R R Regron t, Ofc of the Diroctor 89/07/20 BERNARD, J A Mftssachu 
sells Institute of Technology, Cambridge, MA 2pp 507t4 049 50714 057 

• 8907310195 Responds further to violation noted in combined Insp Ropts 50 020/80 01 
A 70 0930/89 01 Corroctivo aclion proper accountability repts submitted on oil 
sources in MIT possession not properly listed in accountability records 
MASSE.F . BERNARD.J A Massachusetts Institute ot Technology, Cambridge, MA 
69/06/21 DELLA RATTA.A Region 1, Ole of tho Director 3pp 50714 051- 
50714 057 

8908200353 Forwards Safely Insp Rept 50 020/09 02 on 090717-18 No violations 
noted 

BELLAMY.R R Region 1, Ole of Ihe Director 89/00/15 BERNARD.J A Massachu- 
setts Institute of Technology, Cambridge, MA 2pp 51042 342-51042 340 

-8908280356 Insp Rept 50 020/09 02 on 890717-18 No violations noted Ma|or areas 
inspected changes to emergency preparedness prog ram, emergency facilities A 
equipment, nolitications A communications, training, drills A exercises 
CONKLIN.C , LAZARUS.W Region 1 , Ofc of tho Director 89/08/15 5pp 51042344 
51042 348 


S. Reportable occurrences, LERs A related correspondence 


8908100125 RO 50-20/1989-2 on 890726, console operator received abnormal bldg 
alarm Leak test revealed crack on sys ref line which senses atmospheric pressure 
outside containment All polyethylene tubing In sys replaced 

KWOK.KS, BERNARD.J A Massachusetts Institute of Tochnology. Cambridge, MA 
89/08/04 Document Control 8ranch (Document Control Oosk) 3pp 50885 288- 
50885 230 


V, Operator Examinations 


8908080189 Informs that reactor operator A senior reactor operator licensing exan>3 
scheduled for 890911-14 Applications should be submitted 30 days by first exam, to 
review training A experience of candidate A determine eligibility 
ESELGROTH.P.W Region 1, Ofc ol the Director 89/07/26 BERNARD.J A Massa- 
chusetts Institute of Technology. Cambridge, MA llpp 50856 307-50856 318 


DOCKET 50-27 WASHINGTON STATE UNIV RESEARCH REACTOR (TRIGA) 


H. General correspondence 


8908220109 Requests to be advised as lo which NRC publications unlv should be re- 
ceiving 

WILSON, WE, Washington State Umv, Pullman, WA 89/06/21 NORTH, H S Region 
5. Ofc Ol the Director 2pp 509B2 322 50902 323 


P. Operating license stage documents A correspondence 


8906080206 Expresses appreciation for G Yuhas A A Johnson 890629 visit to facility to 
discuss mgt A regulatory matters re nuclear radiation ctr A radiation safety ofc 
SMITH.S.H. Washington State Univ, Pullman, WA 89/07/07 SCARANO.R A Region 
6, Ole ol Ihe Director Ip 60826,138 50826 138 
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R Periodic operating reports & related correspondence 

0900230156 Annual Dept on Operation ol Washington Stato University TRIGA Reactor 
lor Jul 1988 June 1909 W/090015ltr 

WILSON WE Washington Stato Untv , Pullman, WA 09/06/30 8pp 51007 236- 
61007 243 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


F, Security, medical, emergency & lire protection plans 

0900020302 Informs Dial util intends to utilize NRC Incident Response Cti data handling 
capabilities to suppl util communications w/NRCNow communication link will bo im 
plemuntcd during facility annual emergency oxeiuso scheduled lor 691126 
DRAWBRIDGE B L Yankee Atomic Electric Co 09/07/24 Document Control Branch 
(Document Control Desk) Ip 50772 210 50772 210 

0908020246 Forwards Saloty Insp Flop! 50 029/09 09 on 090522 0625 
JOHNSON, Jn Region 1, Ole of the Director 09/07/2/ DRAWBRIDGE, 13 L Yankee 
Atomir Electric Co 2pp 50772 139 50772 152 

"0900020251 Insp Ropt 50 029/09 09 on 090522 0625 No violations noted Ma| 0 r 
areas inspected daytime & backshifts ol previous insp findings, operational 
safety security, plant operations, main! & surveillance engineering support & LERs 
BLOUGH.AR Region I, Ole ol Iho Director 09/07/25 12pp 50772 141-50772 152 

0908170020 Revised EPIPs consisting ol Rev 7 1o OP-3300, Rov 4 to OP-3315, Rev 0 10 
OP 3325, Rov 5 to OP 3326, Rev 2 lo OP-3328, Rev 7 to OP 334 1 & Rov 1 1 to OP- 
3344 

' Ynnkoe Atomic Electric Co 09/00/01 I50pp 5094/001 50947 280 

8908180152 Advises that adequate review ol exercise obiectivos ft sconario ossonlial in 
oidoi to Hilly suppoil plant partial participation emergency exercise scheduled lor wk 
0(1191127 

LAZARUS, WJ Region 1 Ole ol Iho Director 09/08/09 ORAWBRIOGE.B L Ynnkoo 
Atomic Electric Co 3pp 509(35 134 50965 136 

09DB2500Q7 forwards Safely Insp Ropt 50 029/09 15 on 090731 0003 No violnlions 
noted 

BELLAMY RH Region 1, Ole ol Iho Director 09/00/15 ORAWBRIOGE.B L Yankee 
Atomic Electric Co 2pp 51020 124 51020 133 

--8900250110 Emerqenry Preparedness Insp Ropl 50-029/09 15 on 090731 0003 No 
violnlions noted M.i|or mens inspectod changes lo emergency preparedness program 
& Incililios, equipment instrumentation & supplies 

CONMIN.C VITO.D , LAZARUS, WJ Region 1, Ole ol the Director 09/00/15 Opp 
51020 126 51020 133 

8900210212 Suppl 1 to Generic Ltr 09 07 to all operating planls, applicants (or OLs S 
holders ol CPs ro power reactor saloquards conlingoncy planning lor surlaco vela clo 
bombs Sve list end 

PARTLOWJG Associate Director lor Pro|ocls (Post 070411) 09/00/21 Consolidat 
cd Edison Co ol New York Inc 55pp 51036 001 51036 056 


H General correspondence 

0900100107 Informs Ural BL Drawbridge will bo replaced by NN Si Laurent ns acting 
manager ol operations, ellectivQ on 090724 TK Honclorson will become acling plant 
superintendent 

KADAKAC Ynnkoo Atomic Eloclnr Co 1)9/07/19 RUSSELL, WT Region t. Ole ol 
Iho Director tp 50886 109 00086 189 

8900090273 Comments on drall reg guide, Assuring Availability ol Funds lor Decom 
missioning Nuclear Reactors" NRC should pormil use ol polonliat tax rotund as 
source ol decommissioning funds 

EDWARDS DW Ynnkoo Atomic ElOClric Co 89/00/02 Regulatory Publications 
Branch Opp 50077 207-50877 212 


P Operating license stage documents ft correspondence 

0907180211 Generic Llr 09 13 to nil holders ol Ol s or CPs (or nuclear power plants ro 
sve water sys problems affecting safely rotated equipment Svc list end 
PARTLOW.JG Associate Director lor Projects (Post 870411) 09/07/18 Consolidnt 
ori Edison Co ol Now York, Inc 53pp 50735 00150735 054 

0907310440 Responds lo Generic Llr 1)9 00, ' Frosion/Corroslon Induced Pipo Wall 
Thinnmq. per Guidelines in NUHCG 1344 No significant pipo wall thinning other than 
that atlnbulod to normal wear occurred in single phase piping 

DRAWBRIDGE, B L Yankco Atomic Electric Co 09/07/21 Document Control Branch 
(Documonl Conlro) Dosk) 2pp 50/44 310 50744 31 1 

8900020137 Application lor nmond to Licenso DPR 3 modifying Tech Spec 3 24 Tnb1o 
3 2 1 to substitute limit on operating loop average tomp lor current limit on cold log 
temp 

DRAWBRIDGE B L Yankoo Atomic Eloctric Co 89/07/24 Document Control Branch 
(Document Control Dosk) 5pp 50764 301 50704 309 

-8900020109 Proposed Tech Specs ro power distribution limits 
• Yankee Atomic Electric Co 89/07/24 4pp 50764 306 50764 309 

8907310349 Notification ol 000810 mooimg w/util in Rockville MD to discuss monthly 
scheduling & puorilization 

FAIRTILE M B ProjQCl Direcloralo I 3 89/07/26 WESSMAN.R H Proicci Directorate 
13 2pp 50736 244-50736 245 

8900020297 Advises that util has no agreomenls w/employeos that contain restrictive 
clauses re notifying NRC ol polential saloty issues per V Stello 090427 ttr 
PAPANIC.G Yankee Atomic Electric Co 89/07/27 Document Control Branch (Docu 
mont Control Desk) Ip 50772 100 50772 190 

0908070264 Informs that too paid lor 09071? application lor proposed Tech Spec 
changes re main stoam line monitors & primary vont stack noblo gas monitor 
unnecessary Foo will bo credited lor future applicalions 

TREMPER.L P License Foo Management Branch (B90205 890826) 89/07/28 
PAPANIC.G Yankee Atomic Electric Co Ip 50824 213-50024 213 


8000170102 Responds lo 890712 application for amend to License DPR 3, revising 
Tech Specs re main steam line monitors 8 primary vent stack noble gas 
monitor Verification requested that util withdraw 890712 application, per 890010 meet- 
ing 

SEARS, PM Project Directorate I 3 69/00/11 PAPANIC.G Yankee Atomic Electric 
Co 2pp 50945 243 50945 244 

8900180441 Nolilicalion ol 090828 & 29 mooting w/Yankeo Atomic Electric Co in 
Bolton, M A ro updated status briefing on license renewal activities 
SEARS, PM Proiecl Directorate I 3 09/08/11 WESSMAN.R H Project Directorate I- 
3 4pp 50956 272-50956 275 


□. Inspection reports, IE Bulletins & correspondence 

8907310118 Provides addl Into re program lo address concerns In Insp Repl 50 029/89 

05 re vendor technical into program Master Inventory ol vendor technical 
manuals, located at plant & engineering ofcs.completed 

DRAWBRIDGE, B L Yankoo Atomic Electric Co 09/07/21 Documonl Control Branch 
(Document Control Desk) 2pp 50723 096 50723 097 

8908020365 Forwards Salety Insp Repl 50 029/69 10 on 890705 07 No violations 
noted 

BELLAMY, RR Region 1, Ole ol the Oiroctor 09/07/21 DRAWBRIDGE.B L Yankoo 
Atomic Electric Co 2pp 50772 317 50772 324 

—0908020368 Insp Repl 50 029/09 10 on 090705 07 No violations noted Ma|or areas 
inspoclod operational radiological onviron monitoring program Including mgt controls & 
licensoo program lor QC ol analyhcal measurements 

JANG.JC, BORES, RJ Region 1, Ole ol Iho Director 89/07/20 6pp 50772310 
50772 324 

8907200019 NRC Into Nolico 09 057, "Unqualiliod Electrical Splices in Vendor Supplied 
Environmentally Qualihod Equipment " Svc list oncl 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co ol New York, Inc 106pp 50711 333 50712 078 

8908020246 Forwards Salety Insp Repl 50 029/89 09 an 890522 0625 
JOHNSON, J R Region 1, Ole ol Iho Director 89/07/27 DRAWBRIDGE, B L Yankee 
Atomic Electric Co 2pp 50772 139 50772 152 

-0600020261 Insp Repl 50 029/80 09 on 090522 0625 No violations noted Major 
areas inspected daytime & backshilts ol provious insp findings, operational 
saloty, security, plant operations, malnl & surveillance, engineering support & LERs 
BLOUGH.AR Region 1, Ole ol the Diroclor 09/07/25 t2pp 50772 141 50772 152 

8900110156 Forwards Insp Rept 50 029/09 12 on B907IO 14 No violations or dovi 
ahons noted 

BELLAMY, R R Region 1. Ole ol the Diroclor 89/08/01 DRAWBRIDGE, B L Yankoo 
Atomic Eloctric Co 3pp, 50908 346 50908 357 

-0008110167 Insp Ropl 50 020/09 12 on 000710-14 No violations or dovialiona 
nolod Major areas mspeclod solid radwasto sys, transporlalion ft liquid ft gaseous ol 
fluents proqrnms. including mgt controls.audils.DA & program implementation 
FURIA.J, BORES, R Region t, Ole ol Iho Director 09/08/01 Opp 50900 349- 
50900 357 

0907270121 Suppl 1 to NRC Buliolin 88 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list oncl 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 89/00/03 
Consolidated Edison Co ol Now York, Inc lOBpp 50904 146 50004 253 

8907260160 NRC Into Nolico 00 050, "Oisnlilomonl ol Turbine Driven Auxiliary Feed 
water Pump Duo to Closure ol Ono ol Parallel Steam Supply Valves " Svc list end 
ROSSI.CE Division ol Operational Events Assessment (Post 070411) 89/00/03 
Consolidated Edison Co ol Now York, Inc 106pp 50900 005 50900 1 10 

0906160238 Forwards SALP input tor Yankoo Rowo for period ol Apr 1988 • Jul 1989 
ESELGROTH.P Rogion 1. Ole ol the Director 89/08/03 BLOUGH.R Region 1, Ole 
of Iho Diroclor 4pp 50967 206 50957 209 

0906250097 Forwards Saloty Insp Ropt 50 029/09 15 on 090731 0803 No violations 
nolod 

BELLAMY, RR Rogion 1. Ole ol Iho Diroclor 89/00/15 DRAWBRIDGE, 8 L Yankee 
Atomic Electric Co 2pp 51020 124 51020 133 

- 8908250118 Emergency Preparednoss Insp Repl 50 029/89-16 on 090731 0003 No 
violations noted Maior areas Inspected changes to emergency preparedness program 

6 Incililios, equip mont, instrument a bon & supplies 

CONKLIN, C . VITO.D. LAZARUS, WJ Region 1, Ofc ol the Director 89/08/15 8pp 
51020 126 51020 133 

8008100128 NRC Into Nolico 00 059, "Suppliers ol Polenlially Misrepresented Fasten- 
ers ’ Svc list end 

ROSSI.CE Division ol Oporalional Events Assessment (Post 670411) 89/08/16 
Consol idalcd Edison Co ol New Yoik, Inc 106pp 50092315 50093060 

B90B1400B5 NRC Into Nolico 89 OGO, "Maml ol Telotherapy l/nils " Svc list end 
CUNNINGHAM. R E Division ol Industrial ft Medical Nucloar Safely (Post 070729) 
BO/08/18 Consolidated Edison Co ol New York Inc I07pp 50093 061-50993 166 

8908160129 Suppl 2 lo NRC Into Nolico 88 048, "Licensee Ropl of Defective Refur- 
bished Valvas 1 Svc lisl oncl 

ROSSI CE Division of Operational Evonls Assessment (Post 070411) 09/08/22 
Consolidated Edison Co of New York Inc I00pp 50990 030 60990 137 


R. Periodic operaling reports ft related correspondence 


8908160120 Monthly operating ropl lor May 1989 tor Yankoo Atomic Power Station W/ 
890607 lb 

CARROLL, K. BERRY.R L Yankee Atomic Electric Co 69/05/31 6pp 50944 317 
50944 322 
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8903150144 Monthly operating rept for Jut 1989 for Yankee Atcm.c Power SMonW/ 
CARROLL K , BERRY, R L Yankee Atom* Elect* Co 89/07/31 6pp 50925 351 
£0925 356 


S Reportable occurrences, LERs & related correspondence 

MEllORRA, HENDERSON T K Yankee Atomic Elect* Co 89/08/04 4pp 
50891 005 50891 008 

nsmmo223 Scecial reel on B90723,main steam line area radiation monitor 2 declared 
nojS due lo 3 source check reading Caused b/ equrpmenl deterioration ro 
5uit.no Ircm en< ron condit'ons Troubleshooting ol channel initialed _ h 

HENDERSON TK Yankee Atomic Electric Co 89/08/11 Document Control Branch 
lDo-:umenl Control Desk) 3pp 50967 300 50967 302 

6908240344 PNG I 69 071 on 8908 licensee began controlled power reduction to 
20% ol rated poncr to investigate leaking inlet flange of safety valve iocated on 
bypass I ne ol mam coolant loop 2 Flange become encrusted w/sokd ihed boron 
hOLONAUSKIU SLOUGH R Region 1, Ole ol the Director 89/08/17 Ip 
51028 258 51028 258 

8908250149 LER 89 009 00 on 6907 18, turbine bldg sump composite pump found etec 
t/ically unplugged Caused by improper performance ol surveillance procedure per- 
formed on 630710 Chemist involved reinstructed in correct procedure ;W/890ai 7 Itr 
MELLORRA, HENDERSON, T K Yankee Atomic Electric Co 89/08/17 3pp 
51017 229 51017 231 

8908300008 LER 89 010 00 on 690724,identilied that potential existed for exceeding 
4C0 KW capacity ol emergency diesel generator 3 Caused by pump operation in 
captation Administrative controls to be added to existing procedures W/890B24 Itr 
1,‘ELLOR R A HENDERSON TK Yankee Atomic Electric Co 89/OB/24 4pp 
51064 303 510B4 306 


DOCKET 50 59 TEXAS A8.M UNIV RESEARCH REACTOR 


R Periodic operating roports & related correspondence 

8908280172 "Annual Operating Rept o( Texas A&M Umv AGN-201M Training Reactor 
lor June 1908 • May 1980 " W/890821 Itr 

SCHLAPPER.G A Texas A&M Umv, College Station, TX 09/05/31 10pp 51040 327 
51040 336 


DOCKET 50-62 UNIV OF VIRGINIA RESEARCH REACTOR 


p. Operating license stage documents & correspondence 

8907280305 Forwards Amends 18 & 6 to Licenses R 66 & R-123, respectively, revising 
organizational structure to allow health physicist to report to Dept of Nuclear Engi 
neenng & safety evaluation 

AO AMS, A Standardization & Non Power Reactor Proiect Directorate (Pro 090730) 
89/07/20 MULDER, R U Virginia, Umv of, Charlottesville, VA 3pp 50707 146 
50707 158 

••8907280317 Amends 18 & 6 to Licenses R-66 & R-123, respectively, revising orgamza 
lional structure 

MILLER, C L Standardization & Non Power Reactor Project Directorate (Pro 090730) 
89/07/20 Opp 50707 149-50707 156 

-8907280320 Salety evaluation supporting Amends 18 & 6 to Licenses R 66 & R 
123,rospectivoly 

* Ollicc ol Nuclear Reactor Regulation, Director (Post 870411) 89/07/20 2pp 
50707 157 50707 158 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


S Reportable occurrences, LERs & related correspondence 


DOCKET 50-30 PLUM BROOK RESEARCH REACTOR FACILITY 


P Operating license stage documents & correspondence 


8908210170 PNO V 89 047 on 890808, earthquake & aftershock of 6 1 & 4 2 
magmtudas.respectively, occurred approx 15 mites southwest of San Joso.CA Reactors 
shutdown during earthquake Tour ol GE reactor disclosed no damage 
YUHAS.GP, NORTH, H S Region 5. Ole ol the Director 89/00/08 2pp 50969 108 
50 96 9 189 


8908180035 Responds to 890407 request lor clarification ol 890227 application for 
amend to Licenses TR-3 & R 93 re organizational changes Funding continues lo be 
provided from NASA institutional budget Organization chart end 
PFANNEH H G , SAUN0ERS,N T National Aeronautics & Space Admin 89/06/22 
ADAMS A otfice ol Nuclear Reactor Regulation, Director (Post 870411) 4pp 
50365 358 50965 361 


DOCKET 50-54 CINTICHEM 


Q Inspection reports, IE Bulletins & correspondence 


DOCKET 50-B9 GENERAL ATOMIC CO. 


V. Operator Examinations 

8907310077 Advisos that senior operator licensing written exams & operating oxams 
scheduled lor 001024 & 25-27, respectively Rol malls listod on end should bo provid- 
ed by 890825 W/o end 

KIRSCH.DF Region 5, Ole ol the Director 89/07/24 ASMUSSEN.K General 
Atomics (formerly GA Technologies, Inc /General Atomic Co) 3pp 50741 296- 
60741 298 


8908240405 Forwards Exam Ropt 50 054/B9 03OL of exams administered on 890718 
20 

CONTE RJ Region 1 Ofc of me Director 89/08/15 MCGOVERN.JJ Cwtichem. Inc 
2pp 51017 120 51017 140 

-8900240407 Exam Rept 50 054/89 03OL on 890718 20 Exam results Iwo ol three 
candidates issued licenses 

SiLK DM ESELGRQTHPW Region l, Otc ol the Director 89/08/10 1 1pp 
51017 130 51017140 


V Operator Examinations 


8908240405 Forwards Exam Rept 50 054/89 03OL ol exams administered on 890718 
20 

CONTE RJ Region 1 Ole ol the Director 89/00/15 MCGOVERN.JJ Cmtichem, Inc 
2pp 51017 128 51017 140 

-8908240407 Exam Rept 50 054/89 03OL on 890718 20 Exam results two ol three 
candidales issued licenses 

SILK D M , ESELGROTH P W Region 1 Otc of the Director 89/08/10 1 1pp 
51017 13051017 140 


DOCKET 50 57 BUFFALO MATERIALS RESEARCH CENTER 


DOCKET 50-116 IOWA STATE UNIV. RESEARCH REACTOR 


F Security, medical, emergency & fire protection plans 

890B140D07 Forwards Update 1 to physical security plan Update withheld (ro( 
10CFR2 79D) 

HENDRICKSON, R Iowa State Umv , Ames. IA 89/08/07 Document Control Branch 
(Oocumont Control Desk) Ip 50916 130-50916 130 

8908220245 Advises that 890807 Update 1 lo physical security plan meets provisions ol 
10CFR50 54(p) & acceptable 

GREGER.LR Region 3. Ofc ol the Director 89/08/15 HENDRICKSON, R Iowa State 
Umv , Amos, IA 2pp 50999 342-50999 343 


R, Periodic oporallng reports & related correspondence 

B908020295 Annual Operations Rept lor Iowa Slate Umv Research Reactor, 880701- 
890630 W/890728 Ur 

HENDRICKSON, R Iowa State Umv , Ames, IA 89/00/30 4pp 50757 200-50757 203 


DOCKET 50-128 TEXAS A&M UNIV. RESEARCH REACTOR 


V Operator Examinations 


R Periodic operating reports & related correspondence 


W0«10OO5l Annual rept ol facility changes, tests & expenments conducted Irom J 
1.88 June 1989 w/c prior Commission approval No significant changes to tacit 
made which required Commission notification or approval 
50904 329 PM Ne " Yo,l< S,a,€ Univ ol. Buffalo NY 89/07/28 ip 50904 32 


8908090504 Advises ol reactor & senior reactor operator licensing exams scheduled for 
wk of 891030 Rel mall requirements, requirements & procedures for administration of 
written exams & requirements lor facility review encl 

MILHOAN.J L Region 4, Otc ot the Director 89/08/01 FELTZ.O E Texas A&M Univ , 
College Station, TX ttpp 50884 257-50884 287 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


S Reportable occurrences. LERs & related correspondence 


F. Security, medical, emergency & fire protection plans 


#9 2^2? 6I> R0< T ® 90803 ' cac ' 01 operated tor approx 14 h w/o operation ot require 
I° und bldg air monitor sampling btowi 
jicperabie format of etffuent log sheets will be revised a 

SUtirvANOW Butlalo Materials Research Center 89/08/23 Office ot Nuclear Ri 
actor Regulation Director (Post 870411) 4pp 51028028 51028 03t 


890B15O391 Trip repl ot 890717 & 20 site visit to participate In insp of facility in areas of 
QA, training, fire prelection & radiation protection .Violation noted re high radiation area 
improperly iden tilled 

PITTtGLIO.CL . MARTIN, D.E Regulatory Branch 89/08/07 JOHNSON,! C Regula- 
tory Branch 3pp 50925 321 50925 323 
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8908250311 Forwards Insp Repl 50 133/09 02 on 09071 7-20 & notice of violation 
YUHAS.GP Region 5, Ofc ol the Director 09/00/11 SHIFFER J D Pacific Gas & 
Electric Co 2pp 51029 126 51029 139 

--890B250316 Insp Repl 50 133/09 02 on 09071 / 20 Violations noted Major areas 
inspected actions taken on licensee reported ilems, organization & mgt 
controls, operator training, stripping & transportation 8 tire protection program 
CILLIS.M , WENSLAWSKI.F A Region 5 Ole of the Director 89/00/11 IQpp 
51029 130 51029 139 


6906210212 Suppl 1 to Generic Ltr 09 07 to all operating plants, applicants for Ols & 
holders ol CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc list end 

PARTLCtW.JG Associate Direclor for Projects (Past 0701 tt) 89/08/21 Consolidat- 
ed Edison Co of New York, Inc 55pp 51036 001-51036 056 


J. Insurance & Indemnify Information 


0900160136 Forwards environ assessment & tmding of no significant impact ro exemp- 
tion from 10CFR50 5d(w» 

BELL.MJ Rogutatory Branch 09/00/1 1 MEYER.DL Regulatory Publications Branch 
tp 50937 190 50937 193 


■0908160152 Environ assessment supporling need lor proposed action exempting li- 
censee from curronl requirement (or properly damage insurance, por I0CFR50 54(w)) 
BELL.MJ Regulatory Branch 09/00/11 3pp 50937 191-50937 193 


P Operating license stage documents & correspondence 


8900230180 Requests renowal of approval of QA programs (or radioaclivo mail pack 
ages 

SHIFFER, J D Pacific Gas 8 Electric Co 09/05/30 BERNERO.R M Oflico of Nucloar 
Material Safety & Safeguards, Director 2pp 51007 047-51007 0d8 

Q9071B021 1 Generic Ltr 09-13 to all holders ol OLs or CPs lor nucloar power plants re 
svc water sys problems affecting snloty rotated oquipmonl Svc list oncl 
PARTLOW.J G Associate Director for Projects (Post 070411) 09/07/18 Consolidat- 
ed Edison Co ol New York, Inc 53pp 50735 001-50735 054 

8908030292 Discussos nolilicalion to NRC ro ontployoos potential safoly Issuos.por 
NRG 090427 ltr Licensee sent clarifying llrs to employees stating that employees free 
to contact NRC of any safety concorns w/o loar ol retribution In any form 
SHIFFER, J D Pacific Gas 8 Eleclric Co 09/07/20 Document Control Branch (Docu- 
ment Control Desk) 2pp 50775 130 50775 139 


Q. Inspection reporls, IE Bullolins & correspondence 


8907200019 NRC Into Nolico 09 057, "Unqualilied Electrical Splicos In Vendor Suppliod 
Environmentally Oualtliod Equipment " Svc list oncl 

ROSSI, CE Division ol Oporahonal Events Assossmont (Post 070411) 09/07/26 
Consolidated Edison Co of Now York, Inc. 106pp 50711 333 50712 070 

8907270121 Suppl 1 to NRC Bulletin Q0O10, "Nonconforming Molded Case Circuit 
Breakers " Svc list oncl 

ROSSI, CE Division ol Operational Events Assossmont (Post 070411) 09/00/03 
Consolidated Edison Co of Now York, Inc lOOpp 50904 140 50904 253 

8907280169 NRC Info Nolico 09 058, "Disnblomonl of Turbine Devon Auxiliary Feed- 
water Pump Duo to Closure ol Ono of Parallel Stonm Supply Valvos" Svc list oncl 
ROSSI, CE Division ol Operational Evonls Assossmont (Post 070411) 09/08/03 
Consolidated Edison Co of Now York, Inc 106pp 50900 005 50900 110 

8908150391 Trip rept of 090717 & 20 silo visit to participate In Insp ol facility In areas of 
QA, training, fire proloclion & radiation protection Violation notod re high radiation area 
improperly identified 

PITTIGLtO.C L , MARTIN, D E Regulatory Branch 09/00/07 JOHNSON, TC Regula- 
tory Branch 3pp 50925 321-50925 323 

8908250311 Forwards Insp Rept 50-133/09 02 on 090717-20 8 notice ol violation 
YUHAS.GP Region 5, Ole of the Director 09/00/11, SHIFFER, JO, Pacific Gas & 
Eleclric Co 2pp 51029 126 51029 139 

"8906250316 Notice ol violation from Insp on 890717-20 Violation notod failure to con 
spicuously post high radiation area, por tech Spec requirement 
YUHAS.G P Region 5, Otc ol fho Dlroclor 89/08/00 2pp. 51020,128-51020 129 

-8908250316 Insp Rent 50-133/89 02 on 890717-20 Violations noted Ma|or areas 
Inspected actions taken on licensee reported Items, organization & mgt 
controls, operator training, shipping 8 transportation & fire protoction program 
CILLIS.M, WENSLAWSKI.F A Region 5, Ole of (he Director 09/08/11 tOpp 
51029 130-51029 139 


8906100128 NRC Info Notice 89 059, "Suppliers ol Potentially Misrepresented Fasten 
ers ” Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 070411) 89/08/16 
Consolidated Edison Co of New York, Inc 106pp. 50992 315-50993 060 

8908140086 NRC Into Notice 09 060, "Malnl ol Telelherapy Units " Svc list end 
CUNNINGHAM.R E Division ol Industrial & Medical Nucloar Salety (Post 870729) 
09/08/18 Consolidated Edison Co ol New York, Inc 107pp 50993 061-50993:166 

8908160129 Suppl 2 to NRC Into Notice 08-048, "Licensee Repl ol Defecllve Refur- 
bished Valves Svc list end 

ROSSI, CE Division ol Operational Evenls Assessment (Post 870411) 89/08/22. 
Consolidated Edison Co of New York, Inc lOOpp 50990 039-50990 137 


DOCKET 50-134 WORCESTER POLYTECHNIC INSTITUTE RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8908110289 Discusses shipment ol fuel from licensee to Savannah River facility on 
890000 09 Total activity ot shipment below 5 Ci w/radiaiion levels well below 100 R/h 
at 1 meler.preduded from being roulo controlled quantity requiring NRC approval 
NEWTON T H Worcester Polytechnic Institute, Worcester, MA 89/07/20 Oflice of 
Nucloar Material Safoly & Saleguards.Direclor 3pp 50910 041 50910 043 


DOCKET 50-139 UNIV OF WASHINGTON RESEARCH REACTOR 


F Security, medical, emergency & lire protection plans 

8908090312 Forwards application lor Proposed Amend 15 to License R 73, tarminalmg 
security plan 8 amended security plan Reactor deluded & fuel in storage tubes at 
umv 

ROBKIN.M A Washington, Univ ol, Seattle, WA 89/08/03 MICHAELS,! S Office of 
Nuclear Reactor Regulation, Director (Post 870411) 2pp 50902 313 50902 332 

-8908090316 Proposed Amend 15 to License R 73, requesting that security plan be ter 
minated sinco only exempt quantities of SNM on hand & reactor dofueled 
' Washington, Umv ot. Seattle, WA 89/00/03 5pp 50902 315 50902 319 

-8908090317 "Emergency Response Plan, Umv of Washington Nuclear Engineering 
Lab" 

• Washington, Umv of, Seattle, WA 89/08/03 13pp 50902 320 50902 332 

8908160017 Advises that 890003 application lor amend to License R-73 should be con 
sidored as application tor possession only, that Tech Specs be considered now S not 
revised 8 lhat emergency plan bo emergency plan lor possession only license 
ROBKIN.M A Washington, Univ ol, Soatllo, WA 89/08/10 Otlica ol Nuclear Roaclor 
Regulation, Direclor (Posl 870411) Ip 50930 262-50930 262 


P. Operating license stage documents & correspondence 

8908090312 Forwards apphcalion lor Proposed Amend 15 to Liconso R 73, terminating 
socunty plan 8 amended security plan Reactor detected 8 fuel in storage lubes at 
umv 

ROBKIN.M A Washington, Umv ol, Seattle, WA 89/08/03 MICHAELS,! S OH ice of 
Nucloar Reactor Regulation, Director (Post 87041 1) 2pp 50902 313-50902 332 

-8908090316 Proposed Amend 15 to Liconso R 73, requesting lhat security plan bo ter- 
minated since only exempt quantities ot SNM on hand 8 reactor doluefod 

• Washington, Umv ol, Seattle, WA 89/08/03 5pp 50902 315 50902 310 

--890B090317 "Emergency Response Plan, Umv of Washington Nucloar Engineering 
Lab " 

• Washington, Univ ol. Seattlo, WA 89/08/03, 13pp 50902 320 50902 332 

8908160017 Advises that 890603 application for amend lo Liconso R-73 should bo con 
sidored as application lor possession only, lhat Tech Specs bo considered new & not 
revisod 8 that emergency plan bo emergency plan lor possession only Ircenso, 
ROBKIN.M, A Washlnglon, Univ ol, Seattlo, WA 89/88/10 Oflico of Nuclear Reactor 
Regulation, Director (Post 870411) Ip 50930 262-50930 262 


DOCKET 50-142 UCLA TRAINING REACTOR 


F. Security, medical, emergency & flro protection plans 

8908070227 Forwards order authorizing Phase II ol facility dismanlllng & disposition of 
component parls.por 880610,21,1207 8 890331 requests Environ assessment 8 lind 
Ing of no significant Impact & salety evaluation also end 

A DAMS. A Standardization & Non Power Roactor Project Directorate (Pro 090730) 
89/07/28 MCLAUGHLIN, J E California, Umv of, Lo9 Angeles, CA 3pp 60826 312- 
50825,314 

-6908070246 Safoly evaluation ro Phaso II decontamination, dismantlement & disposi- 
tion ol component parts of roaclor Health physics program provides adequate protec- 
tion lo assure radlologlcally safe program for dismantling ol facility 
* Office of Nucloar Reactor Regulation, Director (Post 870411). 89/07/28 4pp 
50825 321-50825 324 


P. Operating license slage documents 8 correspondence 

8908070227 Forwards order authorizing Phase II ol facility dismanlllng & disposition o! 
component parts, per 860810,21,1207 8 890331 requests Environ assessment 8 find 
Ing of no significant Impact & salety evaluation also end 

ADAMS.A Standardization & Non Power Roaclor Project Directorate (Pre 890730) 
B9/O7/20, MCLAUGHLIN, J E California, Univ of, Los Angelos, CA 3pp 50025 312- 
50825 314 

-8908070 23B Order authorizing dismantling of facility 8 disposition of component parts 
HOLAHAN.G M Division of Reactor Projects - 111,1V, V & Special Protects (Post 
870411) 89/07/20 California, Umv, of, Los Angeles, CA, 3pp 50825-315 50825 317 

-8908070242 Environ assessment 8 finding ol no significant impacl ro proposed order 
authorizing Phase II dismantling of reactor 8 disposition ol component pads, 

MILLER ,CfL Standardization 8 Non-Power Roactor Projecl Directorate (Pre 890730), 
89/07/20 3pp 50825 3 1 8 50825 320 

-8908070246 Safety evaluation re Phase II decontamination, dismantlement & disposl 
Hon ol component parts of roactor.Health physics program provides adequate prolec 
lion to assure radlologlcally sate program for dismantling of facility 
* Office of Nuclear Reactor Regulation, Direclor (Posl 870411) 09/07/28 4pp 
50825-32 1-60825-324 
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DOCKET 50-146 SAXTON NUCLEAR EXPERIMENTAL FACILITY 


P. Operating license stage documents & correspondence 

8908010233 Intorms lhal licensee found no restrictive clauses re nolilicalion ol employ 
ees potential safety issues Two employment settlement agreements found to eliminate 
further monetary claims Attached Itr sent to individuals involved 
CLARK PR General Public Utilities Carp - GPU Service Coip 89/07/21 Document 
Control Branch (Documani Contiol Desk) 3pp 50756 069 50756 071 

8908180167 Provides confirmation of aerial vs ground based radiological soil survey in 
response to 8S0627 Itr Detailed, multiple mapping ol data will be performed by EG&G 
based on results ol overflight 

REWARD RW Saxlon Nuclear Experimental Corp 89/07/24 BELLAMY, RR Region 
t Ole Ol the Director 2pp 50967 286 50967 287 


O Inspection reports, IE Bulletins & correspondence 

6908010085 Forwards results of radioisotopic analysis ol water that collected in contain 
men) vessel sump,per 890523 8 0601 msp Presence ol waler poses no threat 1o en 
vuon or public health or safely 

REWARD, R W Saxlon Nuclear Experimental Corp 89/07/20 Document Control 
Branch (Document Control Desk) 3pp 50785 270-507B5 272 


DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT 


F Security, medical, emergency & fire protection plans 

8906100042 Rev 1 10 to Vol 9A EPIP 6J 'Communication Tests " 

HOBE.MA Consumers Power Co 89/06/23 llpp 50886 024 50886 034 

8908100262 Forwards proposed generic itr requesting voluntary licensee participation in 
EROS 8 requests that proposed generic Itr be sent (o all licensees of power 
reactors, except for participants & licensees ol listed plants 

JORDAN, E L Oil ice tor Analysis 8 Evaluation of Operational Data, Oirector 89/07/ 
27 MURLEY.TE Oflica ol Nuclear Reactor Regulation, Oireclcr (Post 870411) Ip 
51074 359 51074 360 

8900170299 Forwards Amend 98 to License DPR 06 8 safety evaluation Amend re 
quires compliance w/am ended physical secunty plan 

PULSIFEfl.RM Proiacl Directorate 111-1 89/07/28 BERRY, KW Consumers Power 
Co Spp 50958 151 50950 160 

-8908170305 Amend 98 to License OPR-Q6,requiring compliance w/amended physical 
security plan 

U ANDELL,L A Propel Directorate III 1 89/07/28 3pp 50958 155 50958 157 

-8908170311 Safety evaluation supporting Amend 98 to License DPR-06 
" Olfica ol Nuclear Reactor Ftegulalion. Director (Post 870411) 89/07/26 2pp 
50958 158 50958 t60 

8908230209 Rev 111 to EPIPs EPIP-3B.EPIP-3C.EPIP 4 A, E PIP 4H.EPIP 41. EPIP- 
4J.EPIP 4K.EPIP-4N.EPIP 4 Q, EPIP 4S 8 EPIP-5C 
HOBE.MA Consumers Power Co 09/08/11 69pp 51006 141-51006 209 

8908210212 Suppl 1 to Generic Hr 89 07 to all operating plants, applicants for OLs 8 
holders ol CPs re power reactor safeguards contingency planning lor surface vehicle 
bombs Svc list end 

PARTLOW.JG Associate Director for Projects (Post 870411) 89/08/21 Consolidat 
ed Edison Co of New York, Inc 55pp 51036 001 5103 6 056 


G Adjudicatory correspondence 

8908030142 Petition for rulemaking PRM 50-53 requesting NRC action to review undue 
risk posed by 0WR thermal hydraulic instability NRR should issue order requiring all 
GE BWRs to be placed in cold shutdown lor slated reasons 
HIATT, S L Ohio Cilizens tor Responsible Energy 88/07/28 Office ol Nuclear Reac- 
tor Regulation. Director (Post 870411) lOpp 50820 143-60820 152 


P. Operating license stage documents & correspondence 

6907180211 Generic Llr 89-13 to all holders o! OLs or CPs lor nuclear power plants ro 
svc water sys problems affecting safety related equipment Svc list end 
PARTLOW.JG Associate Director tor Projects (Post 870411) 89/07/18 Consolidat 
ed Edison Co of New York, Inc 53pp 50735 001 50735054 

8908030177 Responds to NRC concern re ability ol employees & contractors to raise 
safety issues to licensee mgt 8 NRC w/o reslnclrons Licensee understands 8 en- 
dorses importance of maintaining communication pathway unrestricted 
BUCKMAN.FW Consumers Power Co 69/07/25. STELLO.V Otc ol the Executive 
Diroctor tor Operations Ip 50775137-50775137 

8908170299 Forwards Amend 98 fo License DPR-06 8 sately evaluation Amend re 
quires compliance w/amanded physical secunty plan 

PULSIFER.R M Pro)ocl Directorate 111-1 89/07/28. BERRY.K W Consumers Power 
Co 5pp. 50958151-50956 160 

-8908170305 Amend 98 lo License DPR-06, requiring compliance w/emended physical 
secunty plan 

YANDELL.L A Project Directorate III- 1. 89/07/28 3pp 50950165-50958,157 

-8B0B170311 Safely evaluation supporimg Amend 93 lo License DPR-06 
* Oltice ol Nuclear Reactor Regulation. Director (Post 870411} 89/07/28 2pp 
509 5 B 158 50958 160 

6903169362 Forwards Amend 99 to License DPR-6 8 sately evaluation Amend changes 
S actions 3 7(d), (a) S (I) to depict requirements of 10CFR50.App J 8 NURE6- 
0123.STS for GE BWRs 8 to remove 24 h duration requirement lo reduce impact ol 
diurnal elf eels 

PULSIFER.R M Prd|ecl Directorate III 1. 89/07/31. BERRY.K W. Consumers Power 
Co 3pp 50930 lit 50930121. 


• 8908160366 Amend 99 to License DPR-6 changing Sections 3 7(d),(e) 8 (1) to depict 
requirements ol l0CFR50,App J 8 NUREG 01 23, STS lor GE BWRs & to remove 24 h 
duration requirement to reduce impacl of diurnal effecis 
YANDELL.L Project Directorate 111-1 69/07/31 5pp 50930 1 14-50930 1 1B 

-6938160379 Safely evaluation supporting Amend 99 to Liconse DPR 6 
‘ Office ol Nuclear Reactor Regulalion, Director (Posl 070411) 89/07/31 3pp 
50930 119-50930 121 

8908170161 Advises that 690519 changes to OA program described in CPC2A 
acceptable Issues addressed listed 

WRIGHT, G C Region 3, Ole ol the Director 89/08/02 HOFFMAN, D P Consumers 
Power Co 2pp 50949 065 50949 073 

8908150266 Forwards environ assessment 8 finding of no significant impacl re 800922 
applicalion 8 B90117 8 0412 Hr suppls, requesting changes to Tech Specs to allow 
independent review 8 audit functions be accomplished by independent unit 
PULSIFER R M Project Directorate III 1 09/08/10 BERRY.K W Consumers Power 
Co 3pp 50926 276 50926 261 

••8908150270 Environ assessment 8 finding of no significant impacl re util 800922 ap 
plicalion 8 090117 8 0412 llr suppls, revising Tech Specs 62 8 65 ol administrative 
controls to relied name changes 

YANDELLLA Project Directorate 111 1 89/00/10 3pp 50926 279 50926 281 

8908160053 Forwards SER accepling util response to Generic Llr 83 20, Item 4 53 re 
reactor trip reliability on-line functional tostmg ol reactor trip sys 
PULSIFER.R M Project Directorate III 1 89/08/10 BERRY.K W Consumers Power 
Co 4pp 50937 103 50937 189 

-89081600SB SER accepting util response lo Generic Hr 83-28.ltem 4 5 3 ro reactor 
trip sys reliability tor all domestic operating reactors 

PULSIFER RM NRC - No Detailed Affiliation Given 89/00/10 3pp 50937 107 
50937 109 

8900250295 Forwards Amend 100 to License DPR-6 8 safety evaluation Amend re 
vises Tech Specs by providing lor now organizational unit entitled Nuclear Safety Svca 
Dept to discharge offsite satofy review functions instead of Nuclear Safely Board 
PULSIFER.R M Project Directorale III- 1 09/08/16 BERRY.K W Consumers Power 
Co 3pp 51020004-51020020 

-8908250299 Amend 100 to License DPR-6, revising Tech Specs to provide lor now or- 
ganizational unit entitled Nuclear Salely Svcs Depl to discharge offsite safely review 
funclions instead of Nuclear Safety Board 

YANDELL.L A Projecl Directorate III 1 89/00/16 lOpp 51020 007 51020 016 

-8908250300 Salety evaluation supporting Amend 100 to Liconse DPR-6 
’ Office of Nuclear Reactor Regulation, Director (Posl 870411) 89/00/16 2pp 
51020 017 51020 018 

-8908250302 Notice ol issuance ol amend to License DPR 6, modifying Tech Specs 6 2 
8 65 to reflect replacement ol Nuclear Salely Board w/Nuclear Safety Svcs Depart- 
ment 8 elimination of Independent Salely Engineering Group 
PULSIFER.R M Project Directorate III 1 89/08/16 2pp 51020019 51020020 


Q. Inspection reports, IE Bulletins & correspondence 

B9D7200D19 NRC Into Notice 89-057, "Unqualified Electrical Splices In Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 87041 1) 89/07/26 
Consolidated Edison Co ol New York, Inc 106pp 5071 1 333-50712 070 

8908080272 Advises that integrated leak rate test will commonco on 090724 28, in re- 
sponse to open items noted in Insp Rept 50 155/85 20 Test will be porformod por 
melhod described in Bechtel Rept BN-TOP-1 

BERRY.K W Consumers Power Co 09/07/27 Document Control Branch (Document 
Control Desk) 4pp 50858 081-50858 084 

8908110307 Forwards Salety Insp Rept 50 155/89 13 on 890618-0724 8 notice of vio- 
lation 

AXELSON.W L Region 3, Ole ol the Director 09/00/02 HOFFMAN, D P Consumers 
Power Co 2pp 50B94 203-50894 222 

-890B1 10310 Notice ot violation from insp on 890618 0724 Violations noted falluro to 
complete all required entries on radiation work permit entry log sheet 8 tools, not listed 
on log sheet, found on reactor bldg crane (tool control area) 

AXELSON.W L Region 3, Ole ol Iho Director 89/06/02 2pp 50894 205-50894 206 

-8908110311 Insp Rept 50-155/89 13 on 890818 0724 Violations noted Major areas 
inspected mgt meetings, Installing 8 testing ol mods, refueling 8 surveillance 
activities, including emergency condenser sys 8 pump 8 valve inservlce leslmg 
JACKIW.I N Region 3, Ofc of Ihe Director 89/08/01 t6pp 50B94 207-50894 222 

8907270121 Suppl 1 to NRC Bulletin 88 010. "Nonconforming Molded Case Circuit 
Breakers" Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/00/03, 
Consolidated Edison Co ol New York, Inc 108pp 50904 148-50904 263 

8907280169 NRC Info Notice 09 058, "Disablement of Turbina Oriven Auxiliary Food 
wafer Pump Dus to Closure ol One of Parallel Steam Supply Valves " Svc list end 
ROSSI, CE Division of Operational Events Assessment (Po9t 870411) 89/08/03 
Consolidated Edison Co of New York, Inc 106pp 50900 005-50900 110 

B9081B0292 Forwards Safety Insp Rept 50 155/89-14 on 890710 0801 8 notice al vio- 
lation 

GREGER.L R Region 3. Ofc of the Director 89/08/14 HOFFMAN, D P Consumers 
Power Co 2pp 50976 034-50976 044 

--8 908180298 Notice of violation from insp on 890710-0801.Violation noted on 
89071 2,six contaminated items stored in normally clean areas within plant restricted 
area, but not labelled w/ contamination levels, contents 8 date 
GREGER.L, R Region 3, Ofc of the Director 89/08/14 Ip 50976 036 50976 036 
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-8908100300 Insp Repl ‘50 105/09 14 on 090710-0001 Violation noted Map; areas 
inspected radiological protection program including changes in radiation protection 
stall, audits & appraisals & training & qualification of now personnel 
KUNOWSKI.M A, SCHUMACHER M C Region 3, Ofc ol the Director 69/08/14 Opp 
50976 037-50976 044 

8908100128 NRC Inlo Nolico 09 059, ‘ Suppliers ol Polenlially Misrepresented fasten 
ers ' Svc list end 

ROSSI, C E Division ol Operational Events Assessment (Post 070411) 09/08/16 
Consolidated Edison Co ol Now York, Inc lOGpp 50992 315 50993 060 

B90B140Q85 NRC Info Nolice 09 OGO, 1 Maint of Telotlierapy Units " Svc list end 
CUNNINGHAM, R E Division ol Industrial 8 Medical Nuclear Safoty (Post 870729) 
09/08/10 Consolidated Edison Co of Now York, Inc 107pp 50993061 50993 1G6 

0908160129 Suppl 2 lo NRC Info Notico 08 040, ‘‘Licensee Repl of Defective Refur- 
bished Valves ” Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870111) 89/06/22 
Consolidated Edison Co of Now York, Inc lOOpp 50990 039 50990 137 


R Periodic operating roports & related correspondence 


0900140155 Monthly operating ropt lot Jul 1909 lor Big Rock Point Nuclear Plant W/ 
890801 Itr 

JOHNSTON, J R , ELWARD.T W Consumers Power Co 69/07/31 Opp 50911 013 
50911 017 


S Reportablo occurrences, LERs & related correspondence 

0908240314 LER 00 00G 00 on 890720,discovorod that small holes found on 
barriers Caused by inadequate mainl controls winch resulted in failure lo repair peno 
Iralion alter mod Ftro walch/palrol established Repairs completed W/8G0810 Itr 
ALEXANDERS J , EDDY.J D Consumers Power Co 09/06/10 4pp 51017 152 
51017 155 


V Operator Examinations 


8900070344 Advises that oporatoi & senior operator written & oral exams schedulod for 
wk nf 891113 Ref mails listed on oriel & operator liconse applications should bo pro 
vidod at loast 60 days prior to oxnm dalo 

WRIGHT.GC Rogion 3, Ole ol the Director 89/07/31 HOFFMAN, D P Consumers 
Power Co 12pp 50822 228 50022 239 


DOCKET 50 156 UNIV. OF WISCONSIN RESEARCH REACTOR 


H General correspondence 

8908020088 Informs of changes in oporalmq orgnmzalion.per Tech Spec D7c(3)E Talk 
& R Radlko removed & SJ Engloturrlt P Probed appointed lo reaclor safoty com 
miltuo & KJ Schrooder 8 SS Znwnlick no longer require licenses 
MATUSEWIC S M , CASHWELL.R J Wisconsin, Unw of Madison, Wl 89/07/25 
Douimonl Conlrol Branch (Documnnl Control Oosk) 2pp 50772 231 50772 232 


Q Inspection roporls, IE Bulletins & correspondence 


0907310530 Towards Exam Repl 50-1 56/OL 09 01 administered during wk ot 090530 
WRIGHT.GC Region 3, Ole ol Iho Director 09/07/24 CASHWELL.n J Wisconsin, 
Umv ol, Madison Wl 2pp 50/26 245 50726 250 

-0907310544 Exam Repl 50 156/OL HO 01 during wk ol 090530 Exam results oil three 
reaclor operator candidates passed exam 

SHEPARD, D L , JORDAN, M H Region J, Ole ol the Director 00/07/24 12pp 
50726 247-50726 250 


R. Periodic oporntlng reports & related correspondence 


6908220450 “Annual Oporalmq Rcpt lor Licenso R-74 for FY00 09 " W/G900I6 Itr 
CASHWELL.R J Wisconsin. Unw ot Madison, Wl 00/00/30 17pp 50976 130 
50976 14G 


V, Operator Examinations 


8907310530 Forwards Exam Repl 50 156/OL 00 Ol administered during wk ol 090530 
WRIGHT.GC Region 3 Ole ol the Director 09/07/24 CASHWELLRJ Wisconsin, 
Umv of. Madison. Wl 2pp 50726 245 50720 250 

-8907310544 Exam Ropl 50 156/OL 89 Ol during wk ol 890530 Exam results all throe 
reactor operator candidates passed exam 

SHEPARD, D L , JORDAN M H Region J, Ofc of the Director 89/07/24 I2pp 
50726 247 50726 258 


DOCKET 60-163 GA TECHNOLOGIES 


S Reportable occurrences, LERs S related correspondence 

8906100101 ROon 090726 apparent release of fission products from luel element 
occurred Caused by spent Fuol Element 6360 Fuel element removed from care 8 
placed in spent luel storage 

ASMUSSEN.K E Gonora! Atomics (formerly GA Technologies. Inc /General Atomic 
Co) 89/00/03 Document Conlrol Branch (Document Control Desk) 5pp 50892 166 
50892 170 


DOCKET 50-170 ARMED FORCES RADIOBIOLOGY RESEARCH INSTITUTE 


F. Security, medical, emergency & tiro protection plans 


0906140357 Rewards Safety Insp Ropt 50 170/89 01 on 890627 28 No violations 
noted 

BELLAMY.RR Region 1, Ofc of the Director 89/08/04 IRVING, G Armed Forces 
Radiobiological Research Insliluto Opp 50915 077-50915 085 

—8908140359 Safoly Insp Repl 50 170/89 01 on 090627-20 No violations noted Major 
areas inspected emergency preparecJnoss program 

AMATO, C G , LAZARUS, WJ Region 1, Ole ol tho Director 89/00/03 6pp 
50915 080-50915 005 


O. Inspection reports, IE Bulletins & correspondence 


CS08140357 Forwards Sately Insp Repl 50 170/69 01 on 890627 28 No violalions 
noted 

BELLAMY.RR Region 1, Ole ol the Director 89/08/04 IRVING, G Armed Forces 
Radiobiological Rosearch Institute 3pp 50915 077-50915 085 

- 8908140359 Safoty Insp Rept 50 170/89-01 on 090627-26 No violalions noted M a (or 
areas inspected emorgoncy preparedness program 

AMATO.CG, LAZARUS.WJ Region i, Ole of tho Director 89/08/03 6pp 
50915 080-50915 085 

8906280324 EN 89 032Aon 890022, notice ol violation & proposed imposition ol civil 
penalties In amount of S2.50O will bo issued lor licenses Ac lion based on number ol 
violations involving failuro to perform written safety evaluations 
TROSKOSKI.W , UEBERMAN.J Ole of Enforcement (Post 070413) 09/06/22 Ip 
51042 349 51042 349 


8908250205 Forwards order imposing civil monetary penalty on Dofonso Nuclear 
Aqency issued 690822 for FR publication 

LTEBERMAN.J Olcol Enforcomonl (Pest 870413) 89/00/24 LESAR.MT Regulatory 
Publications Branch Ip 51020 002 51020 002 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


F. Security, medical, emergency & lire protection plans 


8908210212 Suppl l to Gononc Lir 09 07 lo all operating plants, applicants lor OLs & 
holders of CPs ro power reactor safeguards conlingoncy planning lor surface vehicle 
bombs Svc list oncl 

PARTLOW.J G Associate Director for Proiocis (Post 070411) 69/00/21 Consolidat 
od Edison Co ol Now York, Inc 55pp 51036001 51036066 


J Insurance & Indemnity Information 


8907310 1B3 Foi words Endorse me nt 131 lo NEL1A Policy NF 140 & Endorsement 81 lo 
MAELU Policy MF 67 

CULLEN.E J Philadelphia Electric Co 09/07/25 DINlTZ.I NRC - No Ootailod Allili 
alien Givon 5pp 50737 0D2 50737 086 

8908230090 Forwards Endorsomenls 134 & 135 to NELIA Policy NF-140 8 Endorse 
moms 84 & 85 to MAELU Policy MF 67 

CULLEN.E J Philadelphia Electric Co 09/00/18 DINlTZ.I NRC - No Dotailed Allili 
ntion Given Opp 51007 049 51007 057 


P. Operating licenso stago documents & correspondence 


8908040270 FOIA rcquosl lor all correspondence to & from NRC re 070331 plant 
shutdown, including correspondence w/tounsel in action, “In Ro Philadelphia Electric 
Co Do ri vali vo Litigation." Court ol Common Pleas, Philadelphia County, March 
1907,7090 

CLAIR, K S Schnadcr, Harrison, Segal 8 Lewis 09/06/05 Oltico ol Administration 
(Posl 890205) Ip 50779 102-50779 192 

B9D7180211 Genoric Llr 09-13 lo all holders ol OL9 or CPs lor nuclear power plants re 
svc water sys probloms adapting saloly related equipment Svc list one) 

PARTLOW.J G Associate Director lor Propels (Post 07041 1) 89/07/18 Consolidal 
ed Edison Co of New Yoik. Inc 53pp 50735 001 50735 054 

8908040274 Final response lo FOIA request for documents Forwards App A documents 
also available in PDR App B documents totally withheld (ref FOIA Exemption 4) 
GRiMSLEY.DH Division ol Freedom ol Information 8 Publications Sorvicos (Post 
090205) 09/07/31 CLAIR, K S Schnadcr Harrison, Segal & lewis 4pp 50779 193- 
50779 257 


■8908040315 Informs ol third parly subpoona received by NRC requesting documents 
referred to DOJ ro potential criminal violation Forwards subpoena served upon SJ 
Clulk, seeking documents io Commission 870331 order lor immediate shutdown ol 
plant 

BRIGGS, WH Solicitor (Post 860701) 09/05/16 SELLERS, WP Justice, Dept of 
2pp 50779 255 50779 256 

• 8908040321 Forwards llr Irom Solicitor to appropriate DOJ official informing of sub- 
poena for mall ro Commission order directing immediate facility shutdown in 1987 & 
sut>] subpoona lor review Requests to complete search lor documents by 890605 
MULUNS.C E Ollice ol the Gonoial Counsel (Post 060701) 89/05/18 MARTIN R E 
Project Dire derate t-2 GUTIERREZ J , KANE.WF Region 1 Ole ol the Dimeter ip 
50779 257-50779 257 
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Q Inspecllon reports, IE Bulletins & correspondence 

8907200019 NRC Info Nolice 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc fist end 

ROSSI, CE Division ol Operational Everts Assessmeni (Post 870411) 89/07/26 
Consolidated Edison Co ol New York, Inc I06pp 50711 333 50712 078 

8907270121 Suppl 1 (o NRC Bulletin 08 010, “Nonconforming Molded Case Circuit 
Breakers ” Svc Fist enct 

ROSSI, CE Division ol Opeialional Evenls Assessment (Post 870411) 89/03/03 
Consolidaled Edison Co ol Now York, Ire lOBpp 50904 1 48 50904 253 

8907200169 NRC Info Notice 89 CSS. "Disablemenl ol Turbine Driven Auxiliary Feed- 
water Pump Due to Closure ol One ol Parallel Steam Supply Valves " Svc list end 
ROSSI, CE Division of Operational Evenls Assessment (Posl 870411) 89/08/03 
Consolidated Edison Co of New York, Inc I06pp 50900 005 50900 1 10 

6906100120 NRC Info Notice 89 059, "Suppliers ol Polenlially Misrepresented Fasten 
ors " Svc list end 

ROSSt.CE Divisron ol Operational Events Assessment (Posl 870411) 89/03/16 
Consolidaled Edison Co of New York, Inc 106pp 50992 315 50993 060 

8908140005 NRC Info Notice 89-060, "Maini ol Tele therapy Units " Svc list end 
CUNNINGHAM, R E Division ol Industrial 8 Medical Nuclear Safely (Post 870729) 
39/03/18 Consolidated Edison Co of New York, Inc 107pp 50993 061-50993 166 

690B16Q129 Suppl 2 lo NRC Info Notice 88 048. "Licensee Repl of Defective Refur- 
bished Valves Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 070411) 89/08/22 
Consolidated Edison Co of New York. Inc 100pp 50990 039 50990 137 


DOCKET 50-185 PLUM BROOK REACTOR - MOCK-UP 


P, Operating license stage documents & correspondence 

6906180035 Responds lo 890407 re quasi for clarification of 890227 application lor 
amend lo Licenses TR 3 & R 93 ro organizational changes Funding continues to be 
provided Irom NASA inslilutjonal budget Organization chad end 
PFANNER.HG, SAUNDERS, N T Nalional Aeronautics & Space Admin 89/06/22 
A DAMS, A O/fice ol Nuclear Reactor Regulation, Director (Posl 870411) 4pp 
50965-358 50965361 


DOCXET 60-186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA 


P. Operallng license stage documents & correspondence 

8908030211 Responds lo 89D523 request for approval ol route to bo used tor transport 
of spent reactor Tirol Irom Columbia, MO lo Idaho Falls, ID Request approved Approved 
roule end 

MACDONALD, C E Transportation Branch 69/07/28 HULTSCH.R A Missouri. Univ 
of, Columbia, MO I9pp 50775 163-50775 1B1 


R Periodic operallng reports & related correspondence 

390B230279 "University of Missouri Research Reactor Operations Annual flepl.Jul 198B 
-June 19B9" W/890810 Ilf 

MEYER, W A , MCKI8BEN.JC Missouri, Univ ol, Columbia, MO 89/06/30 422pp. 
51000 225 51001 179 


DOCKET 60-192 UNIV. OF TEXAS RESEARCH REACTOR 


F. Securily, medical, emergency & fire protection plans 

890B010229 Forwards proprietary Insp flepls 60-192/89 02 8 50 602/89-04 on 890531- 
0601 No violalions or deviations noted Enel withheld (ref I0CFR2 790(d) 

MILHOAN.J L Region 4. Ole cl the Director 89/07/13 WEHRING.B W Texas. Univ 
ol, Auslin, TX 2pp 50753 162 50753,163 


O Inspecllon reports, IE Bulletins S correspondence 

8906010229 Forwards proprietary Insp Repts 50 192/89 02 a 50 602/89-04 on 890531- 
0601 No violations or deviations noted Enel wilhheld (ret 10CFR2 790(d) 

MILHOAN.J L Region 4. Ofc ol the Director 89/07/13 WEHRING 8 W Texas, Lfmv 
of, Austin, TX 2pp 50753 162 50753 163 

6908010264 Forwards Insp Kepis 50-192/89-03 S 50 602/69 05 on 890705 06 No vio- 
lations or deviations noted 

MILHOAN.J L Region 4, Ole ol Ihe Director 89/07/13 WEHRING.B W. Texas, Univ 
of, Austin, TX 2pp 50756 072 50756078 

- 8906010272 Insp Repts 50 192/89 03 8 60 602/89 05 on 390705 06 No violalions or 
deviations noted- Major areas inspected component & sys checkout & 
evaluation praoperational testnqS schedule status 

MURPHY.M E , MCKERNON.T O , SEIDLE.W C Hegion 4. Ofc olthe Director 89/07/ 
14 5pp 50755 074-50756 078 


DOCKET 50-193 RHODE ISLAND & PROVIDENCE PLANTATIONS AEC 


S Reportable occurrences, LERs A related correspondence 

8908040084 ROon 890725,fuel element 141 had estimated U-235 burnup to 18 9 
g Operator instructed that in addition to quarterly calculalions required by Tech 
Specs, operator will make projeclions lo insure that no element will reach limrt 
DtMEGLIO.A F Rhode Island. Stale of 89/07/25 Document Control Branch (Docu 
menl Conlrol Desk) 3pp 50799 23) 59799 233 


DOCKET 50-199 MANHATTAN COLLEGE RESEAHCH REACTOR 


P. Operallng license stage documents & correspondence 

8908220133 Forwards response to questions raisod in 890710 llr re HEU/ LEU conver 
sion at facility 

BERLIN, RE Manhattan College, Riverdala NY 69/00/10 MICHAELS.TS Siancfardi 
zahon & Non Power Reactor Project Directorate (Pro 690730) 26pp 50999 135 
50939 160 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

89080800 99 Forwards Addendum 10 IB to physical security plan Enel wilhheld (rol 
I0CFR73 2!) 

MORGAN, H E Southern California Edison Co 89/07/07 Document Conlrol Branch 
(Document Control Dosk) Ip 50B56 352 50856 352 

8908160170 Forwards Insp Ropts 50 206/80 14,50 361/69-14 8 50 362/89 14 on 
890430-0617 No violalions noted Addl example ol LER failing lo properly address all 
applicable root causes & corrective actions lor even! identified in repl 
ZIMMERMAN, RP Region 5. Ofc of the Director 89/07/26 BASKIN, K P Soulhern 
California Edison Co 2pp 50929 194 50929 211 

-8908160172 Insp Repts 50-206/89 14,50 361/89 14 & 50 362/89-14 on 890430 
0617 No violations noted Ma|or areas inspected operations program, including radio 
logical proleclion, securily & evaluation ol plant trips 8 evenls 
JOHNSON, PH Region 5, Ole ol the Director 89/07/24 16pp 50929 196 50929 211 

8908080077 Revised EPIPs, including Rovs 6 to S01-VIII 1 8 S023 VIII-1, Rev 3 to 
S0123-VIII 0 301 8 Revs 4 lo S0123 VIII-70 I 8 S0I23 VIII-70 W/890727 Itr 
PIAPPERT.RO Southern California Edison Co 89/07/27 150pp 50829 117- 
50829 318 

8908210212 Suppl 1 lo Generic Ur 09 07 to all operating plants, ajiplicanls for OLs 8 
holders ol CPs ro power reactor safeguards conlingency planning lor surlaco vohiclo 
bombs Svc list end 

PARTLOW.JG Associate Director for Projocts (Post 07041 1) 09/00/21 Consolidat 
ed Edison Co ol New York, Inc 55pp 51036 001 51036 056 


H. General correspondence 


8908230308 Inlorms ol now assignment as vice prosidonl, nuclear engineering, saloly 8 
licensing Relocation from general ole complox lo now field location at Irvine underway 
S will bo completed by end ol Aug 1 989 

RAY.H B Southern California Edison Co 09/08/07 MURLEYJ E Office ol Nuclear 
Reactor Regulation, Direclor (Post B704U) Ip 51006 295 51006 295 

8906160257 Advises of change m location for util nuclear engineering, saloty 8 (icons 
inn dept & personnel changes 

NANDY.fr Southern California Edison Co 89/00/11 Document Control Branch 
(Document Contiol Desk) Ip 50956 228 50956 220 


P. Operallng license stage documents & correspondence 

8907189211 Generic Llr 89-13 lo all holders of OLs or CPs lor nuclear power plants ro 
svc water sys problems alte cling salely related equipment Svc list end 
PARTLOW.JG Associate Director for Protects (Posl 87041 1) 09/07/18 Consolidat- 
ed Edison Co ol New York, Inc 53pp 50735 001-50735 054 

8907268379 Provides assurance lhat program.consisling ol systematic measures lo 
ensure that erosion /corrosion does nol lead lo degradation ol single phase 8 two 
phase high energy carbon steel sys implemented at plant 

NANDY.F R Southern California Edison Co 89/07/24 Document Control Branch 
(Oocument Control Desk) 2pp 50707 144 50707 145 

8907310348 Ack receipt ol 050920 request for exomplion Irom postulating pipo breaks 
in primary coolant loop piping, por Generic Ur 04 04, "Saloty Evaluation ol Pipe 
Breaks in PWR Primary Main Loops ' Request obviated by issuance of GDC 4 on 
860*1 1 1 

TRAMMELL C M Project Directorate V 89/07/25 BASKIN, K P Soulhern California 
Edison Co 4pp 50737 020 50737 023 

8908920060 Advises lhal WCAP-1214B & WNEP 8901, Rev 1 will bo withhold from 
public disclosure (rat 10CFR2 790(b)(5) 8 Section 103(b) ol Atomic Enorgy Act ol 

KNIGHTON, G W Project Directorate V 89/07/26 WIESEMANN.R A Woslinghouso 
Electric Corp 4pp 50772 334-50772 337 

8900070126 Advises lhal review ol Amend Applications 154 & 172, did 8B1027 & 
690703 respectively, being halted Tech Specs 8 bases lor overpressure mitigations 
sys (OMS) should be reviewed 8 single application encompassing all OMS Issues bo 
subnvtled 

TRAMMELL.C M Project Dircctorale V 09/08/01 8ASKIN.K P Southern California 
Edison Co 3pp 50877 058 50B77 060 

8903180316 Sixth partial response lo FOIA request App U records end 8 available in 
FDR 

GRIMSLEY.DH Division ol Freedom ol Information 8 Publications Services (Post 
890205) 89/08/14 PARRISH, D Blade Tribune, Oceanside, CA 3pp 50986 164- 
50986 192 

-8908180321 Forwards live listed items promised at exit meeting, including mgt summa- 
ry repl 8 graph lor Sepl 1984 - Jut 1986, representative example ol mgt repUtr from 
Horn documcnling acceplabihly of rehabilitation program 8 statistics 
TALLEY, G Southern California Edison Co 86/11725 SCARANO.R Region 5, Ofc ol 
Ihe Oueclor 4pp 50966 168 50986 171 
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••0908180324 Forwards listed monthly data for 1906 m response to request for number 
of unconfirmed prescreens testing positive for tetrahydrocannabinol & SmilhKIme 
Btoscience Labs confirmation ol positives 

PIERCY L Southern California Edison Co 66/11/25 SCARANO NRC fJo Detailed 
Affiliation Given 17pp 50966 172 50906 100 

6908240195 Requests establishment of schedule for receipt ol info before request for 
lull-term OL can be approved Response should be submitted by 690930, including TMI 
action plan items & generic Hr items 

TRAMMELL, CM Pro|ecl Directorate V 09/06/17 RAY.H 0 Southard California 
Edison Co 3pp 51020 176 51020 170 

8906240278 Recommends lhat silos be eliminated Irom furiher consideration m selec 
lion process lor proposed airport Projected airport capacity for qenerat & commercial 
aviation posos nsV of aircraft crash on nuclear power plant 

KNIGHTON, GW Project Directorate V 09/08/17 HULSIZER.G L San Clomente, CA 
3pp 51016092-51016094 

8908220170 Discusses eighth edition ol integrated implementation schedule Integrated 
implementation schedules will be submitted in near future Delay due to senior mgl 
changos 

NANDY.FR Southern California Edison Co 89/00/22 Documont Control Branch 
(Document Control Desk) Ip 50990 325 50390 325 

0908280190 Advises that util will submit thermal shield conceptual design & repau plan 
by 890030, per Amend 127 to Licenso DPR 13 Process ol competitive bidding S care 
<ul selection ol vendor necessitated delay in submittal 

NANDY.FR Southern California Edison Co 09/00/22 Oocumont Control Branch 
(Document Control Desk) Ip 51040351 51040 351 


Q Inspection reports, IE Bulletins & correspondence 

0907200019 NRC Info Notice 09 057, "Unqualified Electrical Splices in Vendor Suppliod 
Environmentally Qualified Equipment " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 0704111 00/07/26 
Consolidated Edison Co ol New York, Inc I06pp 50711 333 50712070 

8908150078 Forwards Mgl Mooting Repls 50 206/09-22,50-361/09 22 & 50 362/09 22 
on 090627 NRC anticipates improvomonts in listed areas, including quality ol in-house 
design & nucloar quality oversight activities 8 turnover of plant mods 
MARTIN, J B Region 5, Ofc of the Diroctor 09/07/26 PAPAYLT Southern California 
Edison Co 2pp 50053 020 50953 061 

••6908150081 Mgt Mooting Repls 50 206/69-22,50 361/09 22 & 50-362/09 22 on 
090627 Ma|or areas discussed issues ol current mlerosl re facility Meeting agenda & 
handouts onct 

JOHNSON, P H Region 5, Ofc of the Director 09/07/23 40pp 50953 022 50953 061 

8908160170 Forwards Insp Hopts 50 206/89 14,50 361/09 14 & 50-362/09 14 on 
090430 0617 No violations noted Addl example of LER failing to properly address all 
applicable root causes & corrective actions foi evont identified m rept 
ZIMMERMAN, RP Region 5, Ofc of the Diroctor 09/07/26 BASKIN, KP Southern 
California Edison Co 2p p 50029 194 50929 211 

-8908160172 Insp Repls 50 206/09 14,50 361/09 14 & 50 362/09 14 on 000430- 
0617 No violations noted Major aroas inspected operations program, including radio- 
logical protection, security & evaluation of plant trips & events 
JOHNSON, P H Region 5, Ofc of the Director 09/07/24 16pp 50929 196 50920 211 

0907270121 Suppl 1 to NRC Bullotm 00 010, "Nonconforming Molded Caso Circuit 
Breakers " Svc list oncl 

ROSSI.CE Division ol Operational Events Assessment (Post B70411) 00/08/03 
Consolidated Edison Co ol New York, Inc toopp 50904 146 50904 253 

8907280169 NRC Info Notice 09 056, "Disablomorl ol Turbine Driven Auxiliary Feed- 
water Pump Duo to Closure ot Ona ol Parallel Stoam Supply Valvos " Svc list end 
ROSSI.CE Division ot Operational Evonts Assessmont (Post 070411) 69/08/03 
Consolidated Edison Co ot Now York, Inc I06pp 50900005 50930 110 

6908100128 NRC Into Notice 09 059, "Suppliers of Potentially Misrepresented Fasten 
ers " Svc list oncl 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 89/00/16 
Consolidated Edison Co of New York, Inc 106pp 50992 315 50993 060 

8908140085 NRC Info Notice 89 060, "Maml of Tolelhorapy Units" Svc list oncl. 
CUNNINGHAM, RE Division ol Industrial & Medical Nucloar Safety (Post 070729) 
89/08/18 Consolidated Edison Co ot Now York, Inc t0?pp 60993 061-50093 166 

8906160129 Suppl 2 to NRC Info Notice 86 048, "Llconsoo Ropl of Doloctivo Rotur 
bished Valves ‘ Svc list end 

ROSSI.CE Division ot Operational Events Assessment (Post 870411) 89/00/22 
Consolidated Edison Co ot Now York, Inc lOOpp 50990 039 50990 137 


R Periodic operating reports & related correspondence 


8908230340 Monthly operating ropt tor Jul 1969 for San Onofro Nuclear Generating 
Station, Unit i w/890814 Hr 

SIACOR.E R , NANDY.F R Southern California Edison Co 00/07/31 9pp 51006 290 
51006 306 


S. Reportable occurrences, LERs & related correspondence 

8908010001 LER 89 014 00 on 690405, determined that unlimited operation ot dc busos 
on cross train chargers unwarranted condition Caused by failure to develop appropri 
ate Tech Specs Design change ro tram alignment completed W/890726 Hr 
MORGAN, HE Southern California Edison Co 89/07/26. gpp 50749 311 50749319 

6908060379 LER 89 016 00 on 690703, air flow test of lube oil reservoir & conditioner 
tiro protection sys revealed that approx 20 ol 78 nozzlQ9 plugged Caused by accumu 
lalion ol piping corrosion matt Inside tiro spray header W/890802 Hr 
MORGAN, HE Southern California Edison Co 89/08/02 6pp 50078 195-50870 200 


V Operator Examinations 


8900090053 Advises of reactor operator whiten exams scheduled lor 891031 & operal 
ing exams scheduled for 031 1 01 03 Ref mall requirements for roactor/semor reactor 
operator licensing oxams end 

KIRSCHDF Region 5 Ofc ol the Director 89/07/20 MCCARTHY, C B Southern 
California Edison Co tlpp 500B3 133 50003 143 


DOCKET 50-213 HADDAM NECK PLANT 


F Security, medical, emergency & fire protection plans 

8908090164 Application lor amend to License OPR 61 revising Tech Specs to reflect 
changos in lire delection/suppression sys upgrades to support now switchgear bldg 
const 

MROCZKA.EJ Connecticut Yankee Atomic Power Co MROCZKAEJ Northeast U hi 
ilies 09/07/31 Document Control Branch (Oocumenl Control Desk) 3pp 50081133 
5088! 146 

"8990090167 Proposed Tech Specs ro lire deteclion & spray &/or sprinkler sys 
1 Connecticut Yankee Atomic Power Co 00/07/31 tlpp 50601 136 50U81146 

8900110141 Change 89-11 to Rov 10 to EPIP 1 5 45, "Emergency Communication Test 
ing " Index also end 

• Connecticut Yankee Atomic Power Co 89/00/03 lOpp 50900 26! 50900 278 

0908140346 Forwards Safeguards Insp Rept 50 213/09 09 on B90626 30 No violations 
noted * 

BELLAMY ,RR Region 1, Ofc of the Diroctor 69/00/04 MROCZKA.EJ Northeast 
Nucloar Energy Co (subs of Northeast Utilities) 2pp 50916330 50916340 

-8908140350 Partially withhold Physical Security Insp Repl 50 213/09-09 on 090626 30 
(rot I0CFR73 21 & 2 790(a)) No violations noted Major areas mspectodmgt 
support, program plans, audits & protected & vital area physical barriers 
OLSEN, W T , LANCASTER.WK. KEIMIG.R R Region 1, Ole of the Director 09/08/ 
03 Opp 50916340 50916340 

0906210212 Suppl ' to Generic Ltr 89 07 to all operating plants, applicants (or OLs & 
holders ol CPs ro power roactor safeguards contingency planning for surface vehicle 
bombs Svc list oncl 

PARTLOW.JG Associate Director for Projects (Post 070411) 89/06/21 Consolidal 
eel Edison Co ot New York, Inc 55pp 51036001 51036056 


H General correspondence 


6908150107 Comment on cirall reg guide, "Assuring Availability of Funds for Qocommis 
stoning Nucloar Reactors ’’ Rocommond9 that NRC 'recommendation" on trust agree 
men! wording be deleted or NRC should grandlathor existing trusts such as tor plants 
MROCZKA.EJ Connecticut Yankee Atomic Power Co MROCZKA.EJ Northeast Nu 
clear Enorgy Co (subs of Norlhoast Utilities) MROCZKA.EJ Northoast Utilities 09/ 
08/03 Regulatory Publications Branch 6pp 50924 021 50924 026 


P. Operating license slage documents & correspondence 


0907180211 Generic Ltr 89-13 to all holders ot OLs or CPs for nuclear |>ower plants ro 
svc water sys problems affecting safety related equipment Svc list end 
PARTLOW.JG Associate Diroctor for Projects (Post 07041 1) 89/07/10 Consolidal 
od Edison Co ol Now York, Inc 53pp 50735 001 50735054 

0908020093 Notification of 090610 meeting w/utll in Rockville, MD to discuss revised 
schedule lor zircaloy clad fuel conversion at plant 

WANG, A B Project Directorate 1 4 89/07/24 STOLZ,JF Project Directorate 1 4 3pp 
50757 224-50757 226 

0908000007 Outlines general approach which util intends to utilize in responding to Ge 
norlc Ltr 66-20, "Individual Plant Exams lor Severe Accident Vulnerabilities" & sum 
manzes key points ol past involvement In field of PRA & accidont mgl 
MROCZKA.EJ Noitiioest Nuclear Enorgy Co. (subs ol Norlhoast Utililios) 
MROCZKA.EJ Connecticut Yankee Atomic Power Co MROCZKA.EJ Norlhoast Util 
ilios 89/07/27 Document Control Branch (Document Control Desk) 20pp 

50856 204 50056 303 

OOOBOBOOQ6 Application tor amond to License DPR 61 .revising Tech Spec Sections 3 0/ 
4 0 & 3 4.6 2 ro limiting conditions tor operation & surveillance requirements & RCS 
operational leakage 

MROCZKA.EJ Connecticut Yankee Atomic Power Co MROCZKA.EJ Northeast Util 
ilios 89/07/26 Documont Control Branch (Document Control Desk) Opp 50657 170- 

50857 266 

-6906000007 Proposed Tech Specs ro limiting conditions for operation & surveillance) 
requirements & RCS oporalional leakage 

‘ Connecticut Yankee Atomic Power Co 09/07/28 05pp 50857 181 50657 266 

8908100004 Application for amend to Licenso DPR 61, changing Tech Specs to reflect 
upgrade of reactor protection sys & nucloar instrumentation sys al plant 
MROCZKA.EJ Connecticut Yankee Atomic Power Co MROCZKA.EJ Northeast Util 
Ilios 89/07/28 Document Control Branch (Document Control Desk) 7pp 50066 289 
50885 317 

-8906100006 Proposed Tech Specs 1 37,3/4 3 1,3 3 3 9,3/4 9 2, Bases 221,3/43 39 
& 3/4 3 4 & Tables 2 2-1.3 3 1.3 3-1 a,4 3-1 . 3 3 2,4 3 2,3 3-7 & 4 3 6 re roactor pro 
taction sys & nuclear instrumentation sys 

• Connecticut Yankee Atomic Power Co 89/07/20 22pp 50085 296 50005 317 

8908110273 Application for amend to Llconso DPR 61, changing Tech Specs to support 
Cycle 16 operation 

MROCZKA.E J. Connecticut Yonkoo Atomic Power Co MROCZKA.E J Northeast Util 
dies 89/07/20, Documont Control Branch (Document Conirol Desk) 10pp 
50894.022-50694 099 
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■5903(10318 Proposed Te:h Specs supporting C,cle 16 
• C'--r-.';ut i3rkce Aten; Fc..£f Co 69,'07'28 68pp 50894 032 50894 099 

8905090164 Apf eaten fm gmerd lo License CPB 61 teasing Tech Specs to relied 
cl j';:s .n ire d-:teci on/suppresson s>s upgratias 10 support new switchgear bldg 
C":1 

VHCCZMEJ Co r rect cut Yan-iee Atorr.c Power Co UROCZKAEJ Northeast UW 
i -j 69 07 '31 Occurrer.l Cc'ilid Branch (Document Control Desk) 3pp 508B1 133 
£2:31 146 

. 6508090167 Proposed Teen Specs re f.re detection £ spray S/or sprinkler sys 
‘ Ccrreciicut ife--i«e9 Afcm c Fewer Co 89/07/31 ttpp 50881 536-50881 146 

8908090333 Fcrv.a'dS response lo NRC request lor adfll info re ulrl 890121 application 
for a-rr-3 to Liderse DPR SI.revsrg Tech Spec 36 ECCS Revised Tech Spec 
a hper:i 

MRCCZrA E J Cornectcul Yaruee Atonvc Power Co WROCZKA E J Norlheasl UW- 
I'.es 8? 07 3t Document Ccntrol Branch (Document Control Desk) 5pp 50882 241- 
£3632 253 


-8908090459 Prep osc-d Tccn Spec 3 6 re ECCS 
" Ccnnsct cut Var-kta A'omi: Power Co 89/07/31 Bpp 508B2 246 50882 253 

SS08WOOI7 Ad, ses feat no agreements restricting employees to inform NRC ol poten 
I al S3'ety issues 6>ist per V Sls"o 850427 Hr 

MfiCCZKA 6 J Northrasi f.’uc'ear Energy Co (subs ol Norlheasl Utilises) 
WROCZlsAEJ Ccrmeci'cut Tanks e Aiomc Power Co WROCZKA EJ Northeast UM 
Itvs 83X7/31 STOlZJF Pro, SCI D.rectcrale I 4 2 pp 50925 107 50925 108 

8908080192 App'icatcn fer amend to License DPR 61, mod, tying proposed Tech Spec 
3 12, Electrical Pc wer S/s pro/ided in BS0329 Hr Tech Spec incorporated degraded 
god 'age prefect on reqjrerreitts in Westmghouse STS formal 
WROCZKAEJ Connecticut Varkee Atomic Power Co MROCZKAEJ Northeast Ulil 
i r es 83/C3-01 Document Ccntrol Branch (Document Control Desk) 3pp 50656232- 
£06:6 253 


-8908080195 Frcp osed Tech Specs incorporating proposed changes agreed to during 
630330 NRC meet ng £ subsequent conference calls proposed changes necessitated 
t, r.ew sw'chgaar bldg mods & plant, cat.on ol Level t undervoltage surveillance 
tests 

• Conrecfcul Yankee Atomic Power Co 69/08/01 25pp 50B56 235 5O856 259 


8908090435 Informs ol mat-'ty lo submit plant specific analyses lor util as planned due 
lo d*'a,s enooun’ered in con-pv-t.ng sensitivity & break spectrum analysis Meetinq be 
twesn NRC £ u' I represen'ati.es arranged lot 890810 

WROCZKA EJ Connecl cut Yankee A lorn, c Power Co MROCZKA.EJ Northeast Utrl 
Document Control Branch (Document Control Desk) 3pp 50891 107 


8908140201 Adv.ses that parent for fnroces H1386HI387.H1410 8 H1411 will be 
« re ‘ransfe'tedon 8903 10 per NRC instruct ons 

f.SSS^hAEJ Norlheasl Nuclear Energy Co (subs ol Northeast Utrl, ties) 
Yankee Atom.c Power Co MROCZKA.EJ Northeast Utit 
cnnifoWv ° OocuTent Control Branch (Document Control Desk) 2p p 50316236 

£0916 237 


-8908170425 Safely evaluation accepting oxtonsion of surveillance intervals 
• Office ol Nuclear Reactor Regulation, Director (Post 070411) 09/OB/u • 
50949 060 50949 063 

8908210026 Provides util position re procurement ol non cudo class fasteners m A‘,"~ 
Code class applications Item mlg or mall suppliers, pot uhl 16 Itr to NRC & ' 
Rept 50 423/86 18 App B program nssuros use at equivalent items 
MROCZKA.EJ Northeast Nuclear Energy Co (subs ol Northeast UN* , 
MROCZKA.EJ Norlheasl Utilities 09/00/15 Oocuiitorit Control Branch (Docu- - 
Control Desk) 5pp 50075 140 50975 144 

89D8280188 Forwards adcil into re util 001026 & 690,100 revised Tech S; , 
requests, per NRC request Existing 0 It shift frequency does not provide enougn 
luce within 6 h shift whereas 1 2 h shift would 

MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J Northeast l 
H ies B9/08/2! Document Control Branch (Document Control Dusk) 3pp 51042 , 
51042 303 


0. Inspection reports, IE Bulletins & correspondence 


8907200019 NRC Into Notice 89 057, Unqualified Electrical Splices in Vendor Supj i 
Environmentally Qualified Equipment " Svc list end 

ROSSI CE Division ol Operational Evonts Assessment (Post 070411) 69/07,;, 
Consolidated Edison Co ol Now York, Inc !06pp 507 1 1 933 507)2 07B 


8907270121 Srippl I to NRC Bullohn 88 010, ' Nonconforming Molded Case Ctuu’ 
Breakers Svc list end 

ROSSI, C E Division ol Operational Evonis Assessment {Post 6704 1 1 ) 89/C8 n * 
Consolidated Edison Co of Now York Inc tOOpp 50904 140 50904 253 


8907280169 NRC Info Notico 09 050, "Disobloment of Turbine Driven Auxiliary Fc 1 
water Pump Due lo Closure ol One ol Parallel Steam Supply Valves " Svc list ix„' 
ROSSI, CE Division ol Oporalionat Evonts Assossmont (Post 070411) 89/08'CJ 
Consolidated Edison Co of New York Ino 106pp 50900 005 50900 1 10 


8908140346 Forwards Safeguards Insp flop! 50 213/09 09 on 090626 30 No vrola' 
noted 

BELLAMY, RR Region 1, Ole of tho Diroctor 09/00/04 MROCZKA.EJ Norther,' 
Nuclear Energy Co (subs of Northeast Utilities) 2pp 50916 330 50916 348 


-8908 1 40350 Partially withheld Physical Security Insp Rep! 50 213/09 09 on 890626 Cj 
( ref 10CFR73 21 & 2 790(a)) No violations no1ntlMa|or areas inspected r> gt 
MW 8 . 0 ! F, 1 ^ 3 -^' 13 & P ,oloclod & vital aroa physical barriers 

03 9pp'^0916 3?0 50916 3^0 ' KEIMIG R H n °0 ,on '• ° ,c o( 1,10 Dl,ec,or **"» 


8908160253 Ack receipt of listed invoices tor cost incutred during rnsps Funds vu'l t; 
wire transferred on 890024 

' S i ARSlC f Connecticut Yankee Atomic Power Co MROCZKA E J 
Northeast Nuclear Energy Co (subs of North oast Utililios) 09/00/00 Document Ccn 
trol Branch (Document Control Desk) 2pp 50937 120 5093/ 129 


BS0 J f»V>« 2 *_ taj 1 r /«' amend to License DPR 6 1, revising Tech Spec 3/4 5 1, 

ECUS - ECCS Subsysfem Tavg Greater Than or Equal to 350 F • to reflect comoo. 
fe ure C ° n ' 9 ' Jra 0r3 0,D '’ n9 1999 fefu *''ng outage mod to ECCS to resolve single 

231 YanVee A,orr c Pow « Co MROCZKA.EJ Northeast UW- 
50503 396°5 8 0308 339 CUmSm C °' llr ° BfanCh t Documenl Control Desk). 12pp 

' 8 l 9 ?®]. , ?" , ,v.? pu : s '^ D T 0 e n cr ’ f^ c 3,4 5 1 revis n 9 ECCS to retlect component con- 
'^^'. 3 ^; 3 *^ r , 1989 ,e,J5 ' n 9 ovlage mods to ECCS lo resolve single failure 
concerns ider,t,l, w d on three separata occassions 
Conncchcul Yankee Atom c Power Co 89/08/02 t3pp 50908 318 50908 330 

12 10 0A P f0 9' arr topical repi did B90713 
3»^MS SMW 204 O8/03 D0CUment C0nlr01 Bfanch < Docu ™"' 

Connectot Yankee Atomic Power Co MROCZKA.EJ Northeast Nu 
( 5 0 ub * of Northeast Utilities) MROCZKA.EJ Northeast uSagy 
08/03 Regulatory PublicaLons Branch 6pp 50881 283 50861 260 S9/ 

89 36 2 3 9 ^ *® Ucen3 ° DPR 61, revising Tech Spec Sections 

gpi SM *'" ,e,el ■ s, “« e 4 

a&asasffsr*: 

srs, T ^s jiskt 1 " s,s - m ■ 

ConnecM-ut Yankee Atomic Power Co 89/08/04 28pp 50953 222 50953 249 

wffiRteirsff ,n Nnc re9uia,of v 

m/sfeuAv r ***£' Tuc fiWiffT ST f? c! 

bM 3pp 51020 121-51020123 11 °PcKA,j F Northeast Utili. 

« «nod Type 

S 18 "^' ^ RO safety 2S?atJ SSoSef * W ^ & ° l63 ‘ S 
AtorrwPower CtTspp IggWMa' 50949TO3 14 MR0C2KA ' EJ Connecticut Yankee 

r- 0 ? p 1 * a * 33 « 

'*WT flW nei1 re| vekng outage ^ 36 5 ,w T YP® B 5 c feats from 870718,or 


B gts" Svc list on cl ° N ° 106 99 ° 5 ®* "Suppliers ot Potentially Misrepresented Fasten 

Division ol Oporaiional Evonts Assossmont (Post 070411) 89/08/16 
Consolidated Edison Co of New York, Inc !06pp 50092 315 50993 060 

y o,lc , e 09 ? 60 * " Maml 01 Tololliorapy Units " Svc list end 
& n °' ' ndlls, /'“ l * MotJical Nuclonr Safety (Post 070729. 
oj/08/ tB Lonsolidated Edison Co ol Now York, Inc 107pp 509D3 061 50993 1C6 

83 b,shed 1 Vdv!s RP LVl°t N e R nc| ln, ° N °" C0 ° 8 °‘ ,e ' " L,con80 ° ne P‘ o( De,ec,lve Rc '^ 

JoH D c!I sl0n t? 1 °P? l ral,0 t nal Ev0nt8 Assessment (Post 070411) 89/08/22 
Consolidated Edison Co of New York, |nc 100pp 50990 039 50990 137 

R. Periodic operating reports & rotated correspondence 

6 WALLK C !° r 1989 ,or Had(,nm Nock Plant W/890815 Itr 

50976 280 50976 289° B Connecl,cul Yankee Atomic Powor Co 89/07/31 10pp 

a9 MROCZK 6 A F FJ Va WA^R rc S cc U pallon S l e ,*P°SurQ Ropt 1908 ” 

EnGr 9V Co (subs ol Northeast Ut i 

Control Branch K fnnr,,m C 0 m r^f u ^ an A ea A( , omic Powcf Cn BB/08/08 Docuntcd 
uomroi Branch (Documenl Control Desk) Ip 50926 204-50928 314 

“^Nnlih 0 ! 7 .! "AnnbalOccupal^na 1 Exposure Rem 1008 " 

Northeast Utilities 08/12/31 30pp 50926 205 50926'314 

S, Reportable occurrences, LERs & related correspondence 

^Mxlba^teedmtw^nitration^m/rl ‘'• dl ® C0 vered surveillance frequency exceeded lor 
controls Oiscidmarv- rneasurcs A m. 1 ^ ,nadfl nvat G adherence to admimstratvo 
LAPLATNEY J J MlU^n n^ p^™ 81 ) l a ?’S ,s , up Q fndos initiated W/89031O Itr 
50916146 50916 149 ' Connecticut Yankee Atomic Power Co 89/08/10 4 P p 

DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 
F. Security, medical, emergency & tire protection plans 

B9 ten^ '' 0, f dl '' l 0S P FtePf 50-219/89-03 UW m 

BARTON d j e !r y ren B ° ot cZ ZVla ^ P M ° °' evacuaUon " m ° 

Contrd Branch PootfrT^^ConlrohDMkl^pp'^oyle^gs SotTb 336^^^ ^ * D « 
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B906020393 Discussos Safety Insp Rcpl 50 210/88 38 an 00120ii-G901 14 & forwards 
notice ol violation Violation classified as Sovonty Level IV since unauthorized entry oc 
curred as result ol isolated lapse in vigilance by security officer 
KANE.WF Region 1, Ole of the Director 89/07/24 FITZPATRICK. E General Public 
Utilities Corp - GPU Service Corp 3pp 50757 131-50757 135 

••0908020396 Partially withheld notice ol violation front msp on 951204-090114 (rot 
10CFR73 2 1 ) Violation noted failure to fully mipioment & maintain all provisions ol 
NRC approved physical security plan 

KANE.WF Region t, Ole of the Director 09/07/20 2pp 50757 134 50757 135 

B908Q10330 Forwards Safely Insp Ropt 50 219/99 12 on 890430 0603 & notice ol v«o- 
lalion 

WENZINGGR.EC Region t . Ole ol the Director 00/07/25 FITZPATRICK, E Gonoral 
Public Ulilitios Corp • GPU Servico Corp 2pp 50755 162-50755 109 

--899801034B Insp Ropt 50 219/S9 12 on 990430 0603 Violations noted Major areas 
inspected plant operational events including three reactor startups & ticenseo correc- 
tive actions ro reactor coolant pressure boundary hangors being pinned 
COWGILL.C Region t. Ofc ot tho Director B0/O7/21 24pp 50755 165 50755 188 

8000020201 Forwards Safety Insp Rept 50-219/89 1 1 on 090606 08 Duo to similarities 
betwoon 090524 dross rehearsal & 0607 exercise, exerciso does not qualify os re 
quired annual tost of emergency plan since same stall used & scenario known 
BELLAMY, RR Region t, Ore ol the Director 09/07/25 FITZPATRICK, E, General 
Public Utilities Corp - GPU Service Corp 3pp 50772 233 50772 240 

-89080202B2 Insp Ropt 50-219/09 1 1 on 890606 09 Major areas inspoctod emergency 
proparednoss Insp ol lull participation exerciso ol liconseo emergency plan conducted 
on 000607 Exorcise did not moot requirements for annual tost ol omorgoncy plan 
AMATO, C G , LAZARUS, WJ Region 1. Ole ol the Director 89/07/25 5pp 
50772 236 50772 240 

B90B2C0345 Rov 6 to EPIP 9473 IMP-1300 41, "Emergency Duty Roster Activation " W/ 
000017 Ur 

SULLIVAN.R . BARTON, JJ General Public Utilities Corp - GPU Servico Corp 69/08/ 
17 17pp 51041 343 51041 360 

8908210212 Suppl I to Generic Ur 99 07 to all Qporatlng plants, applicants for OLs & 
liotdors ol CPs ro power reactor safeguards contingency planning for surface vehicle 
bombs Svc list oncl 

PARTLOW.JG Assoclato Director lor Projects (Post 070411) 09/08/21 Consolidat- 
ed Edison Co ol Now York. Inc 55pp 61036 001-51036 056 

8908280214 Forwards rosponsa lo safeguards violation fdontilicd In Insp Ropt 60-219/ 
80 38 Rosponso withhold (rol 10CrB73 2t) 

MANGANARO.F F General Public Utilities Corp • GPU Servico Corp 00700/23 
RUSSELL. WT Rogion 1 , Ofc ol tho Director tp 51040 315 51040 315 


G. Adjudicatory correspondence 

8908030142 Petition I or rulemaking PRM 50 53 requesting NRC action to review undue 
risk posod by BWR thermal hydraulic instability NRR should issuo order requiring all 
GE BWRs to bo placed In cold shutdown lor stntod reasons 
HIATT, SL Ohio Citizons lor Responsible Energy 88/07/20 Ollice ol Nucloar Reac 
tor Regulation, Director (Posl 070411) I0pp 50020 143-50820 152 


H Gonoral correspondence 

8908090203 Common! on proposed rules 10CFR50.72 & 170, “Storage ol Spent Nuclo 
ar Tucl in NRC Appioved Storage Casks id Nuclear Power Reactor Silos" Suggests 
dial scope ot proposed rule be broadened to include all forms of dry storage modules 
LAGGART.MW Gonoral Public Utilities Corp • GPU Semico Corp 09/07/25 Docu- 
ment Control Branch (Documont Conlrol Dosk) tp 50077 2t5 S0877 215 


P. Operating license singe documents & correspondence 

B9D716021 1 Gunonc Llr 09-13 to all holders ol QLs or CPs fer nucloar power plants ro 
svc water sys problems at looting salely related equipment Svc list oncl 
PARTLOW.JG Associate Director lor Proiocts (Post 070411), 90/07/16 Consolidat- 
ed Edison Co ot Now York, Inc 53pp 50735 001-50735 054 

8907310131 Advisos that orosion/corroslon monitoring program which moots intent ot 
NUMARC program implemented per Generic Llr 09-00 Long torm program 10 formal- 
ized implemeniing procedure or administrative controls may bo implemented 
FITZPATRICK, E Gonoral Public Utililms Corp • GPU Servico Corp 09/07/19 Docu- 
ment Control Branch (Documont Control Dosk) 2pp 50724 142 5072-4 143 

890BQ10233 Informs that liconseo found no restnctivo clnusos ro notification at ennpfoy- 
oos potential safety issues Two employment settlement agroomants found to eliminate 

• further monetary claims Attached Hr sont lo individuals involved 
CLARK, PR General Public Utilities Corp - GPU Service Corp 89/07/21 Document 
Control Branch (Documont Control Desk) 3pp 50756 069-50756 07 1 

6907310042 Discusses SEP Topic III 4A ro tornado gonoralod loading on diesel genera- 
tor bldg Diosqi generator bldg at plant adequately protected (tom postulated tornado 
missiles & tornado wind 

CRONEBERGER.D Gonoral Public Utilities Corp • GPU Service Corp 80/07/24 
Documont Control Branch (Document Control Oosk) 5pp 50726 356-50726 360 

8908020063 Responds to Generic Ltr 09 06, "SPDS “ Util certifies that plant SPDS fully 
meets requirements ol NUREG 0737.Supp! t taking Into account Info provided In 
NUREG I342,w/ clarification outlinod in attachment 

FITZPATRICK, E General Public Ultimas Corp - GPU Service Corp 89/07/24 Docu 
ment Control Branch (Document Control Desk) 3pp 50772 108 50772 200 

8908020266 Responds to Goneric Ltr 8B-1 1, "NRC Position on Radiation Embrittlement 
ol Reactor Vosso) Matl & Impact on Plant Operations " Anothor sot of pressure temp 
curves will bo genera tod & submitted by end of 13R 

CRONEBERGER.D General Public Utilities Corp • GPU Service Corp 89/07/26 
Document Control Branch (Documont Control Dosk) 2pp 50772 24 1-50772 242 

8908030164 Provides addl info lo clarity 890616 integrated leak rale tost ropt & informs 
ot completion ol 10CFR50 App J.Type A testing fer second tOyr interval ot plant 
FITZPATRtCK.E General Public Utilities Corp GPU Service Corp 89/07/27 Docu 
ment Conlrol Branch (Document Control Dgbk) 3pp 50793 036-50793 038 


8908140250 Advises of intention to dekvor tow level radwasfe to common carrier lor 
(ran sporta lion lo Barnwoll.SC radwaste facility Details required by 10CFR71 97 porti 
nonl to shipment end 

COLLIER, w A , WACHA.A H General Public Utilities Corp - GPU Semico Corp 99/ 
07/31 EBNETER.SD Region 2, Ofc ol iho Director 3pp 50916 127-59916129 

8908070157 Advises that util high range monitors used in radioactive gaseous effluent 
monitoring sys should not saturate during design basis accident & that util range ol 
defection acceptable 

DROMERICK, A W Project Directorate 1-4 B9/06/01 FITZPATRICK, E General Public 
Utilities Corp - GPU Service Corp 3pp 50825 325 50825 327 

8908150210 Advises that licensoo 890726 response to Generic Ltr 80 II. “NRC Post 
tion on Embrittlement of Reactor Vessel Malls & Impact on Plant Operations," accept- 
able 

DROMERICK, A W, Project Directorate 1-4 09/08/10 FITZPATRICK.E General Public 
Utilities Corp - GPU Service Corp 3pp 50926 120 50026122 

8908160032 Advises that util 890719 response to Goneric ltr 89 08 re implementation 
ol tong term erosion/corrosion monitoring program meets intent of NUMARC 
program Records 8 results from implementation should be maintained 
DROMERICK, AW, Project Directorate 1-4 09/08/10 FITZPATRICK.E General Public 
Utilities Corp - GPU Service Corp 2pp 50937 124 50937 125 


CL Inspection reports, IE Bulletins 8< correspondence 


8907310177 Clarifies current status of items noted in Insp Rept 50 219/80 03 Util in 
tends to perform weekly training drills 30 lo 40 times por yr Update ol ovacuatlon lime 
oslimalo delayed lo allow inclusion of 1990 census data 

BARTON.JJ Gonoral Public Utilities Corp - GPU Service Corp 89/07/19 Document 
Control Branch (Documont Control Desk) 2pp 50726 335-50726 336 

8908020393 Discusses Salety Insp Rept 50 219/OB 38 on 801204 890114 & forwards 
notico of violation Violation classified as Severity Level iV since unauthorized entry oc 
currod as result a! isolatod lapse In vigilance by security ollicor 
KANE.W F Region 1. Ole ol the Director 89/07/24 FITZPATRICK.E General Public 
Utilities Corp • GPU Servico Corp 3pp 50757 131-50757 135 

-89080203B6 Partially withheld notice of violation from Insp on 081204 890114 (rol 
10CFR73 21) Violation noted (allure to felly Imptomonl & maintain all previsions of 
NRC-approvsd physical security plan 

KANE.WF, Region t, OIc ol Iho Diroctor 09/07/20 2pp 50757 134-50757 135 

8908010338 Forwards Safely Insp Rept 50-219/89-12 on 890430 0603 & notico ol vio- 
lation 

WENZINGER.EC Region 1 , OIc ol ilia Director 09/07/25 FITZPATRICK.E General 
Public Utilities Corp • GPU Sorvico Corp 2pp 50755 162 50755 100 

-8908010344 Notico ol violation Irom. Insp on 090430-0603 Violation notod established 
measures did not promptly Identity & correct listed adverse conditions 
* Region 1, OIc of the Director 89/07/25 tp 50755 164-50755 104 

-8908010348 Insp Ropt 50 219/89 12 on 090430 0503 Violations noted Major areas 
Insp noted plant operational events including Ihioo roaclor alarlups & licensee corrqc- 
livo actions ro reactor coolant pressure boundary hangois being pinnod 
COWGILL.C Region I.OIc ot Iho Director 00/07/21 24pp 50755 165 50765 108 

8900020201 Forwards Safely Insp Rapt 50 219/80 It on 690608 08 Due to similarities 
betwoon 800524 dross rehearsal & 0607 exerciso, exercise does not qualify as ro- 
uirod annual lost ol emorgoncy plan sinco same stall used & scenario known 
ELLAMY.R R Region V. OIc of the Director 89/07/25 FITZPATRICK.E, General 
Public Utilities Corp • GPU Sorvico Corp 3pp 50772 233-50772 240 

-8908020282 tnsp Rept 50 210/09-11 on 690606 OBMaiar areas Inspected emergency 
preparedness msp ot lull-participation exerciso ol licensee emergency plan conducted 
on 090607 Exercise did nq| meet requirements fer annual tost ol emergency plan 
AMATO.CG. LAZARUS, WJ Region 1. Ole ol tho Director 89/07/25 5pp 
50 7 72 2 36-50772 240 

0907200019 NRC Info Nolica 69 057, “Unqualified Electrical Splices In Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI.C E Division ot Operational Evenls Assessment (Posl 870411) 09/07/26 
Consolidated Edison Co of New York, Inc 1Q6pp 5071 1 333-507 12 078 

8608020098 Confirms lolcon on 890718 w/M Laggart & EH Gray ro SSFI to bo con 
ducted at facility during wk of 890014 20 Insp to locus on design, operation S maim ol 
emergency svc water sys Background into requested by 890807 
BOGER.B A Rogion t, OIc ol Iho Director 89/07/26 FITZPATRICK.E General 
Public Utilities Corp • GPU Service Corp 3pp 50772 266-50772 268 

8907270121 Suppl 1 to NRC Bulletin 80 010, "Nonconforming Molded Caso Circuit 
Breakers *' Svc list end 

ROSSI.C E Division ol Operational Evonls Assossmenl (Post 070411) 09/08/03 
Consolidated Edison Co ot Now York, Inc 108pp 50904 14 8 50904 253 

8907280169 NRC Info Notico 89-058, "'Disablement ol Turbine Driven Auxiliary Feed 
water Pump Duo to Closure ol Ono of Parallel Steam Supply Valvos" Svc list end 
ROSSI.C E Division ol Operational Evonls Assessment (Posl 870411) 89/08/03 
Consolidated Edison Co of New York, Inc 106pp 60900 005 50900 110 

890B220034 Forwards Salqiy Insp Rept 50-219/89 14 on 090604 0701 No violations 
noted tnsp focused on open items over 3 yrs old, including response to SALP Rept 
60-219/85-99 

WENZINGER E C Region I, Ofc ol the Director 89/08/09 FITZPATRICK E General 
Public Utilities Corp - GPU Service Corp 2pp, 50977 149-50D77'193 

-8908220037 Insp Repl 50 219/89-14 on 890604-0701 No violations noted Maior 
areas inspected core spray booster pump trips, under vottago relay failure monlhly sur- 
vedlance observations emergency svc water pump operabitity & Oyster Creek draw 
mg 

COWGILL.C J Region 1, OIc -ol the Director 09/08/03 44pp 50977 151 50977 193 
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8908180016 Towards Form NIS 1, "Owners Data Rep! lor Insorvice Insps" 8 Form 
NIS-2, "Owners Rept Tor Repairs or Replacements ' lor Cycle 12 refueling outage per 
!0CrR50 55a(g) & ASME Section AI.IWA 6000 

FITZPATRICK.^ General Public Utilities Corp - GPU Service Corp 69/08/00 Docu 
monl Conlrol Branch lOocument Control Oesk) 77pp 60966 214 50968 290 

8908220373 Responds to Insp Rept 50219/8905 on 69032*1 re drawing control 
process Schedule & milestones of projecl discussed w/NRC during 890621 meelmg & 
will be included in facility resident routine monthly msp rept (IR 69 1*1) 

FiTZPATRICK.E General Public Utilities Corp - GPU Service Corp 69/00/11 Docu 
menl Conlrol Branch (Document Control Desk) 2pp 51015 284 51015 205 

8900230232 Forwards Safely Insp Repl 50219/89 15 on B90627-30No violations 
noted Hems ol concern ruled in aioa al appointments to technical & supervisory posi 
lions & training programs to maintain & upgrade personnel qualifications 
BELLAMY, RR Region 1, Ofc ol Ihe Director 89/08/14 FITZPATRICK.E: General 
Public Utilities Corp GPU Service Corp 2pp 51016012-51016022 

-8908238238 Insp Repl 50-219/89-15 on 890627-30 No violations noted Major areas 
inspected o/gamzairan & qualifications ol radiological controls personnel in site organ 
zalion 

SHERBINI.S PASCIAK.W Region I, Ofc Ol the Director 69/06/09 9pp 51016014 
51016022 

8908240351 Forwards Safely Insp Rept 50 219/BO 19 on 890002 04 No violations or 
deviations noted 

BELLAMY. R R Region 1, Ofc ol Ihe Director 69/06/15 FITZPATRICK.E Goneral 
Public Utilities Corp • GPU Service Corp 3pp 51009 309 51009 317 

-8908240352 Insp Repl 50 219/89 19 on 690802 04 No violations or deviations 
noted Major areas inspected sand radwaste sys & transportation programs, including 
mgl conlrols audils.QA & implementation of sub| programs 

FURIA.J , BORES, R Region 1, Ofc Ol Iho Director 89/08/15 6pp 51009312- 
51009 317 

6908109128 NRC Into Notice 69 059, ‘Suppliers of Potenlially Misrepresented Fasten 
ors" Svc t'St cncl 

ROSSI.CE Division of Operahonal Events Assessment (Posl 870411) 89/00/16 
Consolidated Edison Co ol Now York, Inc 1C6pp 50992 315-50993 060 

8906140085 NRC into Notice 69 060, Mainl cl Telelherapy Units " Svc list oncl 
CUNNINGHAM RE Division of Industrial fi Medical Nuclear Salely (Posl 870729) 
09/08/16 Consolidated Edison Co of New York, Inc 107pp 50993 061-50983 166 

8903160129 Suppl 2 to NRC Into Notice 83 048, ‘ Licensee Repl ol Defective Refur- 
bished Valves" Svc list end 

ROSSI, CE Division ol Operahonal Events Assessment (Posl 670411) 69/08/22 
Consolidated Edison Co ol New York, me lOOpp 50990 039 50990 137 

8906260214 Forwards response lo safeguards violation identified m Insp Rept 50 219/ 
88 36 Response withheld (rel 10CFR73 21) 

MANGANARO.FF General Public Utilities Corp - GPU Service Corp 69/06/23 
RUSSELL.WT Region 1, Ofc ol Ihe Director Ip 51040 315 51Q40 315 


fi Periodic operating reports & related correspondence 

8933070015 Advises that Category ABC list of projects in semiannual update tor 6 
months since 081202 considered m compliance w/ approved long range planning pro 
gram fi acceptable 

STOLZ J F Project Directorate l 4 69/07/31 LONG.R L General Public Utilities Corp 
GPU Service Corp 2pp 50626 047-50826 046 

8909230405 Monthly operating rept for Jul 1989 tor Oyster Creek Unit 1 W/890815 llr 
HARMA.H S , FlTZPATRICtoE General Publrc Utilities Corp - GPU Service Corp 89/ 
07/31 0pp 51016 332-51015 339 


S Reportable occurrences, LERs 4 related correspondence 


-6908020385 SALP flopts 50 220/88 99 & 50 410/06 99 (Of Mar 1988 • Feb 1909 
■ Region 1, Ole of Ihe Director 09/07/24 46pp 50763 165 50763 227 

-8908020395 Errata to SALP Board Repts 50-220/80 99 & 50-410/80 99, changing 
Pago 26,Lme 37 to assure meteorological forcastmg methods consistently applied & 
understood lor accurate input to dose assessment models 

* NRC - No DotJifod Affiliation Given 09/07/24 ip 50763 220 50763 220 

8908020031 Forwards Issue 2.Rev 0 to physical security plan Specific changes set forth 
in Attachment A Supporting info set forth in Attachment B Master acronym 8 abbrcvia 
tion list also end Ends withheld (rel 10CFR73 21) 

8ERAnA,JP Niagara Mohawk Power Corp 09/07/25 Ollico ol Nuclear Reactor 
Regulation, Director (Post 070411) Ip 5075? 314-50757 314 

6908020339 Forwards Salely Insp Rept 50 220/09 13 on 090522 25 No violations or 
deviations noted Actions required on util pari lo address identified weaknesses lo fur- 
ther enhance licensed operator capabilities 

BOGER.B A Region 1, Ole ol Ihe Director 09/07/26 BURKHARDT.L Niagara 
Mohawk Power Corp 3pp 50764 124-50764 157 

-0908020343 Insp Repl 50-220/89 13 on 090522-25 No violations or dovialions 
noted Major areas inspected operator proficiency & use ol facility procedures .primarily 
emergency operating procedures, during emergency sliuations/iranstonis 
HOWE.A, FLOREK.D. COOK.W Region 1, Ole ol Iho Director 09/07/26 31pp 
50764 127-50764 157 

8908070338 Forwards Insp Repls 50-220/09 06 & 50 410/69 06 on 890513 0707 & 
nolrce ol violation Concerns raised re recurring violations ol 10CFR21 reporting re- 
quirements & high radiation area gales loll unlocked 

WIGGINS, JT Region 1, Ofc of Ihe Dirocior 69/07/27 BURKHARDT.L Niagara 
Mohawk Power Core 2pp 50Q22 175 50022 227 

-0906070342 Notice ol violation Irom insp on 090513 0707 Violations nolod actions lo 
correct cause ol Tech Spec violation ro lire protection program & cause of lailuro lo 
properly secure high radiation area gaio on 88 1 22 1 & 23 ineffective 

• Region 1, Ole ol Ihe Director 89/07/27 2pp 50022 177-50822 178 

-8908070345 Insp Repls 50 220/09 06 & 50 410/89 06 on 800513 0707 Violations 
noted Major areas inspected licensee actions on previous insp findings, plaiH 
lours, surveillance lasting reviews, LER reviews & allegation followup 
KOLTAY.P Region 1, Ofc ol the Director 89/07/26 47pp 50822 179-50022 227 

8908140025 Forwards repls reflecting work performed to respond to associated rosier I 
issues identified m NRC 890421 llr & followup to licensee 090519 Hr addressing ReQ 
Guide 1 97 activities 

TERRY, CD Niagara Mohawk Power Corp 09/07/31 Document Conlrol Branch 
(Documenl Conlrol Desk) Jpp 50912 219 50913 287 

-8908140041 "Delermmation ol Plant Paramolers Thai Are Key to Execution ol Emer- 
gency Operating Procedure" 

1 Niagara Mohawk Power Corp 89/07/28 16pp 50912 235-50912 249 

••8908140048 "Important Design Features of Reg Guide 1 97 Category 1 Instrument 
lor Emergency Operating Procedure Key Parameters " 

■Niagara Mohawk Power Corp 69/07/28 35pp 50913 066-50913 099 

8908140003 Forwards Rev 6 to training & qualification plan Rev withheld (ref 
I0CFR73 21 & 10CFR2 790(d)) 

BERATTA.JP Niagara Mohawk Power Corp 89/O0/O7 Office ol Nuclear Roacior 
Regulation, Director (Post 870411) Ip 50911 020 50911 020 

6908240353 Proposes holding o< plan! 1990 emergency preparedness exorcise on 
901002, using Unit 2 scenario Written confirmation ol acceptability of dale 
requested Date acceptable to State el NY & Oswego County 
TERRY, CD Niagara Mohawk Power Corp 89/08/16 LAZARUS, WJ Region 1,01c 
ol Ihe director 2pp 51009357-51009350 


8987310134 LER 69 016 OOon B90625.main generator tripped due to phase differential 
condition caused by lauli ol mam output transformer Caused by equipment 
failure Failed Iranslormer removed & spare installed W/890725 Hr 
CERVENKA.P , FITZPATRICK.E General Public Utilities Corp - GPU Service Corp 
69/07/25 4pp 50709 318-50709 321 

8908140013 LER 69 017 00 on 890711 mam generator topped due to phase differential 
condition caused by fault in operating mam output Iranslormer Caused by equipment 
failure Spare iranslormer installed W/6SOB03 Ur 

GODKNECHT M , FITZPATRICK E General Public. Utilities Corp - GPU Service Corp 
89/08/03 4pp 50914 0T8 50914021 

8908240119 LER 89010 01 on 890316.discovered that failure ol power or control 
cables for ac powered valves after spurious closure, could prevent reopening of isola 
non condenser valves Caused by design defect Fuse added lo circuitry W/B90809 Jtr 
CERVENKA P F , FITZPATRICK E GeneraE Public Ulililtes Corp GPU Service Corp 
69/08/09 6pp 51005 062-51005066 


V. Operator Examinations 

8908150009 Requcsls util provide ref malls listed m end lor reactor operator & senior 
operator exams scheduled lor wks of 891009 & 16 by 890905 Deray in receiving rel 
mall may result in exam berng rescheduled 

CONTE RJ Region 1 Ofc ol Ihe Director 69/07/26 FITZPATRICK E General Public 
Utilities Corp GPU Service Corp 1 1pp 5092b 123-50926 133 


8908210212 Suppl l to Generic Llr 60 07 (o all operating plants, applicants lor OLs fi 
holders ol CPs re power reactor safeguards contingency planning for surface vohreto 
bombs Svc list end 

PARTLDW.JG Associale Director lor Proiects (Post 87041 1) 69/06/21 Consolidal 
ed Edison Co ol New York Inc 55pp 51036001-51036056 


G Adjudicatory correspondence 

8908030142 PeMion lor rulemaking PRM 50-53 requesimg NRC action to review undue 
risk posed by BWR thermal hydraulic instability NRR should issue order requiring alt 
GE BWRs lo be placed in cold shutdown tor stated reasons 
HIATT.SL Ohio Ciiizens for Responsible Energy 88/07/28 Ollice of Nuclear Reac- 
tor Regulation Director (Posl 870411) lOpp 60820 143-50820 152 


H. General correspondence 


8903100199 Notification of Significant Mgl Meeting 89 116 on Q90725 w/ ulil to discuss 
organization & personnel plans 

WiGGINS.J T Region 1. Ofc ol Ihe Director 89/07/19 Region 1, Ole ol the Oirecior 
2pp 50886 167-50866180 


P. Operating license stage documents & correspondence 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 
F Security, medical, emergency & fire protection plans 


8907180211 Generic Llr 89 13 to all holders ol OLs or CPs lor nuclear power planls ro 
svc water sys problems affecting safely related equipmenl Svc list end 
PARTLOW J G Associate Director lor Projects (Post 870411) 89/07/18. Consolidal 
ed Edison Co ol New York, Inc 53pp 50735 001 50735 054 


8908020378 Forwards final SALP Repls 50 220/8B 99 fi 50 410/86 99 for Mar 1986 
Feb 1989 Areas which showed decline in performance include operations maml & st 
veiiiance fi engineering & technical support 

RUSSEllWT Region I Dto ol Ihe Director 09/07/24 ENQRlES J Niaaa 
Mohawk Power Corp 3pp 50763 162 50763 228 


8908010160 Applscalion for amend to License DPR 63,revismg Tech Spec bases lor 
Sections 3 7 1 & 4 7 t lo use in sequence, noncnlical melhod lor shutdown margin 
demonstrations rather than current adjacent rod melhod 

TERRY CD Niagara Mohawk Power Corp 89/07/20 Document Control Branch 
(Document Conlrol Desk) Ip 50745 347 50745 347 
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-890801016? Proposed Tech Spi c bases lor Sirlions 17 1 A 17 1 proposing use ol 
in sequence nonrntu at im'lhcd lor shutdown margin doiiKinstntiono r<iihn than cur 
rout adjacent rod method 

■ Niagara Mohawk Power burp H9/07/J0 ?pp 50745 ,t 111 00715 949 

090B030221 Forwards Isomolrir Drawing 11'>7 t Rev 2 to provide addl juslilicalion & 
support ot Rohoi Request IliriRo RWCU Piping Volumetric C/am Drawing shows 
that weld 3'j FW RCU 10 2A inside penetration 8 inaccessible 
TERRY, GO Niagara Mohawk Power Corp 89/07/25 Documonl Control Branch 
(Document Conlrol Desk) 2pp 507/3 206 50773 207 

89QB0Q0196 Forwards ASME Section XI leak rate data sheets lor containment vent S 
purge valves at lacilily.pcr E190705 request 

TERRY, CD Niaqnra Mohawk Power Corp 89/0//27 Document Conlrol Branch 
(Document Control Desk) Ip SOOQt ) 96 50001 106 

0900150386 Notilies ol 090023 meeting iri Oswego NY to afford local A stale olliciais A 
members ot public opportunity to participate in restart action plan review procoss W/o 
stated encl 

WIGGINS, J T Region 1, Ole ol the Director 00/07/2/ New York Stale Umv ot 
Oswego, NY 2pp 50926 202 50026 203 

8908160109 Discusses plant restart action plan NRC scheduled meeting to receive 
public commonls on plan lor 090023 in Oswego, MY 

WIGGINS, ,J T Region I Ok ol the Direr tor 69/07/2/ IERIROC Oswego County 
NY 2pp 50935 270 509 15 2/9 

8900160113 Discussos plant restart action plan Understands lhal City ol Oswego 
agreed to maintain restart action plan in location which allows easy access lo plan by 

K uhlic NRC scheduled meeting on 0901121 lo receive public comments on ulil plan 
/IGGINS.J T Region I, Ofc ol the Director 09/07/2/ RAPPAPORT.E Oswego 
County, NY 2pp 50935 101 50935 102 

6908160122 Discussos plant restart action plan Understands lhal recipient agreed lo 
maintain roslart action plan in location which would allow easy nccess to plnrv by 
public Plan oncl Mooting scheduled on 090023 to receive comments W/o oncl 
WIGGINS, J r Region t, Ole ol the Director 89/07/27 ROSAN.M Oswego County. 
NY 2pp 50931 173 5003 1 1/4 

8908160317 Advises that meeting scheduled on 090023 in Oswogo.NY lo rocoivo public 
comments on util oncl reslnrt plan W/o plan 

WIGGINS, JT Region 1, Ole ol the Diroctor 89/07/27 CHURCH, F Oswego. NY 
2pp 50937 274 50937 276 

8908030169 Informs Commission o| cltango lo commitment made in util 890519 Itr ro 
Reg Guido I 9/ Ojioraior Iraming scheduled lor training Cycle 5 will be scheduled lo 
later (into 

TERRY, CO Niagara Mohawk Power Corp 09/07/20 Documonl Conlrol Branch 
(Oocument Conlrol Desk) Ip 60706 133 50700 333 

8908 140025 Forwards rents mllcicling work performed to respond to associated restart 
issues identified in NRC 090421 Itr A followup to licensee 090519 Itr addressing Rog 
Guido 1 97 activilios 

TERRY, CD Niagara Mohawk Powor Cotp 09/07/31 Documonl Conlrol Branch 
(Oocumont Control C)0sk) 3pp 50912 219 50913 207 

•-890014Q040 "Determination ol Reg Guido 1 97 Typo A Variables “ 

* Niagara Mohawk I'owor Corp 89/07/20 16pp 50912 221-50012 234 

••8900 140041 'Dolormination ul Plant Parameters Thai Aro Key to Execution ol Enter 
cjoncy Operating Ptocodum ” 

* Niagnin Mohawk Power Corp 69/07/20 16pp 50912 236 50912 249 

-0900140047 "Updated Rosponso to NUREG 071/.Suppl I.Saction 6 2" 

’ Niagara Mohawk Power Corp 1)9/07/28 1/flpp 50912 250 500 13 065 

-0900140046 "Important Design Features ol Reg Guide 1 0/ Category 1 Instruments 
for Emorgoncy Operating Procedure Koy Parameters " 

* Niagara Mohawk Powor Corp 09/07/20 35pp 50913 066 50913 099 

-0908140053 "Hazards Analysis ol Ron Guido I 97 Category 1 Instruments " 

• Niagara Mohawk Power Corp 09707/28 103pp 50013 100 50913 282 

-09061400S5 "Suppl lo Hazards Analysis ol Reg Guido 1 07,0n1oaory 1 Instruments'" 
* Niagara Mohawk Powor Corp 60/07/20 fipp 50913 203 50913 207 

0908090275 Nolilicnlion of 090003 moolinq w/ulil in Rockvillo.MD to discuss licensing 
action status 

SLOSSON.MM Prelect Diroctorato M 09/08/01 MURLEY.T , SNIEZEK.J. 
MIRAGLIA.F NRG - No Dnlatlod Alliliation Given 3pp 00890 037-50890 039 

0908110340 Forwards request for addl info ro initial simulator certification submittal did 
071216 Info roquoslad by 090915 

SLOSSON.M M Project Directorate I 1 09/00/03 BURKHARDT.L Niagara Mohawk 
Powor Corp 4pp 50094 012 50004 015 

8900170320 Forwards addl info lo 090601 proposed Tech Spec change ro Tablo 4 6 2q 
" Instrumentation Thai Imfialos Control Rod Withdrawal Block " 

TERRY.C D Niagara Mohawk Power Corp 09700/00 Document Conlrol Branch 
(Document Control Dosk) 2pp 50948 067-b094B 060 

0900170592 Requests apjiroval of Relief Request PSIRR2 for reactor recirculation 
piping wolds to support plant startup Addl Justification for relief request encl 
TERRY.C D Niagara Mohawk Power Corp 00700/08 Documonl Conlrol Branch 
(Documonl Conlrol Desk) 4pp 00954 346-50954'349 

0900160218 Advises that 871026 response lo NRC 070B20 reouest for Info ro quality of 
snenl fuel racks labncalod by U S Tool & Dio acceptable All action considered com- 
plete 

SLOSSON.MM Project Oiroclorato 1-1 09700/09 BURKHARDT.L Niagara Mohawk 
Power Corp 2pp 509 1 7 032-509 1 7 033 

0908180389 Roquosls that util continue lo Implement Insorvlca testing program as sub 
milted through 090620 llr Generic Ltr 09 04 eliminates need to issue separate interim 
relief from ASME Coda testing requirements for pumps & valves 
SLOSSON.MM Proiecl Diroctorato 1 1 09/00/10 BURKHARDT.L, Niagara Mohawk 
Power Corp 2pp 50965 159-50905 160 


0908250314 Forwards Rov 0 to Roliel Requosl 1I1RR10 & Rev 1 to Relief Request 
1IIRR?2as part ol util restart action plan review for msorvica msp program Approval 
for reslnrl requested 

TERRY.C D Niagara Mohawk Power Corp 89/08/16 Document Control Branch 
(Document Control Desk) 4pp 51020 134 51020 137 

0900220181 Stall requirements memo on 890002 brielinrj in Rockville, MD re status ol 
Nino Milo Poml Unit 1 

CHILK.S J Office ol Hie Secretary of the Commission 89/08/17 TAYLOR, J M Ole ol 
the Executive Director tor Operations tp 50977 104-50977 104 

8908200370 Forwards Amend 1 09 to License DPR-63 & safety evaluation Amend ro 
vises Tech Specs containing cycle specific parameter limits by replacing values w/rol 
lo core operating limits rept.per Generic Ur 00-16 

SLOSSONMM Project Directorate I 1 89/00/21 BURKHARDT.L Niagara Mohawk 
Power Coip 2pp 51040 352 51041 019 

-0908280376 Amend 109 to License DPR 63 revising Tech Specs containing cycle spo 
cifio parameter limits by replacing valuos of limits w/ref to core oporatmg limits 
root per Generic Llr 08 16 

CAPRA, R A Proiecl Direclorate I 1 89/00/21 23pp 5104 0 354 51041 016 

-6900200378 Safety evaluation supporting Amend 109 lo License DPR 63 

• Olfico of Nuclear Reactor Regulation, Director (Posl 870411) 89/00/21 3pp 
510-11 017-51041 019 


Q Inspection reports, IE Bulletins & correspondence 


6900070005 FOIA requosl lor final open item transmittal llrs por NRC Insp Procedure 
943O0B for listod plants 

WILLIAMS.OG JRA Associates 09/05/17 GRIMSLEY.DH NRC • No Detailed Alfili 
all on Given 2pp 50809 279 50809 280 

8900020370 Forwards final SALP Repts 50 220/00-99 A 50 410/88 09 for Mar 1980 
Fob 1900 Areas which showed dcclino in performance include operations, mamt & aur- 
voillanco & engineering A technical support 

RUSSELL, WT Region 1, Oft ot tho Director 89/07/24 ENDRIES.J Niagara 
Mohawk Powor Corp 3pp 50763 162 50763 220 

-0908020365 SALP Ropts 50 220/00 99 & 50-410/00 99 lor Mar 1908 Fob 1980 
■ Region 1, Ofc ol tho Director 89/07/24 46pp 50763 105-50763 227 

-8908020395 Errata to SALP Board Ropts 50-220/00 09 8 50 410/80 99. changing 
Pago 26, lino 3/ to assure meteorological lorcaslmg methods consistently applied a 
understood for accurate input to doso assossmont modols 

• NRC No Detailed Allilialion Given 89/07/24 I p 50763 220 50763 220 

0908070387 F'orwards Safety Sys Functional Insp Followup Rep! 50-220/B9 10 on 
090612 16 Four unresolved issues Irom original rept remain open Concern expressed 
re limited design margin lor core spray sys 

KANE.WF Region 1. Ole ol the Director 09/07/26 BURKHARDT.L Niagara 
Mohawk Powor Corp 3pp 50022 241-50022 265 

• 8900070301 Insp Ropt 50 220/89-18 on 090612-16 Four of Ion unresolved items from 
Insp Ropl 50 220/08 201 remain open Ono now Issue ro design ol core spray lost lino 
id a nlilied 

WIGGINS. JT Region 1. Ofc Ol tho Director 09/07/21 22pp 50822244-50022 265 

8907200019 NRC Into Notlco 09 057, "Unqualified Electrical Spllcos in Vendor Supplied 
Environmentally Qualified Equipment ” Svc list encl 

ROSSI.CC Division of Operational Evonts Assossmont (Posl 070411) 09/07/ 28 
Consolidated Edison Co of Now York, Inc tOfipp 59711 333 50712 070 

8900020339 Forwards Safety Insp Repl 50 220/09 13 on 090522 25 No violations or 
deviations notod Actions required on util pari lo address identified weaknesses to fur- 
Ihor enhance licensed operator capabilities, 

BOGER.B A Region 1. Ofc of tho Director 09/07/26 BURKHARDT.L Niagara 
Mohawk Powor Corp 3pp 50764 124 50704 157 

-890B020343 Insp Ropl 50-220/09 13 on 090522-26 No violations or deviation!) 
noted Mojor areas inspected operator proficiency & use of facility procedure s, primarily 
omcrgoncy oporallng procedures, during omorgency siluatlons/lranslonis 
HOWE, A . FLOREK.D . COOK.W Region 1, Ofc of the Director 09/07/26, 31pp 
50764H27 50764 157 

B90007033B Forwards Insp Ropts 50 220/89-06 & 50 410/80 06 on 890513 0707 S 
notice cl violation Concerns raised re recurring violations of 10CFR21 reporilng re 
Quiremonls & high radiation area gatos left unlocked 

WIGGINS, JT, Region 1, Ole of the Director 09/07/27 BURKHARDT.L Niagara 
Mohawk Power Corp 2pp 50822 175 50022 227 

-8908070342 Notice ol violation from insp on 890513 0707 Violations notod actions to 
correct cause of Tecli Spec violalion ro fire protection program & cause of failure lo 
properly secure high radiation area gale on 001221 & 23 Ineffective 

* Region 1, Ole of the Director 89/07/27 2pp, 50022 177 50B22 170 

-89080/0345 Insp Repts 50-220/89 06 & 50-410/09 06 on 690513 0707 Violations 
noted Major areas inspected llcensoo actions on previous Insp findings, plant 
lours, surveillance testing reviews, LER reviews & allegation followup 
KOLTAY.P Region 1, Ofc of the Director 89/07/26 47pp 60822:179 50822 227 

8907270121 Suppl 1 lo NRC Bullelin 08 010, “Nonconforming Molded Case Circuit 
Breakers " Svc list oncl 

ROSSI, CE Division ol Operational Events Assessmonl (Post 070411) 09/00/0'J, 
Consolidated Edison Co of Now York, Inc 100pp. 50904 140-50904'253 

8907280169 NRC Info Notice 09-050, "Disablement of Turbine Driven Auxiliary Food- 
water Pump Due to Closure of Ono of Parallel Steam Supply Valves " Svc list oncl 
ROSSI, CE Division of Operational Events Assessment (Post 870411), 89/00/03 
Consolidated Edison Co of New York, Inc, 106 pp 50900.005 50900 110 
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8909170491 Responds lo NRC 890510 10 re violations noted in Special Team Insp 
Repts SO 220 '69-200 6 50 4l0/e9-200 Cocectee actions maml sopped procedure 
writers will bo (rained on relationship between loop accuracy 8 sotpomls 
BURKHAROT L N.agaia Mohawk Power Corp 69/06/04 Document Control Branch 
(Document Control Desk) 2tpp 50949 259 50949 279 

8908180215 Requests approval to use 1993 Edition cl ASME Secliou XI Code through 
Winter 19Q3 Addenda for listed inservice msp exam categories par 
10CFft5055a|D)|2J „ _ , , _ 

TERRY, C D Niagara Mohawk Power Corp 89/08/10 Document Control Branch 
(Document Control Desk) ip 5096 7 166 50967 166 


8908150114 Forwards safely evaluation supporting i ll 070401 Inst 10 y / interval mserv 
ice msp reliar requests 

CAPRA R A Protect Directorate l-t 89/08/11 BURKHARDT.L Niagara Mohawk 
Power Corp 3pp 6091 8 001-50918 074 


■8903150115 Safely evaluation supporting plant first 10 yr interval inseivjca insp pro- 
gram relief request 

* Office of Nuclear Rea c lor Regulation, Director (Post 870411) 89/08/11 16pp 
50316004 50918019 


-8908150118 Technical Eva'ualicn Rept on fvst IQ Yr interval Inservice (nsp Re'tei 
Requests, Nvte Wife Point Nuclear Station Unit 1 

BflOWM.BW, MUDLlN.JD EG LG (dado, tnc (subs of EG&G Inc) BROWN ,BW 
Idaho National Engineering Labofaiory FIN D 602? EGG MS 0492 89/05/31 NRC 
No Detailed Affiliation Gwen 55pp 50318 020 50918074 

8906100128 NRC Into Notice 89 059, "Suppliers ol Potentially Misicprosemcd Fasten 
ers " Svc list end 

ROSSI, CE Division of Operaiionai Events Assessment (Post 670411) 89/08/16 
Consolidated Edison Co of Now York, Inc 106pp £0392 315 50993 060 


8908250314 Forwards Rev 0 Id Retro) Request 1IIRBI0 & Rev 1 (o Relief Request 
HlRR22,as part of ulil restart aclion plan review for inservice insp program Approval 
lor restart requested 

TERRY.C D Niagara Mohawk Power Corp 39/00/16 Documenl Control Branch 
(Document Control Oesk) 4pp. 5IO20 134-51020 137 

8908140085 NRC info Nature 09 Q60, “Mamt ol Tolcilicrapy Units " Svc fist oncl 
CUNNINGHAM, RE Division ol Industrial & Medical Nuclear Salely (Post 670729) 
69/Q9/18 Cor, sc' 1 , dated Ertson Co o f New York, fnc 107pp 50953 061 50993 166 


6908160129 Suppi 2 lo NRC Into Notice 88-040, "Licensee Rept of Detective Rolur- 
bished Valves " Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/06/22 
Consolidated Edison Co or New York, Inc tOOpp 50930 039 '509 06 137, 


DOCKET 50 223 UNIV OF LOWELL RESEARCH REACTOR 


V Operator Examinations 


8900000186 Informs that reactor operator licensing exams scheduled for 890926 27 Ap 
plication should bo submitted 30 day3 betore oxam.so that NRC will be able to review 
training & experience ol candidate & dotermme eligibility 

ESELGROTH.P W Region 1, Oic ot the Director 89/07/26 BEGH1AN.LE Lowell, 
Univ Ol, Lowell MA fipp 50856 319-50856 326 


DOCKET 50-224 UNIV. OF CALIFORNIA RESEARCH REACTOR 


P Operating license singe documents & correspondence 


8908160418 Advises that return & transfer of TRIGA III fuel lo DOE or DOE designated 
facilities completed 

LIM.TH California. Univ of, Berkeley CA 89/08/Ot ADAMS, A Standardizations 
Non-Power Reactor Project Directorate (Pre 090730) Qpp 50D44 223-50944 23) 


DOCKET 50-226 AEROTEST RADIOGRAPHY 5 RESEARCH REACTOR 


F. Security, medical, emergency & lire protection plans 

B90B28D131 "Emergency P)an"W/89cai6 Ur 
BROWN, V. LAMB.IE, SIMENS.H G Aerolest Operations. Inc 89/08/16 
MICHAELS, T S Oflica ol Nuclear Reactor Regulation, Director (Post 870411) 31pp 
51041 134-51041,164 


S. Reportable occurrences, LERs & related correspondence 

8008210170 PNO-V 89 047 oh 890808.e«rthquake & aftershock of 51 & 42 
magnitudes. respectively, occurred approx 15 miles southwest of San Joso.CA Reactors 
shutdown during earthquake Tour of GE reactor disclosed no dam ago 
YUHAS.GP. NORTH, HS Region 5. Ofc Ollhe Director 09/08/08 2pp 50969 108- 
50369 189 


R. Periodic operating reports A rotated correspondence 

8908280243 Monthly operating rept lor Jul 1989 lor NMF-1 W7890815 Hr 
OAHL6ERG K , WILLIS J L Niagara Mohawk. Power Corp 89/07/31. ICpp 
51020 071-51020 080 

0906170408 Forwards NPDES discharge monitoring rep! (or Apr 1989 & discusses sla 
lion slate pollution discharge elimination sys discharge permit during pencil of Jan 
June 1989 

WILLIS, J l Niagara Mohawk Power Corp 89/CQ/07 Document Control Branch (Doc- 
ument Control Dosk). 2pp 50945 204-50945 207 

-8908220035 Discharge monitoring rept for month of Apr 1889 
DAHlBERG.K A , ABBOTT, RB Niagara Mohawk Power Corp 89/05/25, New York. 
Elate ol ?pp 50945 205 50945 207, 


S Reportable occurrences, LERs & related correspondence 

8908040194 LER 89 010 00 on 8S0630, design deficiency noted resulting In possible fail- 
ure of safety ays to perform intended tunetton Caused by inadequate design review of 
vendor supplied info Compensatory surveillance Implemented W/690731 ttr 
LEACH, E W , WILUS, J L Niagara Mohawk Power Corp 69/07/31 5pp 50795077 
50705081 

8908110288 LER 89 011-00 on 890703.aulomatic imitation signal received lor reactor 
bldg emergency ventilation sys when power supply luses pulled to facilitate replace- 
menl of cables Caused by poor work p radices, Power (uses reinstalled W/890801 llr 
BAIDUZZI.M A , WIUIS.J 1, Niagara Mohawk Power Corp. 69/08/01 6pp 
50910 109-50910 115 

mark-up placed in fire detection Zone D 4166,10 
progress, remained Inoperable fov 14 day9 On 
4 also inoperable lor 14 days 
~ 89/08/ 11, Oocumenl Control Branch (Doc- 

M-316 

team dispatched to laci'uy to examine eir- 
enl use ol sub basement oi old onsite rad 
d cedwaste 

4 Ofc of the Director 89/08/22 2pp 


kviIIg.MD re slates of facility Pp 1- 
0936253 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & lire protection plans 


8907310099 Revised generic generating station emergency plan manual, including 
Table 8 3-1, Figure 7 2-1 & Figure 6 3-1B lo Rev 6b 

• Commonwealth Edison Co 89/06/30 5pp 50743 190 50743 194 

B9081 40192 Rev 8 to EPIP 200 T1, “Classificalion of Generating Station Emergency 
Plan Conditions ” 

• Commonwealth Edison Co 89/07/24 26pp 50915 086 50915 ill 

8900040172 Notice ol environ assessment & tindmg of no slgnilicanl Impact on axemp 
lions from requirements ol Section litG ol App R to 10CFR50 re lire protoclton lea- 
lures for ensuring that sys & associated circuits free to fire damage 
SIEGEL, 0 L Project Directorate 111-2, 09/07/28 5pp 50799 250-50709 254 

8908110098 Forwards FEMA 890630 llr (ransmitling revised oxercisc rept lot Sept 1087 
emergency exercise at plant No deticiencies noted Six areas requiring corrective 
aclion identified NRC expects util to devote attention to resolving concerns 
GREGER.LR Region 3, Oic ol the Director 89/06/04 REED.C Commonwealth 
Edison Co ip 50BB3 156-50893 191 

8908110112 Advrsos that Rev 6b to generating stations emergency plan transmitted by 
util 890710 form acceptable & does not decrease effectiveness of plan 
GREGER.LR. Region 3, Ofc of the Director 89/08/04 REED.C Commonwealth 
EdisonCo 2pp. 50910 107-50910 108 

8908220377 Forwards exemption from 10CFR50,App R.SecIlon III.G for condensate 
transfer pumps.4 KV & 4BO-volt buses affected by failure ol non-safety load circuits 
due to fire & reactor relief valves affected by fire induced failures of circuits 
SHEMANSKI.PC. Project Directorate 111-2 89/08/15 KOVACH.T.J Commonwealth 
Edison Co 2pp. 50976 238-50976 256 

-8900220394 Exemption (torn App R to 1QCFR50,Seclion III G tor condensate transter 

S s 2A & 3A.4 kV & 480-volt safe shutdown buses affected by failures ol non- 
i load circuits due to (ire & reactor rebel valves 
HOLAHAN.G M Division of Reactor Projecls - III, IV, V & Special Projects (Posl 
870411), 69/08/15 Commonwealth Edison Co 17pp, 50976 240-50976 256 

8908210212 Suppl 1 to Generic Ltr 89-07 to ell operating plants applicants for OLs & 
holders ol CPs re power reactor safeguards contingency planning tor surface vehicle 
bombs Svc list end 

PARTLOW.JG. Associate Director tot Projects (Post 870411) 69/06/21 Consolidat- 
ed Edison Co of New York, Pnc 55pp S1036 001-51036 056, 


8908020339 Forwards Safely Inap Rept 50 220/89 13 on 890522-25 No violations or 
deviations noted Actions required on trtil part to address identllied weaknesses to lur- 
ther enhance licensed operator capabilities 

BOGER.B.A. Region 1, Ofc ot the Director. B9/07/26 BURKHARDT,l. Niagara 
Mohawk Power Corp 3pp 5O764'124-5O704,157. 


G. Adjudicatory correspondence 


8908030142 Petition (or rulemaking PPM 50 53 requesting NRC action lo review undue 
risk posed by BY/ Ft thermal hydraulic instability NRR should issue order requiring all 
GE BWRs lo be placed in cord shutdown for stated reasons 
HIATT, S l. Ohio Citizens for Responsible Energy 88/07/28 Office of Nuclear Reac- 
tor Regulation, Director (Post 870411) 10pp. 50820 143-50820 152. 



DOCKETED ITEMS 21 


P Operating license stage documents & correspondence 

89071 B021 1 Generic Llr 09 1 3 to all holders of OLs or CPs lor nuclear power plants re 
svc water sys problems affecting safely-related equipment Svc fist end 
PARTLOW.J G Associate Director tor Pro|ects (Post 8704 1 1) 89/07/18 Consolidat- 
ed Edison Co Of New York, Inc 53pp 50735 001-50735 054 

8908110376 Advises setpomls correct, adequate design basis provided & current con- 
trols adequate, based on review ol response to Allegation Rlll-A 89 0039 Actions com- 
plete & allegation closed 

SHAFER, W D Region 3, Otc ol Hie Director 09/07/20 REED.C Commonwealth 
Edison Co 2pp 50093 010 50B93 026 

- 8908 110385 Requests roviow & disposition of Allegation R 111-09 A 0039 re nonrelrlova- 
blo calculations associated w/changes to original setpDinls lor APRM within 60 days 
of llr dale 

GREENMAN.E G Region 3, Ole ol the Director 09/04/21 REED.C Commonwealth 
Edison Co 3pp 50093 012-50893 014 

--890B1 103B7 Forwards results ol evaluation of Allegation Rltl B9-A 003Q re setpoint 
control & documentation practices at facilities Each facility adequately conlrols kay 
safety sys setpomls Sctpoml controls methods will bo upgraded 
KOVACH,! J Commonwealth Edison Co 89/06/22 DAVlS, A B Region 3, Ofc ol the 
Director t2pp 50093 015-50893 026 

8908020142 Requests addl info ro roviow ol util responsos to SEP Topic 111 7 B, “Dosign 
Codes, Design Criteria & Loading Combinations lor Dresden 2 " Enel Technical Evalua 
tion Ropl TER C5506 425 contains results ol roviow 

SIEGEL, B L Project Directorate 111-2 89/07/26 KOVACH, T J Commonwealth Edison 
Co 2pp 50764 192-50764 220 

••8606050031 "Review ol Liconseo Responses to SEP Topic 111 7 B, 'Design 
Codos.Design Criteria & Loading Combinations, Dresden Unit 2,"' final supplementary 
rept 

STILWELL.T C Calspan Corp (subs Arvln Industnos/Franklln Research Center) 
NRC 03 81-130 TER C5506 425 86/06/03 NRG - No Delated Affiliation Given 
35pp 50764 194 50764 228 

8900040172 Notice of environ assossmonl & finding ol no significant impact on cxemp 
Lons from requirements of Section 111 G ol App R to 10CFR50 ro (ire protection tea 
lures for ensuring that sys & associated circuits tree to firo damage 
SIEGEL, B L Project Directorate 111-2 89/07/20 5pp 50799 250 50799 254 

8908070114 Forwards saleiy evaluation re IGSCC insp rosulls.weSd overlay repairs & 
IGSCC mitigation Haw evaluations during 1900 refueling outage Review ol response to 
Gononc Llr 80 01 nol completed 

SIEGEL.B L Project Directorate III 2 09/07/31 KOVACH, TJ Commonwealth Edison 
Co 3pp 50026 038 50820 046 

-8908070118 Safely ovaluntion ro IGSCC msp rostills.wold overlay repairs & IGSCC 
mitigation Haw evaluations performed during 1988 refueling oulngo 

* OHice of Nuclear Reactor Regulation, Director (Post 070411) 89/07/31 6pp 
50826 041 50826 046 

8900080 167 Provides status ol util efforts to address NRC request Jor exam ol current 
& previous labor settlement agreements to assure that roslnclivo clausos which would 
hinder employees from providing info of safely Issues to NRC, nol present 
RICHTER.MII Commonwealth Edison Co 09/07/31 Project Directorate llt-2 2pp 
50055 007 50055 0D8 

8900280386 Submits schedule lor reactor level ref teg mod, per Generic Llr 84 23 Mod 
currently scheduled for lltli refueling outage at Quad Cities Units 1 & 2 for Oct 1990 
& Juno 1991, respectively 

STQLS.R Commonwealth Edison Co 89/08/03 MURLEY.T E Ollico of Nuclear Ro 
actor Regulation Director (Post 870411) 2pp 51039 114-51039 1 1 5 

8908100027 Roquosls withdrawal ol 051029 application lor amends lo Liconsos DPR- 
19 8 DPR-25,lmplomentmg coolant leak detection requirements ol Generic Ur 04-11 
a revising insorvico insp lime period lo reflect second 10 yr program 
SILADY.JA Commonwealth Edison Co 09/00/04 MURLEY.T E Ollico of Nuclear 
Reactor Regulation, Director (Post 070411) 2pp 50969 103 50969 184 

8900220295 Rov 0 to ' Olfsitc Doso Calculation Manual " 

GQLDLUM.JC. JOHNSON S M Commonwealth Edison Co 89/08/07 1.2Q0pp 
50979 126 50981 196 

0900170226 Forwards revisod Pages 6 5 a G tl to Index ol Amends 106 & 101 to Li- 
censes DPR- 19 a DPR 25. respectively, correcting errors 

SIEGEL.B L Project Directorate 111-2 89/08/09 KOVACH, T J Commonwealth Edison 
Co 3pp 50945 070 50945 074 

••8900170229 Corrected Amends 106 & 101 to Ltcensos DPR 19 & DPR-25, 
respectively, consisting ol index pages lo original amends 

* NRC No D olailod Affiliation Given 89/00/09 2pp 50945 073 50945074 

8908250242 Forwards Amends 107 & 102 to Liconsos DPR- 19 a DPR 25, respectively 
& safety evaluation Amends revise lesling requirements for other sys or subsystems 
ol ECCS or standby gas treatment sys whan one sys or subsystem Inoperable 
SIEGEL.B Project Directorate 111-2 89/09/10 KOVACH, TJ Commonwealth Edison 
Co 2pp 51020 164 51020 269 

■•8908250251 Amends 107 a 102 to Licenses DPR- 19 & DPR -2 5, respectively, revising 
testing requirements lor other sys or subsystems of ECCS or standby gas treatment 
sys when one sys or subsystem inoperable 

SHEMANSKI.PC. Project Directorate ill 2 09/08/10 9Bpp 51020 166 51020 262 

--09082B0253 Safely evaluation ro proposed amends lo Liconsos DPR 19 & DPR-25,re- 
vismg testing requirements ol ECCS a standby gas treatment sys 
' Project Directorate ltl-2 89/00/10 6pp 51020 263-51020 269 

8908230408 Forwards "Piping Sys Operability Criteria for Dresden & Quad Cities Nuelo 
or Generating Stations.” for review a approval Proposed piping criteria will be used lo 
evaluate conditions within piping sys & piping supports as stated 
STOLS.R Co mm on wealth Edison Co 89/08/17 MURLEY.T E Office ol Nucloar Re 
actor Regulation, Director (Post 87041 1) 2pp, SI 005 170-51005 183 

-B9O823O4Q0 "Piping Sys Operability Criteria lor Dresden & Quad Cities Nuclear Gener 
a ting Slations " 

' Commonwealth Edison Co 89/OB/ 17 12pp, 51005 172 51005 183. 


Q Inspection reports, IE Bulletins & correspondence 


8907280245 Requests response to IE Bulletin 80-11, "Masonry Walls" within SO 
days Oct 1986 response providing leak before break concept for establishing accept- 
ability unacceptable 

SIEGEL.B L Project Directorate 111-2 09/07/20 KOVACH, T J Commonwealth Edison 
Co 3pp 50705 355 50705 357 

8908180219 Discusses util oflorts to mitigate potentially radioactive releases during iso 
falion condenser sys operation Procedures 1300 2 & 1300 3 revised to prevent recur 
renco of event dosenbed in Insp Repts 50 237/89 11 & 50 249/89-1 1 
SI LADY, J A Commonweallh Edison Co 89/07/21 DAVIS, A B Region 3, Oic of the 
Director 2pp 50965 259-50965 260 

8908140023 Forwards util provisions & justifications (or allowing entry into potential in 
stability regions in response to IE Bulletin 88 007 

KOVACH,! J Commonwealth Edison Co 89/07/24 DAVIS, A B Region 3, Ofc of the 
Dirocter 5pp 50929 049-50929 060 

— 89081 4QQ24 Documents understanding of results of 090406 meeting w/NRC ro 
stability Ob|Gclives of meeting warn to provide status ropl on B&W Owners Group Sta 
billly Commilleo activities re revaluation of potential long term solutions 
‘ BWR Owners Group 89/06/14 THADANt.A Assistant Director (or Systems 
(870411 890026) 2pp 510B4 214-51084 226 

—8903290239 Comments on power oscillations in BWR, detailed in NRC Bulletin 88 
007,Suppl 1 Agrees w/interprelation that normal recirculation pump speed transfers at 
flow control valve plants not bo construed as "pumps nol operating " 

THADANI.AC Division ol Engineering & Systems Technology (87O4I1-89082C) 89/ 
03/22 GRACE, DN BWR Owners Group GRACE, D N General Public Ulililies Corp . 
GPU Service Corp 5pp. 51084 210-51084 226 

8907200019 NRC Info Nolico 89-057. "Unqualilied Eloclrical Splices In Vendor Supplied 
Environmentally Qualilied Equipment " Svc list oncl 

ROSSI, CE Division ol Cporalianal Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co o! Now York, Inc 106pp 50711 333-50712 078 

8908070031 Forwards Salety Insp Repts lor 50 010/89 02,50-237/09-17 8 50 240/89 
1 6 on 390530 07 1 4 8 nolice of violation 

SHAPE R,W D Region 3. Oic of Iho Director 09/07/31 REED.C Commonwealth 
Edison Co 2pp 50877 073-50877 093 

--B908070833 Notice of violation from msp on 890530 0714 Violation noted ventilation 
hatches in drywell loll In improper closod position resulting in oxcossivs upper eleva 
tion temps during Cycle 11 due lo Inadequate maint & surveillance procedures 
SHAFER.W D Region 3, 01c ol Hie Director 89/07/31 Ip 50877 075 50877 075. 

••8908070037 Insp Repls 50 010/09 02.50 237/89 17 8 50 249/89-16 on 890530 
0714 Violation noted Major areas inspected previously inspected items, LEFls 
lollowup, allegations followup.plant operation s.m ami & surveillances & radiological con 
irols 

HARR ISON, J J Region 3. Ofc ol the Director 89/07/31 IBpp 50B77 076 50877 093 

8908070114 Forwards safety evaluation ro IGSCC insp results, weld overlay repairs 8 
IGSCC mitigation (law evaluations during 1988 refueling oulago Review of response to 
Generic Llr 00-01 not completed 

SIEGEL.B L Proiecl Diroctorate IN-2 09/07/31 KOVACH, T J Commonwealth Edison 
Co 3pp 50026 038 50026 046 

-8908070118 Safely evaluation ro IGSCC insp results, weld overlay repairs 8 IGSCC 
mitigation Haw evaluations peiformod during 1986 refueling outage 
* Ollico ol Nucloar Reactor Regulation. Director (Post 870411) 89/07/31 6pp 
50826041-50826 046 

8907270121 Suppl 1 to NRC Bulletin 88 010. "Nonconforming Molded Case Circuit 
Breakers" Svc list end 

ROSSf.CE Division of Operational Events Assessment (Post 6704 tl) 89/08/03 
Consolidated Edison Co of Now York, Inc 108pp 50904 148 50904 253 

89072B0169 NRC Info Notice 89 058. "Disablement of Turbine Driven Auxiliary Feed 
water Pump Due to Closure ol One of Parallel Steam Supply Valves " Svc list oncl, 
ROSSI, CE Division of Operational Events Assessment (Post 870411), 09/08/03 
Consolidated Edison Co of New York, Inc 106pp 50900 005-50300 110 

8908140257 Forwards fnsp Repts 50-237/88 20,50 254/88 2? ,50 295/08 17, 50 373/ 
B8 23 5 0 4 54 / 80 1 5 8 50 4 56 / 88-24,50 4 67/83 24, 50 455/88 1 4,50-249/88 21,50 
374/00 22,50 265/88 22 8 50-304/80 17 on 860816 890802 No violations noted 
GREENMAN E G Region 3, Ofc of ihe Director 89/08/04 REED.C Commonwealth 
Edison Co 2pp 50915340-50915347 

-8908140261 Insp Repls 50 237/06-20,50 254/88 22 50-295/88 17, 50-373/80-23,50 
454/88 15.50 456/08-24,50-457/00-24. 50-455/88 14,50 249/08 21,50-374/88 22.50 
265/88 22 8 50-304/88 17 on BC0816 890802 No violations noted, 

SHAFER.W D Region 3, Oic of the Director 89/00/04 Bpp 50915 342 50915 347 

B908 180027 Requests withdrawal ol 95 1029 application lor amends !o licenses DPR 
10 & DPR-25 implementing coolant leak detection requirements ot Generic Ltf 84 it 
& revising insorvico insp lime period lo roflacl second 10 yr program 
SILADY.JA Commonwealth Edison Co, 09/08/04 MURLEY.T E Office of Nuclear 
Roaclor Regulation Director (Post 070411) 2pp 50969 183-50969 104 

8908100128 NRC Into Notice 89 059. ‘Suppliers ol Potentially Misrepresented Fasten- 
ers " Svc list oncl 

ROSS1.CE Division of Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co ol Now York, Inc 106pp 50992 315 50993 060 

8908140085 NRC Info Notice 89 0S0. ‘ Maint of Telelhorapy Units Svc list end 
CUNNINGHAM, R E Division ol Industrial & Medical Nuclear Safely (Post 870729) 
89/08/18 Consolidated Edison Co ol New York Inc I07pp 50993 061-50993 166 

8908160129 Suppl 2 lo NRC Into Nolice 88 048 'Licensee Repl ol Detective Refur- 
bished Valves ' Svc list end 

ROSSI.CE Division of Operational Events Assessment (Posi 870411) 89/08/22 
Consolidated Edison Co ol New York, Inc I00pp 50990 039 50990 137 



22 DOCKETED ITEMS 


R Periodic operating reports A related correspondence 

8903720406 Monthly operating repis tor Jut 1989 for Dresden Unns 1.2 & 3 W/890801 

PARAMORE.G. EENIGENBURG.E Commonwealth Ed son Co 09/07/31 20pp 
50976 304 50976 332 


S Reportable occurrences, LERs & related correspondence 

6908070044 lER 89 018 00 on 8 90707/930 tor bldg vonWalion sys topped & standby 
qas treatment sys auto initiated Caused by flick in insulation of reactor bldg ventilation 
radiation monitor top unit wires Exposed w.res wrapped W890U02 Itr 
BRILEV S , eENIGElfBURG.E Commonwealth Edison Co 60/08/02 4pp 51015121- 
5tQ<5 124 

8908(60015 LER 89019-00 on S907t2,Channel A hall primary contammen) Group 1 iso- 
lation & bail sciam siqnals could noi be resel promptly Caused by spurious Channel B 
tvah lamp signal Alt roam steam fma tunnel switches replaced W/690Q09 Ilf 
WELCH J EENIGEN9URG,E Commonweallh Edison Co 89/98709 8pp 50931 164 
50931 171 

6908180159 LER 89 020-03 on 690719 discovered that secondary containment interlock 
door (o diesel generator room not operating properly Caused by latch failure Individual 
posted in area 10 mamlarn one door closed VY/8908 1 1 Hr 

ANANDAPPA.A N . EENIGENBURG.E Commonwealth Ed, son Co 89/08/11 5pp 
50945 264 50945 268 

DOCKET 60-243 OREGON STATE UN1V. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8907310158 Forwards requesl lor add! mb io 881107 application for amend Id 
license Alternative wording (or Tech Spec 3 1 <o rats' na reactor power level above 1 
MW (.except tor pulsing operalions.shauld bo considered 

ADAMS, A Slpndardiralion & Non Power Reactor Project Diroctomle (Pro 090730) 
89/07/25 JOHNSON, AG Oregon Stole Un.v, Cprvallis. OR 4pp 50736-184- 
5Q73S 187 

8908250249 Forwards Amend 10 to License R-1C5 & safety evaluation Amend changes 
wording of two teporlabte events 

ADAMS A. Non Power Reactor. Decommissioning & Environ Pro) Oirectorato (Post 
690730) 89/08/15 JOHNSON, A G Oregon Stab Umv, Corvallis, OR 3pp 
61029 240-51029249 


B900150 133 Conhrms 890925 1006 planned msp ol emergency oporal'ng 
procedures.por 890725 requesls Encl list ol ref mall requested np (nip/ (linn 
890821 Tentative schedule also end 

CONTE.Ft J Region t. Oto of the Ouector 89/00/03 MECREDY.R C Rociieslor Gas 
& Electric Corp -Ipp 50928 25C 50926 259 

8908140278 Forwards Safety msp Rept 50 244/89 19 on 690717 21 No violntrans 
noted 

BELLAMV.RR Region 1 , Ole ol the Director 09/00/04 MECREDY RC Rocbcslti 
Gas 8 Electric Corp 3pp 50916 238 50916 249 

-0900140279 Safety tnsp Rept 50 244/89 19 on 090717 21 No violations null'll Ma)oi 
aroas U'suec’ed licensee emergency preparedness program 
AMATO.CG, LA2ARUS.WJ Region 1. 01c ol the Director 80/08/03 flpp 
50916 241 50916 249 

6900160313 Revised EPIPs.includmp Rev 4 to SC 120, Rev 3 io SC-232, Rov 13 to SC 
240 Rov 30 to SC 41 D & Rev 17 to SC 120W/890808 Itr 

MECREDY.R C Rochester Gas & Eleclnc Corp 89/00/00 JOHNSON, A Project Di 
ractorata 1-3 143pp 50928 134 50928 274 

690(1230027 Forwards SALP Board Rept 50 244/67-99 covering period Dec 1987 Way 
1989 (or review conducted on 090711 Licensee will bo nolilied of schedule ol meoiijig 
to discuss ropl 

RUSSELL, WT Region >, Ole otlhe Director 09/00/10 SMITH, RE Rochester Gas 
& Electric Carp 2pp 51005 294 51005 327 

••8968230040 SALP Rept 50-244/87 99 lor Dec 1987 - May 1909 Decline in perform 
ance in secunly area noted 

• Region 1, oic of Ihe Director 69/06/10 32pp 51005 296 51005 327 

8908290172 "Emergency Preparedness Exercise Manual 1989 Plume Exposure Fmer 
gency Preparedness Exercise " 

‘ Rochester Gas & Eleclnc Corp 09/08/16 40Dpp 51044 001-51045036 

8906210212 Suppl I to Generic Ur 09 07 to all operating planls applicants lor OLs 8 
holders ol CPs ro power reactor safeguards contingency planning tor surface vehicle 
bomos Svc list oncl 

PARUOW.JG Associate Director lor Projects (Post 670411) 69/00/21 ConrolidcV 
ed Edison Co of New York, Inc 55pp 51036 001-51036 056 

8908280222 Forwards response Io violations noted in Insp Rept 50 244/09 Q0Re 
spon&e withheld (ref 10CFR73 21) 

MECREDY.R C Rochester Gas & Eleclnc Corp 89/08/21 RUSSELL.WT Region 1 
Ota of the Director Ip 51043 018 51043 018 


-8908250252 Amend fO lo License R- 106, changing worrfmg of two reportable events to 
be consisted! w/ANS ANSI/ANS-15 1 

WEISS, SH Non Power Reactor, Decommissioning & Environ Pro| Directorate (Pest 
890730) 03/08/15 5pp 51029243-51029 247 

••8903250-255 Safely evaluation supporting Amend 10 Io Licenso R-1C6 
• Office of Nuclear Reactor Regulation, Director (Post 870411) 89/08/15 2pp 
51029248-51023249 


DOCKET 50 244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 


F, Security, medical, emergency & fire protection plans 

8907310144 Forwards revised EPIPs, nuclear emergency response ollsito procedures & 
revised' Nuclear Emergency Into Plan " 

MECREDY.R C Rochester Gas & Electee Corp 89/07/18 Document Control Branch 
IDocumeni Control Desk) JOHNSON, A NRC No Detailed Allilraiion Given Ip 
50744 001 50744 222 

••8907316*46 Revised EPIPs.ir, eluding Rev 11 to SC 323, Rev 8 to SC-324, Rev 16 lo 
SC 420 S Rev 7 to SC 421 

WIDAY.JA Rochester Gas & Eleclnc Corp 89/07/14 I50pp 50744 002-50744 1 64 

-4987310147 ‘ Nuclear Emergency Into Plar.RE Ginna Nuclear Station, Stall Pjoce 
dures 11 

* Rochester Gas & Eleclnc Corp 89/05/29 S8pp 50744 165 50744 222 

6908090351 Forwards Safety tnsp Rept 60 244/89 06 on B30424 0531 & notice ot 
viola lion Response should address cause of each access control problem & actions 
laken lo avoid furl her violations 

JOHNSQN.JR Region 1, Ota ol Ihe Director. 09/Q7/2B MECREDY.R Rochester 
Gas & Efeclnc Corp 2pp 60891 110-50631.124 

-8908096362 PardaHy withheld notice ol violation from msp on 090424- 0531 (ref 
1CCFR7321) Violahon noted all provisions ol NRC approved physical security plan 
not luily implemented & maintained 

• Region 1, Ole ol ihe Director 89/D7/20 IP 50891 I12-50B91 112 

-0808090366 Pa ilia 4y Withheld tnsp Rept 50 244/89 06 on 890424-0531 (ref 
10CFR73 21) Mairo areas inspected plant operations, mamt radiological 
controls, surveillance, physical security, periodic & special repis & ESP sys watkdown 
HAVERKAMP.OR Region 1, Oto ol the Director, 89/07/28 t?pp 50891 113 
50991 124 

8908110010 Revised EPIPs, including Rev 10 to E O.Rav 8 lo E-1,fiev 9 lo E 3. Rev 8 to 
ECA-OO.Rev 3 (0 ECA 0 l.Rev 5 lo ECA 0 2,Rev 4 to ECA 1 l.Rev 4 to ECA-2 1 Rev 
5 lo ECA -3 l.Rev 6 lo ECA 32 Rev 3 to ECA-33 & Rev 4 to ES-OOW/8SD72a Itr 
MECREDY R C Rochester Gas & Eleclnc Corp 69/07/28 JOHNSON, A Protect Di- 
rectorate I 3 50Qpp 50905014-50907 166 

8908110207 Forwaids FEMA Rerpoo tt repl lot 871027-29 exercise at plan' & 890714 Hr 
irarvs milling rapt No deficiencies noted Areas requiring corrective action & areas rec- 
ommended tor improvement idenhhed 

BELLAMY ,Rft Region 1, Ole ol the Director 89/08/01 MECREDY RC Rochester 
Gas & Electric Corp 2pp 50892 281 50893 009 


P. Operating license stage documents & correspondence 

8907180211 Generic Ur 89-13 lo all holders ol OLs or CPs lor nuclear power plants ro 
svc wale/ sys problems affecting safely related equipment Svc list encl 
PART LOW, J G Associate Director for Projects (Post 070411) Q9/O7/10 Gonsoiidnl 
ed Edison Co of New York trie 53pp 50735001 50735054 

8907270011 Forwards, addl info re NRC Structural Upgrade Program SER, par 800F>20 
request Latesi eslmaalo ol completion ol mods, including diesel generator bldg up 
grade is summer 1990 W/o encl 

MECREDY.R C Rochester Gas & Electric Co'p 69/07/19 JOHNSON, A R Protect Di 
rectorale 1-3 3pp 50683 338 50603 340 

8908020338 Responds to Generic Ltr 89 08, • Erosion/Corrosion Induced Pipe Wall 
Thinning” Existing erosion /corrosion monitoring program will be reviewed & revised 
as necessary flovs will include developmenl ol formalized procedures &/or controls 
MECREDY.R C Rochester Gas & Electric Corp 89/07/21 JOHNSON, A R Prd'oclOi 
iecloratel-3 2pp 50772191-50772192 

8908020309 Forwards SER for Generic Lit 83-28, Item 4 5 3 to reactor tup reliability lor 
domestic operating reactors Requests endorsement of Wesfmghouse Owners Group 
rents applicable to plani 

JOHNSON AR Protect Directorate 13 69/07/26 MECREDY.R C Rochester Gns ft 
EtoClncCorp 3pp 50764 332 50764 351 

-8908020391 Safely evaluation re Generic Ltr 03 20, Kern 4 5 3. "Reactor Trip Sys Reli- 
ability lor all Domestic Operating Reactors ’ 

• Office of Nuclear Reactor Regulation, Director (Post 8704 tt) 69/07/26 4jrp 
50764 335 50764 351 

8908080015 Advises thal no current or previous restrictions identified re employees 
freedom to contact NRC about polemic’ safety issues 

MECREDY.R C Rochester Gas S Electric Corp 89/07/31 JONHNSON.A Prcrjoc' Of 
roclorate 1 3 tp 50058 080-50058 080 

6908110160 Responds to Generic Ltr 69 06 re implementation ot status of SPDS.pcr 
requirements ol NUREG 0737,Suppl 1 Uhl completed checklist 4 photographs of 
SPDS layout, per NUflEG 1342 Exception taken (or conlammenl isolalion indication 
MECREDY.R C Rochester Gas & Electric Corp 89/08/04 JOHNSON, A R Document 
Control Branch (Document Control Desk) 2pp 50693 153-50893 154 

8908180337 Advises that licensee response to Generic Ur 88-03, "Steam Binding ol 
Auxiliary Feedwater Pumps," sabs factory, thereby closing TAC 67239 
JOHNSON, A R Project Directorate i 3 89/00/11 MECREDY.R C Rochester Gas & 
Etecinc Corp 2pp 50956 331-50956 332 

8908250245 Forwards SER accepting licensee 870604 response lo Generic Llr 03- 
2ft, Item 2 2 (Pari 1), 'Equipment Classification Programs lor all Safely Related Com- 
ponents " Technical evaluation rept also encl 

JOHNSON A R Project Directorate 1 3 89/08/17 MECREpYRC Rochester Gas & 
Electric Carp 2pp 51035 224- &1 035 249 

-8900250246 Safety evaluation supporting util 831(04,850823 & 870604 responses to 
Generic Llr 83 28jlom 2 2 1, "Equipment Classification Programs lor all Safety-Rolat 
ed Components " 

* NRC - No Detailed Aflihauon Gwen 69/08/(7 7pp 51035 226 aims ono 
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-8708130123 "Conformance to Generic Ltr 83 20,ilom 2 2 1 Equipment Classification 
for all Other Safety Relatocf Components Ginna,” final informal rent 
UDY.AC EG&G Idaho, Inc (subs OfEG&G.Inc) FIND 6001 EGG NTA-7241 87/ 
07/31 NRC - No Delailed Affiliation Given 17pp 51035 233-51035 249 


Q, Inspection reports, IE Bullellns & correspondence 

8908020319 Provides status of plant mods, per NRC Bulletin 88 004 re potential safely- 
related pump loss Monthly periodic testing will be performed to satisfy 150 gpm flow 
condition as required by Amend 33 of Tech Spec 4 5 2 t 

MECREDY.TC Rochester Gas & Electric Corp 09/07/24 JOHNSON, A Ft Prompt Di- 
rectorate I 3 3pp 50772 228 50772 230 

8908030204 Ack recolpt of 890614 supplemental response informing NRC of steps 
taken to correct violations noted in Insp flopl 50-244/07-27 

GALLO.RM Region 1, Ole ot Iho Director 89/07/24 MECREDY.RC Rochester Gas 
& Electric Corp 2pp 50793 012 50793 015 

8907200019 NRC Inlo Notice 09 OS7. "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment ” Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 09/07/26 
Consolidated Edison Co of Now York, Inc 106pp 5071 1 333 50712078 

8900040275 Granls request tor extension to complete all activities required to imple- 
ment Bulletin 79 02 Further delays beyond granted extension dale of 891209 inappro- 
priate duo to age of bulletin 

BOGER.BA Region 1, Ofc ol the Director 09/07/26 MECREDY.RC Rochester Gas 
& Electric Corp Ip 50799 327-50799 329 

8908090351 Forwards Saloty Insp Ropt 50-244/89 06 on 090424 0531 & notico of 
violation Response should address cause of each access conirol problam & actions 
taken to avoid further violations 

JOHNSON, JR Region t. Ole of Iho Director 89/07/20 MECREDY.R Rochester 
Gas S EloctricCorp 2pp 50091 110 50891 124 

-8908090362 Partially withheld notice o( violation from insp on Q90424 0531 (rel 
10CFR73 21) Violation noted all provisions Of NRC- approved physical security pfon 
not fully implemented & maintained 

• Rogion 1. Ole of tho Director 89/07/20 Ip 50891 112-50801,112 

"8908090366 Partially withhold Insp Ropt 50 244/09 06 on 890424 0531 (ref 
10CFR73 21) Major aroas inspected plant operations, mainl. radiological 

controls, survoillonce physical security, periodic & special ropls & ESF ays walkdown 
HAVERKAMP.DR Rogion 1, OIc ol tho Diroctor 00/07/20 12pp 50891 113 
50091 124 

8907270121 Suppl 1 to NRC Bullolm 88 010, "Nonconforming Moldod Case Circuit 
Broakors " Svc list onct 

ROSSI, CE Division of Onoralional Evonls Assessment (Post 070411) 89/00/C3 
Consolidated Edison Co of Now York, Inc IQBpp 50904 148 50904*253 

8907280169 NRC Info Notico 80 050, "Disnblomonl of Turblna-Drivon Auxiliary Feed- 
water Pump Duo to Closuro ol Ono of Parallel Steam Supply Valves " Svc list oncl 
ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/00/03 
Consolidated Edison Co of Now York, Inc lOepp 50900 005 50900 1 10 

8908150133 Confirms 090925-1006 planned Insp ol emorgoncy operating 

S rocoduros.per 090725 requosIsEncI list ol rof moll requested no Inter than 
90821 Tentative schedule also end 

CONTE, R J Rogion 1. OIc of tho Dirocloi 00/08/03 MECREDY.R C Rochostor Gas 
& Electric Corp 4pp 50920 256 5QO20 259, 

8908140278 Forwards Safety Insp Ropt 00-244/89-19 on 090717-21 No violations 
nolod 

BELL AMY, RR Rogion 1, Die of tho Director 89/08/04 MECREDY.RC Rochester 
Gas 8. Eloclrlc Corp 3pp 50016 230 50910 249. 

-8908140279 Safoty Insp Ropt 60 244/89-19 on 890717-21 No violations noted Major 
aroas Inspected licensee omorgoncy preparedness program. 

AMATO.C G , LAZARUS, W J Region 1, OIc ol Hie Director 00/08/03 9pp 
50910 241-50916 240 

8908230027 Forwards SALP Board Ropt 50-244/07 99 covering period Dec 1907 - May 
1909 tor review conducted on 990711 Licensee will bo notWioo of schedulo of meeting 
to discuss ropl 

RUSSELL, WT Region 1, OIc ol Ihe Diroctor 09/00/10 SMITH, RE Rochostor Gas 
& Eloclrlc Corp 2pp 51005 204 51005 327 

-8908230040 SALP Rapt 60-244/07-09 for Dec 1987 - May 1609 Decline In perform- 
ance in socunly area noted 

* Region 1 , OIc of the Director 09/00/10 32pp 51005 296-51005 327, 

8908100120 NRC Into Notice 09 059, "Suppliers of Potentially Mlsrepro sealed Feston- 
ors " Svc list oncl 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 89/08/16 
Consolidated Edison Co of Now York, Inc lOBpp 50992 31 6-5O993‘06t) 

6908220102 Advisos that 090707 & 0724 responses 1o NRC Bulletin 08-004, ra poten- 
tial safoty-rolalod pump loss, confirmed that activities required to address Issues dis- 
cussed in bulletin will bo fully implemented by 900701, TAG 69910 closed 
JOHNSON, A Proioci Directorate 13 89/08/16 MECREDY.R, C Rochester Gea & 
Eloclrlc Corp. 3pp 50982 310 500S2 G21 

8906140086 NRC Info Notice 89-060, "Malnt of Tolalherapy Unils," Svc list end. 
CUNNINGHAM, R,E. Division of Industrial & Medical Nuclear Safely (Posl 070729). 
09/08/10 Consolidated Edison Co of Now York, Inc I07pp 50093 061-60993 166. 

8908280222 Forwards responso to violations noted In IhBp Rept 50 244/80*06 Re- 
sponse withhold (rel 10CFR73 21). 

MECREDY.R C Rochester Gas & Eloclrlc Corp, 89/00/21. RUSSEIX.WT. Region 1. 
OIc of tho Director Ip 51043 010-51043:018 

8908160129 Suppl 2 to NRC Inlo Nollce 88 048, "Licensee Rept of Detective Refur- 
bished Valves ‘ Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 80/08/22, 
Consolidated Edison Co of New York, Inc. 100pp. 50990:039-50990:137, 


R Periodic operating reports & related correspondence 


8908030214 Monthly operating lept tor June 1909 for RE Ginna Nuclear Power 
Plant W/ 8 90724 ltr 

DODGE.RE, MECREDY.RC Rochester Gas & Electric Coip 89/06/30 5pp 
50793 006 50793 010 


S. Reportable occurrences, LERs & related correspondence 


89072803Q3 LEft 89 007 00 on 090619 & 21 safety injection pumps BSC inoperable 
due to assessed design How delivery concerns Caused by recirculation valves being 
lull open Orifice plates in How loops verified to bo coriect W/3007 1 9 Hr 
BACKUS, W H , MECREDY.RC Rochester Gas a Electric Corp 09/07/19 ttpp 
50707 222 50707 232 

6908080009 ROon 090729, control room received annunciator alarm indicating failuro 
of microprocessor rod position indication sys & disabling CRT 8 plant process com 
puter sys Unusual ovenl doclarod 8 terminated on 890730 

SPECTOR.S Rochester Gas 8 Eleclnc Corp 69/07/31 Document Conliol Branch 
(Document Control Desk) 2pp 50026 250 50826 251 

8908140096 LER 89 008 00 on 090706, turbine runback to approx 75% reactor power 
occurred Caused by dropped control rod During rotrievat of rod, diagnostic testing 
performed W/890807 ltr 

BACKUS, WH SMITH, RE Rochesler Gas & Electric Corp 09/08/07 7pp 

50091 010 50891025 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT J 


F Security, medical, emergency & lira protection plans 

8900030032 Intorms of selected deviations that util plans to take from BWR Owners 
Group Rev 4 to emergency procoduro guidelines Deviations plannod in order to mam 
tain consistency w/dosign basis analysis assumptions & to provide mitigation strategy 
MROCZKA.E J Northeast Nuclear Enorgy Go (subs of Northeast Utililios) 
MROCZKA.E J Northeast Utilities 09/07/25 Document Control Branch (Document 
Conirol Desk) 6pp 50793 329 50703 334 

8900070443 Revisod EPIPs, including Rev 5 to EP1P 4000 Rev 7 to EPIP 4000 Rev 2 to 
EPIP 40t0A,Rov 4 to EPIP 4O10B & EPIP 4010C,Rov 3 to EPIP 401 1, Rev 4 <o EPIP 
4016.Rev 7 to EPIP 4207, Rev 4 to EPIP 4210 & EPIP 4227 & Rev 3 to EPIP 4305A 
SCACE.S , BUCH.W H Northeast Nuclear Enorgy Co (subs of Northeast Utilities) 
09/07/26 22Bpp 50823 001 50823 22B 

8908090013 Forwards Insp Ropt 50 245/89 14 on 890616 0717 No violations noted 
WENZINGER.EC Rogion 1, Ofc of tho Director 09/00/03 MROCZKA.E J Northeast 
Nuclear Enorgy Co (subs ot Northeast Utilities) 2pp 50884 092 50884 104 

-8908090019 Insp Repl 50 245/09-14 on 090616 0717 No unsafe conditions 
noted Major aroas inspected plant operations, physical security, conirol room oxorciso 
equipment & NRC Tomporery Instruction 2513/93 

MCCABE ,E Rogion 1, Ole of tlw Director 89/07/28 tlpp 50804 094-50804 104 

8008210212 Suppl t to Generic Ur 89 07 to all operating plants, applicants lor QLs & 
Holders of CPs ro power reactor safeguards contingency planning for surface vehicle 
bombs Svc list end 

PARTLOW.JG Associate Director for Prelects (Post 070411) 80/08/21 Consolidat 
ed Edison Co ol Now York. Inc SSpp 61 030 001 -5 1030 030 

8906260148 Forwards description o( temporary adjustment to security sys at plant Enel 
withheld 

MROCZKA.E J . SEARS, C F Northoast Nuclear Energy Co (subs of Northeast Utili 
ties) MROCZKA.E J Northeast Utilities 89/00/23 Oocumont Control Branch (Docu 
ment Control Desk) Ip 51035 140-51035 148 

8900200229 Forwards Rev 10 to plant physical security plan Explanation of changes 
also oncl Ends withhold (rof 10CFR73,21[6) & 2 790(a)) 

MROCZKA.E J Northoast Nuclear Energy Co. (subs of Norlhoast utilities) 
MROCZKA.E J Northeast Utilities 09/0B/24 Documom Conirol Branch (Document 
Control Desk) Ip, 61040 035-51040 035 


G. Adjudicatory correspondence 

8908030142 Petition (or rulemaking PRM 50-53 requesting NFC action to review unduo 
risk posed by BWR thermal hydraulic Instability NRR should issue order requiring all 
GE BWRs to bo placed In cold shutdown tor stated reasons 
HIATT, S L Ohio Citizens for Responsible Energy. 8B/07/28 Oltico of Nuclear Reac 
tor Regulation. Director (Posl 070411) 10pp 50020 143 5QB20 152 


H. General correspondence 


B908010135 Informs ol Russell Library Interest in housing & maintaining public docu 
ment collection for plant, per NRC FR notico 

PORTER, S,T Middletown, CT 89/07/24 MEYER, D Regulatory Publications Branch 
4pp 51015 0 89-51015091 

B908 140422 Expresses interest in Thames Valley State Technical College becoming re 
location site for LPDR for plant. 

PRICE, P,S Connecticut, Slate ol 89/07/31 MEYER, D Regulatory Publications 
Branch, 2pp 5Q946.1B0 50946 181 

8900160187 Comment on draft reg guide, "Assuring Availability of Funds for Decommis- 
sioning Nuclear Reactors ” Recommends that NRC "recommendation" on trust agree- 
ment wording be deleted or NRC should grandfather existing trusts such as for plants 
MROCZKA.E J. Connecticut Yankee Atomic Power Co MROCZKA.E J Northeast Nu- 
clear Energy Co, (subs of Northeast Utilities) MROCZKA.E J Northeast Utilities 09/ 
08/03. Regulatory Publications Branch 6pp 50924 021-50924 026 
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P Operating license stage documents A correspondence 

B907t8021 1 Generic Hr 89-13 to all holders ol OLs or CPs lor nuclear power plants re 
svc water sys problems affecting salely related equipment Svc list end 
PARTLOW J G Associate Director lor Projects (Post 670411) 89/07/18 Consolidat 
ed Edison Co ol New York, Inc 53pp 50735001-50735 054 

8908010290 Application for amend to License OPR Sl.addmg term ' source check" to 
surveillance requirement to administratively eliminate discrepancies between Tech 
Spec Sections 4 8 A 1, 4 fl B I & Tables 4 8-1 & 4 8 2 

MROCZKA.EJ Northeast Nuclear Energy Co (subs ol Northeast Utilities) 
MROCZKA EJ Northeast Utilities 89/07/25 Document Control Branch (Document 
Control Desk) 3pp 50754 161-50754 166 

• 6908010293 Proposed Tech Spec Pages 3/4 8-1 & 3/4 0 6 re radioactive liquid/gaso- 
ouselliuenl instrumentation 

• Northeast Nuclear Energy Co (subs of Northeast Utilities) 89/07/25 3pp 
50754 164-50754 166 

89080t0347 Forwards non prop riel ary version ot 890512 llr documenting (not assembly 
repair program & informs that util experienced problem w/luol shipment from GE lor 
Cycle 12 relue'ing outage W/o end 

MROCZKA.EJ Northeast Nuclear Energy Co (subs ol Northeast Utilities) 

MROC2KA E J Northeast Utilities 09/07/25 Document Control Branch (Document 
Control Desk) 5pp 50755 157 50755 161 

8908030307 Outlines general approach which ulrl intends to utilize <n responding to Go 
renc Ltr 88-20, ' Individual Plant Exams lor Severe Accident Vulnerabilities' & sum 
matures key poinls ol past invotvomoral in field ol PRA 8 accident mgt 
MROCZKA.EJ Norlheasl Nuclear Energy Co (subs o( Northeast Utilities) 

MROCZKA.E J Connecticut Vankea Atomic Power Co MROCZKA.EJ Northeast Util 
ities 89/07/27 Document Control Branch (Oocumenl Control Dosk) 2Qpp 
50056 284 50856 303 

89000700)6 Application lor amend lo License OPR-21, adding lour valves lo Toch Spec 
Table 37 18 minimizing purging operations reeded to maintain required differential 
pressure balween drywefl & torus 

MROCZKA.E J Northeast Nuclear Energy Co (subs ol Northeast Utilities) 
MR0C2KA.E J Noilheast Uhlitios 89/07/31 Oocumenl Control Branch (Document 
Control Desk) 3pp 50824 079 50024 082 

-690B070018 Proposed Toch Specs.adding lour valves to Table 3 7 18 minimizing 
purging operations needed lo maintain required differential pressure between drywoll 
& torus 

* Northeast Nuclear Energy Co (subs ol Norlheasl Utilitios) 80/07/31 Ip 
50824 082 50B24 082 

8906070023 Application for emend lo Llconso OPR-21, rovismg listed Tech Specs lo ra- 
fted coned voltage (or primary side of emergency station sves transformer 
MROCZKA.EJ Northeast Nuclear Energy Co (subs of Norlheasl Utilities) 
MROCZKA.E J Northeast Utilities 89/07/31 Document Control Branch (Document 
Control Desk) 3pp 50824 099 50824 107 

-0908070029 Proposed Tech Spocs.rovismg voltago (or primary sido of omergoncy sta- 
tion sves transformer 

' Norlheasl Nuclear Energy Co (subs or Northeast Utilities). 09/07/31 6pp 
50824 102-50024 107 


8900140201 Advises that payment lor Invoices H1300, 111387. HI4I0 & H1411 will bo 
wire transleired on 8908 10, per NRC instructions 

MROCZKA E J Noilheast Nuclear Energy Co (subs ot Northeast Utilities) 
MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA, EJ Northeast Util- 
ities 09/08/01 Document Control Branch (Document Control Dosk) 2pp 50916 238 
50916 237 

B908070244 Forwards Rev 12 to QA program topical rept did 090713 
NOHDQUISTDO Northeast Utilities 09/08/03 Document Control Branch (Document 
Control Dosk) Jpp 50Q04 145-50004 204 

8908090158 Comments on draft rog guide, Assuring Availability o( Funds (or Docom 
missioning Nuclear neactors " Changes to stated phrases ro cortilication amounts dis- 
cussed 

MROCZKA.E J Connocticut Yankee Atomic Power Co MROCZKA.E J Northoast Nu 
clear Energy Co (subs of Northeast Utilities) MROCZKA.E J Northeast Utilities 09/ 
00/03 Regulatory Publications Branch Gpp 5088 1 203 5000 1 200 

890B180D21 Application lor amend lo License DPR 2 1, adding now spoc on UHS for ro 
actor & rontalnmonl cooling sys to assure adequate cooling capability lor heat remov- 
al in ovonl ol LOCA or isolation Iron normal reactor heal sink 
MROCZKA.E J , SEARS.C F Northeast Nuclear Energy Co (subs of Northeast Ulili 
ties) MROCZKA.E J Northoast Utilities 89/08/08 Document Control Branch (Docu 
merit Control Dosk) 3pp 50968 209 50968 213 

--8000180041 Proposed Toch Specs ro limiting condition for operation lor coro & con 
tammont cooling sys & UHS 

' Norlheasl Nucloar Energy Co (subs ot Northeast Utilities) 89/08/08 2pp 
5096D212 50968 213 

0906250141 Confirms 090808 tolcon ro util participation in NRC regulatory Impact 
survey on 891023 in Berlin CT Schedule & general discussion groups shown in oncl 
RUSSELL, W T Region 1, Ole ol the Director 89/08/ It OPEKA.J r Northoast Ulili 
lies 3pp 51020 121 51020 123 

090B210020 Provides util position ro procurement of non code class lastonors in ASMS 
Code class applications from mlg or mall suppliers per util 0902 16 ltr to NRC & tnsp 
Ropt 50 423/88 10 App B program assures uso ol equivalent items 
MROCZKA.E J Northeast Nuclear Energy Co (subs o( Northoast Utilities) 
MROCZKA.E J Northoast Utilities 09/00/15 Document Control Branch (Document 
Control Desk) 5 pp 50975 t40 50975 144 

0900210119 "Summary Ropt.CycIo 13 Start Up Physics Testing " W/090015 Hr 
MROCZKA.E J, ROMBERG.WO Northeast Nucloar Energy Co (subs of Northeast 
Utilities) MROCZKA.E J Northoast Utilitios 89/08/15 4pp 50994 132 50994 135 

0908250162 Forwards addl into ro selected upcoming commitment datos lor closure ot 
items noted in regulatory effectiveness roview Corrective actions w/commilmool c/aloe 
prior to 890815 completed Enel withhold 

MROCZKA.E J . SEARS.C F Northeast Nuclear Energy Co (subs of Northoast Utili- 
ties) MROCZKA.E J Northeast Utilities 89/08/23 Document Control Branch (Docu- 
ment Control Dosk) 2pp 51029319 51029320 


Q. Inspection reports, IE Bulletins ft correspondence 


B90B140QI7 Advises llial no ogroomonts restricting emplayoos to inlorm NRC of poten 
trsl safely Issuos exist, per V Stollo 090427 llr 

MROCZKA.E J Northeast Nuclear Enorgy Co (subs of Northeast Utilities) 
MROCZKA.E J Connocticut Yankee Alomlc Power Co MROCZKA.E J Northeast Util 
Hies 89/07/31 STOLZ.J F Project Directorate 1-4 2pp 50025107 50925 106 

8008060200 Application lor amend to Llconso DPR 21, revising Tech Specs to address 
action plan items identified in Generic Hr 03-36 

MROCZKA.E J Noilheast Nuclear Enorgy Co (subs of Northeast Utilities) 

MROCZKA.E J Norlheasl Utilities 89/00/01 Oocumenl Control Branch (Document 
Control Desk) 5pp. 50857 082 50857 090 

•-8908080202 Proposed Tech Spocs ro noblo gas diluent monitors 
' Norlheasl Nuclear Enorgy Co (subs ol Norlheasl Utilities) 89/0B/01 4pp 
60057 087 50857 000 

6903110171 Application lor amend to License OPR-21, revising Tech Specs, pet TMI 
Homs II F I 3 re containment high-rango radiation monitors 8 II F 1 4 re cenlainmont 
pressure monitors & Generic Ur 83 30 

MROCZKA.E J Norlheasl Nucloar Enorgy Co (subs ol Noilheast Utihlles) 

MROCZKA, EJ Norlheasl Utilities B9/Q6/01 Document Control Branch (Document 
Control Dosk) 6pp 50894 298 50894 310 

•■89081 10173 Proposed Tech Specs ro limiting condition (or operation & surveillance re- 
quirements ro containment sys, per Generic Ltr 83 36 

1 Noilheast Nucloar Energy Co (subs ol Northeast Utilities) 89/08/01 7pp. 
50894-304 50894 310. 

0908140062 Application tor amend to License DPR -21, revising Tech Specs re contain- 
ment water tavel monitor, per TMI Item II F.1 6 & Genonc Ltr 83 36 
MROCZKA.E J Northeast Nucloar Energy Co (subs of Northeast Utilities) 

MROCZKA.E J Noilheast Utilities 89/08/01 Document Control Branch (Document 
Control Desk) 5pp, 50015.242-50915 251 

--B9Q814D0B4 Proposed Tech Specs re conlammenl water level monitor, per Generic Ur 
63 36 

' Northeast Nuclear Energy Co, (subs ol Norlheasl Utilities) 89/08/01 5pp 
50915 247-50915 251 

B908140067 Application for amend to License OPR-21, revising Tech Specs lo address 
Generic Ur 83-36 & TMI Hem II B 3, "Posl-Acddent Sampling" & Item II F 1 2, "Sam- 

B ling & Analysis ol Pfant Elttuents " 

IROCZKA.E J. Northeast Nuclear Energy Co (subs ol Norlheasl Utilities) 
MROCZKA, EJ Norlheasl Utilities. 69/06/01 Oocumenl Control Branch (Document 
Control Desk) 5pp 50914-214-50914 223 


09 07200019 NRC Into Nohco 8D 057, "Unqualilicd Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list oncl 

ROSSI, CE Division of Operational Evonls Assessment (Post 070411) 09/07/26 
Consolidated Edison Co of Now York, Inc 106pp 50711333 50712 070 

8908140331 Notification of 000807 SALP Meeting 00 121 w/ulil in King of Prussia, PA 
MCCABE, EC Region 1. Ole of Iho Director 09/00/01 Region 1, Ole of Iho Director, 
2pp 50016 150 50916 151 


8907270121 Suppl 1 to NRC Bullotin 00 010, "Nonconforming Molded Caso Circuit 
Breakers " Svc list oncl 

ROSSI, C E Division of Operational Events Assessment (Post 070411) 09/00/03 
Consolidated Edison Co of New York, Inc lOOpp 50004.148 50904-263 

6907280169 NRC Inlo Notice 80 050, "Disablement ol Turbine Driven Auxiliary Feed 
water Pump Duo to Closure ol One of Parallel Steam Supply Valves " Svc list one! 
ROSSI, C.E Division ol Operational Evonts Assessment (Post 070411) 09/00/0-3 
Consolidated Edison Co of New York, Inc 106pp 50900 005 50900 1 10 

8908090013 Forwards tnsp Rept 50-245/09 14 on 090016 0717 No vlolahons noted 
WENZINGER.E C Rogion 1, Ofc ol the Director 09/00/03 MROCZKA.E J Northoast 
Nucloar Energy Co (subs ol Norlheasl Utilities) 2pp 50004 092 50004 104 


—8900090019 Insp Rept 50-245/89 14 on 090616 0717 No unsafe conditions 
noted Ma]or areas Inspected plant operations, physical security, control room oxorclso 
equipment & NRC Temporary Inslruction 2513/93 

MCCABE, E Region 1. Ole of the Director 09/07/28 1 tpp 50904 094 50004 104 

890B150099 Forwards Insp Repts 50-245/89 1 6 & 50 336/09 15 on 890711- 14, No vio- 
lations noted 

BELLAMY, RR Region 1, Ole of the Director. 89/08/03 MROCZKA.E J Northoast 
Nuclear Energy Co. (subs ol Norlheasl Utilities) 2pp 50927 107-50927 1 13, 


-B908 150100 Insp Ropls 50-245/09 16 & 50-336/89 15 on Q90711-14 No violations 
noted Maior areas Inspected implementation ol radiation protection program 
THOMAS, W, PASCIAK.W Region 1, Ole ol Iho Director 09/OB/O2, 5pp 50927,109- 
50927 113 


8908160253 Ack receipi of listed invoices tor cost incurred during Insps Funds will bo 
wire-transferred on 890024 

MROCZKA.E J , SEARS.C F Conneclicul Yankee Atomic Power Co MROCZKA.E J, 
Norlheasl Nuclear Energy Co (subs ot Northeast Utilities) 89/00/00 Document Con- 
trol Branch (Document Control Desk) 2pp 50937 120-50037-129 


■8908140068 Proposed Tech Specs re poal accident sampling, iodine monitoring & radl- 
ologica) eltluent monitoring & ODCM.per Ganaric Llr 83 36. 

* Northeast Nucleer Energy Co (subs of Norlheasl Utilitios) 89/00/01 5pp 
60914.219-50914 223, 


8908100128 NRC Info Notice 89 059, “Suppliers of Potentially Misrepresented Fasten- 
ers "Svc list end 

ROSSI, CE Division o( Operational Events Assessment (Post 070411) 89/00/16 
Consolidated Edison Co ot New York, Inc 106pp 50902 315 50993 060 
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89001*10005 NRC Inlo Nol<c.n 00 OfiO, 'Maml of Teletherapy Units " Svc list oncl 
CUNNINGHAM, R E Division of Industrial & Medical Nucloar Safety (Post 070729) 
09/00/10 Consolidated Edison Co ol Now York, Inc 10?pp 50993 061 50993 1C6 

0908100129 Snppl 2 lo NRC Into Notiro 80 0*18, "Licensee Rept ol Defective Rotor 
lushed Valves " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 09/00/22 
Consolidated Edison Co of Now York, Inc lOOpp 50990 039 50990 137 


R Periodic operating reports & related correspondence 


090B1B0142 Monthly operating ropt for Jul 1989 for Millstone Uml 1 W/090010 Hr 
NEWBURGH, G SCACE.S E Norihensl Nuclear Energy Co (subs of Norlhoasl Utili- 
ties) SCACE.SC Noilhoast Utilities 89/07/31 5pp 50968 175-50968 179 

8908150166 forwards "Annual Occupational Exposure Rept 1980 " 

MROCZKA E J , SEARS, C f Norihensl Nuclear Energy Co (subs ol Northeast Utili- 
ties) MROCZKA E J Connecticut Yonkoo Atomic Power Co 89/08/08 Document 
Control Branch (Document Control Oosk) tp 50926 284 50926 314 

- 8908150171 Annual Occupational Exposure Ropt 1980 " 

1 Northeast Utilities 00/12/31 30pp 5092G 285 50926 314 


S Reportable occurrences, LERs & related correspondence 

8908020131 LER 00 005 01 on 0C0527,insullicien1 containmonl interlock solpoint to 
ensure that CCC.S pump caviation would not occur Caused tiy sinalo failure that ox 
coeds margin ol salelv LCCS suction strainers replaced W/090725 ltr 
THULL.f S SCACC SE Norlhoasl Nucloar Energy Co (subs ol Northeast Ulitilios) 
SCACE.SE Northeast Utilities 09/07/25 3pp 507G1 152 5 0761 154 


P. Operating license stage tiocumonls & correspondence 


8907180211 Generic Ur 89 13 lo all holders of OLs or CPs (or nuclear power plants ro 
svc water sys problems affecting safely related equipment Svc list and 
PART LOW, J G Associate Director lor Projects (Post 970411) 89/07/18 Consolidat 
ed Edison Co of Now York, Inc 53pp 50735 001 50735 054 

0907310340 Forwards Amend 142 to License DPR-26 & safety ovaluation Amend adds 
surveillance requirement to Tech Spec 4 1C requiring periodic teak testing of low head 
injoction lino chock valves 897A-D 8 RHR check valves 830A D 
BRINKMAN, DS Proiect Directorate I 1 89/07/19 BRAM.SB Consolidated Edison 
Co of Now York, Inc 2pp 50737 029-50736 037 

-•8907310342 Amend 142 lo License DPR 26,addtng new surveillance requirement to 
Tech Spec 4 16 requiring periodic leak testing ol low head imoclion lino chock valves 
B97A-D 8 RHR check valvos 038A D 

CAPRA, R A Project Directorate 1-1 09/07/19 5pp 50737 031-50737 035 

— 89Q7310344 Safety evaluation supporting Amend 142 to License DPR 26 
‘ Ollice ol Nuclear Reactor Regulation, Director (Post 870411) 80/07/19 2pp 
50736 036 50736 037 

8907310457 Responds to 890427 fir requesting notification of imposition of restrictions 
on employees ro potential satoty issues Company & contractor employees advise 
company & NRC directly of safety issues 

MIELE.M L Consolidated Edison Co of Now York, Inc 89/07/19 Document Control 
Branch (Document Control Desk) 2pp 50743 188-50743 189 

8907310227 Responds to Gononc Ltr 89 08, "Erosion/Corrosion Induced Pipe Wall 
Thinning " Formalized long-term insp program developed to meet Intent of NlJMARC 
guidelines described In App A of NUREG 1344 

MIELE.M l Consolidated Edison Co of New York, Inc 09/07/20 Document Control 
Branch (Docu moot Control Desk) 2pp 50726 331-50726 332 


V Oporntor Examinations 

0900150032 Advisos flint senior ronclor operator licensing exams scheduled tor week- 
end ol 801021 22 & requalificalion program evaluation scheduled tor wks of 891016 & 
23 Ret mail listed on oiu I should bo sent 60 clays prior to oxam date 
CONTE, n.j Region t, Ole of tho Diroclor 09/00/03 MROCZKA, E J Northeast Nu 
cloar Energy Co (subs of Norlhoasl Utilities) '4pp 60926 320 50026 341 


DOCKET 50-247 INDIAN POINT STATtON, UNIT 2 


F Socurity, medical, emergency & tiro protection plans 

0908150092 Forwards application for amends to Liccmsos DPR 5 8 DPR-26, revising 
Tech Specs to rolled changes proposed in Rov to to plant physical socunly plan 
GRAM SB Consolidated Edison Co ot Now York, Inc 89/07/25 Document Control 
Branch (Document Control Desk) 2pp 50927 032 50927 042 

-8908150095 Application tor amends lo Ltcotvsos DPR 5 & DPR-20 revising Tech Spec 
Sections 3 7 1 8 3 2 2 8 Tables 3 13 2 3 3 1 8 3 3 2 lo rolled changes in Rov 10 to 
plant physical socunty plan 

BRAMSG Consolidated Edison Co of Now Yoik. Inc 09/07/25 Ip 50927 034 
50927 034 

—09081 50096 Proposed License Conditions D 8 H.rollocting chango9,por Rov 10 lo 
physical socunly plan 

• Consolidated Edison Co ol New York, Inc 09/07/25 7pp 50927 035 50927 042 

8908080270 Forwards Insp Rept 60 247/80 16 on 890523 0710 & noiico ol 
violation Violation involved two examples ol Inilmg to adequately provido isolation ca- 
pability to component cooling water surge tank 

WIGGINS, J T Region I Ole of the Director 89/00/03 BRAM.S Consolidated Ellison 
Co ol Now York Inc 2pp 50855 239 50855 250 

-8908080280 Insp Rept 50 247/09-15 on 090523 07 10 Violation noted Motor areas 
inspected operations radiological controls, main!/ siirvoilianco.cmcjgoncy 

preparedness security solely assossmont/QA ropts & opon item followup 
TRIPP,! E Region I.Ofcolllto Diroclor 8D/0//24 17pp 50855 242-50855 258 

8908170498 Confirms 000912 22 planned visit to plant by NRC & NRC contractors lo 
obtain addt into re hiqlily combustiblo gases (hydrogon nctyleno propane 8 methane) 
to assist NRC in evaluating Generic Safety Issue 106 & lire protection sys 
BRINKMAN D S Project Directorate I l 09/08/09 0RAM S B Consolidated Edison 
Co ol Now York, Inc Gpp 50964 355 50954 360 

8900 180020 Forwards revised omorgency action levels & Rov 2 to IP 1024, "Emergen 
cy Classification " per commitment in 090615 ltr Training re rov completed w/oxcop 
lion ol one sonior watch supervisor who will bo trained noxt wk 
BRAM.SB Consolidated Edison Co of Now York. Inc 89/00/14 Document Control 
Branch (Document Control Desk) tp 50970 067 50970 070 

-8908180022 Rev 2 lo Implementing Procedure IP 1024. Emergency Classification ’ 
LIEBER.G 1 1 Consolidated Edison Co ot Now York tnc 89/00/15 1 ipp 50970 000 
50070 070 

B90B210212 Suppl 1 to Generic Lir 89 07 lo alt operating plants applicants tor OLs & 
holders ol CPs ro power reactor safeguards contingency planning lor stirfaco vehicle 
bombs Svc list oncl 

PARTLOW.JG Associate Director tor Projects (Post B7041!) 09/08/21 Consolidat 
od Edison Co of Now Yoik. Inc 55pp 51036 001 51036 056 


J Insurance & Indemnity Information 


8907310456 Forwards safety ovotuntion accepting util responses to Gononc Ltr 03 
2Q,ltom 4 5 3, "Reactor Trip Reliability - On Line Functional Testing ol Reactor Trip 
Sys," bnsoo on adoption of survoiflaacos delineated in Wostmghouso ropts 
BRINKMAN, D S PrO|0d Directorate l 1 89/07/20 BRAM.SB Consolidated Edison 
Co of Now York. Inc 3pp 507 26 265-50726 296 

-8937310473 Satoty evaluation accepting util rosponsos to Gononc Ltr 83 20,!tom 
4 5 3, "Roador Trip Sys Reliability - On-Lino Testing ol Reactor Trip Sys " 

' Office ol Nucloar Reactor Regulation, Director (Post 070441) 09/07/20 2pp 
50726 268 50726 296 

B907280089 Demos B9070S request lor extension lo respond to 090531 FR notico ro 
issuance ol amend to I Icensa DPR-26, Increasing liconsod thermal power leval 
VARGA, S A Division ol Reactor Projects - 1/11 (Post 070411) 09/07/21 HOLU 
Public Interest Rosoarch Group. Now York 4pp 50609 230 50609 234 

0906 150092 Forwards application for amends to Licenses DPR 5 & DPR 26, revising 
Toch Specs to rolloct changes proposod in Rov 10 to plant physical socunly plan 
ORAM, 5 B Consolidated Edison Co ol Now York, Inc 08/07/25 Document Control 
Branch (Document Control Dosk) 2pp S0927 032-50927 042 

-0900150095 Apiihcnlion lor amends to Licenses OPR-5 & DPR 26,tovismn Tool) Spec 
Sections 3 2 1 & 3 2 2 & Tables 3 1 ,3 2,3 3 1 & 3 3 2 lo rofloct changes in Rov 1 0 to 
plant physical security plan 

BRAM.SB Consolidated Edison Co ol Now York. Inc 09/07/25 Ip 50927034 
50927 034 

-0900150098 Proposed Ltconao Conddions D & H.rollncting changes, per Rev 10 to 
physical socunly plan 

1 Consolidated Edison Co ol Now York. Inc 09/07/25 7pp 50927 035 50927 042 

6907310400 Grants tomporary waiver ol compliance Irom Tech Spec 5 2C, Eiasis Pago 
3 3 10 & Table 96 1 ol updated f‘SAR Waivor permits ulit to operata w/svc wator infol 
lomp ol loss than or equal lo 90 F & containmonl air temp up to 130 F 
BUTLER, W A Assistant Diroclor tor Region I Reactors 09/07/27, BRAM.SB Con 
solula ted Edison Co ot Now York, Inc 3pp 50741 246-50741 240 

0008110332 Forwards roquost lor addl into ro spent tool pool rerack as followup to 
Q90G20 request for liconso amend lo expand spool tuol storago capacity from 980 to 
1,376 stoiaqo locations 

BRINKMAN D S Projocl Directorate It 09/07/28 BRAMSB Consolidated Edison 
Co ol Now York, Inc 3pp 50094 016 50894 018 

B9QB110144 Rcquesls rontiwal ol plan! GA program approval (or radioactive mail pack- 
age 0039 

BRAM.SB Consolidated Edison Co ol Now York, Inc 09/07/31 MACDONALD.C E 
Transpottalion Branch 2pp 50893 251 50303 252 

89081 10224 Requests emergency Tech Spec amond lo design svc water sys inlet temp 
& containment air temp as suppl lo 090713 application lor amend to License DPR 
26 Change needed to preclude increaso in svc water into! tomp 
BRAM.S'B Consolidated Edison Co ot New York. Inc 80/08/03 Document Control 
Branch (Document Control Desk) 3pp 50393 258 50B93 260 

8908140271 Apptovos util 890712 request to deloto requirement to submit fracture mo 
chanics analysis of reactor vossol fot NRC review at end ol noxt 10-yr period 
(940630) 

BRINKMAN, D S Projoct Directorate i t 80/03/07 BRAM.SB Consolidated Edison 
Co of Now York Inc 3pp 50910 1 59 50916 161 

0908160199 Forwards Amend 143 lo License DPR 26 & salelv evaluation Amond per 
mils operation o! plant w/svc water sys inlet water lomp of 90 F & containment air 
temps of up to 130 F 

BRINKMAN, O S Project Directorate I 1 89/00/07 BRAM.S B Consolidated Edison 
Co of New York Inc Gpp 50935 205 50935 220 


8908090325 Forwards licensee guarantoos ol payments of deterred premiums tor Aug 
1909 Jul 1990 

BRAM.S B Consolidated Edison Co ol New York, Inc 89/07/31 Document Control 
Branch (Documonl Control Dosk) 2pp 50301 193 50081 194 


3908100202 Amend 143 to License DPR 26 permitting operation ol plant w/svc water 
sys inlet wator lamps ol up to 90 F & containment ait tomp ol up to 130 F 
BUTLER.W A Assistant Diroclor for Region t Reactors 09/00/07 Gpp 50935 210 
50935 215 
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--0908 1 60 2 1 1 Salety evatuahon supporting Amend 143 1o License DPR-26 
‘ Office ol Nuclear Reactor Regulation, Director (Post 870411) 89/08/07 5pp 
509J5 216 50935 220 

8903220145 Advises ol transfer ol funds for paymenl ol Invoices H1395 & H1396 on 
B90727 lor 6 month period from 880701-1231 Paymenls (or review of 1QCFH50 appli- 
cations for reaclor license amends 8 10CFR55 sves lor requalilicaiion oxam9 
BRAMSB Consolidated Edison Co ol New York. Inc 89/08/07 RODRIQUEZ.J M 
Division ol Accounting & Finance (Post 890205) 2pp 509B2 350-50982 352 

8908 170498 Confirms 890912-22 planned visit to plant by NRC & NRC contractors to 
obtain addl info re highly combustible gases (hydrogen ,aclyleno,propane & methane) 
to assist NRC in evaluating Generic Salety Issue 106 & lire protection sys 
BRINKMAN, DS Pro|acl Directorate I 1 09/08/09 BRAM.SB Consolidated Edison 
Co of New York, Inc 6pp 50954 355-50954 360 

89082803 B1 Forwards nonce ol conslderalron ol issuance of amend to License DPR-26 
8 opportunity lor hearing on 690620 applicalion to expand capacity ol spent fuel pool 
Irom 9D0 to 1 ,376 fuel assemblies 

BRINKMAN.DS Project Diiectorate 1-1 69/0B/14 BRAM.SB Consolidated Edison 
Co O I New York, Inc 2pp 51040075-51040 0B2 

--89OB2B0382 Nolico of consideration ol issuance of amend lo License DPR 26 8 op- 
portunity lor hearing on 890620 request to expand spent fuel slorage capacity Irom 
980 to 1,376 slorage locations 

CAPRA. R A Prolccl Directorate 1-1 89/06/16 6pp 51040 077-51040 002 


Q Inspection reports, IE Bulletins & correspondence 

8907310227 Responds lo Generic Ltr 89-08, "Erosion/Corrosion Induced Pipe Wall 
Thinning " Formalized long-term msp program developed to meet inlenl ol NliMARC 
guidelines described in App A ol NUREG-1344 

MIELE.ML Consolidated Edison Co ol New York. Inc 89/07/20 Document Control 
Branch (Document Control Desk) 2pp 50726 331-50726 332 

890720DB19 NRC Into Notice 89 057. "Unqualified Efeclncal Splices in Vendor Supplied 
Environmonlally Qualified Equipment " Svc list end 

ROSSI, CE Division ol Operational Evonls Assessment (Post 870411) 89/07/26 
Consolidated Edison Co ol New Yoik, Inc I06pp 50711 333-50712 078 

B908080040 Forwards results ol 1989 steam generator tuba msarvlce insp 
progiam Based on results ol most reconl msp s, suggest a that next steam generator 
tube exam be conducted during next refueling outage 

BRAM.S B Consolidated Edison Co of New York, Inc 89/07/26 Document Control 
Branch (Documenl Control Desk) 52pp 50828 053-50828 105 

8908090043 Responds to NRC 890629 ttr re violalions noted in Insp Rept 50 247/89 
12 Corrective actions program documents defining dept responsibilities, prog ram goals 
8 overall plan/schedule for achieving goals being developed 
BRAM.SB Consolidated Edison Co ol New York, Inc 89/07/31 Document Control 
Branch (Document Conliol Desk) 5pp 50884 105-50884 109 

6908080339 Ack receipt ol 090630 ltr informing NRC of steps laken to correct violations 
noted in Insp Rept 50 247/89 13 

BELLAMY ,RR Region l, Qfc of the Director 89/08/02 BRAM.S Consolidated 
Edison Co of New York, Inc 2pp 50856 114-50856 118 

8907270121 Suppl 1 to NRC Bulletin B8 010, "Nonconl ormmg Molded Case Circuit 
Breakers' 1 Svc list end 

ROSSI, C E Division of Operational Evenls Assessment (Post 870411) 89/08/03 
Consolidated Edison Co ol New York, Inc 108pp 50904 148-50904 253 

6907280169 NRC Info Notice 89 060, "Disablemonl ol Turbine Driven Auxiliary Feed 
water Pump One to Closure ol One ol Parallel Steam Supply Valves ” Svc list end 
ROSSI, CE Division of Operational Evenls Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc 106pp 50900 005-50900 110 

8908080278 Forwards Insp Rept 50-247/09-15 on 890523-0710 & notice ot 
violation Violakon invotved two examples ol (ailing lo adequately provide isolation ca 
pabilily to component cooling water surge lank 

WIGGINS, JT Region 1. Ole ol the Director 09/08/03 BRAM.S Consolidated Edison 
Co ol New York, Inc 2pp 50055 239 50055 258 

-89080B0279 Notice ol violalion Irom msp on 690523 0710 Violation noled on 
890621, component cooling water surge tank chemical addikon porl llange lound looso 
& on 890705 .surge tank level column isolation valve found open when not in uso 
1 Region t, Ole ol the Director 69/08/03 Ip 50855 241 50855 241 

■8908080280 Insp Rept 50 247/89 15 on 890523 0710 Violation noted Major areas 
inspected operations radiological controls.mamt/ surveillance, emergency 

preparedness.secunly, safety assessmenl/QA.repis & open item followup 
TRIPP, Region I Ole of Uib Director 89/07/24 17pp 50855 242-50855 258 

6908180259 Provides follow up to util 890616 response lo violalions noled in Insp Repi 
50 247/89 10 re selpoinl ol relief valve 055 8 salety rmpacl ol postulated filling w/ 
failure lo close 

BRAMSB Consolidated Edison Co of New York, fnc 89/08/08 Documenl Control 
Branch (Document Control Oesk) 2pp 50970 194-50970 195 

8908180271 Forwards Eyam Rept 50 24 7/89 1 1 0L of exam administered during wks ol 
890515 & 22 Based on exam resells 12 individuals granted licenses 
GALLO, R M Region 1 Qfc ollhe Direclor 89/08/09 BRAM.S Consolidated Edison 
Co Ol New York, Inc 2pp 50983 00 1 -509 B 3 203 

-B90B180271 Exam Rept 50-247/89 1 1 0L on 690515-19 8 22-26 Exam results three 
semor reaclor operator applicants & Iwo reactor applicants failed simulator portion ol 
operating tests Twelve individuals granted licenses 

HUGHESB, ESELGROTHPW Region I Otc of the Director B9/08/02 200pp 
50983 003 60983 203 

B9QB1C0128 NRC Info Nolice 89-059 Suppliers of Potentially Misrepresented Fasten- 
ers’ Svc list end 

ROSSfCE Division ol Operational Evenls Assessment (Post 870411) 89/00/16 
Consolidated Edison Co ol New York Inc I06pp 50992315 60993060 

3906 1 400 B 5 N RC Info Nol ice B 9 060 Mam t of Tel e merapy Umls Svc list end 
CUNNINGHAM, R E Division ol Industrial 0 Medical Nuclear Safely (Post 870729) 
B9/08/I8 Consolidated Edison Co of New York Inc 107pp 50993 061-50993 166 


890B2B0341 Forwards Maml Team Insp Rept 50 247/69 00 on 800424 0505 8 0522 26 
S nolice of violalion 

BOGER.BA Region 1, Ofc of the Director 89/00/21 BRAM.S Consolidated Edison 
Co ol New York, Inc 3pp 51039 312 5)040 017 

— B908280343 Notice of violation from insp on 090424 0505 & 0522-26 Violations 
noted two calibrs lor ICPM 326 re PT 402 nol performed in interval between Oct 1982 
8 Nov 1987 

’ Region 1, Ole of ihe Director 89/08/21 2pp 51039 315 51039 316 

--0908280344 Insp Rept 50 247/89 20 on 890424 0505 & 0522 26 Violations 
noted Major areas inspected mtunt program 8 implementation, including plant walk- 
downs 8 observations of main! work 

DURR.JP Region 1, Ole of Iho Director 89/08/20 61pp 51039 317 51040017 

890B 160129 Suppl 2 lo NRC Info Nolico 88 040, "Licensee Rept of Defeclive Refur 
bished Valves " Svc list end 

ROSSI.C E Division of Operational Evonls Assessment (Post 870411) 09/08/22 
Consolidated Edison Co of New York, Inc lOOpp 60990 039 50990 137 


R Periodic operating reports & related correspondence 


8907280123 Monthly oporaling rep! lor Juno 1969 for Indian Point Unil 2W/890715 ltr 
KR1EGER.K , BRAM.S B Consolidated Edison Co of Now York, Inc 09/06/30 5pp 
50707 136 50707 142 


S Reporlablo occurrences, LERs & related correspondence 


8908290118 LER 89 008 00 on 090710, lolol ol individual valve leakago exceeded Tech 
Spec limit of 14,700 cubic centimolors/h for isolation valvo seal water sys Caused by 
leakage across 10 containmont isolation valves Valves repaired W/800618 Hr 
REID.H, BRAM.SB Consolidated Edison Co of New York, Inc 09/00/10 4pp 
51043 092 51013 095 


V. Operator Examinations 


890B18D271 Forwards Exam Rept 50-247/89 IIOL of exam administered during wks ol 
890515 8 22 Based on exam results 12 individuals granted licenses 
GALLO, R M Region i, Ofc ol Iho Director 09/00/09 BRAM.S Consolidated Edison 
Co ol Now York, Inc 2pp 50903 001 50983 203 

-8908180273 Exam Ropl 50 247/09-1 lOL on 090515 19 8 22-26 Exam rosulls Ihroo 
senior reaclor operator applicants & two roaclor applicants failod simulator portion of 
operalmg tests Twelve individuals granted liconsos 

HUGHES, B, ESELGROTH.PW Region 1, Ole of Iho Diroclor 00/00/02 200pp 
50983 003 50903 203 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & lire protection plans 


B907310099 Revised generic generating station emergency plan manual, including 
Table 63-t.Figuro 72 18 Figuro 6 3 IB lo Itov 6 b 

* Commonwealth Edison Co 89/06/30 5pp 50743 190 50743 194 

8908140192 Rev B lo EPIP 200 T 1 , "Classification ol Goneraling Station Emergency 
Plan Conditions " 

• Commonweallh Edison Co 89/07/24 2 Gpp 50915 006-50915 111 

8908040172 Nolrco ol environ assessment 8 landing of no signilican! impact on exemp- 
tions trom requiremenls of Section III G of App R to lOCF'RSO ro liro protection fea- 
tures lor ensuring lhal sys 8 associated circuits free to fire damago 
SIEGEL, B L Projecl Directorate III 2 09/07/20 5pp 50799 250 50799 254 

89081 1Q098 Forwards FEMA 090630 ltr transmitting revised exorcise rept lor Sept 1907 
emergency exercise at plant No deficiencies noled Six areas requiring corrective 
action identified NRC expects util to dovoto attention to rosolvmg concerns 
GREGER.L R Region 3, Ofc of the Director 09/00/04 REED.C Commonwealth 
Edison Ce Ip 50093 156 50093 191 

89081 10112 Advises lhal Rov 6b to generating stations emergency plan transmitted by 
ukl 690710 form acceptable 8 does nol decrease elfoctiveness of plan 
GREGER.L R Region 3. Ofc of Ihe Director 89/0B/04 REED.C Commonwealth 
Edison Co 2pp 50910 107 50910 100 

890B220377 Forwards exemption Irom l0CFR50,App R, Section III G for condensate 
transfer pumps, 4 kV 8 400 volt buses affected by failure ol non safety load circuits 
due to lire 8 reaclor relief valves allocled by lire induced failures ol circuits 
SHEMANSKI.PC Project Directorate Ilf 2 09/08/15 KOVACH.TJ Commonwealth 
Edison Co 2pp 50976 238-50976 256 

-6908220394 Exemplion Irom App H to ICCFR50, Section III G lor condonsate transfer 
pumps 2A 8 3A,4 kV & 480 volt sale shutdown busos affected by failures of non- 
safety load circuits due to lire 8 roactor relief valves 

HOLAHAN.G M Division ol Reaclor Projects • III.IV.V 8 Special Projects (Post 
B70411) 89/03/ 1 5 Commonwealth Edison Co f7pp 50976 240 50976 256 

B90B2 10212 Suppl 1 to Generic Ltr 09 07 lo all operalmg plants, applicants lor OLs 8 
holders ol CPs re power reaclor safeguards contingency planning lor surface vehicle 
bombs Svc list end 

PARTLOWJG Associate Direclor lor Projects (Post 870411) 09/00/21 Consolidat- 
ed Edison Co ol New York, ino 55pp 51036 001-51036 056 


G, Adjudicatory correspondence 
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0900030142 Petition (or rulemaking PPM 50 53 requesting NRC action to review undue 
risk posed by BWR thermal hydraulic instability NRR should issue order requiring all 
GE BWRs to bo placed in cold shutdown lor slated reasons 

HIATT, S L Ohio Citizens lor Responsible Energy BB/07/20 Oflice ot Nuclear Reac- 
tor Regulation. Direclor (Post 070411) lOpp 50020 143 50B20 152 


P. Operating license stage documents & correspondence 

89071B021 1 Genonc Ur 09 13 to all holders of OLs or CPs for nuclear power plants re 
sve water sys problems alfecting salety related equipment Svc list end 
PARTLOW.JG Associate Director tor Proiucls (Post 0704 11) 89/07/10 Consolidat- 
ed Edison Co of New York, Inc 53pp 50735 Q01 50735 054 

8908110376 Advises solpoinls correct, adequate design basis provided & current con- 
trols adequate based on review ol response to Allegation Rill A 89 0030 Actions com- 
plete 0 allegation closed 

SHAFER, W D Region 3, Ole of the Direclor 00/07/20 REGD.C Commonwealth 
Edison Co 2pp 50893 010 50893 026 

-8900 110385 Requests review & disposition ol Allegation Rill 89 A 0039 re nonretrieva 
ble calculations associated w/chanqes to original setpoints lor APRM within 60 days 
of Hr date 

GREENMAN.E G Region 3, Ole ol the Director 89/04/21 REED.C Commonwealth 
Edison Co 3pp 50093 012 50093 014 

-8900110307 Forwards results ot evaluation of Allegation RIII-09A0039 re setpoint 
control & documentation practices at facilities Each facility adequately controls key 
safety sys setpoints Setpoint controls methods will be upgraded 
KOVACH, T J Commonwealth Edison Co 09/06/22 DAVIS, A D Region 3, Ole ol the 
Director 12pp 50093 01 5 50093 026 

8907270212 Forwards response to NRC 890522 requost lor arldl info ro util 080729 re 
sponso to Generic Llr 00 01 concerning IGSCC in stainless steel piping for BWRs Unit 
will begin implementing insp requirements during next refueling outage 
RICHTER, M H Commonwealth Edison Co 09/07/21 Document Control Branch (Doc 
umont Control Dosk) 64pp 50603 220 50083 203 

8000040172 Nolicc of environ assossment 8 finding ol no significant impacl on oxemp 
Hons from requirements of Section III G ol App R lo 10CFR50 ro fire protection (ea 
lures for onsurmq lhal sys & associated circuits free to (ire damage 
SIEGEl ,B l Proiccl Directorate III 2 00/07/20 5pp 50799 250 50799 254 

0008080167 Provides status of ulit otlorls to addross NRC roquost lor exam of current 
& previous labor sotllomonl agreements to ossuro that restrictive clauses which would 
hinder employees irom providing info ot safely issues lo NRC, not presonl 
RICHTER, Mil Commonwealth Edison Co 09/07/31 Project Direclorate 1112 2pp 
50055 007-50055 008 

80082803B6 Submils schedule tor reactor lovol rol log mod, per Generic Ltr 04 23 Mod 
currently scheduled for 1 1th refueling outage at Quad Cities Units 1 & 2 for Oct 19DO 
& Juno 1991 respectively 

STOLS.R Commonwealth Edison Co 89/09/03 MURLEY.T E Oflico of Nuclear Ro- 
aclor Roqulalion, Director (Post 07041 1) 2pp 51039 114 51039 115 

8908180027 Roquesls withdrawal of 851029 application lor amends lo Licenses DPR- 
19 8 DPR 25,implomonting coolant leak dotoction roquiromonls of Generic Ltr 04 11 
& revising Inservico insp timo period to rolled second 10 yr proqram 
SILADY.J A Commonwealth Edison Co 09/00/04 MURLEY.JE Office ol Nuclaar 
Reactor Regulation, Direclor (Post 0704 11) 2pp 50969 183-50969 104 

8908220295 Rov 0 to "Qtfsile Doso Calculation Manual " 

GOLDLUM.JC, JOIINSON.SM Commonwoallh Edison Co 89/00/07 1.200pp 
50979 126 50901 196 

0908170226 T orwards revised Pages 0 5 & 6 11 to Indox of Amends 106 & 101 10 LI 
consos DPR 19 8 DPR 25, respectively, corroding errors 

SIEGEL, BL Project Diroclorato III 2 09/00/09 KOVACH, TJ Commonwoallh Edison 
Co 3pp 50945 070 50945 074 

-890B170229 Corrected Amends 106 & 101 lo Licenses DPR 19 & DPR-25, 
rospectivGly.consisling of Index pages lo original amends 

* NRC No Detailed Affiliation Given 09/00/09 2pp 50945,073 50945 074 

8908250242 Towards Amends 107 & 102 lo Licenses OPR- 19 & OPR- 25, respectively 
8 safety evatuatfon Amends rovlso testing requirements for other sys or subsystems 
of ECCS or standby gas treatment sys when one sys or subsystem inoperable 
SIEGEL, B Proiect Directorate 111-2 09/08/10 KOVACH, TJ Commonwealth Edison 
Co 2pp 51020 164 51020 269 

••BB0B250251 Amends 107 & 102 to Licenses DPR- 19 & DPR-25, res pec lively, revising 
tostina requirements lor other sys or subsystems ol ECCS or standby gas treatment 
sys wnon one sys or subsystem Inoperable 

SHEMANSKI.PC Prelect Directorate III 2 B9/0Q/10 98pp 51020 106-51020262 

-8908250253 Safety evaluation re proposed amends lo Licenses DPR 19 & DPR-25, re- 
vising tosllng requirements ot ECCS & standby gas treatment sys 
‘ Project Directorate 111 2 B9/0B/1O 6pp 51020 263-51020 269 

8908230406 Fowards "Piping Sys Operability Criteria lor Dresden & Quad Cities Nucle- 
ar Generating Stations," lor review & approval Proposed piping criteria will be used lo 
evaluate conditions within piping sys & piping supports as stated 
STOLS.R Commonwealth Edison Co 09/00/17 MURLEY.T E OIlico ol Nuclear Re- 
actor Regulation, Director (Post 870411) 2pp 51005.170-51005 103 

-8908230408 "Piping Sys Operability Criteria lor Dresden & Quad Cities Nuclear Gener- 
ating Stalions " 

* Commonwealth Edison Co 09/00/17 12pp 51005 !72-5l005'183 


Q. Inspection reports, IE Bulletins & correspondence 

8907280245 Roquesls response to IE Bulletin 80 11, "Masonry Walls" within 60 
days Oct 1906 response providing leak before break concept for establishing accept- 
abilily unacceptable 

SIEGEL, BL Project Direclorate III 2 89/07/20 KOVACH, TJ Commonwealth Edison 
Co 3pp 50705 355-50705 357 


8907270212 Towards response lo NRC 690522 requost for addl into re util 060729 re 
sponse to Generic Ltr 88 Ot concerning IGSCC in stainless stool piping lor BWRs Unit 
will begin implementing insp requirements during next refueling outage 
RiCHTER, MH Commonweallh Edison Co 89/07/21 Document Control Branch (Doc 
umont Control Desk) 64pp 50663 220-50G83 283 

B9081B0219 Discusses util eflorts io miligalo potentially radioactive releases during iso 
lation condGnser sys operation Procedures 1300 2 S 1300 3 revised lo prevent recur 
rence ol event described in Insp Hcpls 50-237/89 1 1 8 50 249/89- 1 1 
SILADY.J A Commonwealth Edison Co 09/07/21 DAVIS, A B Region 3. Ole ol the 
Direclor 2pp 509G5 259 50965 260 

0908140023 Forwards util provisions & iiistilicalions lor allowing entry inlo potential in 
stability regions m response lo IE Bulletin 0B 007 

KOVACH TJ Commonwealth Edison Co 89/07/24 DAVIS, A B Region 3. Ofc ol the 
Qiroclor 5pp 50929 049 50929 060 

8907200019 NRC inlo Notice 89 057, Unqualified Electrical Splic.es in Vendor Supplied 
Environmentally Qualified Equipment Svc list end 

ROSStCE Division ol Operational Events Assessmeni (Post 870411) 89/0//2G 
Consolidated Edison Co of New York, Inc I06pp 50711 333 50712 078 

8900070031 Forwards Safety Insp Repts for 50 010/89 02,50 237/09 17 8 50-249/89 
1 6 on 090530 07 1 4 8 notice of violation 

SHAFER, WD Region 3, Ole of the Oireclor 89/07/31 REED.C Commonwealth 
Edison Co 2pp 50877 073 508/7 093 

•-8908070037 Insp Ropls 50 010/09 02 501237/99 17 8 50 249/80 16 on 090530 
0714 Violation noted Major areas inspected previously inspected items, LERs 
followup, allogaiions followup, plant operations, mnmt & surveillances 8 radiological con 
irols 

HARRIS 0N,J J Region 3, Ofc of the Director 09/07/31 Iflpp 50077 076 50877 093 

8907270121 Suppl 1 to NRC Bulletin 60-010, Nonconlormmg Molded Case Circuit 
Breakers " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 09/00/03 
Consolidated Edison Co ol New York, Inc lOBpp 50904 148 50904 253 

8907280169 NRC Inlo Notice 69 050, "Disablement of Turbine Driven Auxiliary Foed 
water Pump Duo to Closure ol One of Parallel Steam Supply Valves " Svc list enci 
ROSSI.CE Division ot Operational Evenls Assessment (Post 070411) 89/03/03 
Consolidated Edison Co of New York, Inc lOBpp 50900 005 50900 110 

8908140257 Forwards Insp Repts 50-237/00 20,50 254/00 22,50 295/00 17. 50 373/ 
68 23.50 454/88 15 8 50 456/80 24,50 457/08 24, 50 455/80 14,50 249/00-21,50 
374/08-22,50 265/88 22 8 50 304/00 17 on 080016-890002 No violations noted 
GREENMAN.E G Region 3. Ole ot the Director 09/00/04 REED.C Commonweallh 
Edison Co 2pp 509)5340-50915347 

-8908140261 Insp Ropls 50 237/68-20,50 254/00 22.50 295/00 17, 50 373/00 23,50 
454/08-15,50 456/00-24.50 457/08 24, 50 455/00 14,50 249/80 21,50 374/00 22,50 
265/08-22 8 50-304/88 17 on 000016 090002 No violations noted 
SHAFER, WD Region 3, Ole of tho Director 89/03/04 6pp 50915 342 50915 347 

8908180027 Roquesls withdrawal ol 851029 application lor amends lo Licenses DPR 
19 8 DPR 25, implementing coolant leak dotoction requirements of Genonc Ltr 04-11 
& revising inservico insp lime period lo rolled second 10 yr proqram 
SILADY.J A Commonweallh Edison Co 89/00/04 MURLEY.T E OIlico ol Nuclear 
Reactor Regulation, Director (Posl 8704 1 1 ) 2pp 50969 103 5QD69 104 

8908100128 NRC Inlo Notice 89 059, "Suppliers ol Poioniially Misrepresented Fasten 
ers " Svc list oncl 

ROSSI.CE Oivision of Operational Evenls Assessment (Past 870411) 09/00/16 
Consolidated Edison Co ol Now York, Inc lOBpp 50992 315 50993 060 

890B140QB5 NRC info Notico 89 060, "Maml ol Tolotherapy Units " Svc list end 
CUNNINGHAM, R E Division Ql Industrial 8 Medical Nuclear Safety (Post 07072D) 
09/00/10 Consolidated Edison Co ol Now York, Inc I07pp 50993 061-50993 16G 

8900160129 Suppl 2 to NRC Inlo Nolico 00 046, "Licenses Hept of Defective Refur- 
b/shsd Valves Svc tKt end 

ROSSI.CE Division of Operational Evenls Assossment (Post 0704 it) 89/08/22 
Consolidated Edison Co of Now York, Inc lOOpp 50990 039 50990 137 


R. Periodic operating reports a rolatod correspondence 


8906220406 Monthly operating ropls for J;il 1989 (or Dresden Units 1,2 8 3 W/890B01 
llr 

PAR AMOR E,G , EENIGENBURG.E Commonweallh Edison Co 89/07/31 29pp 
50976 304 50976 332 


DOCKET 50-250 TURKEY POINT PLANT, UNIT 3 


F. Security, medical, emergency & lire protection plans 


89-0 B080 133 Advisos that 890711 Rov 17 to plant physical security plan consistent w/ 
10CFR50,54(p) & acceptable For Inclusion Inlo plan 

CLINE, WE Region 2, Ofc ol the Director 09/07/24 WOODY, CO Florida Power 8 
Light Co, 3pp 5D836 014 50B3B016 

8908220426 Rev IB lo "Radiological Emergency Plan (or Turkey Point Plant" W/ 
090014 ltr 

WOODY.CO Florida Power & Light Co 69/07/26 I02pp 50973' 1 13 50973 267. 

6908090287 Forwards Insp Repts 50 250/09-30 & 5O-251/09-3O on 890614- 16 No vio- 
lations or deviations noted 

STQHR.JP Region 2, Ofc of the Director 89/07/28 WOODY.CO Florida Power & 
Light Co 2pp 50889 271-50089 273 



28 DOCKETED ITEMS 


-8908090291 Partially withheld Insp Repls 50 260/89 30 & 50-251/69 30 on 090614-16 
pel 10CFR2 790(d) t 10CFR73 21) No violators o' deva'ws noted Mato- atoas 
inspected access conlrol of personnel packages vehicles & alarm stations 
MASYNK.OM, MCGUIRE D R Region 2 Ole ol the Director 89/07/27 Ip 
50889 273 50809 273 

830869 032 4 Arf vises mat 8907 1 1 Rev 6 to guard training & quakhcaticn plan cans'stont 
w/provismns of lOCFRSO 5J(p) & acceptable 

CURE WE Region 2 Ole ot !he Director 89/07/31 WOODY CO Florida Power 8 
tight Ca 3pp 50881 323-50801 325 

8903100286 Forwards Insp Repts 50 250/69 31 6 50 251 /69 31 on 690710 1<1 No vio- 
lations or devia lions noted 

STOHRJP Region 2 Ole ot Ihe Director 89/07/31 WOODY.C O Florida Power 8 
LghlCo 2pp 50006 014 50885023 

-8908100238 Insp Repis 50-250 '39 31 8 50 251/89 31 on 890710 14 No violations or 
deviations noted Major areas inspected emergency preparedness program including 
emergency detection & classification & proleclive achon decision making 
KREHJL RANMN.WH Reg on 2 Otc Of the O’reclor 89/Q7/28 0pp 50896 016 
50886 023 

8908140132 Forwards response lo violalions noted in Safeguards Insp Repts 50 250/ 
09-21 8 50-251/89-21 Response withheld (ref 10CFR2 790(a)|3)J 
WOODY ,CO Floods Power & Dalrt Co 69/08/09 Document Cam to’ Brnnch (Oocu 
meni Control Desk) Ip 50916 193 50916 193 

8900230246 Forwards Insp Repls 50 250/89 33 & 50 251/89 33 on 890717 21 No vio- 
lalions or deviations noied 

STOHR.JP Region 2 Oft ol Ihe Direct©' 89/08/09 WOODY CO Banda Power & 
Light Co 2pp 51020 032-51028 035 

-9908230251 Partially wrlhheld fnsp flepls 50 250/89 33 8 50 251/89-33 on 890717-21 
(ref 10CFR2 790(d) & 10CFR73 21) No violations or devialions noted Major areas 
inspected mol effectiveness, physical tamers assessment aids & personnel tra.rong 
TILLMAN A. MCGUIRE OH Region 2 Ole ol Ihe Direclor 89/00/09 2pp 
51020 034 51028 035 

8908180360 Advises dial Insp of compliance w/l0CFR50,App Ft, Sections IIIG.IUJ & 
1I1U & associated lire pi election features rescheduled (or 831113-17 Ack receipt of 
listed Hems 

REYES.L A Region 2, Ole of Ihe Direclor 09/08/10 WOODY, C 0 Florida Power 8 
Light Go 2pp 50970 200-50970 209 

3908220035 Forwards summary ol 850719 mgt meeting re overall plant stains, tec-ent 
operational events engineering & maintenance, training, & security initiatives Li si of 
attendees, meeting agenda & vrewgraphs encl 

EBNETER.SO Req-on 2, Ole a! Ihe Director 09/00/10 WOODY, CO Flonde Power 
& Light Co 64pp 50902 255 50982 318 

8900210212 Supp! 1 (o Generic Llr 09 07 lo all operating plants, applicants lor Ots & 
holders ol CPs re power reacior safeguards contingency planning (or surface vehicle 
bombs Svc I 1 st encl 

PARTLOW.J G Associate Direclor lor Projects (Post 070411) 89/08/21 Consolidat- 
ed Edison Co ol New York, Inc 55pp 51035001-51036 056 


G Adjudicatory correspondence 


H General correspondence 

8906070040 Responds lo 09070Q Itr re correspondence from consliluenl E Siegel con 
corning plant NRC 090608 response to Senator B Graham oncl for info Reaclors ni 
planl restarted wi dune fi operated lo date w/o incident 

STELLO.V Ole of the Executive Direclor for Operaiions 09/07/26 FASCELLDB 
House ol Rep 4pp 50077 061 50877 072 

- 8900070050 Forwards consliluenl E Siege! llr & end Miami Herald arlicfo.iild 
871006 concerning violations al plant Response requested 

FASC£LL,D B House of Rep 09/07/06 KENNEDY, J Congressional Allans 6pp 
50B77 067 50877 072 


P, Operating license stage documents 8 correspondence 

8908280311 Slall requiremenls memo to 090601 briolmg on operating reactors & fuel 
facilities in Rockville MD Commission expressed disappointment m long term operating 
portoimancQ of Turkey Potnl Nuclear Power Plaid 

CHILK.S J Office ol ihe Secretary ol Ihe Commission 89/06/19 STELLOV Ole ol 
Ihe Executive Direclor lor Operations 3pp 51043 013-51043 015 

8907100211 Goneric Llr 89-13 lo all holders of OLs or CPs lor nuclear power planis ro 
sve waier sys problems a'teclmg safely reialed equipment Svc list enci 
PARTLOW JG Associate Direclor for Propels (Post 070411) 09/07/10 Conoolidnl 
ed Edison Co of New York Inc 53pp 60735 001 50735 054 

8907310084 Responds to Generic Llr 09 08. ’ Erosion/Corrosion Induced Pipe Wall 
Thinning " Upgraded erosion/corrosion sld meeimq NUMARC guidelines will bo in 
place by 900101 

WOODY, CO Florida Power & Lighl Co 89/07/21 Documoril Conlrol Branch (Docu- 
ment Control Desk) 3pp 50741 209 50741 301 

0908070384 Advises dial util search ol labor contracts did not identify any agreements 
between util & employees contain, ng clauses restricting employees, or format 
employees, from commumcaimg safely issues lo NRC.per Sleffo 890427 Hr 
WOODY.C O Florida Power •& Light Co 89/07/27 Document Conlrol Branch (Docu 
merit Conlrol Desk) tp 5Q0O2 233 50002 233 

8508140423 Discusses uM responses lo Generic Ur 07-02 re verihcniion ol seism, c 
adequacy of equipment Proposed program will be acceptable provided thal listed unto 
is included in procedure for each plant 

NORRIS, J A , EOISGN.G E Pioiect Directorate If 2 69/00/04 WOODY ,CO Fiords 
Power & Light Co 4pp 50910 292-50910 295 

8908150347 Forwards safety evaluation supporting qualification ot new emergency 
diesel gene/alors being installed as pari of emergency power sys 
enhancement Munson Knudserr proposed 30 start & load acceptance test accepta- 
ble 

EDlSON.G E Project Directorate 11-2 09/08/ 10 WOODY, CO Florida Power & Light 
Co 2pp 50927 175 50927 t?Q 

-8BD8150354 Saloty evaluation accepting 30 start & load acceptance tost in lieu ot 309 
slarl & load acceptance test Proposed emergency diesel generators (EDGs) similar lo 
previous typo tesied EDGs w/staied exceptions raising stress concerns 
• NRC - No Detailed Alldiation Given 89/06/10 2pp 50927 177-50927 178 


8906070245 Fowards resolulion berng sponsored by Dade County Commissioner B 
Carey which urges eoard to hold loimai public heatings requested by Cti (or Nuclear 
Responsibility, for consideration W/Ceruficate ol Svc Served on 89073 1 
B RICKMAN, K Alfmatton Not Assigned #389 8974 09/05/24 COTTER, P Alomic 
Safety and Licensing Board Panel 4pp 50744 335 50744 338 


8908220098 Forwards summary of 890719 mgi moolmg ro overall plant status, roeent 
operational events ,eng' nee ting & ma-nlenance, training, & security Initiatives List ol 
allondeos, meeling agenda & viewgraphs oncl 

E8NETER.SD Region 2, Ofc ol the Director 09/00/10 WOODY.C O Florida Power 
a Lighl Co 64pp 509B2 255-50982 318 


8966150062 intervonois lust sal ot discovery requests lo NRC Stall * W/Cerlilrcate ol 
Svc Related correspondence 

LOR ION, J Center lor Nuclear Responsibility LORIQN.J Lotion. J #309 9025 89/ 
09/07 Office of the General Counsel (Post 800701) 6pp 50081 046-50801 051 


8900170130 Nolihcalion of 800821 meeting w/uht in Rockville, MD to discuss Tech Spec 
Improvement Project 

EDISON, GE Project Orra derate 11-2 09/08/11 BERKOW.HN Project Directorate II- 
2 3pp 50940 356 5Q94 0 3 5 8 


8908150072 fnlervenois fiisl sei ol discovery requesis lo licensee * Inlerrogaiones & 
document specific lo Conienlions 2 8 3 requested, per 10CFR2 740(b) a 2 74 1 Csrlil- 
icale of Svc end Related correspondence 

LQRIQNJ Center far Nuclear Responsibility LORfON.J Lonon, J #389 9026 89/ 
00/07 Florida Power & Light Co. 7pp 50881 061 50881 067 

S9081S09B3 (nle/venors responses lo licensee first sel of discovery requests to Clr for 
Nuclear Responsibility A J Lonon ' Certificate of Svc encl Related correspondence 
LORIQN.J Center for Nuclear Responsibly. LORION.J Lotion. J #309 9027 89/ 
08/08 Florida Power & Light Co 9pp 50081 052-50081 060 

8908170126 Partial director's decision re Turkey Poml * Advises llial recipient answer to 
Partial Director's Decision DD-59 05 referred to NRR to consider whether submittal 
presents new into W /Certificate of Svc Seived on es0616 

CHILK.S J Olfice of the Secretary of the Commission #389 8041 89/08/ 15 
SAPQRITQ.T J Afliliation Not Assigned 3pp 50B99 205-50399 267 

8908240107 Licensee followup discovery request lo Clr for Nuclear Responsibility & J 
Lonon ’ W/Certilicate ot Svc Related correspondence 

FRANTZ.SP Florida Power & Light Co FRANTZ, S P Newman 8 Hplteinger #309 
90B0. 69/08/16 Cenlef (of Nuclear Responsibility 5pp 50364 239-50964 243 


8908180415 Lists areas ol concerns re discrepancies noted in licensee proposed re- 
vised Tech Spec 9 & updated FSAR Conference calf scheduled on 890821 lo discuss 
issues identified 

EOISON.GE Pioiect Directorate 11-2 09/00/11 WOODY.C O Florida Power & Light 
Co 3pp 50956 229-50956 23 1 

890818018 1 Responds to Generic Lit 09 Q6. "Task Action Plan Item 10 2.SPOS'' Onty 
eclions remaining to be completed aie item pertaining to NUPEG 0737,Suppl I re 

a mremerrt for mcoiporalmg human factors engineenng principles 
/OODY.CO Florida Power & Light Co 89/08/14 Document Conlrol Branch (Docu 
meat Conlrol Desk) 3pp 50957 016 50957 018 

890B280184 Gr<m1s 000804 request lo withhold "Plant Specific Seismic Adequacy Jm 
pie mentation Procedure lo Resolve Unresolved Saloty Issue (USI) A-4G & Generic Ur 
87-02 " 

NORRIS.J A. EDISON, GE Project Directorate II 2 89/08/17 WOODY.CO Florida 
Power & Light Co 3pp 51 037'00 1-51 037 003 


Q. Inspection reports, IE Bulletins & correspondence 


8908310042 Forwards stall response to Cfr for Nuclear Responsibility S J Lonon first 
set ol discovery requests to NRC Executed allrtf avit will be served on ASL8 upon 
return of B J Elliot, who is currently on travel A unavailable to sign 
JEHLE.P Assrstant General Counsel for Heatings & Enforcement #389 9103 89/08/ 
20 LAZO.R M , LUEBAE.E A., COL6.R F Atomic Safety and Licensing Board'Panel 
Ip 51030 145 51030 165 


-8908310074 NRC Staff response lo Clr for Nuclear Responsibility A J Lorion first set 
ol discover requests to NRC Staff * Interrogatories 147 addressed. 

JEHLE.P Assistant General Counsel tot Hearings & Enforcement 69/08/28 Atomic 
Safety and Licensrng Board Panel I4pp 51030146-51030161 

-8908310103 Affidavit of GE Edison ' Advises thal author provided response to Inter- 
roga lory 5 Support ing documen tation and. W/Certificata oi Svc 
EOISON.GE Florida Power & LigW Co 88/08/28 4pp 51030 162.51030 165 


8908080139 Forwards Insp Repls 50-250/89-28 & 50-251/89-20 on 890613 16 No vio- 
lations or deviations noted 

MERSCHOFF.E W Region 2. Ofc of the Direclor 89/07/25 WOODY.C O Florida 
Power & Light Co 2pp 50657 073-50857 001, 

-8908000160 Insp Repls 50 250/09-28 8 50-251/89-28 on 890613-16 No violations or 
deviations noted Major areas inspected quality records tor concrete placed in new 
diesel generator bldg, snubber surveillance program 8 licensee identified item 
LENAHAN.JJ, SELfSLE.G A Region 2. Ofc ol the Director, 09/07/20 7pp 
EQB57 075-50057 081 

8907200019 NRC Info Notice 89-057. "Unqualified Eleclncaf Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list encl 

ROSSI, CE. Division ol Operational Events Assessment (Post 870411) 09/07/26 
Consolidated Edison Co of New York, Inc 108pp 50711 333-50712 078 
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8908090287 r orwards Insp nepls 50 250/89 30 8 50 251 /09 30 on 09061 4- 1 6 No vio 
laliuns or deviations noted 

STOUR JP Region 2 Ole ol Hie Director 00/07/20 WOODY ,C O Florida Power 8 
liqhlCo ?pp 50009 271-50089 273 

-B908090291 Partially withhold Insp Repls 50 250/00 30 & 50 251/09-30 on 090614 16 
(rot lOCrF12 790(d) 8 10Crn7J21)No violalions or deviations noted Ma|or aroas 
inspected access control ol pGrsonnol.packnges.valiiclcs 8 alarm slalions 
MASYNK O M , MCGUIRE, D R Region 2, Ole ol the Director 09/07/27 Ip 
50089 271 50889 273 

8908100285 Forwards Insp Repls 50 250/09 31 & 50 251/09 31 on 890710 14 No vio 
lalions or deviations noted 

STOHR.JP Region 2, Ole ol the Director 09/07/31 WOOOY.CO Florida Power 8 
Light Co 2pp 50006 014 50006 023 

-8908100288 Insp Repls 50 250/00 31 8 50-251/09 31 on 090710 14 No violations or 
deviations noted Ma|or areas inspected emergency preparedness program.mcluding 
emergency detection 8 classilicalion 8 protective action docision making 
KREH.JL, RANKIN.WH Region 2, Ole ol Iho Director 09/07/20 0pp 50806 016 
500BG 023 

8908180193 Snppls response lo NRC Ilf to violations noted in Main! Team Insp Ropis 
50 250/00 32 8 50 251/00 32 Action taken lo improvo ability lo nrmlyzo & correct 
root causes ol equipment failures addressed 

HARRIS, KN Florida Power 8 Light Co 09/07/31 EBNETER.SO Region 2, Ole ol 
the Director I3pp 50967 341-50967 353 

0007270121 Suppl I lo NRC Bulletin 00 010, "Nonconlormlng Molded Case Circuit 
Breakers " Svc list onrl 

ROSSI.CE Division ol Operational Events Assossnronl (Post 070411) Q9/0B/03 
Consolidator) Edison Co ol Now York, Inc lOQpp D0904 140 50004 253 

0907280169 NRC Inlo Nolico 09 05U, Disablement ol Turbine Driven Auxiliary Feed 
water Pump Due lo Closure ol One ol Parallel Sloam Supply Valves " Svc list end 
ROSSI CE Division ol Operational Events Assessment (Post 870411), 09/0B/03 
Consolidated Edison Co ol Now York, Inc lOGpp 50900 005 50000 110 

8908150260 Ack rucoipl ol 090707 Hr informing NRC ol slops lakon lo correct violalions 
noted in Insp nepls 50 250/09 22 & 50 251/09 22 

JUIIAM.CA Region 2, Ole ol llin Deodar 09/00/03 WOODY.CO Florida Power & 
Light CO Ip 50917 026 50917 028 

B90B1B0031 Towards Insp RoplS 50 250/09 27 8 50 251/00 27 on 000527- 0630 8 
nolico ol violation 

RFYCSLA Region 2. Ole ol Iho Oireclor 00/00/03 WOODY.CO Florida Power & 
Light Co 2pp 50006 1 1 1 50906 136 

-8900180034 Notice ol violation from Insp on 090527 0630 Violations noted engraved 
label platos replaced on Unit 3 saloty injection block switch w/o following procoduros 

8 nonconscrvalive acceptance) criteria ol 15 s used lor PORV 

REYES L A Region 2, Ole Ol till) Director 09/00/03 2pp 50066 113 50966 1 14 

• 0900100037 Insp Repls 60 260/01 27 8 50 201/09 27 on 090527 0630 Violations 
noted Major areas inspected monthly survoillonco 8 mnint observations, EST 
walkdowns, operational saloty, plant events 8 Unit 3 startup from oulago 
BUTCHER R C . MCEI.HINNEY.T F , SCHNEBI I.G A Region 2. 01c ol Iho Diroclor 
00/07/20 20pp 50966 110 50968 136 

B900140 132 Toiwards responso lo violalions notod in Saloguards Insp nopls 50-250/ 

09 21 a 50 251/89 21 Responso Withhold (rol 10CFR2 790(d)(3)) 

WOODY, C O Florida Power 8 Lighl Co 09/00/09 Document Conlrol Branch (Docu 
monl Control Desk) Ip 50916 103 50916 193 

8900230245 Forwards Insp Repls 50 250/00 33 8 50 251/09 33 on 090717-21 No vio 
lalions oi dovia lions noted 

STOHR.J P Region 2, Ole ol Iho Diroclor 00/00/09 WOODY.C O Tlonda Powor & 
Lighl Co 2pp 51020 032 51020 035 

-890B230251 Partially withheld Insp nopls 50 250/09 33 8 50 251/09 33 on 0907 »7-21 
(rcl toern? 790(d) 8 10CFR73 21) No violations or dovialiona noted Ma|or aroas 
inspnclod mgl eller livoness, physical bnrriors assessment aids 8 personnel training 
TILLMAN.A , MCGUIRE D R Ronlon 2, Ole Ol Iho Direclor 09/00/09 2pp 
51020 034 51020 035 

0908100300 Advisos that insp ol compliance w/l0CFR50App R.Soctions IIIG.IIIJ & 
IIIU 8 associated liro protection Ionium 8 rescheduled lor 09 1 113-17 Ack rocolpt ol 
listed items 

REYES, LA Region 2, Ole ol the Diroclor 09/00/10 WOODY.CO rionda Powor 8 
Lighl Co 2pp 50970 200 50970 209 

B90B220220 Responds to violalions noted in Insp nopls 50 250/09 24 8 50 251/09 
24 Corrociivo actions new backlit const procoduro dovoloped lo improvo conlrol ol 

K iocoss shoots 8 installation lists lor lillcci loads 

/OODY.CO Florida Powor 8 Lighl Co 09/00/14 Document Conlrol Branch (Docu 
men! Conlrol Desk) 4pp 50999 131 50999 134 

8900100128 NRC Inlo Notice 09 050, "Suppliers ol Potentially Misropresenlcd Fasten 
ers " Svc list end 

ROSSI.CE Division ol Operational Events Assossmonl (Posl 070411) 09/08/16 
Consolidated Edison Co ol New York, Inc lOGpp 50992 315 50993 0G6 

0908140005 NRC Inlo Notice 09 060. Mainl ol Totolherapy Units Svc list oncl 
CUNNINGHAM, R E Division ol Industrial 8 Medical Nuclear Saloly (Posl 070729) 
BD/00/10 Consolidated Edison Co ol Now York. Inc 107pp 50993 001-50993 166 

89001G0129 Suppl 2 lo NRC Inlo Nolico 00 040 "Liccnsoo Repl ol Deloclivo Relur- 
bishcd Valvos “ Svc list unci 

ROSSI CE Division ol Operational Events Assossmonl (Posl 070411) 09/00/22 
Consolidated Edison Co ol New York, Inc lOOpp 50990 039 50990 137 


R, Periodic operating reports 8 related correspondence 

8908210190 Forwards Jul 1909 pregross summary ol select sys assessment, per NRC 
860012 ordor 

WOOOY.CO Florida Powor 8 Light Co 09/00/14 Documonl Conlrol Branch (Docu 
morn Control Desk) 3pp 50969 185 50969 107 


8900240040 Forwards monthly oparaling repls for Jul 1989 lor Turkey Point Units 3 8 4 
8 St Lucie Units 1 8 2 8 corroded monthly operating ropts (or Juno 1909 lor Turkey 
Point Units 3 8 4 

WOODY.CO Florida Power 8 Light Co 69/00/15 Documonl Conlrol Branch (Docu 
menl Conlrol Desk) Ip 51019 121 51019 139 

--8908240043 Monthly operating repls lor Jul 1909 lor Turkey Point Unils 3 8 4 & Si 
Lucie Jmls I 8 2 

BONETT.DM Florida Power 8 Lighl Co 09/07/31 16pp 51019 122-51019 137 

-0900240045 Corrected monthly operating repls for Juno 1909 for Turkey Point Units 3 
8 4 

BONETT.DM Florida Power 8 Lighl Co 09/06/30 2pp 51019 130 51019 139 


S, Reportable occurrences, LERs & related correspondonco 

B90B09017G Discusses resolution of lire induced spurious closure of vol control lank 
outlet valve roporled in 090519 LER Fire watches will bo disconlinued 30 days Irom llr 
dalo 

WOODY.C O, Florida Power 8 Lighl Co 89/06/02 Documonl Conlrol Branch (Docu 
mont Conlrol Desk) 2pp 50004 106 50804 187 

0900140260 Special repl on 090613 30, broached lire harriers 8 olhot lire protection sys 
impairments rol relumed to functional slalus within 7 days, per Tech Spec 
3 14 5b Impairments being evaluated 8 work on corrections in progress 
WOODY.C O Florida Power 8 Lighl Co 09/00/07 Documonl Control Branch (Docu 
mont Control Desk) 5pp 50925133 50925 137 

09DB 180145 Special repl on 90 1203, spent fuel pit oxhausl high tango nobte gas monitor 
inoperable lor greater Ilian 7 days Caused by extensive naluro ol calibr performed 8 
repairs to sample sys piping Monitor returned la oporablo status on 0903 10 
WOODY.CO Fforlda Power 8 Light Co 09/00/14 Documonl Conlrol Branch (Docu- 
monl Conlrol Dosk) 3pp 50909 115 50969 1 17 

0900230161 Special repl on 09070G 21, breached (iro barriers & other lire protection sys 
impairments open longer Ilian Tech Spoc limits 

WOODY.CO Florida Power 8 Ughl Co 09/00/16 Documonl Conlrol Branch (Oocu 
monl Conlrol Dosk) 4pp 51000 043 51000 046 

8908250015 LER 00 026 01 on 001 107,delermmod that units wero oulsido design basis 
re hurricano Hood protection Caused by Inadequate design in that no provisions made 
lor Hood protection ol diesel oil iranslot pumps W/090021 llr 
OAY.ST. WOOOY.CO Florida Power 8 Light Co 09/08/21 Cpp 51017 203- 
51017 200 


DOCKET 50-251 TURKEY POINT PLANT. UNIT 4 


F. Socurlty, modlcnl, emergency & tire protection plans 

8900080133 Advises lltal 09071 1 Rev 17 lo plnnl physical security plan consistent w/ 
10CFR50 54(p) 8 acceptable lor Inclusion into plan 

CLINE.W E Region 2, Ofc of iho Direclor 09/07/24 WOODY.CO Florida Powor 8 
Light Co 3pp 50036 014-50036 016 

8900220426 Rev 10 to 'Radiological Emorgcncy Plan lor Turkoy Poml Plant ” W/ 
090814 llr 

WOODY.CO Florida Powor 8 Lighl Co 69/07/20 162pp 50973 113 50973 267 

0006090207 Forwards Insp Ropis 50 250/09-30 8 50 251/09 30 on 000614 16 No vio 
lalions or deviations noted 

STOHR.JP R onion 2, Ole ol Iho Oireclor 09/07/20 WOODY.CO Florida Power 8 
Lighl Co 2pp 50009 271-50009 273 

-8908090291 PnrliaUy Withheld Insp Ropis 50 250/09 30 8 50 251/09 30 on 090614-10 
(rol 10CFR2 790(d) 8 lOCrR7321)No violations or deviations notod Major aroas 
Inspected nccoss conlrol ol personnel, packages, voluclos 8 alarm stations 
MASYNK.OM Region 2, 01c ol Iho Diroclor 09/07/27 Ip 50009 273 50009 273 

0908090324 Advises that 09071 1 Rov 6 lo guard training 8 qualification plan consislonl 
w/provisions ol 10CrR50 54(p) 8 acceptable 

CLINE.W E Region 2, Ole ol the Director 09/07/31 WOODY.CO, Florida Power 8 
Lighl Co 3pp 50001 323 50001 325 

090110020 5 Forwards Insp Ropis 50 250/09 31 8 50 251/09 31 on 090710 Id No vio 
lalions or deviations notod 

STOHR.JP Rogion 2. Ole ol Iho Director 09/07/31 WOODY.CO Florida Powor 8 
Ughl Co 2pp 50000 014 50066 023 

—8908100200 Insp Repls 50-250/89 31 8 50-251/09 31 on 090710 14 No violalions or 
deviations noted Major aroas inspected emergency proparednoss program, Including 
emergency do lectio n 8 classilicalion 8 proloclivo action decision making 
KREH.J L Region 2, Ole O* Iho Diroclor 89/07/28 8pp 50806 016 50806 023 

8908140132 Forwards response lo violations noted In Saloguards Insp Repls 50 250/ 
09 21 8 60 251/B9-21 Response withhold (rol 10CFR2 790(a)(3)) 

WOODY.CO Florida Power 8 Lighl Co 09/08/09 Document Conlrol Branch (Oocu 
menl Conlrol Dosk) ip 50016 103 50916 193 

8908230245 Forwards Insp Repls 50 250/89 33 8 50 251/89 33 on 890717 21 No vio 
lalions or deviations noted 

STOHR.JP Region 2 Ole ol Iho Direclor 89/80/09 WOODY.CO Florida Power 8 
Lighl Co 2pp 51028 032 51028 035 

— B90B23Q251 Partially withheld Insp Repls 50 250/09 33 8 50 251/89-33 on 890717 21 
(rel 10CFR2 790(d) 8 10CFR73 21)No violations or deviations nolcrt Major areas 
inspector! mgl olloclivencss, physical barriers assessment aids 8 personnel training 
TILLMAN A Rogton 2 Ole o« Iho Director 89/00/09 ?pp 51028 034 51020 035 

B908 180380 Advisos llial insp ol compliance w/10CFR50,App R Sections lit G, III J 8 
IIIU 8 associated lire proleclion features rescheduled lor 891 113-17 Ack roceipl ol 
listed iioms 

REYES LA Region 2, Ofc ol Iho Director 69/08/10 WOODY CO Florida Power 8 
Light Co 2pp 50970 200-50970 209 
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890S220Q95 Forwards summary o! 690719 mgt meeting re overall plant status.recent 
operal'onal everts.eng.neenng 8 maintenance training, & security mrt.ahves List ot 

SetWSD^Toi^KSS >9108/10 V/OODY,C O FM W»« 
6 Light Co 65pp £0962 255 50962 318 

6908210212 Suppt 1 to Generic Ltr 89 07 to all operating plants, applicants for OLs 8 
liotocts ol CPs re por-e-t teach/ safeguaKts contingency planning lor surface vehicle 

PARTLOWJ G Asacate D, rector tor Proiects (Post 670411) 69106/21 Consol- 
ed Etison Co o( New York Inc 55pp 51036 001 51036 G-6 


G Adjudicatory correspondence 

6908070215 Fowsrds reso'ution being sponsored by Dade County Comniissioner 8 
Carey wfech urges Board to hold formal pub'ic hearings requested by Clr lor Nuclear 
Response lity lor consideration VV/Ceillicate of Svc Served on 8S0731 
BR'.OVAN k Ad 'ijtron Not Assigned #389 8974 69/05/24 COTTER, P Atomic 
Safety and Licensing Board Panel 4pp 50744 335 50744 338 

6908150062 Intc-rvcnors fvsl set of discovery requests to NRC Staff ’ W/Certificate ol 

LOTION 'j ^Center ^fer Nuclear Respons bility LORION.J Lorion, J #369 S025 89/ 
08/07 dllce of tha General Counsel (Post 860701) 6pp 50881 046 50061 051 

8908150072 mtervenors first sel of discovery requests to licensee * Interrogatories 8 
documents specific lo Conlent'ons 2 3 3 requested.per 10CFR2 740(b) 8 2 741 Certif- 
icate df Svc end Related correspondence 

LOR'ON.J Cenirr lor Nuclear Responsibility LORION J Lonon J #389 9026 89/ 
08/07 Florida Poaer 8 Lighl Co 7pp E088I 061 50881 067 


8908150083 interveners responses to licensee lirsi sel ol discovery requests to Clr for 
Nuc'car Respons.biity & J Lorion ’ Certificate ol Svc end Related correspondence 
LOWON J Gent" fe' Nuclear Responsibility LORION j Lorion J #389 9027 69/ 
08/08 Florida Power 8 Light Co 9pp 50881 052 50881 060 


8908170126 Parlijl d rector s deas-on re Turkey Point 1 Advises that recipient answer to 
Part at 0 rector s Deos on OD 89 05 referred to NRR to consider whether submittal 
presents new into W/Certf cate of Svc Served on 890015 

CHILKSJ Office of the Secreiary ol (he Commission #389 9041 89/08/15 
SAPORITOTJ All! ation Not Assigned 3pp 50099 285 50899 287 


8903240107 Licensee followup discovery request to Ctr for Nuclear Responsibility & J 
Lonon * W/Cerlfcate of Svc Related correspondence 

FRANT2.SP Florida Power & Light Co FRANTZ, SP Newman & Hollzmger #389 
9060 69/03/16 Center lor Nudear Responsibility 5pp 50964 239 50964 243 


8908310042 Forwards stall response to Ctr lor Nuclear Responsibility 8 J Lonon first 
set of dsco/ery requests lo NRC Executed affidavit will be served on ASLB upon 
return of BJ EU.ct who is currently on travel 8 unavailade to sign 
JSHLEP Assistant General Counsel lor Hearings 8 Enlorcemenl #389 9103 69/06/ 
23 LAZO R M LUEBKE.E A COlE.R F Atomic Safety and Licensing Board Panel 
ip 51030 145-51030 165 


-8908310074 NRC Staff response to Ctr lor Nudear Responsibility 8 J Lorion first sol 
ol d see very requests lo NRC Stall * Interrogatores 1-17 addressed 
JEHlEP Ass'stant General Counsel for Hearings 8 Enlorcemenl 69/08/28 Atomic 
Safety and Licensing Board Panel I4pp 51030 146 51030 161 


S90B 140423 Discusses util rosponsos lo Generic l tr 07 02 ro verification of seismic 
adequacy of cquipmom Proposed program will bn acceptable provided lhal listen ((v < 
is included in procedure for each plant * 

NORRIS J A , EDISON GE Proiocl Dirocloralo 112 69/06/01 WOODY.CO Fioi^-f, 
Power 8 Light Co 4pp 50910 202 50910 295 31 


8908150347 Forwards safety evaluation supporting qualification ol now emerg &ncv 
diesel generators being installed as pari ol emergency power sJf 
enhancement Morrison Knudson proposed 30 start S load acceptance lest accepts 

EDISON GE Protect Directorate II 2 09/06/10 WOODY.CO Florida Power 8 Ugh.i 
Co 2pp' 50927 175 50927 178 


-8906150354 Safely evalualion accepting 30 slarl 8 load acceptance test in lieu ol 300 
star! 8 load acceptance tesl Proposed emergency diesel generators (EDGs) similar la 
previous type tested EOGs w/slalod exceptions raising stress concerns 
'NRC No Detailed Aflilialron Given 09/00/10 2pp 50927 177 50927 178 


8908220095 Forwards summary ol 690/19 mgt mooting ro overall plant slalus, recent 
operational events, engineering 8 maintenance, training, 8 security initiatives List c-t 
attendees meeting agenda & viowgraplis end 

E8NETER.SD Region 2, Ole ol the Director 69/06/10 WOODY.CO Florida Power 
8 Lighl Co 64pp 50982 255 50962 318 

8908170130 Notification ol 090021 meeting w/util in Rockvillo.MD to discuss Tech Spec 
Improvement Project 

EDISON GE Project Directorate 11-2 00/00/11 BEHKOW.H N Project Directorate 1 1. 
2 30D 50940 356 50940 358 


69081SQ415 Lists areas of concerns re discropancios noted in licensee proposed re- 
vised Tech Specs 8 updated FSAfl Conleronco call scheduled on 890821 lo discuss 
issues identified 

EDISON, GE Project Directorate 11-2 09/08/11 WOODY.CO Honda Power 8 light 
Co 3pp 50956 229 50956 231 


8908180181 Responds lo Gononc Llr 89 06, "Task Action Plan Item I D 2.SPDS " Only 
actions remaining to be completed are Hem portaining to NUREG 0737,Suppl 1 re 
quiremem lor mcorporalmg human (actors engineering principles 
WOODY.CO Florida Power 8 Light Co 89/00/14 Documonl Control Branch (Doclt 
menl Control Desk) 3pp 50957 01 6 50957 016 


8906200184 Grants 680B04 request lo withhold ‘ Plan! Specific Seismic Adequacy Im- 
plementation Procedure to Resolve Unresolved Safely Issue (USI) A 46 8 Generic Llr 
87 02’ 

NORRISJ A , EOISON.G E Project Directorate If ? 89/08/17 WOODY.CO Florida 
Power 8 Light Co 3pp 51037 001 51037 003 


8908250320 “Turkey Point Plant Unit 4 Cyclo XII Startup Ropl " W/690821 Hr 
WOODY CO Florida Power 8 Light Co 69/00/21 24pp 51020 140 51020 163 


Q. Inspection reports, IE Bulletins & correspondence 

8908080139 Forwards Insp Repis 50 250/09 28 8 50 251/89 20 on 890613 16 No vio- 
lations or deviations noted 

MERSCHOFF.EW Region 2, Ole ol the Oireclor 09/07/25 WOODY.CO Florida 
Power & Lighl Co 2pp 50057 073 50657 081 


■8908310103 Affidavit of GE Ed son ■ Advises that author provided response to fnter 
rogatory 5 5uppo't'ng documentation end Y//Certilicate of Svc 
EDISON GE Ffer.da Power 8 Light Co 89/08/28 4pp 51030 162 51030 165 


H. General correspondence 

3908Q7QQ4B Responds lo 890706 Hr re correspondence from constituent E Siegel con 
cerrung plant NRC 890603 response to Senator B Graham enc! for info Reaclors at 
plant res’aried in June 8 operated lo dale w'o modem 

STElLOV 01c Of the Executive Director tor Operations 89/07/26 FASCELL.DB 
House 01 Rep 4pp 50877 06! 50077072 

-6908070050 Forwards constituent E Siegel ltr 8 end Miami Herald article did 
67!0Qo concerning violations a! plant Response requested 
FASCELLDB House of Rep 89/07/06 KENNEDYJ Congressional Affairs 6pp 
5067? 067 508 7 7 072 


P Operating license slage documents 8 correspondence 


8908280311 S'alf requirements memo re 830601 briefing on operating reactors 8 feel 
fee i Pcs m Rockville MO Commission expressed disappointment in long |erm operating 
perferma-ce a< Turkey Port Nuclear Power Plant 

CHILKSJ 0‘fice ol the Secretary ol the Ccmmisson 89/06/19 STELLOV Ole of 
the Executive O-redor lor Operations 3pp 51043 013 51043 015 

6907180211 Gercr-c Ltr 89 13 to all holders ol OLs or CPs lor nuclear power plants re 
s»c wafer s>s problems affecting safely related equipment Svc lisi end 
PARTLOWJG Associate Direcfor for Projects (Posi 8704H) 89/07/18 Consolidat- 
ed Ed^sonCo ol New York Inc 53pp 50735001 50735054 

8903010109 Documents util 890718 request 8 justification for discretionary enlorcemenl 
re iscfeimg intake coc'mg wafer $|S header fo allow cleaning of intake coolinq water 
basket slrimer 3 

WOOD# CO Florida Power 8 Light Co 69/07/tg EBNETER S D fleqion 2 Ofc oi 
the r>*OCtO/ 2pp 50745286 50745 287 y 


8907310084 Responds to Generic Llr 89 08, Erosion/Corrosion Induced Pipe Wall 
*?T 0l I! 3 nn !c , $I a * s(1 c, ° s '° r, '’ | h3' r !)S'0n std meeting NUMARC guidelines will be in 


WOOD / CO Fionda Power 8 Light Co 89/07/2) Document Control Branch (Dec 
m-nt Comroi Desk) 3pp 50741 359 SQ 7-t 1 301 


8908070364 Advises that uhl search of labor conlracfs did not identify any aqrccmen 
bmwcon u'.» 8 employees contain mg clauses restricting omployoesor lorm 
ompic,c-es from communoi.ng safely issues lo NRC pci Stello 890427 ||r 

P “EE - ir' qr ! 00 S9 ‘° 7/27 Document Control Branch (DOC 
nyni Control Desk I tp 50802 233 50802 233 


-8900080160 Insp Ropls 50 250/89 28 8 50 251/89 20 On 000613 16 No violations or 
deviations noted Major areas in spec fed quality records lor concrolo placed in now 
diesel generator bldg, snubber surveillance program 8 licensee idenlihod ilem 
LENAHAN.J J . BELISLEGA Region 2, Ole ol Ihe Director 09/07/20 7pp 
50857 075 50857 061 

8907200019 NRC Info Notice 89 057, “Unqualilied Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Posl 070411) 89/07/26 
Consolidated Edison Co ol New York, Inc !06pp 5071 1 333 00712 078 

0900090287 Forwards Insp Repis 50 250/89 30 8 50 251/89 30 on 890614 16 No vio- 
lations or deviations noted _ 

STOHR.J P Region 2 Ole ol the Director 09/07/26 WOODY.C O Florida Power S 
Light Co 2pp 50809 271-50839 273 

-8908090291 Partially wilhhcld Insp Repis 50 250/89 30 8 50 251/09 30 on 890614 16 
(tel 10CFR2 790(d) 8 10CFR73 21 )Nq violations or dovralions nolcd Mafer areas 
in spec led access control of porsennoi, packages, vehicles 8 alarm stations 
MASYNK.OM, MCGUIRE, OR Rogion 2, Ole ol ihe Director 89/07/27 Ip 
5 08 89 273 5D889 273 

8908100285 Forwards insp Repis 50 250/89 31 8 50-251/89 31 on 890710 14 NoviO- 
iaiions or deviaiions noted 

STOHfl JP Region 2. Ole ol Ihe Director 89/07/31 WOODY.CO Florida Power & 
Light Co 2pp 50886 014 50686 023 

-8908100288 Insp Repis 50 250/69-3 1 8 50 251/89 31 on 890710-14 No violations Of 
deviations noted Major areas inspected emergency preparedness program, Including 
emergency defection 8 classification 8 protective action decision making 
KREH.JL, RANKIN, WH Region 2 Ofc of Ihe Direcior 09/07/20 0pp 50886015- 
50886 023 

8908180193 Suppls response lo NRC llr ro violations noted in Maml Team Insp Repis 
50 250/88 32 8 50 261/88 32 Action taken 10 improve ability to analyze 8 correct 
100! causes of equipmeni failures addressed , 

HARRIS, K N Florida Power 8 Light Co 89/07/31 EBNETER, S 0 Region 2, Ole of 
Ihe Direcior 13pp 50967 341 50967 353 

8907270121 Suppl 1 lo NRC Bulletin 88 010, “Nonconforming Molded Case Circuit 
Breakers ' Svc list end 

ROSSI CE Division ol Operational Events Assessmonl (Posl 870411) 89/08/03 
Consolidated Edison Co of New York Inc lOBpp 50904 148-60904 250 

8907280169 NRC Inlo Notice 89 058, 'Disablement ol Turbine Driven Auxiliary Feed- 
water Pump Duo lo Closure of One ol Parallel Steam Supply Valves " Svc list end 
ROSSI CE Division ol Operational Events Assessmonl (Post 870411) 69/08/03 
Consolidated Edison Co oi Now York Inc 1Q6pp 50900 005 50900 1 10 
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i Ack receipt oJ 890707 itr informing NRC of steps taken lo correct violations 
nsp Repts 50 250/89 22 & 50 251/89 22 

A Region 2, Ole ol the Director 89/08/03 WOODY, CO Florida Power & 
Ip 50917026 50917 026 

I Forwards Insp Repts 50 250/B9 27 & 50 251/80-27 on 090527- 0630 S 
violation 

A Region 2, Ole ol llte Director 89/00/03 WOODY, CO Florida Power 8 
2pp 50966 111-50966 136 

34 Notice of violation Irom <nsp on 890527-0630 Violations noted engraved 
as replaced on Unit 3 safety injection block switch w/o lolloping procedures 
servativs acceptance criteria ol 15 s used lor PORV 
A Region 2, Ole ol the Director 89/08/03 2pp 50966 113 50966 114 

37 Insp Repts 50 250/89 27 8 50 251/89 27 on 090527 0630 Violations 
lor areas inspected monthly surveillance & mamt observations.ESF 
is operational safely, plant events & Unit 3 startup Irom outage 
IRC, MCELHINNEY.T F , SCRNEBL1.G A Region 2, Ole ol the Director 
20pp 50966 1 15 50966 136 

J Forwards response lo violations noted in Safeguards Insp Repts 50 250/ 
i0 251/89 21 Response withheld (ref 10CFR2 790(a)(3)) 

DO Florida Powor & Light Co 89/00/09 Document Control Branch (Docu 
itrot Desk) Ip 50916 193 50916 193 

5 Forwards Insp Repts 50-250/69 33 & 50 251/89 33 on 690717 21 Mo vio 
deviations noted 

P Region 2, Ofc of the Director 89/08/09 WOODY,C O Florida Powor & 
?pp 51028 032-51028 035 

51 Partially withheld Insp Repts 50 250/89-33 & 50 251/09-33 on 090/17-21 
: R2 790(d) S 10CFR73 21)No violations or deviations nolodMo|or arons 
I mgt effectiveness, physical barriers, assessment aids & personnel training 
,A , MCGUIRE.D R Region 2, Ofc of the Director 69/08/09 2pp 
4-51020 035 

0 Advises that insp of compliance w/l0CFR50,App R.Scctions IHG.IIIJ & 
ssoeiatod fire proteclion fealuros rescheduled for 891113 l7Ack receipt of 
ns 

A Region 2, Ole ol Iho Director 09/08/10 WOODY.CO Florida Power & 
2pp 50970 208 50970 209 

7 Ack recoipl of 090716 Itr requesting roliof from entering action slatoment 
by Tech Spec 30 1 & documents 090710 falcon w/Rogion II ro granting of 
mry enforoomont action lo extend sub) action statement 1 hr 
R,SD Region 2, Ole of the Director 89/00/10 WOODY.CO Florida Power 
o ip 51026 360 51020 360 

D Responds to violations notod in Insp Repts 50 250/89-24 8 50-251/09 
Hive actions new backfil const procedure developed to improve control of 
sheets & Installation lists for lifted loads 

CO Florida Power S Light Co 69/00/14 Document Control Branch (Docu 
Urol Desk) 4pp 50999 131-50999 134 

B NRC Info Notice 09 059, ‘'Suppliers of Potentially Misreprosontod Fasten 
Rat end 

E. Division of Operational Events Assessment (Posl 070411) 09/08/16 
ated Edison Co of New York, tnc 106pp 50092 315 50093 060 

5 NRC Info Notice 69 060, "Main! of Tototliorapy Units " Svc list oncl 
3HAM.R E Division of Industrial 8 Medical Nucfoor Safely (Post 870729) 

J Consolidated Edison Co ol Now York, Inc 107pp 50993 061-50993 166 

9 Suppl 2 to NRC Info Notice 88 048, ’‘Licensee Kept of Defective Rofur 
elves " Svc list end 

E Division of Operational Evonts Assessment (Posl 870411) 89/08/22 
ated Edison Co of New York, tnc tOOpp 50990 039 50990 137 


s operating reportB 8. related correspondence 

i0 Forwards Jut 1989 progress summary of soloct sys assessment, per NRC 
order 

,CO Florida Powor 8 Light Co 89/08/14 Document Control Branch (Oocu- 
ntrol Desk) 3pp 50969 105 50969 187 

10 Forwards monthly operating repts lor Jut 1909 for Turkey Point Units 3 8 4 
le Units 1 & 2 8 corrected monthly oporaling repls for June 1909 for Turkey 
its 3 8 4. 

.CO Florida Power 8 Light Co 89/08/15 Document Control Branch (Docu- 
ntrol Desk) tp 51019 121-51019 139 

343 Monfhly operating repts lor Jul 1989 for Turkey Point Units 3 & 4 6 St 
ills t & 2 

r.DM Florida Power & Light Co 89/07/31 I6pp 51019 122-5(019 137 
046 Corrected monthty operating repts for June 1989 far Turkey Point Units 3 
f.DM Florida Power & Light Co 89/06/30 2pp 61010 138-51019 139 


able occurrences, LERb & related correspondence 

IB LER B9-002-01'on 090412, Train A safeguards actuation occurred after op 
istalled fuses Caused by Inadequate administrative controls Instruction lo use 
ro added fa std clearances W/890727 Itr 

, WOODY.CO Florida Power & Light Co 89/07/27 4pp 50792 085- 
88 

78 Discusses resolution ol (ire induced spurious closure ol vol control lank 
live reported In. 690519 LER, Fire watches will be discontinued 30 days from Itr 

,,co , ,f l0,| da Power & Light Co 69/08/02 Document Control Branch (Docu- 
jntrol Desk) 2pp. 60884 186-50884 187. 


8808140260 Special region 890613 30 breached fire barriers & other lire protection sys 
impairments not returned lo functional status within 7 days per Tech Spec 
3 14 5 b Impairments bc-ing evaluated & work on corrections in progress 
WOODY.CO Florida Power & light Co 89/06/07 Document Control Branch (Docu 
meet Control Desk) 5pp 50925 133-50925 137 

8908160076 LER 09 005 00 on 890628 4A accumulalor levc-l Tech Spec not met due to 
wtong redundant level transmitter Caused by personnel error ot non licensed 
operator Transmitlcr replaced w/spa-re W/ 090809 Hr 

HERRiN.DW WOODY.CO Florida Power & Light Co 89/08/00 Spp 50024 334 
50924 330 

89QB220230 LER 89 006 00 on 8907 1 3,inlako cooling water flow to component cooling 
water HXs degraded below design basis flow rale lor 15 mmules Caused by failure o( 
header isolation valve 4 50- 308 Valve replaced & pm removed W/690014 Hr 
HERRIN.DW, WOODY CO Florida Power & Light Co 89/08/14 6pp 50374305 
50974 310 

0908230410 LER 89-007-00 on 89071 3, determined that required visual oxam for leak 
agp mi5sodCaused by cognizant licld engineer personnel error Visual exam per 
formed within t hr No leakage detected Personnel counseled W/890814 Itr 
MOWREY.C . WOODY.CO Florida Power & Light Co 69/08/14 4pp 51000013- 
51000 016 

8908230161 Special repl on 890706 21 breached tire barriers & olher lire protection sys 
impairments open longer ihnn Tech Spec limits 

WOODY.CO Florida Power & Light Co 89/08/16 Document Control Branch (Docu 
me nt Control Desk) 4pp 51008 043-51008 046 


DOCKET 50-254 QUAD CITIES STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

09073 10098 Revised genoric generating station emergency plan manual, including 
Table 6 3 1. Figure 7 2-1 & Figure 6 3- IB lo Rev 6b 
‘ Commonwealth Edison Co 89/06/30 5pp 50743 190 50743 194 

8907310508 Advises that 890608 Rev 7b to annex of gonoraling slalion omorgency 
plan consistent w/roquire merits of lOCrRSO 54(q) Rev 7b consisls ol table ol slalion 
specific emergency action lovol 

GREGER.LR Region 3, Ofc ot the Director 89/07/21 REED,C Commonwealth 
Edison Co 2pp 50743 201-50743 202 

89D728D024 Notice ol environ assessment 8 finding ol no significant impact granting 
specific exemptions from requirement (or 'Firo Protoction ol Safely Shutdown Capa 
biltly" proscribed in App R lo 10CFR50 

SHEMANSKI.P C Pro)oct Directorate III 2 89/07/24 Spp 50709 262 50709 266 

8908110112 Advises that Rev 6b fa gonoraling stations emergency plan transmitted by 
util 890710 form accoplabfe & does not decrease effectiveness of plan 
GREGER.LR Region 3, Ole of the Director 89/08/04 REEO.C Commonwealth 
Edison Co 2pp 50910 107-50910 100 

8908110155 Forwards FEMA 890627 Hr transmitting FEMA exercise repl lor plant May 
1989 exercise No daftcioncios noted Nine areas roquirmg corraclive action 
identified NRC expects lhal util will devote attention to resolve concerns 
GREGER.LR Region 3, Ole ol Iho Director 09/08/04 REED.C Commonwealth 
Edison Co 2pp 50893 138 60893 152 

B908240306 Forwards exemption from technical requirements ot App R lo 
10CFR50, Section III G 

ROSS.TM Project Diroclorato III 2 09/06/18 KOVACH, TJ Commonwealth Edison 
Co 2pp 51028 164 51028 175 

-6900249300 Exemplion from technical requirements ot App R to 10CFR50 io liro pro- 
tection features ol nuclear power plants toquired to satisfy GDC ro Tiro protection 
HOLAHAN.G M Division of Reactor Projects - tll.lV.V & Spoclal Projects (Post 
870411) 89/08/18 Commonwealth Edison. Co lOpp 51028 166 51028 175 

8908210212 Suppl 1 to Generic Llr 80 07 to all oporaling plants, applicants lor OLs 8 
holders ol CPa ro powor reactor safeguards contmgoncy planning for surface vehicle 
bombs, Svc lisleocl 

PARTLOW.J G Associate Director for Pro]ocls (Post 87041 1) 89/08/21 Consolidat- 
ed Edison Co of New York, Inc G5pp 51036 00151036 050 


G, Adjudicatory correspondence 

8998030142 Petition for rulemaking PRM-50-53 requesting NRC action to review undue 
risk posed by BWR thermal hydraulic instability NRR should Issue ordor requiring all 
GE BWRs lo bo placed In cold shutdown lor stated reasons 
HIATT, S L Ohio Citizens lor Responsible Energy 8B/07/28 Office of Nuclear Reac 
tor Regulalion, Oirector (Post 870411) 10pp 50820 143 50620 152 


H, Gcnoral correspondence 

6900240219 Responds to constituent JF Shaff concerns that Implementation of contain- 
ment mod to Install hardened vonls not Immediate Commission direclion of staff lo 
Initiate backlit analyses for each Mark I conlainment plant noted 
TAYLOR, J M Ofc of Iho Executive Oirector for Operations 89/08/17 
GRASSLEY.C E Senalo 8pp 51016 283-51016 306 

-8908240221 Forwards JT Shalf 890711 llr expressing concern re containment sys nt 
planl Any assistance re matter requested 

GRASSLEY.C E Senate 69/07/24 NRC - No Detailed Affiliation Given 6pp 
01016 291 51016 296. 

*-8908240223 Forwards JT Shalf 89071 1 Ur expressing concern re doslgn flaw In plan! 
conlammeni sys Info or comments re concern requested 

HARKIN.T Senate 09/07/26 BRADBURNE.JC Congressional Affairs Cpp 
51016297 51016 302 
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• 0906240225 Forwards JT Shall 890711 Itr expressing concern to design (law in con 
tainmenl sys al plani Observe lions or comments to assist in preparalion of response 
requested 

TAUKET House ot Rep 89707/20 CARR KM Commissioners 4pp 51016303- 
SI 016 306 


J Insurance & Indemnity information 

8908170059 Forwards lisied policies.mcludmg Endoisemems 2-1 & 25 lo NELIA Policy 
NF 294, Endorsements 19 & 20 lo MAELU Policy MF-1 28 Endorsement 36 & 37 to 
NELIA Poiicy NF-277 & Endorsements 29 & 30 to MAELU Policy ME 1 1 4 
OSTER.J Commonwealth Edison Co 69/08/09 QINlTZ.l Office ol Nuclear Reactor 
Regulation, Director (Post -870411) 49pp 5Q946 299-50946 347 


P Operating license stage documents & correspondence 

890716021 1 Generic Ur 89 13 lo all holders of OLs or CPs lor nuclear power plants re 
sve water sys problems alfeclmg safely related equipmenl Svc list end 
PARTLOWJG Associate Director lor Propels IPost 870411) 89/07/18 Consolidat- 
ed Edison Co ol New York, Inc 53pp 50735 001 50735 054 

8 908 tt 0376 Advises setpoints correct adequate design basis provided & currenl con- 
trols adequate .based or, review oi response to Allegation Rill A 69-0039 Actions com- 
plete 8 allegation closed 

SHAPER, WD Region 3, Otc ol the Director 83/07/20 REED,C Commonwealth 
Edison Co 2pp 5089 3 010 50093 026 

--890S1 10385 Requests review & disposition of Allegation Rill 89 A 0039 re nonrelneva 
Wo calculalions associated w/changes lo original selpomis lor APRM within 60 days 
of Hr date 

GREENMAN.E G Region 3, Ofc ol the Dirhclor 09/04/21 REEO.C Commonwealth 
Edison Co 3pp 50893 012-50393 014 

• 8908110387 Forwards results of evaluation ot Allegation Riil-89 A 0039 ra setpoint 
control & documentation practices at facilities Each facility adequately conlroJs key 
safety sys setpoints Setpoint controls methods will be upgraded 
XOVACH.TJ Commonwealth Edison Co 89/06/22 DAVIS, A 0 Region 3, 01c ol tha 
Director 12pp 50993015 50893 026 

8907270336 Forwards response lo NRC 890125 request lor add! inlo re Genenc Uf 89- 
01 re 1GSCC in stainless steel piping (or BWRs Insp requirements will begin lo be im- 

B 'emenled during next reluelmg outages in Sepl 1989 & Feb 1S90 
ICNTER.M H Commonwealth Edison Co 89/07/21 Document Control Branch (Doc- 
ument Control Desk) 145pp 50678 I6ti-506?B 303 

0908080167 Provides status of util efforts lo address NRC requssl lor exam ol current 
S previous labor seJilemenl agreements to assure that restrictive clauses which would 
hinder employees from providing into ol safety issues lo NRC.nol present 
RICHTER, MH Commonweallh Edison Co 89/07/31, Protect Directorate 111-2 2pp 
50855007-50855 008 

6909140217 Application for amends to Licenses DPR-20 & DPR-30, reducing number ol 
lamp switches to initiate HPCl & PCIC sys in event ot sys area high temp & lowering 
trip revel selling to maintain steam response lima & limit radiation releases 
STOLS.R Commonwealth Edison Co 63/08/03 MURLEY.T E Olka ot Nuclear Re- 
actor Regulation, Director (Posl 87041 1) 2pp 50993 272-50993 348 

--8900140218 Proposed Tech Specs ra instrumentation that initiates primary contain- 
ment isolation functions 

' Commonwealth Edison Co 89/08/03 13pp 50993 274 50993 207 

-3908140221 "Quad Cities 1 & 2 HPCI/RCJC Room Leak Deleclron.Phaso I Ftept" 
BILLIG.PF, ROGERS, A E General Electric Co AE-05-0184. 84/01/31 I5pp 
50993 208 50993 302 

-0908140228 "Quad Cities t & 2 HFCI/RCIC Room Leak Detection, Phase 11 & III ” 
B1LLIG.PF, ROGERS, A E General Electric Co AE-59 0504 84/08/30 4Spp 
50903 3Q3-5G993 346 

8906230306 Submits schedule lor reactor level re I log mod, pet Generic Ur 64 23 Mod 
currently scheduled lor i llh refueling outage at Quad Ciiies Umls 1 & 2 for Oct 1990 
& June 4991, respectively 

STOLS.R Commonwealth Edison Co 89/06/03 MURLEY.T E Ollice of Nuclear Re- 
actor Regulation, Director (Post 870411) 2pp 51039 1 14-51039 1 15 

8908160353 Requests Ihai 890331 application, lor amends to Licenses 0PR-29 8 DPR- 
30 be withdrawn No evidence of further deterioration ol pipe crack has occurred since 
090331 fl sys continues to provide How as specified per Tech Specs 
STOLS.R Commonweallh Edison Co 09/08/07 MURLEY.T E Office Of Nuclear Re- 
actor Regulation, Director (Post 0704 1 1) 2pp 50930 210-50930 21 1 

8908220295 Rev 0 to "Offsite Dose Calculation Manual ” 

G0L0LUM4-C Commonwealth Ed'son Co- 69/08/Q7 t,200pp, 50970 126-5C981 186 

0908180013 Forwatds supplemental Tech Specs in support ol util 830711 application 
lor amends to Licenses DPR 29 & OPR-30, removing core specific core limits, per Ge- 
ne nc Ur 88-16 & NRC request 

SHADY, J A. Commonweallh Edison Co 89/08/14 MURLEY.T E. Ollice of Nuclear 
Reactor Regulation, Director (Post 870411) 2pp 50968 085 50S68.090 

-&90B1B001? Proposed Tech Spec Page 66-2 re core operating limits 
* Commonwealth Edison Co 89/08/14 4pp 50968 007-50968 090, 

8906200002 Advises Ihat task activities re ulil 890331 application lor amend to license 
terminated, per licensee withdrawal request Amend would allow cross connecting in- 
dependent loops of RHR svc water sys 

ROSS.TM Project Directorate 111-2 09/08/16 KOVACH, TJ Commonwealth Edison 
Co. 3pp 51040 280-5 1Q4 0 282. 

0908230408 Forwards ''Piping Sys Operability Criteria lor Dresden & Quad Cittea Nucla 
ar Generating Stations,” for review & approval. Proposed piping criteria will ba used to 
evaluate conditions wilhm piping sys 6. piping supports as staled, 

STOLS.R Commonwealth Edison Co 89/08/17. MURLEYJ.E. Ollice ol Nuclear Re- 
actor Regulation, Director (Posl 870411) 2pp 51005 170-5 1005-1 83 


• 8900230400 'Piping Sys Operability Cnieria lor Dresden & Quad Cities Nuclear Geivr 
atmg Stations " 

‘ Commonwealth Edison Co 89/08/17 12pp 51005 172 51005 103 

0008240306 Forwards exemption from technical requirements at App R n 
lOCFRSO.SecIron III G 

ROSS.TM Project Directorate HI-2 63/06/16 KOVACH, T J Commotwioallh Ebxn 
Co 2pp S1O20 164 51028 175 

-0908240300 Exemption from technical requirements ol App R to 10CFR50 ro firopio- 
teclion leatures ol nuclear power plants required to satisfy GDC ra lire protection 
HOLAHAN.G M Division ol Reactor Projects - III, IV, V & Special Projects (Port 
870411) 89/00/10 Commonweallh Edison Co iOpp 51028 166 51028 175 


Q Inspection reports, IE Bulletins & correspondence 

09081 10369 Forwards justification for pipolock msp & addi mlo re ollocts ol sfirmkjga 
on total applied slross in piping sys duo to application ol weld overlays, ns update to 
msp plan tor piping susceptible lo IGSCC 

STOLSR Commonweallh Edison Co 89/07/13 MURLEY.T E Office of Nuclear ffe 
actor Regulation, Director (Posl 870411) 4pp 50093 072 50093 115 

-8900110371 "Applicability ol Pipelocks as Remedy lor IGSCC in BWRs" 

ABEL.JS. STRAIT, MC Common wealth Edison Co GILMAN ,J Electric Power Re- 
search Institute 89/07/13 40pp 50893 076 50093 115 

8907270336 Forwards response to NRC 890125 request lor addl into io Generic llr 80 
01 re fGSCC in stainless steel piping lor BWRs msp requirements will begin lo bo mn 
plemented during next refueling oulages in Sepl 1909 & Fob 1990 
RICHTER, MH Commonwealth Edison Co 89/0//21 Document Control Brunch (D« 
umenl Control Desk) I45pp 50678 160 50678 303 

8907310159 Responds to 890623 toques' (or addl into to IE Bulletin 85-003, “Motor 
Operated Valve Common Mode Failures During Plant Transients " AH volvos 
dressed by BWR Owners Group wilt he included In tel documents 
MORGAN.W E Commonwealth Edison Co 09/07/24 DAVIS, A B Region 3, Ole of 
the D, rector 2pp 50736 339 50736 340 

B9D81 40023 Forwards util provisions & justifications lor allowing entry into potential in 
stability regions in response to IE Bulletin 80 007 

KOVACH, T J Commonwealth Edison Co 09/07/24 DAVIS.A B Region 3. Ole ot the 
Director 5pp 50920 049 50929 060 

6907200019 NRC Into Notico 89 057, "Unqualified Electrical Splices in Vendor Suppled 
Environmentally Qualified Equipment " Svc list oriel 

ROSSI ,CE Division o( Operational Events Assessment (Post 870411) 89/07/23 
Consolidated Edison Co ol New York, Inc 106pp 50711 333-50712 070 

8907270121 Suppl t to NRC Bullotln 88 010, "Nonconforming Molded Casa Cvcu4 
Breakers ' Svc list end 

ROSSI.C E Division ol Operational Events Assessment (Post 070411) 09/08/03 
Consolidated Edison Co ol New York, Inc 108pp 50904 148 50904 253 

8907280169 NRC Info Notice 89 058, "Disablement ot Turbmo Driven Auxiliary Feed 
water Pump Due to Closure ol One a( Parallel Steam Supply Valves " Svc list encl 
ROSSI.C E Division of Operational Events Assessment (Posl 870411) 89/00/03 
Consolidated Edison Co ot New York. Inc I06pp 509Q0 005 5G9QQ 110 

0908140257 Forwards Insp Repts 50 237/88-20, 50-254/ee-22, 50-295/60 17, 50-373/ 
88 23,50 454/88-15 & 50-456/8S-24, 50 457/80-24 , 50 4 55/88 1 4,50 249/08-21,50 
374/68 22,50-265/80 22 & 50-304/80-17 on 080010 090802 No violations noted 
GREENMAN.E G Region 3. Ole ol the Director 89/08/04 REED.C Commonweallh 
Edison Co 2pp 50915'340-50915 347 

-8908140261 Insp Repts 50 237/88-20,50 254/88 22,50 295/08-17. 50-373/00 23,50 
454/88-15,50 456/88-24,50 457/88 24, 50-455/8B 14,50-249/80-21,50 374/00-22,50 
265/08-22 & 50-304/80-17 on 080016 890802 No violations noted 
SHAFER.WD Region 3, Ofc o( the Director 89/08/04 6pp 50915 342 50915 347 

6808100128 NRC Into Noted 69-059, "Suppliers of Potentially Misrepresented Fasten 
era,*’ Svc list encl 

ROSSI.C E Division ot Operational Events Assessment (Post 070411) 09/00/16 
Consolidated Edison Co of New York, Inc I06pp 50992 315-50993 060 

8908140085 NRC Info Notice 89-060, "Malnt of Tofetherapy Umls " Svc fisl oncl 
CUNNINGHAM.H E Division of Industrial « Medical Nuclear Safety (Post B7072W 
89/08/18 Consolidated Edison Co of New York, Inc 107pp 50993 061 50993 160 

6908160129 Suppl 2 to NRC Into Notice 88-048, "Licensee Rept of Defective Refur- 
bished Valves ’ Svc list encl 

ROSSI, C E Division ol Operational Events Assessment (Post 870411) 89/00/22 
Consolidated Edison Co of New York. Inc lOOpp 50990 039-50990 137 


R. Periodic operating reports & rotated correspondence 

8808150300 Monthly operating repts tor Jul 1989 for Quad Cities Nuclear Power Siatlon 
Units 1 & 2 W/Q90801 Hr. 

OEELSNYCER.L , ROBEY, R A Commonwealth Edison Co 89/07/31. 20pp. 
50917-167-50917 105, 

8908160070 Forwards summary pi changes, tests & experiments tor Jul 1980 
ROBEY, R A Commonweallh Edison Co 89/08/01 Document Control Branch (Docu- 
ment Control Desk) 54pp 50935 127-50935 180 


V. Operator Examinations 

8900170363 Forwards corrective action plan addressing programmatic weaknesses 
Identified in Requahficallon Exam Rept 50-254/OL-89 02 on 89051 1-13,15 & 18 3. im- 
plementation schedule for corrective actions re rework ot exam malts 
STOLS.R Commonwealth Edison Co 89/07/20 DAVIS.A B Region 3, Ofc of the Di- 
rector. 5pp. 50949.044-50949 048, 
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8908170599 Informs that wrillen & oral operator licensing exams scheduled for wk ol 
091 113 All reactor & senior reactor operator license applicalions should be submitted 
al least 60 days prior to exam dales in order 1o review applicants 
WRIGHT G C Region 3, Ole ol the Director 80/00709 REED.C Commonwealth 
Edison Co 12pp 509-19 19-1-50949 205 
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F. Security, medical, emergency & (Ire protection plans 

8908180371 Rev & approval summary lo Rev 1 to Scclion 2 ol "Site Emergency Plan " 
’ Consumers Power Co 89/06/23 2pp 50D64 341-50964 342 

8908220058 Rev S approval summary lo Section 1 to Rev 3 to ‘ Site Emergency Plan,” 
rollocling periodic review 

BRUNET, J R Consumers Power Co 89/06/23 2pp 50982 348 50902 349 

8907270220 Rov 4 to Emergency Implementation Procedure El 6 2, "Release Rato Oo 
termination From Steam Line Monitors '‘RIA-2323 8 **RIA 2324 (or Stoain Releases 
Through Atmosphoric Dump Valves " Rov & approval summary shoel end 
BRUNET, J R , KOZUP.C S Consumors Powor Co 89/07/06 5pp 50705 233 
50705 230 

8907270231 Rev 4 to Emorgoncy Implementation Procedure El 6 3, "Roteaso Halo 
From High Rango Ellluent Monitors " Rov & approval summary sheet oncl 
DAWSON, M . KOZUP.C S Consumors Powor Co 89/07/06 4pp 50705 240 
50705 243 

B907270277 Rov 6 to Emergency Implementation Procedure El GO. "Ollsilo Daso Cnl 
culalion 8 Recommendations for Protective Actions," rov 8 approval summary shoel 
DAWSON. M , KOZUP.CS, FUGERE.D L Consumers Power Co 09/07/0G Qpp 
50704 017-50704 024 

8907310217 Editorial changes lo Rov 6 to Emorgoncy Implementation Proceduro El 4 3, 
Emergency Operations r ncility Activation " 

RIDLEY, J R , KOZUP.C S Consumers Power Co 09/07/06 4pp 50736 246- 
50736 249 

8908040179 Revised Pagos 1 8 2 to Rov 6 to Emergency Implementation Proceduro El 
10, ' Accident Environ Assessment " 

• Consumers Power Co 09/07/24 3pp 50799 245-50709 247 

8908040184 Attachment 2 to Rov 2 lo Procedure El 15 2, "Quarterly Communlcalions 
Tost Telephone Number Verifications " 

' Consumers Powei Co 09/07/24 3pp 50799.223-50709 225 

8908090076 Rov 1 to Attachment 2 to EPIP El 15 2, "Quarterly Communications Tost 
Telephono Number Vonlicallon " 

• Consumers Power Co 09/07/24 3pp 50003 214-50003 210 

8908030246 Forwards application lor amend lo License DPR-20,rovislng Liconso Condi 
lion 3 E 8 relocating lire protection Tech Specs to updated FSAR.por Generic Ltrs 06 
10 8 00-12 Proposed updated FSAR 8 liro pro taction program rapt oncl 
BERRY, K W Consumers Powor Co 09/07/31 Document Conlrol Branch (Documonl 
Control Dosk) 2pp G0773 200-50774 026 

*•8908030248 Application lor amond to Licenso DPH-20,rovismg Liconso Condition 3 E 
8 relocating lire protection Tech Specs to updated FSAR.por Gonoric Lira 00-10 8 
60 12 

HOFFMAN DP Consumers Power Co 09/07/31 5pp 50773 210-50773 214 

-8908030250 Proposed Tech Specs ro lire proloclionjncluding conlrol rod 8 powor dis- 
tribution limits power distribution instrumentation, instrumentation 8 conlrol sys iodine 
removal sys 8 shock supprossors (snubbers) 

• Consumers Powor Co 09/07/31 175pp 50773 215 50774 026 

8908100237 Rov 0 to Section 5 ol site oniergoncy plan 

• Consumers Power Co 09/07/31 24pp 60006006 50006 100 

8908100353 Rev 2 lo Socllon 9 sito omorgoncy plan Frguio 9 1, "Long Torm Recovery 
Organization " 

• Consumers Powor Co 09/00/01 2pp 50005 335 50885 336 

8908110109 Forwards Insp Ropl 50 255/09 16 on 090710-20 No violations noted 
GREGER.L R Region 3, Ole ol tho Director 09/08/01 HOFFMAN D P Consumors 
Powor Co 2pp 50093 330 50893 347 

■■8908110114 Insp Rept 50 255/89 16 on 090710 20 No violations noted Mnior areas 
inspected annua! emergency proparednoss oxorciso involving NRC observations of 
key lunctlons 8 locations during exoiciso 

PATTERSON.JP. PLOSKI.T. SNELL, W Region 3. Ole ol lira Diroclor 09/07/31 
16pp 50893 332-50893 34 7 

B90B170537 Rev 3 to EPIP El 6 10 'Ollsilo Dose Calculation - Straight Line Gaussian 
(Manual Method)," rev 8 approval summary 

DAWSON, M . RIELLY.J Consumers Powor Co 89/08/01 3pp 50955 00150955 003 

8908170544 Rev 8 approval summary to Rov 3 to Emorgoncy Implementation Proco 
dure El 6 6, "Gamma E Determination ' 

BRUNET, J R , PENRQD.K BROTT.N Consumers Power Co 09/00/01 4pp 
50945 234 50945 237 

8908180109 Rev 8 approval summary to Rov 3 lo El 64. "Releaso/ Potential Roloaso 
Delormlnatlon From Containment High Rango Monitors ' 

■ Consumors Powor Co 09/08/01 4pp 50965 271-50965 275 

8908210149 Rev 4 to covorsheet to EPIP El 6 9 'Automated Dose Assessmenl Pro 
gram " 

DAWSON, M Consumers Power Co, 09/00/01 5pp 50064 260-50964 272 

89 °818Q350 Forwards Insp Repl 50 255/09 22 on 090731-0804 No violations noted 
GREGER.L R Region 3, Ole ol the Direclor 09/08/09 HOFFMAN D P Consumers 
Power Co 2pp 50956 202-50956 204 


- 8906180355 Partially withheld Insp Repl 50 255/09-22 on 090731 0004 No violations 
noted Maior areas inspected mgt support, protected 8 vital areas barriers.access con- 
trol personnol.packagos 8 Vehiclos, stations 8 communrcations, power supply 8 test- 
mg 

KNICELEY.J fl , CREED, J R Region 3, Ofc or the Director 09/08/00 Ip 50956 204- 
50956 204 

8900280231 Rev 2 to Attachment 1 to EPIP El 15 2, “Monthly Communications Test" 
* Consumers Powor Co 09/00/17 2pp 51042 321 51042 322 

8900210212 Suppi 1 lo Generic Lit B9 07 to all operating plants, applicants for OLs 8 
holders ol CPs ro power reactor safeguards contingency planning lor surface vehicle 
bombs Svc list end 

PARTLOW.J G Associate Director lor Projects (Post 070411) 09/00/21 Consohdnt 
ed Edison Co ol New York, Inc 55pp 51036 001-51036 056 

8908280199 Forwards Rov 23 lo socunly plan Rov withheld (rel lOCrR73 21(c)) 
JOHNSON, B D Consumers Power Co 09/00/23 Document Control Branch (Docu 
mont Control Desk) 2pp 51039 052-51039 053 


J Insurance & indemnity information 

8908280333 Forwards Endorsements 11 8 12 lo NELIA Certificate N 20 & MAELU Cer- 
tificate M 20, respectively 

FROUNFELKER.R Consumers Powor Co 09/00/21 OINITZ.I NRC No Dotailed Af- 
lilia lion Given 17pp 51040 150 51040 166 

8900280338 Forwards Endorsements 10 & 107 to NELIA Policy NF 1 70 & Endorse 
monts 93 8 94 to MAELU Policy MF 50 Endorsements 10 8 107 rolled increase In 
limit ol liability .oftoclivo 090701, 

FROUNFELKER.R Consumers Power Co Q9/0G/21 DINITZ.I Documenl Control 
Branch (Documonl Conlrol Desk) 9pp 51043 037 51043 045 


P. Operating liconso stage documents & correspondence 


8907180211 Generic Ltr 09 13 to all holders ol OLs or CPs tor nuclear powor plants re 
svc water sys problems allecling safety related equipment Svc list end 
PARTLOW.J G Assoclalo Director tor Projocts (Post 970411) 09/07/10 Consolidat- 
ed Edison Co ol Now York, Inc 53pp 50735 091-50735 054 

0908030070 Advises lhal bocause ol delay in determining linal Cycle 9 .loading pnltorn 
8 fact that current pressure vossol noulron flux calculalional modols rood to bo 
moililiQd, Cycle 9 to end -of-lifo vossol fluerca ropt will bo submitted on 900501 
SMEOIEY.R W Consumors Powor Co 09/07/20 Document Control Branch (Docu 
mont Conlrol Desk) tp 59700 309-50706 300 

8908030240 Towards application (or amend to Llconse DPR 20, revising Licenso Condi 
lion 3 E 8 relocating firo protection Toch Specs lo updated FSAR. par Generic Ltrs 06 
10 8 00 12 Proposed updated FSAR 8 liro protection program repl oncl 
BERRY.K W Consumors Powor Co 89/07/31 Documonl Conlrol Branch (Document 
Conlrol Dosk) 2pp 50773 200 50774 028 

--800003024C Application lor amond lo License DPR 20,rovismg License Condition 3 E 
8 rolocalmg liro proteclion Toch Specs to updated FSAR,por Generic Ltrs 06-10 fi 
00 I? 

HOrFMAN.D P Consumers Powor Co 89/07/31 5pp 50773 210 50773 214 

.*0900030250 Proposod Tech Specs ro lire protection, including conlrol rod & powor dis 
tnbulion limits, power dislnbulion instrumoniation, instrumentation 8 control sys, Iodine 
romoval ays 8 shock suppressors (snubbers) 

• Consumors Powor Co 80/07/31 175pp 50773 215 50774 026 

8900110225 Requests that tor each proposed exception lo bo granted under Generic 
Llr 07 OO.ulil should affiim that remedial measures proscribed (or alloclod action 
slatomonls bo consistent w/SAR 8 supporting safety analyses 
LYASH.JJ Project Direclornlo III 1 80/07/31 BERRY KW Consumers Power Co 
4pp 50093 348 50003 351 

8908090098 Advises lhal 090124 roquosl lor withdrawal of 001124 application for 
amend lo Liconso DPn-20 granted 

DE AGAZIO.AW Proiocl Directorate 111-1 09/00/01 DERRY, KW Consumers Power 
Co 4pp 50BB1 326 50001 320 

8908100217 Application lor amend to License DPR 20, revising Toch Specs lo dolole 
critical svc water header hydrostatic test requirements Svc water sys would bo toslod 
por loss restrictive ASME Codo requirements lor Class 3 subsystems 
BERRY.K W Consumors Powor Co 09/08/02 Documonl Conlrol Branch (Documonl 
Control Desk) 4pp 50092 104-50092 191 

"8908100220 Proposed Tech Spec Table 4 2 2, "Min Troquencios lor Equipment 
Tests ' 

• Consumers Powor Co 09/00/02 4pp 50892 180 50892 191 

B90B170161 Advisos lhal 890519 changos to QA program described in CPC 2A 
acceptable Issues addressed listed 

WRIGHT GC Rogion 3. Ole ol the Director 89/00/02 HOFFMAN.O P Consumers 
Power Co 2pp 50949 065 50949 073 

8908100059 Forwards notice ol withdrawal ol 001006 application lor amend lo License 
DPR 20 re reformation & ctanlicalion ol present action statement applicable lo linear 
heat rate limit, pei 090124 request 

OEAGAZIOAW Projocl Directorate III 1 09/08/03 BERRYKW Consumers Power 
Co 3pp 50006 174 5000b 1 70 

•B90B100066 Notice ol withdrawal ol 081006 application lor proposed amond lo Li- 
cense DPR 20, modifying Tech Specs re linear heat rale limn per liconsee 390124 re- 
quest 

OEAGAZIOAW Project Directorate III- 1 09/08/03 2pp 50006 177 50606 178 

8908170280 Forwards nolico ol withdrawal ol 300503 application for amond to Liconso 
DPR 20 re reruolmg boron concentration 

OEAGAZIOAW P(0|0C1 Directorate III 1 09/08/04 BERRY KW Consumors Power 
Co 3pp 50953 163-50953 167 
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--B908 170286 Notice ot withdrawal ol application lor amend to License DPR-20 
DE AGAZIO.A W Propel Directorate lll-l 89/06/04 2pp 50953 166 50953 167 

8903160404 Forwards notice ol consideration of issuance ol amend to License DPR-20 
4 proposed NSHC determination 4 opportunity for hearing Amend revises Tech Spec 
limiting conditions for operation 4 surveillance requirements per Generic Ur 87-09 
LYASH.JJ Protect Directorate IIM 89/08/10 BERRY, K W Consumers Power Co 
3pp 50937 262-50937 273 

- 890B 170054 Notice ol consideration ol issuance ol amend to License DPR-20 4 pro- 
posed NSHC determination S opporlumly lor hearing Amend revises Tech Spec limit- 
ing conditions (or operation & surveillance requirements, per Generic Ltr 87-09 
YANDELL.L A Project Directorate III 1 89/06/10 9pp 50937 265 50937 273 

890B290194 Forwards safety evaluation accepting licensee responses lo Generic Ltr 
63-26, Item 2 2 1 "Equipment Classification Program lor All Safely Related Compo 
nents " Item closed 

LYASH.J J Project Directorate 111-1 69/08/21 BERRY, K W Consumers Power Co 
3pp 51041 325 51041 333 

-8908280198 SER supporting util responses to Genonc Ltr 83 28, Item 2 21, "Equip 
merit Classification Program lor all Salety- Related Components " 

’ NRC No Detailed Affiliation Given 89/08/21 6pp 51041 328 51041 333 


Q. Inspection reports, IE Bulletins & correspondence 

8907200019 NRC Info Notice 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 09/07/26 
Consolidated Edison Co of Now York, Inc I06pp 5071 1 333 50712 078 

8908080084 Updates response to NRC 880415 request lor addl info on IE Bulletin 60- 
11, "Masonry Walls" Walls lhat do not comply w/reinlorced masonry definition have 
sufficient strength to resist Imposed loads 

FRISCH, RR Consumers Power Co 89/07/31 Document Control Branch (Document 
Coni rol Desk) 1 1 pp 50857 320-50857 330 

8908080154 Responds lo NRC 890118 ltr ro violations noted in Insp Rept 50-255/88- 
20 Corrective action verbal interaction will be encouraged between engineering 4 
maml personnel 

FRISCH, R R Consumers Power Co, 89/07/31 Oocument Control Branch (Document 
Control Desk) 4pp 50B54 231-50854 234 

8908090105 Submits Oct 1989 outage eddy current Insp plans 4 MIZ-18 qualification 
stalua.per 890511 4 0224 Itrs Results ol tube llaw sizo/vibralion analysis conducted 
by MFR Assoc.mdicate that continued operation does not present significant nak 
HOFFMAN, D P. Consumers Power Co 89/07/31. Document Control Branch (Docu 
ment Control Desk) 50pp 50B82 278-50882 327 

890B1 10109 Forwards Insp Repl 50 255/89 16 on 890718-20 No violations noted 
GREGER.LR Region 3, Ole ol the Director 89/08/01 HOFFMAN.DP Consumers 
Power Co 2pp 60893 330 50893 347 

-8908110114 Insp Rept 50 255/89-16 on 890718 20 No violations noted Ma|or areas 
inspected annual emergency preparedness exercise involving NRC observations ol 
key functions 8 locations during exercise 

PATTERSON, J P . PLOSKI.T , SNELL.W Region 3, Ole of the Director 09/07/31 
16pp 50893 332 50893 347 

8907270121 Suppl 1 lo NRC Bulletin 88 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list encl 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co ol New York, Inc I08pp 50904 148 50904 253, 

B9072BQ169 NRC Info Nonce 89 058. “Disablement ol Turbine Driven Auxiliary Feed 
water Pomp Due to Closure ol One ol Parallel Steam Supply Valves" Svc list encl 
ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co ol New York, Inc 106pp 50900 005-50900 1 10 

0900090231 Responds to deviations noted in Insp Rept 50-255/89-14 on 890516 18 4 
0609 Corrective actions open penetration sealed to prevent water ingress 4 electrical 
mam) program being reviewed 

BERfir.KW Consumers Power Co 89/08/04 Document Control Branch (Document 
Control Desk) 2pp 50882 254 50882 255 

6906180350 Forwards Insp Rept 50 255/89-22 on 890731 0804 No violations noted 
GREGER.l R Region 3, Ole ol the Duecloi 89/08/09 HOFFMAN, D P Consumers 
Power Co 2pp 50956 202-50956 204 

-8908180355 Partially withheld Insp Repl 50 255/89 22 on 890731 0804.No violations 
noted Major areas inspected mg I support, protected 4 vital areas barriers, access con 
trot-personnel, packages 4 Vehicles, stations 4 communications power supply 4 test- 
ing 

KNICELEY.J fl . CREEO.J R Region 3, Ole ol Ihe Oiroclor 09/08/09 Ip 50956 204- 
50956 204 

8908188078 Responds lo NRC 890628 ltr re violations noted in Insp Rept 50-255/89 
07 Corrective actions design engineers 4 QA personnel provided w/lrammg on slruc- 
tural & welding codes 4 code application to weld installation 4 exam 
BERRY K W Consumers Power Co 89/08/10 Document Control Branch (Document 
Control Desk) 50pp 50966 061 50966 110 

8908180093 Subrrils slaius update ol commitments made in response to NRC Bulletin 
88 004 4 modifies complehon dales lor two commitments Procedures will be revised 
prior to disassembly ol HPSI or LPSI pump no later lhan 1990 refueling outage 
FRISCH R R Consumers Power Co 89/08/ 1 1 Oocumenl Control Branch (Document 
Control Desk) 2pp 50967 237-50967 238 

6908180165 Submits (ollowup response to NRC Bulletin 80 008 Thermal Stresses in 
Piping Connected to RCS Results of reanalysis determined lhat auxiliary spray 
piping not subj to combined cyclic 4 sialic thermal 8 other stresses, 

BERRY K W Consumers Power Co 89/08/ 1 1 Document Control Branch (Document 
Control Desk) 3pp 60957 046-50957 048 


8908210092 Forwards update to post-accident sample monitor sys.per 890616 Insp 
Rep! 50-255/89-10 Line items reevaluated w/ regards lo manpower, design criteria 4 
requirement to meet NUREG-0373 commitments 

BERRY, KW Consumers Power Co 89/08/15 Document Control Branch {Document 
Control Desk) 16pp 50994 108-50994 123 

8908100128 NRC Info Notice 89 059. "Suppliers ol Potentially Misrepresent Fasten 
ers " Svc list encl 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co of New York. Inc 106pp 50992 315 50993 060 

8908140085 NRC Into Notice 89-060, "Main! ol Telelherapy Units " Svc list encl 
CUNNINGHAM, R E Division of Induslrial 4 Medical Nuclear Salely (Post 870729) 
89/08/16 Consolidated Edison Co ol New York, Inc 107pp 50993 061-50993 166 

8908160129 Supp! 2 lo NRC Info Nolice 88 040, "Licensee Rept ol Defective Refur- 
bished Valves ’ Svc list oncl 

ROSSI.CE Division ol Operational Evenls Assessment (Post 870411) 89/08/22 
Consolidated Edison Co ol New York, Inc, lOOpp 50990 039 50990 137 


R. Periodic operating reports & related correspondence 

890B140015 Monthly operating rept (or Jul 1909 for Palisades Unit 2 W/ 090002 ltr 
MLYNAREK.M G , GORALSKI.G Consumers Power Co 89/07/31 4pp 50915 045 
50915 048 


S. Reportable occurrences, LERs & related correspondence 

8908180296 PNO-III 09-052 on 09080B.FBI notified planl ol bomb throat received 
against unspecified nuclear plant in State of Ml Grand RapIds.Mf police apprehended 
suspect who admitted making threat 

BELANGER, J , KNICELEY.J Region 3, Ofc ot the Director 89/08/09 Ip 50369 114- 
50969114 

8908250269 LER 89 015 00 on 890718, discovered that potential failure would place 
plant outside current mam steam line broak containment analysis Caused by not con- 
sidering individual electrical component failures W/090016 Hr 
KOZUP.CS, JOHNSON, BD Consumers Power Co 09/08/17 Spp 51016 HQ- 
51016153 

8908240345 LER 89 016 00on 890719, during Tech Spec Surveillance Tost Ml 5, leak 
identified on MV- 1805 Caused by tailure to test portions ol piping associated w/Peno- 
(rations 17 4 48 following 1980 mod Procedures developed W/090818 ltr 
KOZUP.CS, JOHNSON, BD Consumers Power Co 09/00/10 12pp 51009 343- 
SI 0D9 354 

8900280298 LER 09-017-00 on 890721. discovered that portion ol test procedure re- 
quired three containment air cooler Ians be secured Caused by Inadequate procedural 
review Test performance immediately suspended W/890821 ltr 
KOZUP.CS. JOHNSON, BD Consumers Power Co, 89/00/21 5pp 51042 265- 
51042 269 


V. Operator Examinations 

8908020203 Notlrcalion of termination ol Senior Operator License SOP-3041 7 2.per 
I0CFR50 75(b) 

BERRY.K W Consumers Power Co 89/07/26 Document Control Branch (Document 
Control Desk) Ip 50772 208 50772 200 
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F. Sacurlly, medical, emergency 4 fire protection plans 

8908090417 Forwards Suppl 1 lo Rev 12 lo physical security/contingency plan Rev 
withheld (rel 10CFR73 2I) 

RAY.MJ Tennessee Valley Authority 89/08/03 Document Control Branch (Oocu 
menl Conlrol Desk) 2pp 50002 104 50882 105 

890B220458 Forwards goals 4 obieclives lor Nov 1989 radiological emergency plan 
exercise Exercise currently scheduled on 891101 

RAY.MJ Tennessee Valley Aulhonly 89/08/17 Documenl Control Branch (Docu- 
menl Conlrol Desk). 7pp 50976 231-50976 237 

8908210212 Suppl 1 lo Generic Ltr 09 07 to all operating plants, applicants lor OL& 4 
holders ol CPs re power reactor safeguards contingency planning lor surface vehicle 
bombs Svc list encl 

PARTLOW.JG Associate Director lor Projects (Post 87041 1) 89/08/21 Consolidat- 
ed Edison Co ol New York, Inc 55pp 51036 001-51036 058 


G. Adjudicatory correspondence 

8908030142 Petition lor rulemaking PRM-50 53 requesting NRC action to review undue 
risk posed by BWR thermal hydraulic instability NRR should issue order requiring all 
GE BWRs to be placed in cold shuldown for stated reasons 

HIATT, S L Ohio Citizens for Responsible Energy 80/07/28 Office of Nuclear Reac- 
tor Regulation. Director (Post 870411) lOpp 50820 143 50820 152 


P. Operating license stage documents 4 correspondence 

8908150020 Forwards Amends 169 169 4 140 lo Licenses DPR-33.DPR 52 4 DPR 
68,respectively.4 salely evaluation Amends delete certain surveillance testing require 
ments on redundant emergency core cooling 4 reactor core isolation sys 
BLACK. S Assistant Direclor lor Projects 89/06/30 KINGSLEY, OD Tennessee 
Valley Authority 2pp 50918 309 50919 076 
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. 8908150022 Amonds 169.169 s 140 to Licenses DPR 33, OPR 52 & DPR 68, 
respectively; deleting certain surveillance lasting requirements on redundant emergen 
cv core cooling & reactor core isolation sys during limiting condition lor operation 
BLACK.S Assistant Director for Pro|OCts 89/03/02 1 1 0pp 50916 311 50919 067 

. 8905150025 Safety evaluation supporting Amends 169,169 & 140 to Licenses DPR 
33.DPR 52 & DPR 6 8. respectively 

* Office of Nuclear Reactor Regulation, Director (Post 670411) 89/09/02 3pp 
50919 066 S03 19 076 

gg07 150211 Generic Ur 69 13 lo all holders ol OLs or CPs for nuclear power plants re 
svc water sys problems affecting safely related equipment Svc list end 
PARTLOW.J G Associate Director lor Presets (Post 870411) 99/07/19 Consolidat 
ed Edison Co of Now York. Inc 53pp 50735 00 1 50735 054 

6907310213 Requests response lo potential discriminatory action against TVA employ 
ees within 30 days of Itr dale, to determine whether enforcement action necessary to 
ensure compliance w/ regulatory requirements 

CRUTCHFIELD.D Associate Director lor Special Protects (Post 8901 011 89/07/20 
KINGSLEY.Q D Tennessee Valley Authority 4pp 50736 232 50736 235 

8907270185 Advises thal 890505 Rev 6 to corporate nuclear performance plan 
acceptable Changes given In Rev 6 lo corporate nuclear performance plan do not 
affect conclusions of stall SER on corporate nuclear performance plan 
BLACK.S Assistant Director for Projects 89/07/21 KINGSLEY.OD Tennessoe 
Valley Authority 3pp 50683 325-50683 327 

9907310182 Forwards revised Enel 3 re NSHC,submitled lo NRC on 890620, providing 
addl clarification but no change to Tech Specs 

RAY.M J Tennessee Valley Authority 89/07/25 Document Control Branch {Docu 
men! Control Desk) 4pp 50726 343 50726 346 

8907310418 Documents closure ol PHA commitments In Rev 2, Section III ii 0 of plant 
nuclear performance plan & PR A actions required lor restart Util will address plant- 
specific accident vulnerabilities par Generic Llr 88 20 

RAY.M J Tennessee Valley Authority 89/07/26 Document Control Branch (Docu 
ment Control Desk) 2pp 50743 358-50743 359. 

8308020167 Comments on draft NPDES Permit AL00220ao,per 990720 8 2t 
teicons Util -continues to request approval to reroute 107 & 110 to DSN 1 1 1 in order 
to provide buffer between discharges S Tennessoe River 

SCHMIERBACB,M Tennossee Valiev Authority 89/07/26 HORN.C Alabama, Slate 
Of 2pp 50757 229 50757 230 

8908090620 Responds to 890720 Itr ro JW Von Welsenestem complaint under Energy 
Reorganization Act.Seclion 210.UHI lo lake action to see that distribution of 890525 
memo not misused re blacklist of individuals raising safely concerns 
KINGSLEY.OD Tennessee Valloy Authority 09/07/27 CRUTCHFIELD, D Associate 
Director tor Special Prefects (Post 890101) 5pp 50081 330 50801 334 

89 0B 030309 Advises thal based on completed exam & that of contractors to dalo.no 
restrictive clauses found which could prevent employee from contacting NRC about 
potential safety issues 

KINGSLEY .O 6 Tennessee Valloy Authority 89/07/31 CRUTCHFIELD.D Associate 
Director tor Special Proiecis (Post 890 tt>1) 3pp 50792 358 50792 360 

8908090271 Advises thal 890721 revs to ASME Section XI pump & valve testing pro 
gram SER acceptable 

BLACK.S G Assistant Director for Protects 69/08/01 KINGSLEY.OD Tennessee 
Valloy Authority Opp 50804 212 50804 219 

8908110213 Summary ol 090710,11 S 12 mootings w/util at plant site ro electrical 
issues, including cable ampacity & ac/cfc electrical distribution necessary to support 
full power operation Agenda. list ol attendees & handouts end. 

DANIELS, T. TVA Projects Division D9/0B/02 TVA Projects Division GOpp 

50916 045-50 916 104 

8308150269 Towards Amends 169,169 & 14Q to Licenses DPR 33, DPR 52 & DPR 
Sa.fcspQcHvaly & safety evaluation Amends delate certain testing requirements on re- 
dundant EGCS & RCIC sys during limiting condition of operation 
BLACK.S Assistant Director lor Projects 89/08/02 KINGSLEY.OD Tennessee 
Valley Authority 3pp 50917 219 50917 348 

-‘8908150274 Amends 169,169 & 140 to Licenses DPR-33,DPR-62 & DPR 60. 
respectively, deleting certain surveillance testing requirements on redundant ECCS & 
RCIC sys during limiting condition of operation 

BLACK, S Assistant Director for Projects 09/08/02 117pp 50917 222-50917 339 

--8908150276 Safely evaluation supporting Amonds 169,169 & 140 to Licenses DPR- 
33 .DPR -52 & DPR 68 .respectively 

* Oflica of Nuclear Reactor Regulation, Director (Post 8704111 89/08/02 9pp 

50917 340-50917 348 

8900110058 Forwards Amends 170,170 & 141 lo Licenses DPR-33.DPR 52 & DPR 
66, respectively 8 safety evaluation Amend corrects Tech Spec Surveillance Require- 
ment 4 6 A 3 to comply w/10CPR5Q, App H & revises Bases Section 3 6/4,8 
BLACK.S Assistant Director for Projocls 89/08/03 KINGSLEY.OD Tennessee 
Vairoy Authority 2pp 50893 209-50893 248 

--890B1 10062 Amends 170,170 & 141 lo Licenses DPR-33.DPR 52 & DPR 68, 
respectively. Amends correct Tech Spec Survolllanco Requirement 4 6, A 3 to comply 
vy/10CFR5O.App H & revises Bases Section 3 6/4 6 

BLACK.S Assistant Director lor Projects 89/08/03 35pp 50093.211-50893 245 

— 390B1 1006S Safely evaluation supporting Amends 170,170 & 141 to Liconses DPR- 
33, DPR 52 & DPR-68.respactivety 

' Office of Nuclear Reactor Regulation. Director (Post 670411). 09/00/03. 3pp 
S0893 246-50893 240 

890Q140294 Forwards safely evaluation supporting use ol Coda testing requirements of 
ASME, Sb^ ion XI, winter 1981 Addenda.! or sys pressure test program for plant 
BLACK.SC Assistant Director for Projects 89/06/03 KINGSLEY, OD Tennessee 
Valley Authority 3pp 50925 225 50925-235 

'■8900140296 Safely evaluation supporting use ol Code testing requirements of 
ASME, Section XI, Winter 1981 Addenda, (or sy s pressure tost program for plant 
Office of Nuclear Reactor Regulation, Director (Post 07041 1) 89/08/03. 8pp 
60925228-50925235 


8908140323 Responds to 890709 llr lo Chairman Carr ro concerns Concerns have tech 
meal merits but do not constitute nuclear salcty issues 

LI AW B D TVA Proiecis Division 89/08/03 BUGGS.E D Affiliation Not Assigned 
7pp 50944 1 7 1 509 4 4 1 78 

••89 OB 140326 Requests assistance in determining why util mgt does not want author lo 
see proposed corrective actions tor tour condition adverse to quality repls issued 
while employed al facility 

BUGGS.E D Affiliation Not Assigned 09/07/09 UAW.BD TVA Proiecis Division ip 
5094 4 178 50944 17B 

89080901BO Application lor amonds lo Licenses OPR 33.DPR-52 & DPR 68, consisting 
ot Tech Spec Change 273, revising Tech Spec Limning Condition for Operation 3 7 F & 
bases to rolled operation ol primary containment purge sys operation 
RAY.M J Tennessee Valley Authority 89/08/04 Document Conlrol Branch (Docu 
ment Control Desk) 2pp 50691 166 50091 1 01 

* 0908090182 Proposed Tech Specs.consislmg or Limiting Condition lor Operations 
3 7 F & Bases Section 3 7 F re primary contammonl purge sys 

* Tennessee Valley Authority 89/03/04 !4pp 50091 168 50B91 1B1 

BS08180082 Summary ol 890721 meeting w/ulil & frnpoll in Rockville MD ro licensee 
employee concerns programs 

CRAIG, J W Associate Director lor Special Proiects (Post 890101) 89/06/04 Associ- 
ate Director tor Special Protects (Posl 890101) 6?pp 50969 010 50969 077 

8900170259 Forwards Amend 80 lo License NPF-12 & safety evaluation Amend revises 
Tech Specs 4 6 2 1 b 3 lor average electrolyte temp & 4 82 1 e lor battery capacity 
value 

HAYES, J J Protect Directorate ll-t 09/08/07 BRADHAM.OS South Carolina Electric 
8 Gas Co 3pp 50340 350-50946 360 

-8906170262 Amend 80 to license NPF l2,rovising avarago electrolyte temp ret in 
Tech Spec 4 8 2 1 b 3 & valuo lot battery capacity ref in Tech Spec 4 8 2 1 o 
ADENSAM.E G Project Directorate II t B9/0B/07 5pp 50946 353 50946 357 

-8903 170283 Salety evaluation s importing Amend 30 to License NPF 12 

* Oflice ol Nuclear Reactor Regulation, Director (Post 070411) 69/08/07 3pp 
50946 358-5Q94& 350 

8900170368 Application (or amends to Licenses OPR 33, DPR 52 & OPR 66, consisting 
ol Tech Spec 274, changing Tech Specs 3/4 5 E & 3/4 5F to rcviso reactor pressure 
requirement at which HPC! & RCIC sys must bo operable 

RAY.M J Tennessee Valloy Authority 09/08/09 Document Control Branch (Docu- 
ment Conlrol Desk) 3pp 50947 341-50948 005 

—B90 8 170377 Proposed Tech Spocs 3/4 5 E & 3/4 5 F.rovising reactor pressure re- 
quirement at which HPCi & ncic sys musl bo operable 

* Tennessoo Valloy Authority 89/08/09 22pp 50947 344 -50D4 0005 

890B220123 Responds lo 890718 request re results of 890628 performance audit mm 
SCHMIERBACH.M Tennessoe Valloy Authority 89/00/1 1 PIZNAFLTG Alabama, 
State ol 3pp 50999 034 50999 036 

8908160215 Advises teat annual NRC confirmatory sample received at plant on 898724 
damaged Requests that new sample & all subsequent samples bo addressed as 
stated & (haf packages receive rnciroauivo malls label 

RAY.M J Tennossea Valley Authority 89/00/14 Document Control Branch (Docu 
menl Control Desk) 2pp 50937 J26 50937 127 


Q. Inspection reports, IE Bulletins & correspondence 

8908810174 Ack receipt of 890614 Hr informing NRC of steps taken lo correct violations 
noted in Insp Repls 50 259/80-10, 60 268/89-10 & 50 208/89 10 NRC comments on 
denial of violation end 

WILSON.B A Assistant Director tor Inspection Programs 89/07/10 KINGSLEY.OD 
Tennessoe Valley Authority 3pp 50753 314 50753 316 

8909070230 Forwards Insp Repls 50 259/69-19,50 280/09-19 & 50 296/09 19 on 
890415-0515 Unresolved item ro work control Identiliod 

WILSON.B A Assistant Director for Inspection Programs 09/07/18 KINGSLEY.OD 
Tennessoe Valfoy Authority 2pp 5QB25 283-50825 204. 

•■8908070235 Insp Repts 50-259/69 19, 50-260/69 19 & 50 296/09-19 on 890416- 
051 5 No violations noted Unresolved item ro control work activities noted Ma|or areas 
inspected operational safety voritlcatlon 8. surveillance & main! observations 
CARPENTtR.O R , PATTER SO N,C S , LITTLE,) 1 / S Region 2, Ole of the Director. 88/ 
07/18 27 pp 50625 285 50825 311 

8908080178 Ack receipt o! 898707 llr Informing NRC cl slops taken to correct violations 
noted m Insp Repts 50 269/89-06. 50 260/89 06 & 50 296/89-06 
WILSON.B A Assistant Director for Inspection Programs, 89/07/18, KINGSLEY.OD 
Tennessoe Valley Authority, 2pp 50B55 009-50B55010. 

8908000105 Ack receipt o! 090512 llr Informing NRCol steps taken lo correct violations 
noted in Insp Repts 58 259/89-08, 50-260/89-08 & 50 296/09-08 
WILSON.B A Assistant Director for Ins peel Ion Programs, 69/07/18 KINGSLEY, O.D 
Tennessee Valloy Authority, 2pp 50057266 50057 269, 

8907200019 NRC Into Notice 09 057. "Unqualified Electrical Splices In Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 09/07/26 
Consolidated Edison Co of New York, Inc 10Gpp 50711 333-50712078 

8908160260 Ack receipt ot 890705 & 10 Itrs Informing NRC of steps taken lo correct 
violations noted In Insp Repts 50 259/89 II, 50-260/69-11 & 68 296/89 11 NRC con- 
siders util 690705 response as official response 

WILSON.B A Assistant Director (or Inspection Programs 89/07/31 KfNGSLEY.O.D 
Tennessee Valley Authority 2pp 50926 260 50926 261 

0907270121 Suppl 1 to NRC Bulletin 88 010. '‘Nonconforming Molded Caso Circuit 
Breakers Svc list end 

ROSSI, CE Division of Operational Events Assossmont (Posl 870411) 69/08/03. 
Consolidated Edison Co of Now York. Inc lOBpp 60904 148 50904 253 
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0937260169 NRC inta Nobce a9 050 Chsablemem of Turbmo Driven Auxiliary Feed- 
wale/ Pump Due to Closure of One of Parallel Steam Supply Valves " Svc lisl end 
ROSSl.C E Division ol Operators! Events Assessment (Post 8704 u) 89708/03 
Consolidated Edison Co of New Yort, Inc !06pp 50900 005 50900 ISO 

8908180169 Forwards Insp Repls 50 259/89-20,50 260/89 20 & 50 296/89 20 on 
BOOS 15 0615 & notices of violation 6 deviation insp findings indicate certain activities 
appear to deviate from nuclear performance plan Unresolved items also idenlilied 
WILSON, 8 Ass,siani Director lor Inspection Programs WILSON, B Regon 2, Otc o( 
me Director 89/08/04 KINGSLEY OD Tennessee Valley Authority 3pp 50956 333 
50957 015 

-8908180174 Notice ol violation itom insp on 890515 0615 Violation noledtrom 
890510-25,cnly RHR Loop I pump A operable & RHR Loop II pumps BAD inoperable 
tor scheduled outage Caused by pump area cooler Ian motor rotation reversed 
WILSON, 8 Assistant Director for Inspection Programs 89/08/04 2pp 50956336- 
5095633/ 

— 89DB1B0 175 Notice of deviation trom insp on 890508-19 Deviation noted as ol 
890510 167 mod engineers had noi completed orientation phase training or been 
granted waivers within lime limits established in commilmenls & implementing proce- 
dures 

WILSON 6 A Assisiant Director for inspection Programs 89/08/04 2pp 50956 33B 
50956 339 

-8908180177 insp Repts 50 259/89 20,50-260/89 20 & 50 296/89 20 on 890515 
0316 Violation & deviations noted Major areas inspected operalional safety 
venlicalion, surveillance 8 main! observations & CRD housing seismic reanalysis 
CARPENTEfl.DR, PATTERSON, C A Region 2, Ofc ol the Oireclor LITTLE, WS As 
sislant Drrector for Inspection Programs 89/08/03 36pp 50956 340 50957 015 

8908210033 Forwards Insp Reds 50 259/89 17.50-260/89-17 8 50 296/69 17 on 
890522 26 & notice of violation Unresolved item re assessment ol EA audit ot design 
control identified 

WILS0N8A Assistant Director lor Inspection Programs 89/00/10 KINGSLEY.OD 
Tennessee Va' ley Auth only 3pp 50971001-50971 028 

-8908210033 Not'Ce ot violation (tom map on 880522-26.V!Oiation noted- procedures 
modifying facility processed w/o written safety evaluation to provide basis mat unre- 
viewed safety question not being created 

WILSON.8A Assistant Director tor Inspection Programs 89/08/10 2pp 5097(004 
50971 QOS 

-8906210041 Insp Repts 50-259/69-17.50 260/89-1? & 50-296/69 17 on 690622- 
26 Violations noted Major areas inspected IranSillonal design change program 
review .ECN close out & review ol 10CFR50 62 (ATWS Rule) implementation 
BRANCH M . LITTLE.W Region 2. Ole of Ihe Oireclor 69/08/10 23pp 50971 006 
50971023 

8908160352 Responds lo NRC 890713 Iti ro violations noted m Insp Repts 50-259/69- 
18,50-260/89-18 & 50-296/89-18 Corrective actions applicable portion of nuclear QA 
manual will be reviewed & revised before next refueling operation 
MEDFORD.MO Tennessee Valley Authority 63/08/14 Documonl Control Branch 
(Document Control Desk) 9pp 50929287 50929 275 

8S0810D12B NRC Info Notice 69 059. “Suppliers ot Potentially Misrepresented Fasten 
ers " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) B9/08/16 
Consolidafed Edison Co ol New York. Inc 106pp 50992 315-50993 060 

B90B2EO166 Forwards Insp Repls 50 259/69 12,50-260/89 12 8 60 206/89 12 dn 
690410-14 & 890508-12 No violations.deviations or unresolved items noted Corrective 
actions fornoncited violation considered Unit 2 restart Homs 
WILSON, 8 A Assistant Director for Inspection Programs 89/08/16 KINGSLEY.OD 
Tennessee Valley Authority 3pp. 51020274-51020 321 

-8906250168 Insp Repts 50-259/89-12,60 260/89-12 & 50-206/89 12 on 8904 10-14 & 
050B-12 No violations, deviations, unresolved ilems or inspector followup Homs 
noted Ma[or areas inspected quality verification 

JENISON.KM , LITTLE.W Region 2. Ofc of the Director 89/08/16 45pp 51020 277- 
SI 020 321 


■8908230383 Revised monthly operating repts for Juno 1909 lor Browns Ferry Nuclear 
Plant Units 1.2 & 3 

RATUFF.SA Tennessee Valley Authority 89/06/30 3pp 51005 291 51005 29 J 


S, Reportable occurrences, LERs & related correspondence 

3908010228 LER 89 015 00 on 890627, both doors ol airlock opened simultaneously lot 
approx 5 s Caused by failure of two welds which attach brocket that holds locksol on 
refuel floor side Lockset bracket reattached & signs placed W/090727 Itr 
BAXTER, J R , BYNUM.J R Tennessee Valley Authority 89/07/27 5pp 50756 171- 
50756 175 

8908Q1Q241 LER 89 017-00 an 890 701, patents transformer compartment door on 4 kV 
shutdown board B fell open disconnecting luse & cablnot conlacts Caused by boor 
latching mechansm failure General operating Instruction lo ba Issued W/80Q 727 ftr. 
AllSTIN.S W, BYNUM, J.R Tennessee Valley Authority 09/07/27 4pp 50749 320- 
50749 323 

6909160235 LER 89-018-00 on 8907 12, determined that area coolers lot RHR 8 COtO 
spray pumps possibly operated w/degraded How rales Causod by lack of procedure/ 
program re How rale measuring, Maml requests wnllen W/8B081 1 Hr 
WILLAflD.SC, BYNUM JR, Tennessee Valley Authority 89/08/11 Gpp 50024 283* 
50924 209 

8908300010 LER 09 019 00 on 090726, radiation monitor on roluol zone ventilation ex 
haust received spurious signal Caused by tailed connection al radiation dclector 
assembly Radialion detector repairer! & declared operable W/090024 Hr 
HOUSLEYDA, BYNUM.JR Tennosseo Valley Authority 89/00/24 4pp 5106-1 062- 
51054 065 
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F, SecurHy, medical, emergency & ffra protection plans 

8908090417 Forwards Suppl 1 10 Rev 12 to physical secunly/contmgency plan Rov 
withheld (ref 10CFR73 21) 

RAY.MJ Tennessee Valley Authority 89/00/03 Documonl Control Branch (Docu- 
ment Control Desk) 2pp 50882.104 50082' 105 

8908100136 Rosponds to NRC 09O6OG Hr re NFPA code deviations in relation to cable 
spreading room sprinklers, per NRC App R Insp on 890717-21 Computet code method 
ology & fists of commitment end Util does not Iniond lo pursue mod 
RAY.MJ Tennessee Valley Authority 89/06/07 Document Control Branch (Docu- 
ment Conlrol Desk) 6pp, 50886,070 50886 075 

8908220458 Forwards goals & objectives (or Nov 1989 radiological emergency plan 
exercise Exercise currently scheduled on 891101 

RAY.MJ Tennosseo Valley Authority 89/08/17 Document Control Branch (Docu- 
ment Conlrol Desk) 7pp 60970 231-50976 237 

8908210212 Suppl 1 lo Generic Llr 89 07 to all operating plants, applicants for OLs & 
holders of CPs re power reactor safeguards contingency planning for surface vehicle 
bomba Svc II si end 

PARTLOW.JG Associate Oireclor for Projects (Post 070411) 89/08/21. Consolidai 
ed Edison Co of New York, Inc 65pp 51036 001-51036 056 


G. Adjudicatory correspondence 

8908030142 Petition lor rulemaking PRM-50-53 requesting NRC action to review unduo 
risk posed by BWR thermal hydraulic instability NRR should Issue order requiring all 
GE BWRs (o bo placed m cold shutdown for slated reasons 

HIATT.SL Ohio Citizens (or Responsible Energy 80/07/28 Oltlce ot Nuclear floss- 
lor Ragulation, Oireclor (Post 870411) 10pp 50820,143-50820 152 


890324GQ88 Documents agreement for extension on due dale tar revising Site Director 
Std Practice 7 9, "Inlegrafed Schedule & Work Control" Rev needed lo improve use 
at impact evaluation, street for mainl ot mod on Tech Spec equipment 
FtAY,M Tennessee Valley Authority. 89/06/17 Document Conlrol Branch (Document 
Control Desk), 2pp 51016095-51016 096 

9908140085 NRC Info Notice 89-060. “Mainl o( Teie therapy Units " Svc list end 
CUNNINGHAM. R E Division of Industrial a Medical Nuclear Safety (Post 870729) 
89/06/18 Consolidated Edison Co o( New York, Inc 1Q7pp 50993-061-50993' 166, 

6908160129 Suppl 2 lo NRC Info Notice 86-046, "Licensee Repl ol Detective Refur- 
bished Valves Svc list end 

ROSSI. C E Division ol Operational Events Assessment (Post 870411) 89/03/22, 
Consolidated Edison Co of New York, Inc 100pp. 50990039 50990 137 

8908250322 Forwards response to open Hems in Insp Repts 60-259/89-07, 60-260/89 
07 6 50-296/89 1>7 Collective actions rigorous analysis handbook will be revised to 
require equipment nozzle thermal displacements to be considered 
RAY.MJ Tennessee Valley Authority. 69/OB/22. Document Control Branch (Docu- 
ment Conlrol Desk) 7pp, 51035-273-51035,279, 


R, Periodic operating reports A related correspondence 

8008160127 Corrected monthly operating rept for Mar 1989 for Browns Ferry Unit 1, 
RATUFF.S.A Tennessee Valley Authority. 89/03/31. 3pp 50936 247-S0935 249 

8908230322 Forwards monthly operating repl (or Jut 1969 (ot Browns Feny Units 1,2 & 
3 6 corrected repl lor Juno 1909 

RAY.M.J Tennessee VaKay Authority 89/08/15 Document Control Branch (Docu- 
ment Conlrgl Desk) fp 51005 282-51005 293. 

-8908230362 Monlhly operating repts lor Jut 1989 for Browns Ferry Nuclear Pfant Unite 
1,2 &3. 

RATUFF.SA Tennessee Valley Authority 89/07/31 Bpp. 5 1005' 283 51005 290 


P, Operating license stage documents A correspondence 


8900150020 Forwards Amends 169,169 & 140 to Licenses DPR-33.DPR 52 & DPR- 
60, rasped ively & safely evaluation Amends delete certain surveillance testing require 
menls on redundant emergency core cooling & reactor core isolation sys 
BLACK, S Assistant Director for Protects 89/06/30 KfNGSLEY.O.D Tennosseo 
Valley Authority 2pp 50918'309-50919 076. 

-8908150022 Amends 169,169 & 140 to Licenses DPR-33.DPR-52 5 DPfl-08. 
respectively .deleting certain surveillance testing requirements on redundant emergen- 
cy core cooling & reactor core isolation sya during limiting condition for operation 
BLACK, S Assistant Director (or Projects 89/08/02 118 pp, 50ai8'311-509t9 067. 

— BUfXll 50025 Safety evaluation supporting Amends 169,169 & 140 lo Licenses OPR- 
33.DPR-52 & DPR 88,reapeciively. 

* Ollice ol Nuclear Reactor Regulation, Director (Post 870411) 89/08/02 9pp 
50B1 9 068-50919 076 


8907180211 Generic Ur B9-13 to all holders gf OLs or CPs for nuclear power plants r© 
svc water sys problems affecting salety-relaiad equipment.Svc lisl enc) 

PAflTLOW.JG Associate Director for Projects (Post 870411) 89/07/18 Consolidat- 
ed Edison Co ol New York, Inc. 53pp 50736 001 -50735'054 

8907310213 Requests response to potenllal discriminatory action against TVA employ- 
ees within 30 days o( (lr dato.to determine whether enforcement action necessary to 
ensure compliance w/ regulatory requirements, 

CRUTCHFIELO.D Associate Director fdt 'spoclal Prelects (Post 890101). 89/07/20 
KINGSLEY, O O. Tennessee Valley Authority, 4pp. 50736 232-50736 235 


8907270185 Advises that 090605 Rev .6 io corporale nuclear performance plan 

acceptable Chan-— ’ u -n.< — .--ce plan do not 

affect conclusion 

BLACK ,S Assla O Tannessaa 

Valfay Authority I 
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8907310182 Forwards revised End 3 re NSHC, submitted to NRC on 890620, providing 
add! clarification but no change to Tocb Specs 

RAY.M J Tennessee Valley Authority 89/07/25 Document Control Branch (Docu 
ment Control Desk) 4pp 50726 3«13 50726 346 

8907310418 Documents closure of PRA commitmonls in Rev 2,Soction III 11 0 of plant 
nuclear performance plan & PRA actions required lor restart Util will address plant 
specific accidonl vulnerabilities per Genonc Ur 00 20 

RAY.M J Tennessee Valley Authority 89/07/26 Document Control Branch (Docu 
ment Control Desk) 2pp 50743 358 50743 359 

8908020167 Comments on dralt NPDES Permit AL0022QQ0,per 090720 & 21 
telcons Util continues lo roquesl approval to reroute 107 & 110 lo DSN til in order 
to provide buffer between discharges & Tennessoe River 

SCHMIERBACH.M Tennessee Valley Authority 09/07/26 HORN.C Alabama, Slate 
Of 2pp 50757 229 50757 230 

8908030278 Provides overview of util programs to ensure operating peisonnol have suf 
ficionl operating reactor experience to support safety & reliability ol facility Each as 
sislant shift operations supervisor will receive I wk training 

MEDFORD M O Tennessee Valley Authority 89/07/26 CRUTCHFIELD, D NRC - No 
Detailed Aftilralion Given 4pp 50793 103 50793 106 

8908030520 Responds lo 090720 Itr re JW Von Weisenostein complaint under Energy 
Reorganization Act, Section 2 1 0 Util to take action lo see that distribution of 090525 
memo nol misused re blacklist ol individuals raising safely concerns 
KINGSLEY, OD Tennessee Valloy Authority 09/07/27 CRUTCHFIELD.D Associato 
Director for Special Projects (Post 090101) 5pp 50001 330 50001 334 

89DB0IO274 Staff requirements memo ro Commission 890719 briofing in Rockville, MD 
re status ol Unit 2 SECY 89 207 released lo public 

CHILK.S J Office o( Iho Secretary ol ihe Commission 09/07/20 Office of tho Secre- 
tary of llie Commission Ip 50754 079 50754 079 

0908030309 Advises that based on completed exam 8 Hint o( contraciors lo dato.no 
restrictive clauses found which could proven! employeo Irani contacting NRC about 
otentinl safoly issuos 

INGSLEY.OD Tennessee Valley Aulhority 09/07/31 CRUTCHriELD.D Associate 
Director for Special Projects (Post 090101) 3pp 50792 350 50792 360 

8900040020 Advises that final SER for USI A 46 Implomenlnlion will bo dolayed al least 
until end of CY09 Plant walkdown associated w/rosolulion of USI A 46 must bo de- 
ferred al least ono refueling oulago Encourages consolidation of seismic issuos 
flAY.M J Tennessee Valloy Authority 09/07/3 1 Document Control Branch (Docu- 
ment Control Desk) 2pp 50799 107 50799 100 

890B100027 Summary ol 090620 meeting w/ulil In Rockville, MD ro unit seismic 

C rogram Agenda, list ol attendees & viowgraphs end 

IARKISOHN.NM TVA Projects (Division 09/07/31 TVA Projects (Division lOpp 
50886 001-50006 010 

0908000271 Advises that 090721 revs lo ASME Soclion XI pump & valve losling pro 

B ram SER acceptable 

LACK.SC Assistant Director (or Presets 09/00/01 KINGSLEY, O D Tonnossoo 
Valley Authority 8pp 50004 212 50004 219 

0908110213 Summary ol 090710,11 & 12 rooolmgs w/util at plant sito ro electrical 
issues including cable ampacily & ac/dc otoctnral distribution necessary to support 
full powor operation Agenda, list ol attendees 8. handouts oncl 

DANIELS, T TVA Projects (Division 09/08/02 TVA Prajocts Division 60pp 
50916045 50916 104 

8908150209 forwards Amends 169,169 a 140 lo Llconsos DPR-33.DPR 52 & OPR- 
68, respectively & snloty evaluation Arnonds doleto certain toating requirements on ro 
dundanl ECCS & RCiC sys (luring limiting condition of operation 
BLACKS Assistant Director for Projects 09/00/02 KINGSLEY.OD Tonnossoo 
Valley Aulhority 3pp 509 1 7 2 1 9 509 1 7 340 

-8908150274 Amends 169,169 & 140 to Llcensos DPR 33, DPR 52 & DPR 60, 
respectively deleting certain surveillance toslmg roquiromonls on redundant ECCS 8 
RCIC sys during limiting condition ol operation 

BLACK, S Asstslant Director lor Proiocts 09/00/02 117pp 50017 222 60017 330 

-0000150276 Safety evaluation supporting Amonds 169,169 & 140 lo Licenses DPR 
33.DPR-52 8 DPR GO respectively 

' Ollice ol Nuclear Reoclor Regulation Director (Post 070411) 69/00/02 9pp 
50917 340 50917 340 

8908110058 Torwards Amends 170,170 a HI lo Llconsos DPR 33, DPR 52 a DPR 
60 respectively & safely evaluation Amend corrects Tech Spec Surveillance Require 
ment 4 6 A 3 to comply W/10CFR50, App H a rovisos Bases Section 3 6/4 6 
BLACK, S Assislant Oirector lor Pro|oc!s 09/08/03 KINGSLEY.OD Tennossoe 
Valley Aulhority 2pp 50093 209-50893 240 

-8908110082 Amends 170 170 a 141 lo Liconsos DPR 33.DPR 52 & DPR 68, 
respectively .Amends correct Tech Spec Survoillanco Requirement 46 A3 to comply 
w/!0CFR50,App H a revises Bases Section 3 6/4 6 

BLACK, S Assistant Director for Proiocls 09/08/03 35pp 50893 211 50093 245 

-8900110005 Safely evaluation supporting Amends 170,170 a 141 lo Licenses DPR 
33, DPR 52 S DPR 68,reBpoc1ivoly 

’ Oflico of Nuclear Reactor Regulation, Director (Post 870411) 09/08/03 3pp 
50893 246-50093 240 

8908140294 Forwards safety evaluation supporting use of Code testing requirements of 
ASME.Section XI, Winter 1981 Addenda, lor sys pressure tost program lor plan! 

BLACK, S C Assistant Director (or Projects 89/08/03 KINGSLEY O D Tonnosseo 
Valley Aulhonly 3pp 50925 225 50925 235 

-0908140298 Safety evaluation supporting uso of Code testing requirements of 
ASME.Section Xt, Winter 1081 Addenda.for sys pressure tost program for plant 
' Office of Nuclear Reactor Regulation Director (Post 870411) 09/08/03 Opp 
50925 228-50925 235 

8908140323 Responds lo 090709 Itr lo Chairman Carr re concerns Concerns Itave tech 
meal merits but do not constitute nuclear safety Issues 

UAW,8 D TVA Projects Division 89/08/03 BUGGS E D Affiliation Nol Assignod 
7pp 50944 171 50944 178 


-8908140326 Requests assistance in determining why util mgl does nol want author to 
see proposed corrective aciions for four condition adverse to quality ropts issued 
while employed al facility 

BUGGS, ED Affiliation Not Assigned 89/07/09 UAW.BD TVA Projects Division Ip 
50944 178 50944 178 

8908090180 Application for amonds lo Licenses DPR-33.DPR 52 & DPR-68, consisting 
of Tech Spec Change 273, revising Tech Spec Limiting Condition for Operation 3 7 F 8 
bases to reflect operation of primary containment purge sys operation 
RAY,M J Tennessee Valloy Aulhonly 89/08/04 Document Control Branch (Docu 
ment Control Desk) 2pp 50891 166 50891 181 

-8908090182 Proposed Tech Specs, consisting of Limiting Condition (or Operations 
3 7 F & Bases Seclion 3 7 F ro primary containment purge sys 

• Tennessee Valloy Authority 89/08/04 14pp 50891 168 50891 101 

8908100171 Responds to K Rogers question on potential problem re electrical cable 
installation, per 890719 mooting In event that cable damaged during 
installation, damage would be readily apparent since cable visiblo along routo in Iray 
KINGSLEY.OD Tennessee Valley Aulhority 09/08/04 Document Control Branch 
(Document Control Desk) 4 pp 50092 106 50892 109 

8908180082 Summary of 890721 mealing w/util & Impell in RockvillaMD ro licensee 
employee concerns programs 

CRAIG, JW Assoctalo Director lor Special Projects (Posl 890101) 89/08/04 Associ 
ate Director lor Special Projects (Post 090101) 67pp 50969 010 50969 07 7 

8900 170360 Application for amends lo Llcensos DPR 33.DPR 52 & DPR 68, consisting 
ol Tech Spec 274, changing Tech Spocs 3/4 5 C & 3/4 5F to roviso reactor pressure 
requirement at which HPCI S RCIC sys must bo operable 

RAY.M J Tennesseo Valley Authority 09/08/09 Document Control Branch (Docu- 
ment Control Desk) 3pp 50947 34 1 -5094 B 005 

-8908170377 Proposed Tech Specs 3/4 5 E & 3/4 5 F/ovisIno reactor pressure re 
quiromenl at which HPCI S RCIC sys must bo operable 

• Tonnossoo Valley Authority 09/08/09 22pp 50947 344 50948 005 

0908220123 Responds to 800718 roquesl ro results of 890820 performance audil insp 
SCHMIERBACH.M Tennesseo Valley Authority 09/00/11 PIZNAR.T G Alabama, 
Stalo of 3pp 50990 034 50999 036 

B908160215 Advisos that annual NRC confirmatory sample received al plant on 000724 
damagori Requests that now sample & all subsequent samples be addressed as 
slated & that packngos receive radioactive metis label 

RAY.M J Tennesseo Valloy Authority 89/08/14 Document Control Branch (Docu 
monl Control Desk) 2pp 50937 126 50937 127 

8908170038 Forwards "Evaluation of Browns Ferry Nuclonr Plant Unit 2 Instrument 
Sense Line Issuos" Field mods in progress lo correct inslrumont sensing lines thal 
field welkdowns & subsequent analysis identified as not acceplablo 
RAY.M J Tonnossoo Volley Aulhority 09/08/14 Documonl Control Branch (Docu 
monl Conlrol Desk) 2pp 50941 008 50942 082 

-8908170039 "Evaluation ol Brawns Ferry Nuclear Unit 2 Inslrumonl Sense Line 
Issuos " 

HIRES, R A Tonnosseo Valloy Authority 09/08/31 300pp 50941010 50942 082 

8B0D230201 Ooscnbos program plan for resolution of floxiblo conduit Installation 
issuos Evalualion ol floxiblo conduit providing background info, plan lor 
resolulion, outline of acceptance cnlorin & schodulo for completion oncl 
RAY.M J Tonnossoo Valley Authority 89/08/10 Documonl Control Branch (Docu- 
ment Control Oosk) 5pp 51007035 51007 039 

8908280147 Forwards Arnoml 171 to Liconso DPR 52 & safety evalualion Amend cor- 
rects typos, providos consistency botwoen Tech Spec Tables 3 2 F,4 2 F & Pago 6 0 
29 & removes stated nccidenl condition requirements 

BLACK, S Assistant Director lor Pro)ocls 89/08/22 KINGSLEY.OD Tennesseo 
Vfllloy Aulhority 2pp 51040 220 51040 237 

-8908280151 Amend 171 to bconso DPR-52, correcting typos.providing consistency bo- 
twoon Tech Spec Tables 3 2 F.4 2 F & Pago 6 0 29 & removing stated accidonl condi 
tion roquiromonls 

BLACK, S Assistant Director for Projects 80/08/22 13pp 51040 222 51040 234 

"8908200183 Safoly evaluation supporting Amend 171 to Liconso DPR 52 

• Oflico of Nuclear Roactor Regulation, Director (Post 870411) 89/08/22 3pp 
51040 235 51040 237 


Q, Inspection reports, IE Bulletins & correspondence 

8907310048 Forwards Insp Ropl 50 260/09 31 on 690426 0628 No violations 
notod Open issues ro dynamic modol of roactor pressure vessel including inlornals & 
supports, which incorrectly assumed oxistonco ol seismic restraints noted in rep! 
LtAW.BD TVA Projocts Division 09/07/17 KINGSLEY.OD Tennesseo Valloy Au 
thonty 4pp 50712 171 50712 185 

- 8007310061 Insp Repl 50 260/09 31 on 890426 0628 Open issues noted Ma|or areas 
inspected design calculations for seismic design program including generation & trans 
for of seismic loads & impact evaluation ol primary sys 

CHENG, TM, TERAOO TVA Projects Division 89/07/13 tlpp 50712 175 
50712 185 

8908010174 Ack receipt ol 890614 Hr informing NRC of steps taken to correct violations 
noted in Insp Ropts 50-259/89 10 50 260/09 10 & 50 296/89 10 NRC comments on 
denial ol violation encl 

WUSON.BA Assislant Director for Inspection Programs 89/07/18 KINGSLEY OD 
Tennessee Valley Aulhority 3pp 50753 314-50753 316 

8908070230 Forwards Insp Repts 50 259/09 10 50 260/89 19 & 50 296/00 19 on 
890415 0515 Unresolved item ro work control idonlified 

WILSON, BA Assislant Dirocior for Inspection Programs 89/07/10 KINGSLEY OD 
Tennesseo Valley Aulhority 2pp 50825 283 50025 204 
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-8900070235 Insp Repts 50-250/89-19, 50 260/69 19 & 50 296/89-19 on 800415 
05 15 No vio'aVans noled Unresolved item ra conlrol work activities noted Major areas 
Inspected operational safety verification A surveillance & maint observations 
CARPENTERD R , PATTERSON, C S , DTTLE,W S Region 2. Ole ol the Director 09/ 
07/10 27pp 50825 285 50B25 311 


6903250166 Forwards (nsp Repts 50-259/89 12,50-260/89-12 A 50 296/89 12 on 
090410-14 & 890508-12 No violations, deviations or unresolved items noted Co rroctive 
actions tor noncited violation considered Unit 2 restart items 
WILSON, BA Assistant Director for Inspection Programs 09/08/16 KINGSLEY, OD 
Tennessee Valley Authority 3pp 51020 274 51020 321 


8908080176 Ack receipl of 890707 Itr informing NRC ol steps laken to correct violations 
noled in Insp Repts 50 259/89 06, 50 260 '89 06 8 50-296/89 06 
WILSON, BA Assistant Director lor Inspection Programs 89/07/18 KINGSLEY, OD 
Tennessee Valley Aulhordy 2pp 50855009 50355 0)0 

6906080185 Ack receipt ef 890512 Itr informing NRC ol slops taken to correct violations 
noted in Insp Repts 50 259/89 08, 50 260/09 08 A 50 296/09 OB 
WitSON.S A Assistant Director for Inspection Programs 89/07/18 KINGSLEY.OD 
Tennessee Valley Authority 2pp 50057 26B 50857 269 

8907200019 NRC Into Notice 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment ” Svc list end , 

ROSS1.CE Division ol Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York, fnc f06pp 5071 1 333 50712 078 


6903100027 Summary of 890628 meeting w/util in Rockville, MD re unit seismic 
program Agenda, list of attendees & viewgraphs end 

MARKISOHN.NM TVA Projects Division 89/07/31 TVA Projects Division topp 
50086001-60866 010 


8908150260 Ack receipt ol 890705 8 10 Itrs inlormmg NRC ol slops taken to correct 
violations noted in Insp Repts 50 259/69-11, 50 260/89 11 & 50 296/89-11 NRC con- 
siders ulil 890705 response as official response 

WILSON, 8 A Assistant Director for Inspection Programs 89/07/31 KINGSLEY, O.D 
Tennessee Valley Authority 2pp 50926260-50926 261 

8908080207 Forwards resulls ol long-term actions to resolve questions re adequacy of 
safety related pumps in mini (low conditions, per NRC Bulletin 88 004 Deficiencies re 
core spray mini How bypass orifice size correcled 

RAY,M Tennessee Valley Authority B9/0B/02 Document Control Branch (Document 
Control Desk) 3pp 50658 061-50B58 063 


8907270121 Supp) 1 to NRC Bulletin 88 010. "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI, C E Division ol Operational Events Assessment (Post 670411) 89/08/03 
Consolidated Edison Co ol Now York, Inc 108pp 50904 148-50904 253 


8907280169 NRC tnlo Notice 89 058, "Disablement ot Turbine Driven Auxiliary Feed 
water Pump Due to C'asure ol One ol Parallel Steam Supply Valves " Svc lisl end 
ROSSI, CE. Division ol Operational Events Assessment (Poet 870411) 89/08/03 
Consolidated Edison Co ol New York, Inc 106pp 50900 005 50900 1 10 

8908180)69 Forwards Insp Repts 60259/89-20,50 260/89-20 A 50 296/09-20 on 
890515 0615 & notices ol violation & deviation Insp findings indicate certain activities 
appear to deviate from nuclear perlormance plan Unresolved Hems also Identified 
WILSON, 8 Assistant Director lor Inspection Programs WILSON, B Rogion 2, Ole ol 
the Director. 89/08/04 K/NGSLEY.OD Tennessee Valley Authority 3pp 50956333- 
50957 015 


8908180174 Notice of violation from insp on 890515 0615 Violation noted from 
890510 25, only RHR Loop I pump A operable & RHR Loop ti pumps B & O inoperable 
lor scheduled outage Caused by pump area cooler (an motor rotation reversed 
WILSON, 8 AasisfanI Oireclor for Inspection Programs 63/08/04 2pp 50956 336 
50956 33? 


-0908180175 Nolico ol deviation (rom insp on 090508 19 Doviation noted as ol 
890510,167 mod engineers had not completed orieniaiion phase training or been 
granted waivers within time limits established in commitments & implementing proce 
dures 

WILSON, BA Assistant Director lor Inspection Programs 89/08/04 2pp 50956 33B 
50956 339. 


— 8908180177 Insp Repts 50 259/89 20,50 260/89 20 & 50 206/89 20 on 690515- 
0616 Violation & deviations noted Major areas inspected oporallonal salety 
verification, surveillance & main! observations & CRD housing seismic reanatysis 
CARPENTER, DR. PATTERSON, C A Region 2. Ole ol the Director LITTLE, W S As- 
sistant Director lor Inspection Programs B9/08/03 36pp 50956340-50957 015 

8908160400 Informs ol 690828 0901 seismic design insp Insp objcclive A participating 
personnel list encl 

BLACK, S Assistant Director lot Projecls 89/00/00 KINGSLEY ,OD Tennessee 
Valley Authority 3pp 50944-205-50944 287 

899B210O33 Forwards Insp Repts 50 259/89-17,50-260/09 17 A 50-206/89 17 on 
890522 26 & notice ol violation Unresolved item re assessment ol EA audil ol design 
control identilied 

WILSON, 6 A Assistant Director lor Inspeelion Programs 89/OB/IO KINGSLEY, OD 
Tennessee Valley Aulbonly 3pp 50971 001-50971 020 

-8908210038 Notice ol violation trom insp on 890522-26 Violation noted procedures 
modifying facility processed w/o wnllen salely evaluation to provide basis that unre- 
viewed salety quest, on nol being created 

WILSON.BA Assistant Director tor inspection Programs 89/08/10 2pp 50971 004- 
50971005 


-8908210041 Insp Repls 50 259/89 (7,50-260/89-17 & 50 296/89(7 on 8SG522- 
26 Violations noled Ma|or areas inspected transitional design change program 
revrew.ECN close out A review ol (OCFR50 62 (ATWS Rule) implementation 
BRANCH, M , LITTLE, W Region 2, Ole ol lhe Direclor 89/08/10 23pp. 50971 006- 
50971 028 

8908160352 Responds to NRC 890713 Hr re violations noted in Insp Repts 50 259/69 
18.50 260/89 IB & 50 296/09 IB Corrective actions applicabla portion of nuclear QA 
manual will be reviewed & revised before next refueling operation 
MEDFORD.MO Tennessee Valley Authority 89/08/14 Oocumenl Control Branch 
(Document Control Desk) 9pp 50929 267 50929 275 

8908100128 NRC Into Notice B9 859 "Suppliers of Potentially Misrepresented Fasten 
ers ' Svc list find 

ROSSI, C E Division ot Operational Events Assessment (Post 670411) 89/08/16 
Consolidated Edison Co ot Now York Inc I06pp 50992 315 50993 060 


-8908250168 Insp Repls SO 259/89-12,50-260/89 12 A 50 296/89 12 on 690410-14 8 
050B-12 No violations, deviations, unresolved items or inspector lollowup nems 
noted Major areas inspected quality verification 

JENISON.K M , LITTLE. W Region 2, Ofc of the Oiroclor 09/08/16 45pp 51020277 
51020 321 

89082400B8 Documents agreement lor extension on duo date lor revising Site Director 
Sid Practice 7 9, "Integrated Schedule A Work Control " Rev needed lo improve use 
ot impact evaluation sheet lor maml or mod on Tech Spoc equipment 
RAY.M Tennessee Valley Authority 89/00/17 Document Control Branch IDocumcnl 
Conlrol Desk) 2pp 51016 095-51016 090 

8908140085 NRC Into Notice 89 060. "Maint ot Tetetherapy Units " Svc list encl 
CUNNINGHAM.fl E Division ol Industrial S Medical Nuclear Safely (Post 870 7231 
89/08/IB Consolidated Edison Co ol New York, Inc 107pp 50993 061-50993166 

8908160129 Suppl 2 lo NRC Info Nolico 88 048, "Licensee Rept Ol Detective Ralur 
bished Valves Svc list encl 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 89/OD/22 
Consolidated Edison Co of New York, Inc 100pp 50990 039 50990 f 3/ 

8908250322 Forwards response to opon items in Insp Repls 50 259/09 07, 50 260/09 
07 A 50 296/09-07 Corrective actions rigorous analysis handbook will be revised lo 
require equipment nozzle thermal displacements lo be considered 
RAY.M J Tennessee Valley Authority 09/08/22 Document Conlrol Branch (Docu 
ment Control Desk) 7pp 51035 273-51035 279 


R. Periodic operating reports & related correspondence 

8808180288 Revised monthly operating rept lor Feb 1989 lor Browns Ferry Unit 2 
RATLIFF, S A Tennessee Valley Authority 89/02/28 Ip 5094Q 000-50940080 

8908150261 Revised monthly operating rept lor Mar 1909 lor Browns T erry.Uml 2 
RATUFF.S A Tennessee Valley Authority. 89/03/31 2pp 50925 324 50925 325 

890823032 2 Forwards monlhly operating rept for Jui 1909 for Browns Ferry Units 1,2 £ 
3 & corrected rept (or June 1989 

RAY,MJ Tennessee Valley Aulhortly 89/08/15 Documonl Conlrol Branch (Docu- 
ment Control Desk) Ip 51005 282 51005 203 

-8908230382 Monthly operating repts lor Jul 1909 for Browns Ferry Nuclear Plant Units 
1,2 & 3. 

RATUFF.S A Tonnosseo Valloy Authority 89/07/31 Opp 61005 263 51005 290 

-8906230383 Revised monlhly operating repts tor Juno 1909 lor Browns Ferry Nuclear 
Plant Units 1.2 & 3 

RATLIFF, S A Tennessee Valley Authority 99/06/30 3pp 510Q5 291-51005 293 


S. Reportable occurrences, LERs & related correspondence 

8908220224 LEfl 09 016 01 on 890530,480 volt shutdown board discovered in dlscon 
neci position w/broakor comparlmont opon Causod by failure to comply w/admimslia- 
live conlrol requirements Compartment door closod & lalchod W/090015 llr. 
AUSTIN.SW. BYNUM, J.R. Tennessee Valley Aulhority 09/07/11 4pp 50973103 
50973 106 

8907310279 IER 89 015 01 on B90523,absonco of air How in RHR pump room cooler 
Ian duct 2C discovered Fan veriliod rotating backwards Caused by personnel 
error Repairs made by rolling cables & verifying proper direction W/B90724 Itr, 

AUSTIN, SW. BYNUM, JR Tennessee Valley Authority 80/07/24 Dpp 50736212- 
50736 210 

8908070425 LER 09 020 00 on 890702, logic circuit doonorgizod during rcplecomont ol 
luse resulting in isolation ol reactor zone ventilation Caused by oloctncians incorrectly 
jumpering luso prior lo removal Instrucllon revisod W/090731 lir 
JONES.SB , BYNUM, J R Tennossee Valloy Authority 89/07/31 4pp 50824 134- 
50824 137 

8908160234 LER 09 021 00 on 8907l0,dele»ninetJ Ibal Toe!) Spec 4-h limning comM-on 
lor operation exceeded by 2 minulos Causod by personnel error Writers guides will btj 
reviewed A revised as necessary W/890309 Hr 

WILLARD, S C , BYNUM, J R Tennessee Valley Authority 89/08/09 5pp 50924 293- 
50924 297 

8908210240 LER 80-009 01 on 890 4 1 1 .spurious spikes on fndopent/onl mam steam l«~«s 
radiation monitors resulted In lull scram Causo lor spikes undetermined Welding- & 
grinding in area slopped A scram A isolation logic rosoi W/C308I t Hr 
WILLARD.SC. BYNUM, J R Tennossoo Valloy Aulhonly 89/00/11 4pp 50909223- 
50969 2 26 

8908220383 LER 89 024 00 on 890718,con(ract engineer entered high radiation aiaa w/ 
o proper dose monitoring equipment Caused by failure to comply w/radialion work 
permit Health physics training A protected area access rovoked W/890810 Hr 
GORDON.AW , BYNUM, J R Tennessee Valley Authority 89/08/18 6pp 60974 293- 
50974 304 

8908230197 LER 89-022-00 on 890721, humidity control heater Indicating lights low 
standby gas treatment sys Trains A A B extinguished Causod by hoatcr breakers 
placed in closed position Breakers replaced & doors removed W/890820 llr 
AUSTIN.SW, BYNUM, JR lennesseo Valley Authority 89/00/20 5pp 5)000001- 
51000 005 1 

B908280136 LER 89 023-Q0 on 890723,standby gas treatment tram C became tapper, 
able duo to diesel generaior 3D becoming inoperable Caused by CQU'pmem 
failure Rool cause ol rolalive humidity heater circuit breaker tripping undetermined Wf 
890022 llr 

BAXTER, J R . BYNUM, J R Tennossoo Valley Authority 69/08/22 5pp 51029 as? 
51029 361 
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T Hearing transcripts on non-antitrust matters 

8908070372 Transcript ol 090710 brieling on status ol facility in Rockville. MD Pp 1 
56 Supporting documentation end 

‘Commissioners 09/07/19 116pp 50825 029 50825 14-1 


V Operator Examinations 

8900030278 Provides overview ol util programs to ensure operating personnel havo sul 
ficienl operating reaclor experience to support saloly & reliability ol facility Each as 
sislanl shift operations supervisor will receive 1 wk training 

MEDFORD, M O Tennessee Valley Authority 89/07/26 CRUTCHFIELD, D NRC - No 
Detailed Affiliation Given 4pp 50793 103 50793 106 


DOCKET 50-261 H B ROBINSON PLANT, UNIT 2 


F. Security, medical, emergency & (Ire protection plans 

8000080005 Revised EPIPs, including Rev II lo PEP 17l,Rev 26 to PEP-204 8 Rev 18 
to PEP 205 W/890728 llr 

MORGAN R E Carolina Power 8 Light Co 89/07/28 51 pp 50836 017 50836 060 

8908230175 Revised EPIPs, including Rev 24 to PEP 301, “Initial Oose Projections," 8 
Rov 8 to PEP 401 'Radioactive Source Term Oolernunation " 

MORROW.M C , JOHNSON, R , MORGAN, R E Carolina Power & Light Co 09/00/10 
2 1 pp 51007 284 51007 304 

8908180366 Advises lhal emergency operating procedure msp scheduled lor plant on 
890916 29 Purpose ot insp lo verily that emergency operaling procedures technically 
accurale 8 that actions meanmgtully accomplished using existing control 
REYES, LA Region 2, Ole ol the Director 89/08/11 EURY.LW Carolina Power 8 
lighlCo 2pp 50970 199 50970 209 

8908210212 Suppl 1 lo Generic Llr 09 07 to all operaling plants, applicants lor OLs 8 
holdors ol CPs re power reaclor safeguards conlingoncy planning (or surface vehicle 
bombs Svc list end 

PARTLOW.J G Associate Director tor Protects (Post 070411) 89/00/21 Consolidat- 
ed Edison Co ol New York, Inc 55pp 51036 001 51036 056 


X, Utility Final Safety Analysis Roport (FSAR) & amends 

8908020211 Forwards Amend 7 to updated FSAR lor HB Robinson Steam Electric Plant 
Unit 2 Amend 7 current through 090222 

CUTTER, A B Carolina Power 8 Light Co 09/07/21 Document Control Branch (Docu 
moot Control Desk) Ip 50767 253 50769 064 

-8908070373 Amend 7 to updated FSAR tor HB Robinson Stoam Electric Plant Unit 2 
‘ Carolina Power & Light Co 09/07/21 500pp 50767 254 50769 004 


P. Operating license stage documents 8 correspondence 

8907180211 Generic Ltr 80 13 to all holdors ol OLs or CPs lor nudoar power plants re 
svc water sys problems atloding safely related equipment Svc list end 
PARTLOW.J G Associate Director lor Projects (Post 87041 1) 89/07/18 Conaolldat 
ed Edison Co ol Now York, Inc 53pp 50735 001-50735 054 

8907310101 Forwards SER ro Genonc Ltr 03 20, Item 4,5 3 re roactor trip sys reliability 
lor all domestic operaling reactors Existing intervals lor online lunctlonal testing con 
sistont v// achieving high reactor trip ays availability 

LO.RH Project Directorate 11-1 80/07/20 EURY.LW Carolina Power 8 Light Co 
2pp 50742 024-50742 055 

-8907310126 SER accepting util rosponse lo Genonc Ltr 83-20, Item 4 5 3, ro roactor 
trip sys reliability lor all oporaling reactors Accoptnnce basod on reviow ol ownors 
group topical repls.NRC contractor Indopondonl analysis 8 lindmgs in NUREG 0460 
Office ol Nuclear Reaclor Regulation, Diroctor (Post 070411) 09/07/20 3pp 
50742 026 50742 055 

8907310161 Forwards llux maps Irom last hall ot Cycle 12 to supplement data provided 
In 890512 ltr re 10 weight/percent gadolmia program, 

LOFLtN.LI Carolina Power & Llghl Co 89/07/24 Document Control Branch (Oocu- 
menl Control Desk) 141pp 50724 218 50724 357 

8907310184 Requests appropriate priority bo assigned to review ol oncl list ol rcpls to 
support Cycle 14 operation, scheduled to commence In Juno 1990,ulilizing high ther- 
mal performance fuel design developed by Advanced Nuclear Fuels Corp. 

LOFLIN.L I Carolina Power 8 Light Co 09/07/24 Document Control Brandi (Oocu 
men! Control Desk) 2pp 50714 047-50714 048 

8907310331 Informs that linal configuration for saloly mjoctlon pump SIP-B 
acceplabla,per 801230 ltr, 

LO,RH Project Directorate ll-l 89/07/26 EURY.LW Carolina Power 8 Light Co 
2pp 60726 341-50726 342 

8908080182 Responds to V Stello 890427 ltr re omployeo notification to NRC of poten- 
tial safety issues Util contacted ally lor former employee who enlered Into settlement 
agreement w/util to verily agreement did not contain restrictive clauses 
CUTTER, A B Carolina Power 8 Llghl Co 89/07/28 Document Control Branch (Docu 
ment Control Desk) 2pp 50836 010-50836 01 1 

89080801B7 Confirms that fourth quarterly installment payment ol NRC FY09 annual 
lees electronically transferred lo NRC on 890728 

LOFLIN.L I Carolina Power 8 Light Co 09/07/31 Document Control Branch (Docu- 
ment Control Desk) Ip 50057,267-60057 267 

8908160290 Application lor amend to License OPR-23, revising Tech Specs to Increase 
allowable fuel enrichment in reactor, new fuel storage racks & spent fuel storage pit to 
4 2 h 005 weight percent 

CUTTER.A B Carolina Power & Light Co 09/08/04 Document Control Branch (Docu 
ment Control Desk) 4pp 50936 280 50936 323 


-8908160301 Proposed Tech Specs re reactor core, spent fuel pit 8 now luel storage 
racks 

‘ Carolina Power 8 Light Co 89/08/04 6pp 50936 290 50936 295 

-890B 160306 ' Criticality Safely Analysis ol HB Robinson Spenl Fuel Pool W/4 2% 
Nominal Enrichmenl Tuel Assemblies ' 

GERRALO.L D , PIEPER.J E , MALODY.C W Advanced Nuclear Fuels Corp (formerly 
Exxon Nuclear Co . Inc ) ANF 89 017 89/01/25 28pp 50936 296 60936 323 

8008170519 Responds lo ulil 890728 llr re notification ol NRC ol employees potential 
safety issues Requests that ulil provido NRC w/setlloment agreement 
ADENSAM.E G Project Directoralo It 1 89/08/09 EURY.L W Carolina Power 8 Light 
Co 4pp 50945 160 50945 163 

8908220016 Responds lo NRC concern re ability ol employees 8 contractors lo raise 
safety issues to licensee mgt & NRC Licensee understands 8 endorses Importance 
ol maintaining pathway unrestricted 

LOFUNLI Carolina Power 8 Llghl Co 89/08/11 Document Control Branch (Docu- 
ment Control Desk) Ip 51015 206 51015 286 

8908220314 Forwards saloly evaluation accepting 830630 proposed partial exemption 
from 10CFR50.App J 8 approach lor continuation ot containment integrated leakage 
rate tost which exhibits excessive leakage Partial exemption also end 
LO.R Project Directorate II 1 89/08/14 EURY.LW Carolina Power 8 Lighl Co Ip 
50994 276 50994 202 

--8900220317 Saloly evaluation approving 030630 partial exemplion request from 
10CFR5D.App J requirements lor conlinualion ol containment integrated leakage rale 
test w/Qxcossive leakage 

‘ Office ol Nuclear Reaclor Rogulalion, Director (Posl 870411) 89/00/14 2pp 
50994 277 50994 270 

-8908220323 Grants partial oxomphon Irom 10CFR50,App J, Paragraph III A 1(a) re- 
quirements lor containment integrated leakage rale lesl 

VARGA.SA Division ol Reactor Projects I /II (Post 870411) 09/08/14 Carolina 
Power 8 Lighl Co 4pp 50994 270 50994 202 

8808220029 Provides rosponse lo Generic Llr 89 06, Task Action Plan Item ID2, 
"SPOS - 1OCFR50 54(1), ‘ providing cerlilication ol currenl status ol SPOS implemen 
tation al plan! 

CUTTER.A B Carolina Power 8 Light Co 89/08/15 Documont Control Branch (Docu 
ment Control Desk) 27pp 50098 320 50098 354 

8906240242 Noldicalion ol 890829 mooting w/ulil In Rockville, MD to discuss dc battery 
testing 

LO.R Project Directorate 11-1 89/08/10 ADENSAM.E G Proioct Diroclorale ll-l 3pp 
51016 280 51016282 

8908240281 Notification ol cancellation ol 090829 meeting w/util In Rockville, MO re dc 
battory loslmg 

LO.R Project Diroclorale II 1 89/00/10. ADENSAM.E G Project Directoralo ll-l 3pp 
51016089 51016091. 


Q Inspection reports, IE Bulletins & correspondence 


8007200019 NRC Into Notice 69 057, "Unqualified Electrical Splices In Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI.C E Division ol Operational Events Assessment (Post 870411) 80/07/26 
Consolidated Edison Co ol Now York, Inc 106pp 50711 333 50712 078 

8908010193 Rosponds to violations noted In Insp Ropt 50 261/89 09 Corrective 
actions Abnormal Operaling Procoduro AOP 020 rovisod to incorporate limltalions re 
safety Injection pump operation 

DIETZ, C R Carolina Power 8 Light Co 89/07/26 Document Control Branch (Docu- 
ment Conlrol Desk) 4pp 50753 181-50763 104 

8908110048 Ack rocoipt ol 090714 response lo violation re Dopl of Labor Caso 06- 
ERA-4 

EBNETER.SD Region 2, Ole ol Iho Diroclor 00/07/26 EURY.LW Carolina Power 8 
Light Co Ip 50895 092-50895 092. 

8908230073 Foiwaids Insp Ropl 50-261/89-12 on 6006110710 8 nolico ol 
violatlon.Slalod mgl conlrol concerns noted 

VERRELLI.DM Region 2, Ole ol the Director 09/08/01 EURY.LW Carolina Power 
8 Llghl Co 2pp 51007 270-61007 283 

-8908230081 Nolico ol vlolakon from Insp on 090611 0710 Violation noted design con 
Irol measures Inadequate lor slelod instances 

VERRELLI.D.M, Region 2. Ole ol Iho Director 89/06/01 2pp 51007 272 51007,273 

-8908230088 Insp Rept 50 261/09-12 on 80061 1-07*0 Violations nolad Major areas 
Inspected operational safely verification, surveillance 8 mmnt observation 8 operator 
requaliflcatlon exam failure control 

GARNER.L W . JURY.K.R . DANCE, H C Region 2. Ole ol the Director 89/07/31 
10pp. 61007.274 51007.283 

8907270121 Suppl 1 to NRC Bulletin 88 010, "Nonconlormlng Molded Caso Circuit 
Breakers " Svc list end. 

ROSSI.C E Division ol Operational Evonls Assessment (Posl 870411) 09/08/03 
Consolidated Edison Co, ol New York, Inc 108pp 50904 148 50904 253, 

8907280189 NRC Info Notice 89 058, "Disablement ol Turbine Driven Auxiliary Feed- 
water Pump Duo to Closure of One ol Parallel Steam Supply Valves, " Svc list end 
ROSSI.C, E Division of Operational Evenls Assessment (Posl 870411) 89/08/03 
Consolidated Edison Co ol New York, Inc 106pp 50900 005-50900,110 

8908250261 Forwards Insp Rept 60-261/89-200 on 890522-28 Potential enforcement 
findings notod lnadequato documentation 8 evaluation ol equipment (allures & improp- 
erly engineered design mods ol plant 

VARGA, S.A Division ol Reactor Projects • I/ll (Post 870411) 89/08/04 EURY.LW 
Carolina Power 8 Lighl Co 7pp, 51035,203 51 035-220. 
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-8908250262 Insp Repl 50 261/89-200 on B90522 26 No violations noted Major areas 
inspected to determine whether motor operated valves designed, installed & being 
maintained in manner that would ensure capability to perform 

JACOBSON J B . IM0HO E V , LANNING.W D Division ot Reactor Inspection & Sale 
guards (Post 870411) 89/07/12 1 1 pp 51035 210 51035 220 

8908150117 Responds to violations noted in Insp Repl 50 261/89 10 Corrective 
action component cooling water sys leakage eliminated by plugging o( leaking tubes 
within HX Motor- operator torque switch replaced 8 adjusted 

DIETZ CR Carolina Power & Light Co 89/08/07 Document Control Branch (Docu 
men! Control Desk) 5pp 50926 033-50926037 

8908180366 Advises that emergency operating procedure insp scheduled lor plant on 
890918 29 Purpose ol insp to venfy that emergency operating procedures technically 
accurate 4 that actions meaninglully accomplished using existing control 
REYES LA Region 2, Ole ol thB Director 89/08/11 EURY.L W Carolina Power & 
Light Co 2pp 50970 199-50970 200 

8908100128 NRC Into Notice 89 059, ' Suppliers ol Potentially Misrepresented Fasten- 
ers" Svc list end 

ROSSI CE Division ol Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co ol New York Inc tOSpp 50992 315 50993 060 

8908250172 Ack receipt of 890726 Itr informing NRC ol steps taken to correct violations 
noted in Insp Repl 50 261/89-09 Implementation ol corrective actions will be exam 
ined during future msps 

REYES. LA Region 2, Ofc ol the Director 69/08/16 EURY.L W Carolina Power 4 
Light Co ip 51029 316-51029 316 

8908140085 NRC Into Notice 89 060, "Msml ol Telotherapy Units " Svc list end 
CUNNINGHAM, R E Division ol Industrial & Medical Nuclear Salely (Post 870729J 
89/08/18 Consolidated Edison Co ot New York, Inc I07pp 50993 061-50993 166 

8908160129 Suppt 2 to NRC Info Notice 88 048, "Licensee Repl of Defective Refur- 
bished Valves Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 89/08/22 
Consolidated Edison Co ot New York, Inc lOOpp 50990 039 50990 137 


R Periodic operating reports S related correspondence 

8907280006 Forwards Rev 1 to monthly operating rept lor June 1989 for HB Robinson 
Steam Electric Plant Rev necessary duo to improper transfer ot into 
MORGAN, R E Carolina Power 4 Light Co 89/07/20 Document Control Branch (Doc- 
ument Control Desk) Ip 50707 123-50707 125 

-8907280035 Rev 1 to monthly operalmg rept lor June 1989 lor HB Robinson Steam 
Electric Plant 

HAYNESWORTH.V Carolina Power 4 Light Co 89/06/30 2pp 50707 124- 


8908230108 Monthly operalmg rept (or Jul 1989 (or HB Robinson Steam Electric Plant 
Unit 2 W/890810 Itr 

HAYNESWORTH.V, MORGAN, R E Carolina Power & Light Co 89/07/3t 3pp 
51007 032-51007 034 


S Reportable occurrences, LERa & related correspondence 

8908140267 LER BB 022 01 on 881006, licensee discovered error in containment vessel 
Hood level calculation used lor 90 day response to Info Bulletin 79 01 B Caused by in- 
adequate methodology for performing calculation W/890802 Hr 
CROOK, D, MORGAN, R E Carolina Power 4 Light Co 89/08/02 9pp 50914 001- 
50914 009 


V Operator Examinations 

8908230073 Forwards Insp Rept 50 261/69-12 on 890611-0710 & notice of 
violation Staled mgt control concerns noted 

VERRELLLDM Region 2, Ole ol the Director. 69/08/01. EURY.L W Carolina Power 
4 Light Co 2pp 51007 270 51007 283 

-8908230088 Insp Rept 50-261/89-12 on 89061 1 0710 Violations noted Major areas 
inspected operational safety verification, surveillance 4 main! observation 4 operator 
rectification exam failure control ' 

?0 A pp N 5rri07 274 J 5tOo’7 283 DANCE,HC Re 9 IQn 2 - 0(c of >he Director 89/07/31 


DOCKET 50-263 MONTICELLO NUCLEAR GENERATING PLANT 


F. Security, medical, emergency & fire protection plans 

89 rihh. 1 '' ! mm! IP I *' 1 5 , - "?Wt°P« atl0n 01 Emergency Operations Fa- 
f irt cn. v 27 10 lab,e ol cor >t en ls 4 890724 Itr 

50742 tSf E ' FEV ‘ F L Norlhern S!a,es Powe ' Co 89/07/21 3g pp . 50742 056- 


8S ?nf n»L 3 i5 R ?^' .including Rev 25 to index, Rev 23 to A 2-001 , Rev 13 to A 2- 
inJ.'2 ev £ 2 ,06 ' Re vs 6 to A 2-108, A 2-204.A 2-205 S A 2-209 Rev t to A 2- 
m? 2 1° A 2-207. Rev 5 to A 2 301 & Rev 3 to A 2-407 W/690724 Itr 
fbY.FL Northern States Power Co 69/07/24 289pp 60714 058-50714:350 

89 not^ 0571 Fowa,ds Sa,Bt V ln sp Repl 50-263/89-15 on 890724-28 No violations 
Power *Co O^-MSfVs 097 f eC *° r 89/08/08 ^ RS0N ' CE ^hern Stales 

on 89 ? 724 ' 28 No violations, delicienc.es or devi- 
frw NRC m an c ni i al em{jr 9e n ' ; y preparedness exercise Involv- 

raS i pSi T c^ C M^,'! on n & locailons du,ln 3 exercise 
50945 079 5094° 09/’ ' W Re9 ' 0n 3 ' ° ,c of ,he 0ire c'°r 89/08/08. 19pp. 


Planl.Emergency Plan Exercise, Sect, on 
' Northern Slates Power Co 89/07/26 27pp 50945 098-50945 125 


8908210212 Suppl 1 to Generic Ltr 09 07 to all operating plants, applicants for Oi s □ 
holders ol CPs re power reactor saleguards contingency planning lor surface & 
bombs Svc list end - 

PARTLOV/.JG Associate Director lor Projects (Post 070411) 09/08/21 Conso .. 
ed Edison Co of New York, Inc 55pp 51036 001 51036 056 s ' 


G. Adjudicatory correspondence 

8908030142 Petition lor rulemaking PRM 50 53 requesting NRC action to review u^-, 
risk posed by 8WR thermal hydraulic instability NRR should issuo order requrinn 
GE BWRs to be placed in cold shutdown lor staled reasons a a 

HIATT, S L Ohio Citizens for Responsible Energy 88/07/28 Office of Nuclear pj 6 ,., 
tor Regulation, Director (Post 870411) 10pp 50020 143 50020 152 ~ 


K Utility Final Safety Analysis Report (FSAR) 4 amends 

B90809Q024 Forwards Rev 7 to updated FSAR tor Monticollo Nuclear Generating s, a 
lion 4 Rev 13 lo "Operational OA Plan " 

PARKER, TM Norlhern Slates Power Co 89/06/30 Otlice ot Nuclear Reactor R= a , 
fation, Director (Post 870411) 6pp 50870 006 50080 045 d 

- 8908090059 Rov 7 to updated FSAR (or Monlicello Nuclear Generating Plant 
* Norlhern Stales Power Co 00/12/31 250pp 50079 012-50879 2C0 

-8908090060 Rev 13 to "Operational OA Plan " 

ALBRECHT.K J , JENSEN, R J Norlhern Stales Power Co 09/05/25 l24 nr . 
50B79 201-50080 045 


P. Operating license stage documents & correspondence 


8907280001 Forwards errata lo Amend 63 to License DPR-22, consisting of correct s-d 
pages 

STEFANO.J Project Directorate Ilf 1 09/07/14 PARKER, TM Norlhom States P 0 -* er 
Co 3pp 50689 240 50689 244 


-8907280003 Errata to Amend 63 to Licenso DPR 22, consisting ot corrected pages 
• NRC - No Detailed Affiliation Given 89/07/14 2pp 50609 243-50609 244 

8907310207 Forwards orrata to Amend 66 to Liconse DPR-22, Incorporating changes 
previously implemented by Amond 63 

STEFANO.J J Protect Directorate 111-1 89/07/14 PARKER, T M Northern States 
Power Co 3pp 50726 347-50726 352 


■8907310208 Errata to Amend 66 to Liconso DPR-22, incorporating changes previously 
implemented by Amend 63 * 

• NRC - No Detailed Affiliation Given 89/07/14 3pp 50726 350-50726 352 


8908010269 Forwards Amend GB to Liconso DPR-22 & safety evaluation Amend re- 
vises Section 6 of Tech Specs to removo figures depleting corporate* & plant organiza- 
tional charts & spocify general requirements Hint capture ossontial structures 
STEFANO.J J Project Directorate 111-1 09/07/14 MUSOLF.D M Norlhern Slates 
Power Co 3pp 50767 141-50767 158 


-89080 10273 Amend 68 to License DPR 22,rovismg Soction 6 ol Tech Specs to 
remove figures depleting corporate & plant organizational charts & spocify general re- 
d^^mems that capture essential aspects of organizational structure 
YANDELL.LA Project Directorate HI-1 89/07/14 9pp 50767 144 50767 152 


■8908010279 Safely evaluation supporting Amond 60 to License DPR-22 

Office of Nuclear Reactor Regulation, Director (Post 87041 1) 89/07/14 6pp 
50767 153-50767 1 50 


8907180211 Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power plants re 
sys pmbtems affecting safely-related equipment Svc list end 
PARTLOWJG Associate Director for Projects (Post 870411) 89/07/18 Consolidat- 
ed Edison Co ol New York, Inc 53pp 50735 001-50735 054 


89073 1 0458 Forwards response to Generic Ltr 89 08, "Eroslon/Corroston Pipe Wall 
Thinning" Program for monitoring wall thinning on single phase & two phase high 
cussecl Carbon slee ' pl P in 9 ln P’aco Activities associated w/monltonng program cJi-s- 

PARKEfl.T M Northern States Power Co 09/07/24 Documonl Control Branch (Doc- 
ument Control Desk) 4pp 50744 223-50744 226 


8908020011 Forwards application lor amend to License DPR 22,dololmg cycle specific 
limits from Tech Specs & creating now core operating limits ropbper Generic Ltr &8- 


™‘ n ,' iv ivuunuin oiaios rower uo U9/U//26 oilice ol Nuclear 
lation, Director (Post 870411) 2pp 50772 038 50772 094 




-8908020014 Application for amend to License DPR-22,doloting cycle specific lirruts 
dS2i/cd V i? 0 ?. s “. creabn 9 raj? coro operating limits ropt.pc-r Generic Llr 88-16 
PARKER,! M Norlhern States Power Co 89/07/26. 4pp 50772 040-50772 043 


-8908020017 Proposed Tech Specs deleting cycle specllic limits & crealmg new core 
operating limits rept a 

’ Northern States Power Co 89/07/26 51pp 50772 044-50772 094 


oyuo07Do29 Advises that util unaware ol any clauses in settlement agreements which 
< r m Pj oyees ' or employees.from communicating potential &a fct * 
[?sues to NRC. in response to V Stello 090427 Hr 

™ E8 ' T . M , Northern S ' a ' ea 1 p °wer Co 89/07/31 Document Control Branch {Doc- 
ument Control Desk) Ip 50822 136 50822 136 




7>™ aras , application lor amend to License DPR 22,doloting primary 
lainment isolation valve listed In Table? 371 y K r 

Co 09/00/02 Document Control Branch {Doc- 
ument Control Desk), 2pp 50925 109 50925 132. 


* Norlhern States Power Co. 89/08/02 5pp 50926 1 1 1 -50925' 1 1 5 
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B9D81 40302 Proposed Tech Specs.deleiing primary containment isolation valve listed 
m Table 3 7 1 

’ Northern States Power Co 09/08/02 17pp 50925 1 16-50925 132 


Q, Inspection reports, IE Bulletins & correspondence 

8907270175 Provides rosulls o I review ol mod procoss.por violations noted in Insp Rept 
50 263/8B 09 did 880B01 Addl guidance lor implementation ot requirements ol mod 
process provided 

LARSON, C E Northern States Power Co 80/09/30 GREENMAN.E G Region 3. Ofc 
Ol the Director 2pp 50683 288 50683 289 

8908070448 Forwards results ol analysis ol instrument rosponso lime Unresolved 
Issues 282/08012-02 8 306/88012 02, per Insp Rents 50 282/88-12 8 50 306/08 
12 Response lime testing issue also determined tor Monticello 
LARSEN, C E Northern Slatos Power Co 00/10/31 DAVIS, A B Region 3. Ole ol the 
Director lOpp 50862 269-50062 278 

8907310272 Resubmits response to NRC 890613 Hr re violations noted in Insp Rept 50 
263/89 04 Corrective actions NRC interpretation ol batch 8 abnormal releasos adopt- 
ed 

LARSON, C E Northern Slates Power Co 89/07/13 NORELIUS.C E Region 3, Ole at 
(he Director 2pp 50737 027-50737 028 

89072Q0D19 NRC Into Notice 09 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmanlally Qualified Equipment " Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York, Inc 106pp 50711 333-50712 070 

8907270121 Suppl 1 to NRC Bulletin 80 010, "Nonconforming Molded Case Circuil 
Breakers " Svc list end 

ROSSI.CE Division ol Operational Evonts Assossmenl (Post 870411) 09/08/03 
Consolidated Edison Co ol New York, Inc lOOpp 50904 148-50904 253 

03O72BO1G9 NRC Info Notice 09 058, "Disablement of Turbmo Onven Auxiliary Food 
water Pump Duo to Closure ol Ono ol Parallel Steam Supply Valvos " Svc list end 
ROSSI.CE Division ol Operational Events Assessment (Post 070411) 09/08/03 
Consolidated Edison Co o( New York, Inc I06pp 50900 005 50900 110 

8900110209 Forwards Safely Insp Ropl 50 263/89-17 on 090601 0717 8 notice ol vio 
lalion 

AXELSON.W L Region 3, Ofc ol the Director 89/08/04 LARSON, C E Northern 
States Power Co 2pp 50894 230 50994 253 


DOCKET 50 265 QUAD-CITIES STATION, UNIT 2 


F. Security, medical, emergency & fire protocllon plans 


B90731QQ99 Revised generic generating station emergency plan manual, includmq 
Table 6 3 1, Figure 7 2 18, Figure 6 3-10 to Rev 6b 
* Commonwealth Edison Co 09/06/30 5pp 50743 190 50743 194 

8907310508 Advises that 890608 Rev 7b to annex ot generating stalion emergency 
plan consistent w/requiremonls of 10CFR50 54(q) Rev 7b consists of fable ol station 
specific emergency action level 

GREGER.LR Region 3, Ofc of the Director 89/07/21 REED.C Commonwealth 
Edison Co 2pp 50743 201-50743 202 

0907280024 Notice of environ assessment 8 finding of no significant impact granting 
specific exemptions from roquiromenls for "Firo Protection of Safely Shutdown Capa 
bility" prescribed in App R to 10CFR50 

SHEMANSKI.P C Project Directorate llf-2 89/07/24 5pp 50709 262 50709 266 

8908110112 Advises thal Rev 6b to generating stations emergency plan transmitlcd by 
util 090710 form accoplablo 8 does not decrease effectiveness of plan 
GREGER.LR Rogion 3, Ole ol the Director 89/00/04 REED.C Commonwealth 
Edison Co 2pp 50910 107-50910 108 

0908110165 Forwards FEMA 890627 llr Iransmitling FEMA oxercise rept for plant May 
1089 exercise No deficiencies noted Nino areas requiring corrective action 
Identified NRC oxpccls that ulil will dovofe altonlion to resolve concerns 
GREGER.LR Region 3, Ofc of the Director 89/08/04 REED.C Commonwoallh 
Edison Co 2pp 50893,130 50893152 

8908240306 Forwards exemption from technical roquiromenls ol App R to 
1 0CFR50,Section III G 

ROSS.TM Project Diroclorato III 2 89/00/18 KOVACH, TJ Commonwoallh Edison 
Co 2pp 51020 164 51028 175 


-800824030B Exemption from technical requirements ol App R to 10CFR50 ro liro pro 
lection looluros ol nuclear power plants required to satisfy GDC ro lire prolodion 
HOLAHAN.G M Division of Reactor Projects • III.IV.V 8 Special Projects (Post 
870411) 89/00/10 Commonwoallh Edison Co lOpp 51028 166 51020 175 


■•8808110214 Notice ol violation from insp on 090601 0717 Violation nolodon 
B90620.operations personnel installed jumpers lor rolay 16A K21 w/o corroding veri- 
fying as built condition of circuitry, causing loss ot shutdown cooling function 
AXELSON.W L Region 3, Ofc of Ihe Director 89/07/28 Ip 50094 232 50894 232 

• 0908110216 Insp Ropl 50 263/09-1/ on 890601-0717 Violation noted Major aroas 
inspected operational saloly verification, mnmt, surveillance 8 onsite followup of oper- 
ational evenls 

JACKIW.I N Region 3, Ofc of Iho Director 09/07/20 17pp 50894 233-50094 253 

8908170571 Forwards Safety Insp Rept 50 263/89 15 on 890724 20 No violations 
noted 

GREGER.LR Region 3, Ole of Iho Director 09/00/00 LARSON, CE Northern States 
Power Co 2pp 50945 077-50945 097 

• 8908170576 Insp Rept 50 263/09 15 on 090724 20 No violations, dolicioncioa or dovi 
aliens noted Major areas inspected annual emergency proporodnoss oxorclso involv- 
ing NRC observations ol koy functions 8 locations during oxorclso 

FOSTER, J , PLOSKI.T, SNELL.W Rogion 3, Ole ol the Diroclor 09/08/00 I9pp 
50945 079-50945 097 

--890B220093 "Monlicollo Nuclear Generating Plant, Cmorgoncy Plan Exorciso.Seclion 
II Exerciso Objectives 8 Guidelines " 

‘ Northern States Power Co 09/07/26 27pp 50945 090 50945 125 

890B150 104 Forwards Safely In9p Rept 50 263/09 10 on 890717 21 No violations 
noted 

COOPER.R W Region 3. Ole ol Iho Director 09/0U/09 LARSON, C E Northern 
Slates Power Co 2pp 50917 050-50917 054 

—8900160107 Insp Repl 50-263/09 18 on 090717-21 No violations noled Maior areas 
inspected liconseo action on previous insp findings associated w/RCIC steam turbmo 
transient analysis 8 seismic qualification of torus inslromcnl piping 
LIU.WC, DANIELSON, DH Region 3, Ole of the Director 09/08/08 3pp 50017052 
50917 054 

8908100128 NRC Info Nolice 89 059, "Suppliors of Potentially Misrepresented Fasten 
ers " Svc list end 

ROSSI.CE Division ol Operational Evenls Assessment (Post 87041 1) 89/08/16 
Consolidated Edison Co ol New York Inc I06pp 50992 315 50993 060 

8900140085 NRC Into Notice 89 060, ' Mainl ol Telolhorapy Units " Svc list and 
CUNNINGHAM, R E Division of Industrial 8 Modicnl Nucloar Saloly (Post 870729) 
89/08/ tO Consolidated Edison Co of New York, Inc 107pp 50993 061-50993 166 

8908160129 Suppl 2 lo NRC Info Nolico 88 040. "Liconseo Repl of Doleclivo Refur- 
bished Valvos Svc list end 

ROSSI, CE Oiv/sion of Operalional Events Assessment (Post 0704 1 1 ) 09/08/22 
Consolidated Edison Co of New York, Inc lOOpp 50990 039 50990 137 


S Roportobte occurrences, LERs & related correspondence 


8900210212 Suppl l lo Gonoric Llr 09 07 lo all oporaling plants, applicants for OLs 8 
holders ol CPs ro powor roador safeguards conlmgency planning lo; surface vehicle 
bombs Svc list one! 

PARTLOW.J G, Associale Director lor Projecls (Post 870411) 09/00/21 Consolidat 
od Edison Co of New York, Inc 55pp 51036 001 51036 056 


G. Adjudicatory correspondence 


0908030142 Potilion lor ruiomaking PRM 50 53 requesting NRC action to roviow unduo 
risk nosed by BWR thermal hyurauhe instability NRR should issuo oidor requiring all 
GE BWRs to bo placod in cold shutdown lor blnted reasons 
HIATT.S L Ohio Ciliions lor Responsible Energy 08/07/28 Oflicn of Nucloar Roac 
lor Rogutalion, Diroclor (Post 8704 it) lOpp 50020 143 50020 152 


H. General correspondence 


8900240219 Responds to consliluont JF Shall concerns that implomonlalion ol conlaln 
monl mod to install liardonod vonls not Immediate Commission direction of staff lo 
imtiato backlit analyses for each Mark I conlainmonl plant noted 
TAYLOR, JM Ofc of Iho Executive Director for Operations 00/00/17 

GRASSLEYCE Senate Bpp 51016 203 51016 300 


■090B240221 Forwards JT Shall 890711 Hr expressing concern re conlainmonl sys at 
plant Any assistanco ro matter roquoslcd 

GHASSLEY.CE Senate 09/07/24 NRC No Dotailod Allilialion Given 6pp 
51016291 5I01C296 ' 


•■8908240223 Forwards JT Shall 090/11 llr expressing concern ro dosign Haw in plant 
conlainmonl sys Info or comments ro concern roquostod 

HARKIN.T Sonato 09/07/26 BRAOBURNE J C Congressional Allairs 6pp 
5I0162D7 51016302 


■8D0B240225 Forwards JT Shall 09071 1 Hr expressing concern re dosign Haw In con- 
lainmonf sys al plant Observations or comments lo assist in prop ora lion ol response 
requested 

TAUKE.T House of Rep 09/07/20 CARR.K M Commissioners 4pp 51016 303- 
51016 306 


P. Operating license stage documents 8 correspondence 


8907180211 Generic Llr 80 13 to all holders ol OLs or CPs lor nucloar powor plants re 
svc wator sys problems affecting solely related equipment Svc list end 
PARTLOW.J G Associate Diroclor for Projects (Post 870411) 09/07/18 Consolidat 
od Edison Co of New York, Inc 53pp 50735 001 50735 054 


8907310115 LER 80 011 00 on 890622, oxcessive leakage past RWCU return check 
valve RC 6-1 revealed Causo unknown Check valve RC 6-1 to be replaced during up 
coming refueling outago under existing, prescheduled mod W/890724 Hr 
LAVALLE.T A , PARKER, T M Noilhern Stales Power Co 89/07/21 6pp 50736 206 


8908070189 LER 89 013 00 on 890630, several unsealed penetrations discovered in bar- 
riers separating Div I 8 II lire areas Caused by inadequate insp by contract 
personnel Walkdown ot all lire area barriers initiated W/090731 llr, 

PARK ER.TM Northern Stales Power Co 89/07/30 Bpp 51015097- 

51015 104 


8908110376 Advises setpoints correct, adequate design basis provided 8 current con 
trots adequate, based on review ol rosponso to Allegation Rlll-A 89 0039 Actions com 
pleto 8 allegation dosed 

SHAFER.W D Region 3, Ofc ol Iho Director 89/07/20 REED.C Commonwealth 
Edison Co 2pp 50B93 010 50893 026 

--89081103B5 Requests roviow 8 disposition ol Allegation Rill 89 A 0039 ro nonrelneva 
ble calculations associated w/changes to original sotpomls lor APRM within 60 days 
ol Hr date 

GREENMAN.E G Region 3, Ofc of Iho Director 69/04/21 REED.C Commonwealth 
Edison Co 3pp 50893 012 50893 014 
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••8908110387 Forwards results ol evaluation ot Allegation Rill 89 A 0039 re setpoint 
control a documentation practices at facilities Each facility adequately controls key 
sal a iv svs setpoints Setpoint conlrols methods will bo upgraded 
KOVACH TJ Commonv-ealth Edison Co 69706/22 DAVIS A B Region 3, Ole ol the 
Director 12pp 50893 015 50893 026 

8907270336 Forwards response to NRC 890125 request for add! into re Generic Ltr 88 
01 re IGSCC in stainless steel piping lor 6WRs Insp requirement will begin to be im 
plemenled during next refueling outages in Sept 1989 & Feb 1990 
RICHTER, MH Commonwealth Edison Co 89/07/21 Document Control Branch (Ooc 
umenl Control Desk) 145pp 50678 160 50670 303 


8908060167 Provides slaius ol util efforts to address NRC request lor exam ot current 
8 previous labor setilemenl agreements to assure that restrictive clauses which would 
hinder employees Irom providing into ol satety issues to NRC, not present 
RICHTER, MH Commonwealth Edison Co 69/07/31 Project Directorate 111-2 2pp 
50855 007 50855 008 


8908140217 Application lor amends to Licenses OPR-29 & OPR-30,reducmg number of 
lemp switches to initiate HPCI & RCIC sys in event ot sys area high temp & towering 
trip level selling to maintain steam response time & limit radiation releases 
STOLS R Commonwealth Edison Co 89/08/03 MURLEYT E Oltica or Nuclear Re 
actor Regulation, Director (Post 870411) 2pp 50993 272 50993 34B 
s 

-0908140218 Proposed Tech Specs re mstrumontalion that imtiatos primary conlam 
monl isolation functions 

' Commonwealth Edison Co 89/08/03 13pp 50993 274 50993 287 


-8908140221 Quad Cities 1 8 2 HPCI/RCIC Room Leak Dateclion.Phase I Rept " 
BILLIG.PF ROGERS A E General Electric Co AE 05 0184 84/01/31 15pp 

50993 28 B 50993 302 


8908140225 Quad Cities 1 8 2 HPCI/RCIC Roam Leak Dolection, Phase II 4 III" 
BILLIG.PF ROGERS, A E General Electric Co AE 59 0504 84/06/30 45pp 

50993 303 50993 348 


8908280386 Submits schedule for reactor level ref log mod.per Generic Ltr 84-23 Mod 
currently scheduled lor lllh refueling outago at Quad Cities Unils t 8 2 lor Oct 1990 
8 June 1991 respectively 

STOLS R Commonwealth Edison Co 89/08/03 MURLEY.TE Ollice ol Nuclear Re- 
actor Regulation, Director (Post 8704 1 1) 2pp 51039 114-51039 115 

8908160353 Requests that 890331 application lor amends to Licenses DPR-29 8 DPR- 
30 bo withdrawn No evidence ol further deterioration ot pipe crack has occurred since 
89033 1 8 sys continues to provide llow as specihed per Tech Specs 
STOLS R Commonwealth Edison Co 89/08/07 MURLEYT E Office of Nuclear Re- 
actor Regulation, Director (Post 67041 1) 2pp 50930 210 50930 211 


8907200019 NRC Info Notice 89 057, "Unqualitiod Electrical Splices in Vondor Sup^, 
Environmentally Qualified Equipment 11 Svc list end ^ 

ROSSI, C E Division ol Operational Events Assossmant (Post 870411) 99/0?, 
Consolidated Edison Co of New York, Inc 106pp 50711 333-50712 078 




8907270121 Suppl 1 lo NRC Bulletin 80 010. "Nonconforming Molded Case C (rc 
Breakers " Svc list end 

ROSSI, C E Division ol Operational Events Assessment (Post 070411) 89/Qg, 
Consolidated Edison Co ot New York, Inc I08pp 50904 148-50804 253 


8907280169 NRC Inlo Notice 69 050, "Disablement ol Turbine Driven Auxiliary 
water Pump Due to Closure ol One ol Parallel Steam Supply Valves ’’ Svc list 
ROSSI, CE Division ol Operational Events Assossment (Posl 070411) BO/Oe/.S’ 
Consolidated Edison Co ol Now York, Inc lOGpp 50900 005-50900.110 * 


8908140257 Forwards Insp Repls 50-237/80-20, 50-254/80-22, 50-295/88 17. 50. g-, 
86-23 50-454/88 15 & 50 456/80-24,50 457/88-24. 50-455/08-14,50-249/86 9,**' 
374/88 22,50 265/88-22 & 50-304/88 17 on 000816-890802 No Violations noted 
GREENMAN.E G Region 3, Ole ol the Director 89/00/04 REED.C Commonw Qa ,.. 
Edison Co 2pp 50915 340-50915 347 ^ 


-8908140261 Insp Repts 50-237/88 20,50-254/08 22, 50-205/88-17. 50-373/88 23,- 
454/88-15,50 456/00-24,50-457/80-24, 60 455/00 14,50-249/00-21.50-3?4/88-22'5£ 
265/88 22 & 50 304/88 17 on 880816 890802 No violations noted ‘ 

SHAFER, WO Region 3, Ole of the Oirector 09/08/04 6pp 50915 342-5091 5 


8908100128 NRC Inlo Notice 89 059, "Suppliers o( Potentially Misrepresented Eastern- 
ers " Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Posl 870411) 89/0 Q / . c 
Consolidated Edison Co ol New York, Inc 106pp 50992 315-50993 060 


8900140085 NRC Inlo Notice 89 060, "Main! of Telclhorapy Units " Svc list end 
CUNNINGHAM. R E Oivision of Industrial & Medical Nuclear Salely (Post &7072QI 
89/0B/10 Consolidated Edison Co ol Now York, Inc 107pp 50993 031-50993 ,55 

8908160129 Suppl 2 to NRC Inlo Notice 80 048, "Liconsao Rapl of Defective Refur. 
bished Valves Svc list end 

ROSSI, CE Division ol Operational Events Assossmont (Post 870411) 80 /OQ/ 22 . 
Consolidated Edison Co of Now York, Inc lOOpp 50990 030 50990 137 


R. Periodic operating reports & related correspondence 

8908150300 Monthly operating ropts for Jul 1989 for Quad Cities Nuclear Powor Station 
Units 1 & 2W/B90Q01 Mr 

DEELSNYOER.L, ROBEY. R A Commonwealth Edison Co 09/07/31 28pp 
50917 167-50917 105 


8900220295 Rev 0 to "Ollsile Dose Calculation Manual " 

GOLDLUM J C Commonweallh Edison Co 89/08/07 1,200pp 50979 126 50981 196 

890B 1800 13 Forwards supplemental Tech Specs in support of ulil 89071 1 application 
for amends lo Licenses DPR 29 & OPR-30, removing core-specilic core limits per Ge- 
neric Ltr 88 16 & NRC request 

SHADY, J A Commonweallh Edison Co 89/08/14 MURLEY.TE Ollice ol Nuclear 
Reactor Regulation, Director (Post 87041 1) 2pp 50968 085 50968 090 

--89081B0017 Proposed Tech Spec Page 6 6 2 re core operating limits 
' Commonwealth Edison Co 89/08/14 4pp 50960 087-50968 090 

8908280Q02 Advises that task activities re ulil 890331 application lor amend to license 
terminated per licensee withdrawal request Amend would allow cross connecting in 
dependent loops ol RHR svc water sys 

ROSS T M Project Directorate lH-2 89/08/16 KOVACH, T J Commonwealth Edison 
Co 3pp 51040 280 51040 282 

8908230406 Forwards ' Piping Sys Operability Criteria lor Dresden & Quad Cities Nucle- 
ar Generating Stations lor review & approval Proposed piping criteria will bo used to 
evaluate conditions within piping sys & piping supports as slated 
STOLS R Commonweallh Edison Co 89/08/17 MURLEY.TE Olfice of Nuclear Re- 
ader Regulation, Director (Posl 870411) 2pp 51005 t70 51005 183 

-8908230408 ' Piping Sys Operability Criteria lor Dresden & Quad Cities Nuclear Gener- 
ating Stations 

* Commonwealth Edison Co 89/08/17 12pp 51005 172 51005 183 

8908240306 Forwards exemption Irom technical requirements ol App R lo 
I0CFR50, Section IIIG 

ROSSTM Project Diredoralc 111 2 89/08/18 KOVACH T J Commonweallh Edison 
Co 2pp 51028 164 51028 175 

"8908240308 Exemption from technical requirements ot App R (0 I0CFR50 re lire pro- 
tection features ol nuclear power plants required to satisfy GDC re lire protection 
HOLAHAN.GM Division ol Reactor Projects III IV .V fi Special Projects (Post 
870411) 89/08/18 Commonwealth Edison Co lOpp 51028 166 51028 175 


Q Inspection reports, IE Bulletins 8. correspondence 

8907270336 Forwards response to NRC 890125 request lor add! info re Generic Ltr 88- 
Ot re IGSCC in stainless steel piping tor BWRs fnsp requirements will begin to be im 
ptemenled during next refueling outages in Sepi 1989 & Feb 1990 
RICHTER MH Commonwealth Edison Co 89/07/2t Document Conlrol Branch (Doc 
umenl Conlrol Desk) 145pp 50678 160 50078 303 

8907310159 Responds lo 890623 request for addl info re IE Bulletin 85 C03 Motor 
Operated Valve Common Mode Failures During Plant Transients ' All valves ad 
dressed by BWR Owners Group will be included in ref documents 
MORGAN, WE Commonwealth Edison Co 89/07/24 DAVIS, AS Region 3 Ofc ol 
the Director 2pp 50736339 50736 340 


8908160070 Forwards summary of changes, tests & experiments lor Ju) 1089 
ROBEY, R A Commonwealth Edison Co 89/08/01 Document Control Branch (Docu- 
ment Control Desk) 54pp 50035 127-50935 180 


V. Operator Examinations 

8908170599 Informs lhal written & oral oporator licensing exams scheduled for wk of 
891113 All reactor & senior reactor operator liconso applications should be submitted 
at least 60 days prior lo exam dates in order to review applicants 
WRIGHT ,G C Region 3, Otc ol the Diroctor 09/00/09 REED.C Commonwealth 
EdisonCo 12pp 50949 194 50949 205 


DOCKET 50-268 POINT BEACH NUCLEAR PLANT, UNIT 1 


F Securlly, medical, emergency & fire protection plana 

8907310318 Forwards rept lor unannounced oil hours drills on 801020 for State Ol 
Wl. sue specific lo Zion, Point Beach, Kcwaunoo & Prairie Island nuclear power 
stations No deficiencies or areas requiring corrective actions noted _ , 

KWIATKOWSKI.D Federal Emergency Management Agency 89/07/19 CQNGEL.FJ 
Division ol Radiation Protection & Emorgoncy Preparedness (Posl 870411) Spp 
50726 297 50726 304 

8908080116 Forwards Safety Insp Repts 50 266/89-20 & 50 301/09-19 on 69060' 
07 15 Some issues unresolved 

KNOP.RC Region 3. Ole of the Director 89/07/28 FAY.CW Wisconsin Elecirc 
Power Co 2pp 50356 176 50856.186 

-8908080118 Insp Repts 50-266/89 20 & 50 301/89-19 on 690601-0715 Some i ss ^. s 
unresolved Major areas inspeclod previous Insp findings, operational sarery 
verification, radiological conlrols, mamt & surveillance & emergency preparedness- 
DEFAYETTE R W , VANDERNIET.C L , LEEMON.fl J Region 3, Ofc ol the Di/* c,e * 
89/07/25 9pp 50856 176 50856 186 

8908080213 Revised emergency plan, Including Rev 26 to EP 4 0,Rov 31 to EP 5 
29 to EP 6 0 & Rev 9 to App A W/890801 Mr 

FAY.CW Wisconsin Electric Pov/er Co 89/07/28 lOOpp 50829 319 50830 0&6 

8908140227 Responds lo NRC B90621 ltr re violations noted in Insp Repts 50-2 6 ®/-fu> 
13 & 50-301/89-12 Corrective actions persons idonlilied as requiring specialize** v 
ing will participate annually in at least one training activity rvucij- 

FAYCW Wisconsin Electric Power Co 09/OB/O3 Document Control Branch 
men! Control Desk) 5pp 50915 348-50915 352 

8908100280 Forwards Satety tnsp Repls 50 266/89-19 a 50 301/89-18 on 
33, No violation issued lor violation re failure to provide conlrol over emergency oy 
atma procedures since util idenlilied concern in recent internal audit 
WRIGHT.G C Region 3. Ole ot the Oirector 89/08/04 FAY C W Wisconsin 
Power Co 2pp 50891 298-50891 333 


8908140023 Forwards util provisions & jus lit cations tor allowing entry into potential in 
stability regions in response to IE Bulletin 88 007 

KOVACH.TJ Commonweallh Edison Co 89/07/21 DAVIS A B Region 3 Otc ol the 
Director 5pp 50929049 50929 055 


jiafion 


-8908100290 Insp Repls 50-266/89 19 & 50 301/89 10 on 890619 30 W 0 ' 
noted Major areas inspeclod emergency operating procedures /03 

HASSER HOPKINS.J,. VANDERNIET C Region 3 Ofc ol (ho Director G 
34 pp 50891 300 50891 333 
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S9QS 180 224 Ack receipt ol 090706 Itr providing addl into re changes to 090126 plant 
security plan & requests addl info Response must be provided within 30 days from 
receipt of Itr 

GREGERLR Region 3, Ole of the Director 89/08/0B FAY.C W Wisconsin Electric 
Power Co 2pp 50956 264 50956 265 

8900220199 Forwards Safely fnsp Ftepls 50 266/09 23 & 50 301/09 22 on 890710 14 
& 0803 No violations noted 

GREGERLR Region 3, Ofc ot tho Director 89/0B/14 FAY.C W Wisconsin Electric 
Power Co 2pp 50994 140 50994 152 

-8908220215 Insp Ropls 50 266/89 23 8 50 301/89-22 on 890710 14 8 0803 No 
violations, deficiencies or deviations noted Major aroas inspected licensee emergency 
preparedness program 8 followup on aciual emergency plan actuations 
FOSTER.J E , SNELL, W Region 3 Otc ol the Director 09/00/14 tOpp 50994 142 
50994 152 

8908210212 Suppl 1 to Generic Ltr 89 07 to all operating plants, applicants for OLs & 
holders of CPs re power reactor sateguards contingency planning for surface vahiclo 
bombs Svc list end 

PARTLOW.JG Associate Director for Projects (Post 87041 1) 09/08/21 Consolidat- 
ed Edison Co of Now York, Inc 55pp 51036 001 51036 056 


K, Utility Final Safety Analysis Report (FSAR) & amends 

8907270171 Forwards Spring 1909 rov to FSAR lor Poml Beach Units 1 & 2 Changes 
made per 10CFR50 59 8 previously identified in 1900 annual results & data repl 
FAY.C W Wisconsin Electric Power Co 69/07/21 Document Control Branch (Docu 
ment Control Desk) 2pp 50700 201-50709 142 

-0907270201 June 1909 FSAR update, Point Beach Units t & 2 

* Wisconsin Electric Power Co 89/06/30 lOOpp 50708 203-50709 142 


p. Operating license stage documents & correspondence 

0907 180211 Generic Ltr 89 13 to all holders ol OLs or CPs tor nuclear power plants re 
svc water sys problems affecting safoty related equipment Svc fist end 
PARTLOW.JG Associate Director lor Projects (Post 070411) 09/07/16 Consolidal 
ed Edison Co ol New York, Inc 53pp 50735 001-50735 054 

8908170505 'Wisconsin Electric Power Co Poml Beach Nucloar Plant Unit 1 Cycle 17 
startup May 1909 " W/090808 Hr 

ZYDUCK.RC, KURTZ, P N , HEYSE.R P Wisconsin Electric Power Co 89/07/25 
42pp 50953 175-50953 217 

B9080102 18 Advises that 890630 revs to Section 1 8 ol OA program consistent w/provi 
sions of App B to 10CFR50 8 acceptable 

WRIGHT.G C Region 3, Ole ol tho Director 89/07/27 FAY.C W Wisconsin Electric 
Power Co Ip 50753,298 50753 298 

8908020284 Discusses course ol action lor unacceptable design ol auxiliary loodwalor 
sys lor loss ol mstrumonl air lor mam sloam lino break inside contalnmont.per suppl to 
Bulletin 00 04 & Gonoric Ur 80 14 Detective components replaced 
FAY.C W Wisconsin Electric Powor Co 89/07/27 Document Control Branch (Docu 
menl Control Desk) 3pp 50772 136-50772 138 

0908030205 Forwards Amends 123 8 126 to Llcensos DPR-24 & DPR-27, respectively 
& safely evaluation Amends revise Tech Spec 15 23 1 B(5) to eliminate I dolla-l func- 
tion from overpower delta-T setpoint to incronso flexibility of operation 
SWENSON, WH Project Diiectoratn 1113 89/07/31 FAY.C W Wisconsin Electric 
Power Co 4pp 50793 107 50793 120 

--B908030207 Amends 123 8 126 to Licensos DPR 24 & DPR-27, respectively, revising 
Tech Spec 152 3 1 B(5) to eliminate 1 delta I function Irom overpower della T sol- 
poml 

HANNON, JN Project Directorate III 3 09/07/31 7pp 50793 1 11-50793 1 17 

-8900030208 Safely evaluation supporting Amends 123 8 120 to Licenses DPR-24 & 
DPR-27,respedively. 

• Office ol Nuclear Reactor Regulation, Director (Post 870411) 89/07/31 3pp 
50793 110 50793 120 

8908040260 Confirms dates ol 890015-18 lor review ol backup documentation support- 
ing response to station blackout rule, 10CFR50 63,lor plant NUMARC 8700 guidelines 
will be used to ovaluato station blackout assessment 

SWENSON, WH, Project Directorate 111-3 09/07/31, FAY.C W Wisconsin Eloctric 
Power Co 3pp 50799 330 5079D 332 

8906090038 Forwards mod lo 071230 application lor amend to Licensos DPR-24 8 
DPR-27, consisting of Tech Spec Chango Request 120 Amend adds Section 15,6 1 2 
to document changes to stall organization 8 romovo organlzallon charts, per NRC re- 
quest 

ABDOQ.RA Wisconsin Electric Powor Co 89/08/01 Document Control Branch 
(Document Control Desk) 7pp 50891 143 58091 162 

--89Q8Q90042 Proposed Tech Spec Change Request 120, adding now Section 15 6 1.2 
to document changes in stall organization & remove organization charts 

• Wisconsin Electric Power Co 89/08/01 13pp 50891 150-50891 162 

8908100111 Application lor amends lo Licenses DPR-24 8 DPR 27. consisting of Tech 
Spec Change Request 126, revising heatup & cooldown limit curves 
BRITT, R W Wisconsin Eleclnc Power Co 89/08/03 Oocumont Control Branch (Doc- 
ument Control De9k) 5pp 50892 085-50892 105 

"8908100116 Proposed Tech Specs re heatup 8 cooldown limit curves 
’ Wisconsin Eleclnc Power Co 89/06/03 16pp 50892 090 50092,105 

8908100132 Notification ol 890810 meeting w/util in Rockville, MD to discuss plant reac- 
tor vessel integrity, 

SWENSON, W H Project Directorate 111-3 09/08/03 HANNON, J N Project Directorate 
IIJ-3 3pp 50886 011-50886013 

8908160248 Forwards criteria lor determining justification lor continued operation when 
encountering major discrepancies In as-built saloty-related piping at 
facilities Allowables used in criteria based on ASME Section Itl.App F values 
FAY.C W Wisconsin Eleclnc Power Co 89/OB/OB SWENSON, W Project Directorate 
1113 7pp 50935 235-50935'241 


O Inspection reports, IE Bulletins & correspondence 

8907270301 Responds 10 NRC 890626 Hr re violations noted in Insp Repts 50 266/89 
!5 8 50 301/89 14Corrective actions qualified red taggers list will be removed Irom 
standing order 8 be directly controlled by supermtendenl ol operations 
FAY.C W Wisconsin Electric Power Co 89/07/21 Document Control Branch (Docu 
mont Control Desk) 3pp 50704 289 50701 231 

8907310043 Forwards app lo SALP 7 Repts 50-266/89 01 8 50 301/09 01 lor Oct 
1987 through Mar 1989 Conclusions presented In app based on in depth discussions 
during 890627 meeting & review of ulil 890717 Itr ol repsonse 
DAVIS, A B Region 3, Ole ol the Director 09/07/24 FAY.CW Wisconsin Electric 
Power Co 3pp 50742 114 50742 134 

--8907310D45 App lo SALP Repts 50 266/09 01 & 50 301/09 01 lor Ocl 1907 Ihiough 
Mar 1989 Overall ratings unchanged 

• Region 3, Ofc ol Iho Director 89/07/24 l.lpp 50742 117 50742 130 

• 8907310046 Responds to SALP Repts 50-266/09 01 8 50 301/89 01 tor Oct 1907 - 
Mar 1989 Redundancy in repl noted Issues associated w/station battery replacement 
mentioned in throe separate places in ropt 

FAY.C W Wisconsin Electric Power Co 89/07/17 DAVIS, A B Region 3, Ole ol the 
Director 4pp 50742 131-50742 134 

8907200019 NRC Into Notice 89 057, "Unqualified Eleclrical Splices in Vendor Supplied 
Environmentally Qualified Equipment ‘ Svc list end 

ROSSI, CE Division ol Operational Evonis Assessment (Post 870411) 89/07/26 
Consolidated Edison Co ot Now York Inc I06pp 5071 1 J33 50712 070 

8908020284 Discusses courso ot action lor unacceptable design ol auxiliary feedwater 
sys lor loss ol instrument air lor main sloam lino break inside containment, per suppl to 
Bulletin 80 04 & Generic Ltr 88 14 Detective components replaced 
FAY.C W Wisconsin Electric Powor Co 89/07/27 Document Control Branch (Docu 
menl Control Dosk) 3pp 50772 136 50772 138 

8908000116 Forwards Saloly Insp Repls 50 266/09 20 & 50 301/89 19 on 890601 
0715 Somo issues unrosolvod 

KNOP.R C Region 3. Ole ol Iho Diraclor 09/07/20 FAY.C W Wisconsin Electric 
Powor Co 2pp 50856 1/6 50056 186 

.-890Q08D11B Insp Repls 50 266/89 20 8 50 301/09 19 on 090601 0715 Some issues 
unrosolvod Major aroas inspected previous insp findings, operational saloly 
verification, radiological controls, maint & surveillance 8 emergency preparedness 
DEFAYETTE.R W , VANDERNIET.C L , LEEMON.R J Region 3. Ole ol tho Director 
09/07/25 9pp 50856 178 50056 106 

8907270121 Suppl 1 to NRC Bullolm 00 010, "Nonconforming Molded Case Circuil 
Broakors " Svc list and 

ROSSI, CE Division ol Operational Events Assessment (Post 070411) 89/08/03 
Consolidated Edison Co ol Now York, Inc fOBpp 50004 |4fl 50004 253 

0907280169 NRC Inlo Notice 89 050, "Disablement ol Turbmo Driven Auxiliary Food 
wator Pump Due to Closuro ol One ol Parallol Sloam Supply Valves" Svc list end 
ROSSI, CE Division ot Operational Events Assessment (Post 070411) 89/08/03 
Consolidated Edison Co ol Now York, Inc 106pp 50900 005 50900 1 10 

0908140227 Responds lo NRC 090621 Itr re violations noted in Insp Ropls 50 266/09 
13 & 50 301/89 12 Corrective actions persons identified as requiring specialized Iram 
mg wit) participate annually in at toast ono training activity 

FAY.C W Wisconsin Electric Powor Co 89/06/03 Document Control Branch (Docu 
mont Control Dosk) 5pp 50915 348 50915 352 

890B100200 Forwards Safety Insp Repls 50 266/09 10 8 50 301/09 IB on 090619- 
30 No violation Issued lor violation ro failure lo provide control over emergency oper- 
ating procedures since ulil identified concern m rocent Internal audit 
WRIGHT.G C Rogion 3, Ole ol Iho Director 89/00/04 FAY.C W Wisconsin Eloctric 
Powor Co 2pp 50891 298 50091 333 

--890B100290 Insp Ropls 50 266/89 19 8 50 301/89 10 on 090619 30 Violation 
noted Maior aroas inspected emergency operating procedures 
HASSE.R . HOPKINS, J , VANDERNIET.C Rogion 3, Ole ol tho Director 09/00/03 
34pp 50091 300-50091 333 

0900170440 Responds to NRC 890706 Itr ro violations notod in Insp Repls 50-266/09 
04 8 50 301/89 04 Corroclivo actions evaluation ol 15 piping supports w/mlegral 
welded attachments on local pipe stress porlormed utilizing dilloront techniques 
FAY.C W Wisconsin Eloctric Powor Co 89/00/04 DAVIS, A B. Rogion 3, Ole ol Iho 
Director 7pp 50954 004 50954 100 

-0908170616 Rev 2 to Calculation AC 60IR 2 R30. "Evaluation ol Pipe Support " 

* Bechtel Corp AC 601R-2 R30 FI02 89/06/23 96pp 50954 011-50954 108 

8008220199 Forwards Safoty Insp Ropls 50 266/89 23 8 50-301/09 22 on 090710-14 
8 0003 No violations noted 

GREGER.LR Rogion 3. Ole ol tho Director 09/08/14 FAY.C W Wisconsin Eloctric 
Powor Co 2pp 50994 140 50994 152 

.-8900220215 Insp Repts 50-260/89 23 8 50-301/89 22 on 090710 14 8 0803 No 
violations, deficiencies or deviations nolod Major aroas Inspected licensee emergency 
preparedness program 8 followup on aciual emergency plan actuations 
FOSTER.J E , SNELL, W Region 3, Ole ol tho Director 09/00/14 lOpp 50994 142- 
50994 152 

8908100128 NRC Inlo Notice 89 059, “Suppliers ol Potentially Misrepresented Fasten 
ers " Svc list oncl 

ROSSI, C.E. Division ol Operational Events Assessment (Post 870411) 89/00/16 
Consolidated Edison Co of Now York, Inc 106pp 50992 315-50993,060 

8908240399 Confirms mgt mooting between J Zach & EG Greonman at plant on 
890824 to discuss routine events ol interest as agreed at SALP 7 meeting 
GREENMAN.E G Region 3. Ole ol Iho Director 89/08/17 FAY.C W Wisconsin Elec- 
tric Power Co Ip 51028 270 51020 270 

0908140085 NRC Inlo Notice 09 060, "Maint ol Telelhorapy Units " Svc list end, 
CUNNINGHAM, R E Division ol Induslnal & Medical Nuclear Safety (Post 870729) 
89/03/10 Consolidated Edison Co ol Now York, Inc 107pp 60993 061-50993 166 
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8903160129 Suppi 2 to NRC info Notice 88 048 ' Licensee Rept ol Defective Refur- 
bished Valves Svc list end 

ROSSI CE Division of Operational Events Assessment (Post 370411} 69/08/22 
Consolidated Edison Co ol New York Inc lOOpp 50990 039 50990 137 


R. Periodic operallng reports & related correspondence 

6903 150036 Monthly operaling repls lor Jul 1989 lor Point Beach Units 1 & 2W/ 
3908 10 Hr 

KRAUSE CW FAYCW Wisconsin Electric Power Co 89/07/31 9pp 50917 113 
50917 121 


S Reportable occurrences, LERs & related correspondence 

8908140349 NPDES noncompliance notification on 690718 & 24, daily max total residual 
chlorine elfluenl limitation was exceeded Investigation into events commenced 
FAY.CW Wisconsin Electric Power Co 89/08/04 SWENSON, W Project Directorate 
III 3 3pp 50915358 50915360 

8908160233 NPDES noncompliance notification on 890804 daily max total residual chlo 
nne effluent limitation m cooling water discharge (Outfall 002) exceeded Investigation 
- underway Results of investigation will be submitted 

FAY.CW Wisconsin Electric Power Co 89/08/08 Wisconsin, State of ip 
50929 227-50929 227 


V. Operator Examinations 

8908170354 Advises that Confirmatory Action Hr Rill 89 009 re remedial action lor li- 
censed operator requalification program considered closed since licensee met all 
commilinenls noted Actions (alien resulted in successful re exam ot individuals 
OAVIS.AB Region 3, Ole of the Director 89/03/04 FAY.CW Wisconsin Electric 
Power Co 1 p 5094B 023 5094 8 028 

-8908170361 Discusses unsatisfactory plant requalilication program & lists util commit- 
ments tor accelerated remedial training for personnel who tailed exam 
QAVIS.A 8 Region 3, Ole of the Director 89/03/28 FAY.CW Wisconsin Electric 
Power Co 2pp 50948026 50943 028 


DOCKET 50-267 FORT ST. VRAlN NUCLEAR GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

8907310122 Requests that 1938 annual graded, emergency response exorcise (FOSA- 
VEX-88) be moved lo 881114 due to facility undergoing major outage during summer 
months ol 1988 to inspect, repair & replace helium circulators in primary sys 
WILLIAMS.RO Public Service Co ol Colorado 88/02/16 Document Control Branch 
(Document Control Desk) 3pp 50737 048-50737 050 

8908110021 Revised abnormal operating procedures, including Issue 54 lo AOP-EP 
A0PEP A . AOP-EP B.AOP-EP C, Issue 54 lo AOP-EP D 1, Issue 
c?«. 0 ™SfJ P SiL 8SU 5 55 ,0 AOp - EP E & Issue 57 to AOP-EP F-1 W/890713 Jir 
Pub lc Sefvlce °° oi Colorado 89/07/13 500pp 50900111- 

5Uj)Ut UWd 


8907310353 Dscusses 890616 Rev 8 lo commitment schedule lo shutdown plant NRC 
agrees w/moditjed commitment to evaluate conirol ol moisture In CRD mechanism 
SS 8907,5 Fire protection mod commitments deleted from listmq 

w®5iSBS7Sia!,IS.” w '“ WILLIAMSflD 


a vSrw/MOBt/lf P' ar,cla5s ' " Evsnt & Emergency Classilicalion Over- 

50 E 9 N B l 8144 N 509aB27? LLER ' CH Publ ' C SelVlCe C ° °' Co,Qrado ^9/07/26. 127pp 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8908010014 Forwards revised tiling instructions lor Rev 7 lo updated FSAR 
CURTIS, L Public Service Co ol Colorado 89/07/24 Public Service Co nlrvv, 
12pp 50754 080 50754 091 


P Operating license stage documents & correspondence 

8908010402 Discusses 89071 1 meelmg in Region IV ole re introduction ol AC Ciaw* 

& future plans tor facility Slides presented al meotino & list ol altondees enci 
MlLHOAN.JL Region 4, Ofc of the Director 89/07/14 WILLIAMS.RO Public * 
ice Co ot Colorado 18pp 50755 094 50755 111 

8907180211 Generic Ur 89-13 to all holders ol Ols or CPs lor nuclear powei D U„ ( 
svc water sys problems atteciing safety related equipment Svc list enc> H s »e 
PARTLOWJ G Associate Dueclor for Proiects (Post 870411). 89/07/18 Console 
ed Edison Co ol New York, Inc 53pp 50735 001-50735 054 vu " :i0| ida t _ 

8908090328 Responds to Generic Llr 89 08, "Erosion/Coiroslon Induced p™ u r 
Thinning " Util has no plans I or continuing erosion /corrosion insps alter end nf JV 
operation on 900630 Plant 

CRAWFORD.AC Public Service Co of Colorado 89/07/21 Document On 
Branch (Document Control Desk) 3pp 50B91 099 50891 101 ntr c4 

8907310353 Discusses 890616 Rev 8 lo commitment schedule lo shutdown olanl Kip, 
agrees w/modilied commilment lo evaluate conirol ol moisture m CRD 
M0J sys by 890715 Fire proioclion mod commitment dololed Irom fisting niSj h 
HEITNER.K L Proiect Directorate IV 89/07/25 WILLIAMS.R.O Public Service Co . 
Colorado 6pp 50723 164 50723 189 Ol 

8908020100 Responds to 800120 8 0616 requests lor rollol Irom requirements or r, 
surveillance program NRC considers uhl obligations undor luel suivoillance oiocwT 5 * 
will terminate w/planned shutdown ol reactor by 900630 ^* arp i 

HEITNER.K L Proiect Directorate IV 69/07/25 WILLIAMS, fl O Public Service Cn 
Colorado 3pp 50759 078 50759 080 

89 da ^olh? date Wa,d8 requQSl ,or addl info re reaclor cfofuBling Info needed within, arj 

£ T E'd Sg.WSf.%,"' 0 "” WIUIAMS ' no »««««« a> o. 

Discusses licensee 890616 request re changes to previous commilment. 
concerning plans to shut down plant Commitment 2c to bo sub) ol seDararf 
correspondence Commitment 7 lo bo considered not applicable W/rovised sumnv, r ! 
of commitments 

L Project Directorate IV. 89/07/26 WILLIAMS.R.O. Public Service Co C 4 
Colorado 6pp 50793' 121 -50793 126 a 

8908080164 Forwards listed documents supporting & luslilylnn parameter sbIochiti 
plan! protective sys technical issues, low loedwater llowaoau^s 

rn IvBcrmn ’ c 8,1 0Wadl ° valu ® S 'P 0f Am0 nd 60 lo License DPR-34 

CRAWFORD, A C Public Service Co o I Colorado 89/00/01 WEISS.SH Document 
uonirol Branch (Document Control Desk) I50pp 50020,237-50829 116 

8908160092 Requests support In conducting review ol plant preliminary decommission- 
1° b<s 'SYiewed, requested reviewers & tonialtvo review schedule end 
BELL.M J. Regulatory Branch 88/08/08. WEISS, S H Office of Nuclear Reactor Fteav- 
0ir i C o r THOMAS, CO Policy Development & Technical Sup- 

port Branch (Post 0704 1 1 ) 3pp 50935. 1 24 50936. 1 26 

8908180033 Forwards safety evaluation, responding to issuos re Tech Spec upgrade 
program 8 defueling of plant Requests (hat Tech Spec changes bo requested within 
JO days of Ur date 

1*5*5* Lmui3 o ^ 0a n'!. r , Pf0 L ec ' s , • lll ' IV ' V & S P° cial p r ojocts (Post 870411) 
WILLIAMS.ro, Public Service Co ol Colorado 5pp 50967:208- 

OUao/ 210 


8908,00282 For « ards proposed generic llr requesling volunlaiy licensee paiticipation In 
q , ( ' ha P r °P°® ed 9 en8,ic Hr be sent lo all licensees ot power 
f i/?nnA^!?c Cep J\ w P adlcl P an,s & licensees o! listed plants 

p? Miroi cv rr ni° r & Ey alua,lon ot Operational Data. Director 89/07/ 

51074 3 59-51074 360* ^ ° Nucea * Reaclor Hegulation, Director (Post 870411) Ip 

89 ?OCFR73 3 2d) ,WardS St8lU3 Updale of onfloln 9 secu, *'y sys upgrades Enel withheld (ref 

Pu “® Service Co ol Colorado 89/07/2B Document Control 
Branch (Document Control Desk) ip 50773 009-50773 009 

89 RFflP Cr -wiL., , radl g’°fl ,c 2' emergency response planjncludmg issue 12 ot 

Room '' * ,ssue ,o *° ^ *•** «. 
• Public Service Co ol Colorado 89/06/11 I53pp 50966158-50966 316 

89 5 8HW^W/^081 E a°ite'' , ‘ C,Udln9 ISSU6S 3 l ° E ° P CSFM - EOp - 2 - EOP EOP 4.EOP- 
50 E 9 N 89 S Ko996o F 3 U 8 aEB,CH Publlc Servlca Co o1 Colorado 89/08/18 341pp 

lu ro! pl J 10 G0nenc , Lb 89 07 to all operating plants, applicants for OLs & 
tombs SwGt enc P ! 0Wer r8ac,0r sa,B a uards contingency planning P for surface vehfcle 

ffiSWo.X c tMr o 5 ^ 5 p S Cons ' > “ a '' 

I. Financial Inlormatlon 

Co. of Colorado 89/08/02 WEISS SH NRC' - 
No Detailed Affiliation Gwen 2pp 50891 163 50B91 164 ‘ M NRC 


-8908180038 Safety evaluation responding to Issues ro Tech Spec upgrade & ptoJJ 
deluelmg Stated Tech Spec sections should be upgraded 

08 6pp5O907°i3 50967 2 C 1B ar Re8Ct ° r Re 9 ula,lon ' Director (Post 670411) 60/08/ 

8908180008 Forwards Amend 71 to License DPR-34 & sately ovalualion AmerKJ re- 
uc?Tk?co VI 5 ? nS M n T ?, ch sp00S re radiological eflluonls 

R 0 !!' 0 '. Decommissioning & Environ. Pro). Directorate 
50965 113^5O O 905 8 13? WHUAMS.r .0 Public Service C 0 . ol Colorado- 4 PP 

"toglcaf effluents 8nC * ,0 Licen8e DPR-34, revising provisions In Toch Specs re f ack0 " 

fes.H Hon-Powe r Reactor, Decommissioning & Environ Pro) Direcloiaie t p ' 05 ' 
890/30) 89/08/14, 12pp, 50985’ 117-50965.128 

-8908180016 salely ev elual Ion supporting Amend 71 to License DPR-34 
5098512^50965131 Rea ° ° r R88ula,lon ’ DI,actor ( Posl B70411J 89/08/1-*- 3fP 

86 , 0 h 8,801 .^ po r w . arda QA-C 19661, "SAR for Cycle 4 Extended Operations," cone»^*§ 
Speol rl u'red d08S n ° pr0S0n Unfev,0W6(J safety questions & no changes 

Publlc ??s fvlc . e p£- of Colorado, 80/08/14, WIESS.SH Doc^ 1 ^ 
Control Branch (Document Control Desk). 4pp, 50967,101-50967:160 


-8908180198 “SAR (or Cvr'o 4 Fv4/.«rf»m .. 

ifite: 1 1 • A, °mic co ga-o* 


9661 


89082201C5 I <a,i I C •. * 
unreview • ■ • / < 

a p . 

F' ■ '■ '• r . v .. 

Reactor. 1 -rs-i » 

50999 0 ■* > ■ 


. -• I 


r r 

Roactor Dolueli f *^l,/qe 
I Irom proceedir»9 

\ WEISS.SH NoP' r 2pp 
• (Post 890730)' 
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--890B2201 10 'Safely Analysis Rept for Reactor Dofualing " 

' General Atomics (formerly GA Technologies, Inc /General Atomic Co) GA Cl 9694 
69/08/31 SQpp 50999 056 50999 1 13 

B90828O32? Summary of 890710 meeting w/util to discuss deluding of plant List of 
altcndoes, agenda & viewgraphs oncl 

MEITNER, K L Non Power Reactor, Decommissioning & Environ Proj Directorate 
(Post 690730) 89/00/18 WEISS, S H Non Power Reactor, Decommissioning & Envi- 
ron Proj Directorate (Post 090730) 35pp 51040 115 51040 149 


Q Inspection reports, IE Bultetlns 4 correspondence 

8907310122 Requests that i960 annual graded.emorgoncy response oxoreise (FOSA- 
VEX 06) be moved 1o 881 1 14 duo to facility undergoing major oulage during summer 
months of 1908 to inspect repair & replace helium circulators in primary sys 
WILLIAMS, R O Public Service Co of Colorado 08/02/16 Document Conlrol Branch 
(Document Control Desk) 3pp 60737 048 50737 050 

8908010296 Forwards Insp Rept 50-267/09 15 on 890623 2/ & notice of 
violation Response should describe corrective actions to assure that safety rotated 
changes introduced by other parts of organization are proporly incorporated into pro- 
cedures 

MILHOAN.J L Region 4, Otc ot the Director 89/07/14 WILLIAMS, RO Public Serv- 
ice Co Of Colorado 2pp 50767 103-50767 191 

-6906010290 Notice of violation from insp on 890623-27 Violation noted failure to pro 
vide adequate administrative control of plant changos that affect safoty rotated plant 
procedures 

' Region 4, Ofc of the Oirector 09/07/14 Ip 50767 185 50767 105 

-6900010299 Insp Repl 50 267/09 15 on 890623 27 Violation noted Major areas 
inspected circumstances 8 events associated w/ operation of facility above authorized 
max power lovel of 8210 of full power 

MICHAUD.PW, WESTERMAN.TF Region 4, Ofc of the Director 89/07/11 6pp 
50767 186 50767 191 

0908090328 Responds to Generic Ur 89 08, ‘ Erosion/Corrosion Induced Pipe Wall 
Thinning" Util has no plans for continuing erosion /corrosion insps aftor ond ot plant 
operation on 900630 

CRAWFORO.AC Public Service Co of Colorado 80/07/21 Document Control 
Branch (Document Control Desk) 3pp 50891 099 50091 101 

8907200019 NRC Inlo Nonce 89 057, Unqualified Electrical Splices in Vendor Supplied 
Environ menially Qualified Equipment " Svc list end 

ROSSI, CE Division ot Operational Evonts Assessment (Post 070411) 89/07/26 
Consolidated Edison Co of New York, Inc tOGpp 50711 333 50712 070 

8908080235 Ack receipt of 890714 Itr informing NRC ot stops takon to correct violations 
noted in Insp Repl 50 267/09 07 

MILHOAN.J L Region 4, Ofc of the Director 89/07/20 WILLIAMS, RO Public Serv- 
ice Co of Colorado 2pp S0857 149 5005? 157 

6907270121 Suppl 1 lo NRC Bulletin 00 010, "Nonconforming Moldod Caso Circuit 
Breakers " Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 09/00/03 
Consolidated Edison Co of Now York, Inc I08pp 50904 148-50904 253 

8907280169 NRC Info Notice 09 050, "Disablement of Turbine Driven Auxiliary Food 
water Pump Duo to Closure of One of Parallel Stoam Supply Volvos " Svc list oncl 
ROSSI.CE Division of Operational Evenls Assossment (Post 070411) 89/08/03 
Consolidated Edison Co of New York, Inc t06pp 50900 00S 50000 1 10 

8908110198 Forwards Tonm Insp Rept 50 267/89 00 on 000522-26 & notice of 
violation Response should include corrective actions takon or planned to ensure that 
Reactor Waler Cooling Sys 46 operated as designed 

MILHOAN.J L Region 4, Ofc of the Director 09/00/03 WILLIAMS, R O Public Serv- 
ice Co of Colorado 2pp 50094 101 50894 121 

-8908110200 Notice of violation from insp on 000522-26 Violations noted inadequate 
testing of cross connect valves per Tech Spec SR 5 3 4 & failure lo tost high flow 
alarms per Tech Spec SR 5 4 5 

* Region 4, Ofc of the Director 69/08/03 2pp 50694 103 50094 104 

-89QB110203 Team Insp Rept 50 267/89 00 on 090522 26 Violations notod Major 
areas inspected main! activities re Reactor Water Cooling Sys (Sys 46) 

GAGLtARDO J E , HUNTER.D R . VICKREY R B Rogion 4, Ofc of tho Director 09/ 
05/01 17pp 50894 105 50094 121 

8903170067 Forwards Insp Ropt 50 267/09 12 on 890601 0715 & notlco ol violation 
MILHOAN.J L Region 4 Otc of ttie Director 09/00/08 WILLIAMS.R O Public Sorv 
ice Co ol Colorado 2pp 50953 147 50953 150 

-8908170070 Notice of violalion from insp on 000620 Violation noted on 090625, util 
failed to verify positioning of HS 6335 to Tank 1 B, resulting in unanalyzed gaseous 

* Region 4, Ofc of the Director 89/00/06 Ip 50953 149-50953 149 

-8906170073 Insp Rep) 50-267/89 12 on 890601 07 1 5 Violation notod Major areas 
mspecled onsite followup of LERs operational safely verification & monthly surveil 
lance 8 maint observations 

WESTERMAN.TF Region 4. Ofc of the Director 09/08/08 9pp 50953 150- 
50953 158 

8908180073 Forwards Insp Rept 50 267/89 17 on 890717 21 & notice of violation 
MILHOAN.J L Region 4, Ofc oftho Director 89/0B/ 10 WILLIAMS.R O Public Sorv 
ice Co Of Colorado 2pp 50966 145 50966 157 

-B9 08 180074 Notice of violation from insp on 890717-21 Violation noted procedures 
covering timely testing of reactor prelection sys startup channel & periodic test & 
calibr of diesel engine overspeed trip for diesel drtvon fire pump not eslablishod 

* Region 4, Ofc of the Oirector 89/08/10 Ip 50966 147-60966 147 

-6908180075 Insp Rept 50-267/69-17 on 890717 21 Violations noted Major areas 
inspected licensee programs for instrument calibr & functional testing ol dieset fuel oil 
quality & storage & actions on previously identified insp findings 
BOARDMAN.J F , STETKA.T F Region 4. Qfc of the Director 89/08/10 lOpp 
50966 148 50966 157 


0900230113 Forwards Exam Rept 50 26//OL 89 02 administered during wk of 890710 
MILHOAN.J L Rogion 4, Ofc ol (he Director 09/08/14 WILLIAMS.R O Public Serv- 
icer Co of Colorado 2pp 51001 180 51001 250 

-•69002301 18 Exam Ropt 50 267/OL 09 02 during wk of 890710 Exam results three of 
four limited senior reactor oparator applicants passed exam Answer key oncl 
EATON, R B , PELLET, J L Region 4, Ofc ol the Director Q9/08/09 65pp 51001 102- 
51001 246 

8900230437 Responds to violations noted in insp on 890623-27 Corrective 
actions secondary heat balance calculation program modified to account for attemper- 
ation flow automatically 

CRAWFORD, A C Public Service Co of Colorado 89/00/14 Oocumenl Conlrol 
Branch (Document Conlrol Desk) 4pp 51016040 51016051 

Q9Q810D128 NRC Info Notice 09-059. "Suppliers of Potentially Misrepresented Fasten- 
ers " Svc list oncl 

ROSSI.CE Division of Operational Evenls Assessment (Post 070411) 89/08/16 
Consolidated Edison Co of Now York, Inc 106pp 50992 315 50993 060 

8908220421 Forwards Insp Rept 50 267/89-13 on 890626 30 Violations noted but no 
citation issued Expresses concern about status ol Model FSV-t & FSV-IA shipping 
casks 

MILHOAN.J L Region 4. Ofc of the Director 09/08/16 WILLIAMS.R O Public Serv- 
ice Co of Colorado 2pp 50995 001 50995 009, 

-89D0220424 Insp Rept 50-267/09 13 on 890626 30 Violation noted No deviations 
noted Major areas Inspected radwaste sys 

RICKETSON.LT, BAER.R E Rogion 4, Ofc of the Director 89/08/16 7pp 
50995 003 50095 009 

69Q8140085 NRC Info Notice 89 060, "Maint of Telothorapy Units" Svc list encl 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Post 070729) 
09/00/10 Consolidated Edison Co ol New York, Inc 1Q7pp 50993 061-50993 166 

8900160129 Suppl 2 to NRC Info Notice 8B048 "Licensee Rept of Defective Refur- 
bished Valves Svc list oncl 

ROSSI.CE Division of Operational Events Assossmonl (Post 870411) 89/00/22 
Consolidated Edison Co of Now York, |nc tOOpp 50990 039 50990137 


R, Periodic operating reports & related correspondence 

0907200244 "Annual Repl of Changes.Tosts & Experimonfs Not Requiring Prior Com 
mission Approval Per 10CFR5059.8B0123 090122 " W/B90721 Ur 
BREY.HL Public Service Co of Colorado 09/01/22 32pp 50706030 50706 061 

8006020208 "NPDES Discharge Monitoring Ropt for May 1909 " W/890615 llr 
WILLIAMS.R O Public Service Co ol Colorado 09/05/31 8pp 50772 299- 
S0772 306 

0908180188 Forwards Startup Ropt 52 for 090508 0803, per Tech Spec Soction 7 5 la 
FULLER.CII Public Service Co of Colorado 09/08/08 Document Control Branch 
(Document Conlrol Dosk) 3pp 50969 tit -50969 1 13 

8908220163 Forwards monthly oporatmg ropt for Jul 1989 lor Fort St Vrarn & tost rept 
ro CRD partial scram for month ol Jul 1909 

FULLER, CH Public Sorvico Co of Colorado 09/00/15 Document Conlrol Branch 
(Document Control Desk) Ip 5099 1 288 50994'303 

-0908220160 Monthly operating rept lor Jul 1909 for Fori St Vram Nuclear Generating 
Station 

BLOCK, M L Public Sorvico Co ol Colorado 89/07/31 9pp 50994 209 50994 297 

”8998220173 "CRO Partial Scram Tosl Results & Max Daily Temp Rept" for Jul 1989 
BRUNDSON.B , JONES, S Public Service Co of Colorado 80/07/31 6pp 50904 298 
50994 303 


S, Reportable occurrences, LEHa 4 related correspondence 

8908060355 LER 09 Ott 00 on 890623, discovered that rehoat steam attemperakon flow 
not accounted for in secondary boat balance calculation of reactor power Caused by 
inadequate procedures Procedure changes implemented W/890721 llr 
CHESNUTT.SW, HILL.J , FULLER, CH Public Service Co ol Colorado 89/07/21 
9pp 50839 348 50839 356 

6900040183 LER 89-012 00 on 890628, determined that unanalyzed gas wasto roloaso 
occurred from gas waste surflo tank 1 A Caused by personnel error Roleaso 
torminatod Tank contents sampled & analyzed Operators disciplined W/09072B llr 
CHESNUTT.SW, FULLER, CH Public Service Co ot Coloiado 89/07/24 5pp 
50795 080 50795 092 

8908140183 LER 88 009 01 on 880506, reactor scram on high hot reheat temp occurred 
following trip of helium circulator S Caused by malfunction ol analog averaging instru- 
ment in overall plant control sys Calibr method revised W/890B04 llr 
CHESNUTT.SW, FULLER, CH Public Service Co of Colorado 89/06/04 9pp 
50913 326 50913 334 

6908240402 PNO IV 69 052 on 8908 17, unplanned reactor shutdown due to inoperable 
control rod drive occurred Attempts lo clear cause of slack cable light failed Loop 2 
shutdown due to upset in bearing water sys occurred during planl shutdown 
WESTERMAN.TF Region 4. Ofc of tho Director 89/06/18 2pp 51009 280- 
51009 289 


V. Operator Examinations 

8906010114 Advises that LL Hackott resigned effective 890725 
CRAWFORD, AC Public Service Co of Colorado 09/07/25 Document Control 
Branch (Document Conlrol Desk) 2pp 50756 062-50756 063 

89062301 13 Forwards Exam Repl 50 267/OL 89 02 administered during wk of 890710 
MILHOAN.J L Region 4, Ofc of Ihe Director 69/00/14 WILLIAMS.R O Public Serv- 
ice Co Of Colorado 2pp 51001 180-51001 280 
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•8908230118 Exam Rept 50 267/OL 89 02 during wk Of 890710 Exam results three of 
four limited senior reactor operator applicants passed exam Answer key end 
EATON, R 8 , PELLET, J L Region 4, Ofc of the Director 89/08/09 65pp 51001 182 
51001 2-46 

•8900230123 Comments on special senior licensed operator exams administered on 
890711 Exams fair & applicable Concerns listed on end, including, for Q 07, accepting 
only E as correct answer 

CRAWFORD, A C Public Service Co of Colorado 89/07/13 PELLET, J Region 4 Ofc 
of the Director 4pp 51001 247-51001 250 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & ffre protection plans 

8908010133 Forwards Insp Repls 50 269/89 17,50 270/89-17 & 50-287/89-17 on 
890520 0618 8 notice of violation 

HERDT.A fl Region 2, Ofc of the Director 89/07/17 TUCKER, HB Duke Power Co 
2pp 50745 221-50745 256 

-8908010144 Insp Repls 50-269/69 17.50 270/89 17 & 50-287/89-17 on 8B0520- 
0618 Violations noted Major areas inspected operations.surveilfance (esting.maint 
activities .safeguards & radiation proteclion & outage activities 
SKINNER, PH Region 2, Ofc ol Ihe Director 89/07/17 32pp 50745 225 50745 256 

890 B0 100 1 0 Forwards Insp Repls 50 269/89 22,50 270/89 22 8 50 287/89 22 on 
890622 0714 No violations or deviations noted 

HERDT.A R Region 2, Ofc of the Director 89/07/24 TUCKER, H B Duke Power Co 
Ip 50753 268 50753 295 

-8908010011 Insp Repls 50 269/89 22,50 270/89 22 & 50 287/89-22 on 890619 
0716 No violations noted Major areas inspected operations, surveillance testing, maint 
activities, safeguards 8 radiation protection & plant startup from refueling 
SKINNER, PH Region 2, Ofc of the Director 89/07/24 7pp 50753 289-50753 295 

8907310007 Forwards Rev 29 to security plan Rev withheld 
TUCKER, HB Duke Power Co 89/07/25 Document Control Branch (Document Con 
trol Desk) 2pp 50767029 50767 030 

8908010029 Forwards Safeguards Insp Repls 50 269/69 20,50 270/89-20 & 50 287/ 
89-20 on 890626 30 Violations noted Enforcement conference will be scheduled to 
discuss violations 

EBNETEfl.SO Region 2, Ofc oftha Director 89/07/26 TUCKER, HB Duke Power 
Co 2pp. 50753 229 50753 231 

-8908010033 Partially withheld Insp Repls 50 269/89-20,50 270/89 20 & 50 287/89 20 
on B90626 30 (ref 10CFR2 790(d) 8 73 21) Violations noted Major areas 
inspected physical security program for power reactors & security audit 
TOBIN. W Region 2. Ofc of the Director 89/07/25 Ip 50753 231-50753 231 

8908030310 Forwards safety evaluation accepting secondary DHR capability for protec- 
tion against tornadoes based on availability ol safe shutdown facility auxiliary svc 
water sys 

WIENS, L A Project Directorate 11-3 89/07/28 TUCKER, H B Duke Power Co 3pp 
60774 345 50774 355 

• 89080303 1 1 Salcty evaluation accepting use ol secondary DHR for proteclion against 
tornadoes, per NUREG 0737 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 89/07/20 8pp 
50774 348 50774 355 

89081 4D276 Forwards Safeguards Insp Repls 50 269/89 26.50 270/89 26 8 50-287/ 
89 26 on B90724 26 EnlorcemenI conference will be scheduled lo discuss violations 
noled in rept 

EBNETER.S D Region 2, Ole of Ihe Director 89/08/07 TUCKER, HB Duke Power 
Co Zpp 50910 289 509)0 291 

-890B140284 Partially withheld Insp Repls 50 269/89 26,50-270/89 28 & 50 287/89 26 
on 690724-26 (ref 10CFR73 21 & 2 790(d)) Apparent violations noted re access 
controls Major areas inspected physical secunly program for power reactors 
MASNYK.OM Region 2, Ofc of Ihe Director 89/08/03 Ip 50910 291-50910 291 

8908210212 Suppl 1 to Generic Ur 89 07 lo all operaling plants, applicants for OLs & 
holders of CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Rvc fist end 

PARTLOW.JG Associate Director for Piojecls (Post 870411) 89/08/21 Consolidat- 
ed Edison Co of New York, Inc 55pp 51036 001 51036 056 


P Operating license stage documents & correspondence 

89072801 03 Expresses concern w/manner in which regulatory concerns resolved on util 
plants Process of escalation lo higher levels of mg! within NRC 6 util to resolve issue 
on timely basis proposed 

TUCKER, H B Duke Power Co 89/05/30 MURLEY.T E Oflice of Nuclear Reactor 
Regulation, Diredor (Post 870411) 2pp 50705 300 50705 301 

8907180211 Generic Llr 89 13 to all holders of OLs or CPs for nuclear power plants re 
svc water sys problems affecting safety related equipmenl Svc list end 
PARTLOW.JG Associate Difector lor Projects (Post 870411) 89/07/10 Consolidat- 
ed Edison Co of New York, Inc 53pp 50735 001 50735054 

8907310136 Forwards Request for Relief 89 07 from requirements of Section Xt of 
ASME Soiler 8 Pressure Vessel Code Request being submitted due to impraclicality 
of pressure teslmg specific welds as required by code W/one oversize drawing 
TUCKER.H B Duke Power Co 89/07/21 Documenf Control Branch (Document Con 
MOl Desk) 5pp 50724 137 50724 141 

8907310324 Responds to Generic Ur 89 08, Erosion/Corrosion Induced Pipe Wall 
Thinning " Util actively involved in established pipe erosion program developed to 
ensure lhat integrity of two phase 8 single phase piping sys susceptible lo erosion 
TUCKER.H B Duke Power Co 89/07/21 Documenl Conlrot Branch (Document Con- 
trol Desk) 3pp 60720 323 50720 325 


6907310419 Responds to Generic Ur 88-14, "Instrument Air Supply Sys Problems Al 
feeling Safety Related Equipment," clarifying info in 8B0508 Itr Use of unqualified 
components in vent paths for valves acceptable based on secondary side cooling 
TUCKER.H B Duke Power Co 89/07/21 Document Control Branch (Document Con 
trol Desk) 6pp 50723 124-50723 129 

8907270204 Advises that NRC action completed on TAC items due to ulil 890621 wifi 
drawal of 881215 Tech Spec amend request to ensure adequate standby bus voltago 
would be available for DBA scenarios due lo hardware mod obviating need for amend 
WIENS, L A Project Directorate 11-3 88/07/24 TUCKER.H B Duke Power Co 2pp 
50704 090 50704 091 

8908010019 Responds to NRC 890626 request for addl info re Rept 86-1106952-00, 
"Evaluation of Effects of Steam Line Break on Standby Shutdown Facility Capabili 
ties " Rupture area used in steam line break analysis is 5 29 ft{2) per steam line 
TUCKER.H B Duke Power Co 89/07/24 Document Control Branch (Documenl Con 
trol Desk) 3pp 50754 006 50754 008 

6908040199 Summary of 890713 meohng w/ulil at plant site re self initiated technical 
audit team applied to emergency power distribution sys list ol attendees & view 
graphs end 

WIENS, L A Project Directorate II 3 89/07/28 Project Directorate 11-3 )7pp 

50799 276-5079B 292 

8908090409 Advises that response to Generic Ltr 89 06, "SPDS," will be delayed duo 
lo late date of receipt of Itr Submittal anlicipted by 890800 

TUCKER.H B Duke Power Co 89/07/31 Documenl Control Branch (Documenl Con 
trot Desk) 2pp 50884 188 50084 189 

8908110040 Summary of 890728 meeting w/util & Bechtel re design basis documents 
tion program Agenda, list of attendees & handouts end 

WIENS, L A Project Directorate If 3 89/08/04 Project Directorate 11-3 28pp 

50910 079-50910 106 

8908 140230 Summary of 690719-21 meeting w/liconsee at plant sito re details of util 
emergency power sys List ol atlendees end 

WIENS, L A Project Direclorate II 3 89/08/04 Project Directorate II 3 5pp 

50915 353-50915 357 

8908220222 Documents 890726 conference call re implemenlation schedule for ATWS 
mods Proposed schedule for mods to install ATWS mitigation sys actuation circuitry 
based on decision to utilize programmable logic conlroller 

TUCKER.H B Duke Power Co, 80/08/04 Document Control Branch (Oocumenl Con 
trol Desk) 4pp 50977 108 50977 1 1 1 

8908160397 Informs that response to Generic Ur 89 06, "SPDS" currently under lovmw 
by mgt & will be delayed until 890818 

TUCKER.H B Duke Power Co 09/00/07 Documenl Control Branch (Documenl Con 
trol Desk) Ip 50937 261 50937 261 

8908170124 Forwards addl info on OPC-NE-3000, 'Thermal Hydraulic Transient Analy- 
sis Methodology," per 090/18 & 19 tefcons re steam generator heat transfer modeling 
w/HETRAN Code 

TUCKER.H B Duke Power Co 89/08/09 Documenl Control Branch (Document Con 
trol Desk) 4pp 50949 226-50949 229 

8908300298 Confirms 890800 conversation re uht agreement to participate in NRC Reg 
ulatory Impact Survey on 890912 in Charlotfe NC 

EBNETER.S D Region 2, Ofc of the Direcfor 89/00/11 TUCKER.H B Duke Power 
Co 3pp 51078 358 51078 360 

890B210080 Forwards response to 890808 telcon questions re effects of steam line 
break on standby shutdown capabilities Basis for stating that 60 s period of main 
feedwater delivery conservative addressed 

TUCKER.H B Duke Power Co 89/08/14 Documenl Control Branch (Documenl Con- 
trol Desk) 2pp 50994 001-50994 002 

8908210084 Advises that 890131 commitment to submit amend request will be mado by 
891015 

TUCKER.H B Duke Power Co 89/08/15 Document Control Branch (Documenl Con- 
trol Desk) Ip 50970 360 50970 360 


Q. Inspection reports, IE Bulletins & correspondence 


8900010133 Forwards tnsp Repls 50-269/89-17.50 270/09 17 8 50 287/89 17 on 
890520 0610 & notice of violation 

HERDT.A R Region 2, Ofc of the Director 09/07/17 TUCKER.H B Duke Power Co 
2pp 5074 5 222-50745 223 

• 8908010139 Nolice of violation from insp on 890520 0610 Violation noted Operating 
Procedure (OP) O/A/1 107/03 & Performance Test (PT) 2/A/0610/01J madequato 
HERDT.A R Region 2, Ofc of the Director 69/07/17 2pp 50745 224-50745 225 

-8908010144 Insp Repls 50 269/89 17,50 270/89 17 & 50-287/89-17 on 890520- 
0618 Violations noted Major areas inspected operalions.surveillanco testing, maint 
activities, safeguards 8 radiation protection & outage activities 
SKlNNER.P H WERT.L D , SHYMLOCK.M B Region 2, Ofc of the Director 89/07/ 
17 32pp 50745 226-50745 257 

6907260115 Forwards Exam Rept 50 269/OL-89 Ol administered on 89Q503 
PEEBLES, T A Region 2, Ofc of Ihe Oirector 89/07/19 TUCKER.H B Duke Power 
Co 2pp 50946 001 50946 002 

•■8908150231 Exam Rept 50-269/OL-89 01 on 890503 Exam results one candidate 
passed written reexam 

BALDWIN, R S , BROCKMAN, K E Region 2, Ofc of ihe Oirector 89/07/19 liapp 
50946003 50946 121 

8908010010 Forwards Insp Repls 50 269/89-22,50 270/69 22 & 50 287/89 22 on 
890622-0714 Mo violalions or deviations noted 

HERDT.A R Region 2, Ofc of the Director 89/07/24 TUCKER.H B Duke Power Co 
Ip 50753 288-50753 295 
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••6906010011 Insp Flepts 50 269/89-22.50 270/69 22 & 50 287/09 22 on 890619- 
0716 No violations noted Major areas inspected operations, surveillance testing, maint 
activities, safeguards 8 radiation protection & plant startup from refueling 
SKINNER, P H , WERT l D , SHYMLOCK.M B Region 2, Ole of the Director 89/07/ 
24 7pp 50753 269-50753 295 

B9OBO1OO04 Forwards Insp Repts 50 269/69-23,50-270/89-23 S 50 287/89 23 on 
890626-30 No violations or deviations noted 

JULIAN, C A Region 2, Ofc ol the Director 89/07/24 TUCKER, H B Duke Power Co 
2pp 50756 001 50756 009 

-S 90S Q>1 0091 Insp Repts 50 269/89 23,50-270/89 23 & 50-287/09-23 on 890626 
30 No violations or deviations noted Major areas inspected rnainl program implemen 
talion 

COLEY,J L , BLAKE.JJ Region 2, Ole ot the Director 89/07/19 7pp 50756003 
50756 009 

8907200019 NRC Info Notice 89 057, 'Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co ot New York, Inc I06pp 50711 333 50712 078 

89D6O10O29 Forwards Safeguards Insp Repls 50-269/09-20,50-270/89 20 & 50 207/ 
89-20 on 690626 30 Violations noied Enforcement conference will bo scheduled (o 
discuss violations 

EBNETER.SD Region 2, Ofc ol Iho Direclor 89/07/26 TUCKER, H B Duko Power 
Co 2pp 50753 229 50753 231 

-8908010033 Partially withheld Insp Repls 50 269/83-20,50-270/89-20 & 50 287/09-20 
on B90626-30 (rel 10CFR2 790(d) 8 73 21) Violations noted Major areas 
inspocted physical Security program for power reactors & security audit 
TOBIN, W Region 2, Ole ol the Director 89/07/25 Ip 50753 231-50753 231. 

89OB06D09B Ack receipt ol 890710 Itr informing NRC ol slops taken to correct violations 
noted in Insp Repts 50-269/89 10, 50 270/89 10 & 50 207/09-10 
STOHR.J P Region 2, Ole of Iho Direclor 09/07/28 TUCKER, H B Duko Power Co 
ip 50B56 274-50056 274 

8907270121 Suppl 1 to NRC Bulletin 08 010, "Nonconforming Molded Caso Circuit 
Breakers " Svc list oncl 

ROSSI.CE Division of Operational Evonts Assessment (Post 07041 1) 09/08/03 
Consolidated Edison Co of Now York, Inc lOOpp 50904 140 50904 253 

8907260169 NRC Info Notice 89 058, "Disablement ol Turblno-D/ivon Auxiliary Food 
water Pump Duo to Closure ol One ol Parallel Sloam Supply Valves " Svc list oncl 
ROSSI.CE Division ol Operalional Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co ol Now York, Inc t06pp 50900 005 50900 110 

8906140276 Forwards Safeguards Insp Ropls 50 269/69-28,50 270/09 26 & 50-287/ 
89-26 on 890724 26 Enforcomenl conference will bo schodulod lo discuss violations 
noted In rapt 

E0NETER.S O Region 2. Ole ol Iho Director. 89/0D/07 TUCKER.H B Duko Power 
Co 2pp 50910 289-50910 291 

-8906140284 Partially withheld Insp Repls 50-269/89-26,60 270/09 26 & 50-207/09 26 
■on 690724-26 (rol 10CFR73 21 8 2 790(d)) Apparent violations noted ro access 
controls Major areas inspected physical security program lor power reactors 
MASNYK.O M , MCGUIRE, D R Region 2, Ole ol the Director 89/06/03 Ip 
50010 291-50910 291 

8908100128 NRC Into Notice 09 059, "Suppliers ol Polsnlially Misrepresented Fusion 
ers " Svc list oncl 

ROSSI.CE Division ol Operational Evonts Assessment (Post 070411) 80/00/16 
Consolidated Edison Co ol New York, Inc 106pp 60902 315 50903 060 

6908220411 Responds lo NRC B90717 Itr re violations notod In Insp Ropts 50-269/09 
17,50-270/09 17 8 50-207/89 17 Corrective actions Operations Procedure OP/O/ A/ 
1107/03 corrected to remove deficiency & Leo gas turblno voltage problem resolved 
TUCKER.H B Duko Power Co 09/06/16 Document Control Branch (Document Con- 
trol Desk) 4pp 50977 206 50977 209 

8908230059 Ack receipt of 890710 llr informing NRC ol steps taken to correct violations 
noied <n Insp Repts 50 269/80 10, 50 270/09-10 8 50 207/09-10 Inadequate root 
cause evaluation ol occurrences Identified 

EBNETER.SD Region 2, Ole ol Iho Director 09/00/16 TUCKER.H B, Ouko Power 
Co 2pp 51006 283-51006 284 

89QB1400B5 NRC tnlo Notice 09 060, "Main! ol Telothorapy Units " Svo list end 
CUNNING HAM, R E Division ol Industrial 8 Modlcal Nuclear Safely (Post 070720). 
89/QB/lB Consolidated Edison Co ol New York, Inc, 107pp. 50993 001-50993-166 

8908160129 Suppl 2 to NRC Info Notico 88 048, "Licensee Ropt of Dafoctlvo Refur- 
bished Valves ' Svc list end 

ROSSI.CE Division of Operational Evonts Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of Now York, Inc lOOpp 50990 039-50990 137 


R, Periodic operating reports & related correspondence 


8907260140 Forwards monthly operating repls for Juno 1909 lor Oconoo Units 1,2 8 3 
6 corrected repl lor May 1989 

TUCKER.H 0 Duke Power Co 89/07/14 Document Conlrol Branch (Document Con 
Irol Desk) Ip 50705-302-50705 318. 


09 072B0 1B3 Monthly operating repts lor June 1989 (or Oconee Nuclear Station, Units 

i,2 a 3 

WILLIAMS, R A Duke Power Co 89/06/30 16pp 50705'303-50705.317. 


••8907280185 Corrected monthly operating repts for May 1009 for Oconee Nuclear 
Slalion.Umls 1,2 & 3, consisting of personnel exposure repl 
* Duke Power Co 89/05/31 Ip 50705 318-50705 318 

8908220190 Forwards monlhly operating repls for Jul 1089 lor Oconee Nuclear 
Station Revised Juno 1989 rept also end 

TUCKER.H B Duke Power Co 89/08/15 Document Control Branch (Document Con- 
trol Desk). Ip 60995 010 50995 026 


-8908220313 Monthly operating ropts lor Jul 1989 lor Oconee Nuclear Station, 
WILLIAMS, R A , MILLS, J L Duke Power Co 89/07/31 15pp 50995 011-50995,025 


--B908220315 Revised monlhly operating rept lor June 1989 for Oconee Nuclear Slation 
‘Duke Power Co 89/06/30 Ip 50995 026 50995 026 


S Reportable occurrences, LERs & related correspondence 


8908160080 LER 09 010 01 on 890608 determined that central switchyard could not be 
used as olfsite power source because NRC requirements for degraded grid prolection 
not mol Caused by mgt deticiency Training package issued W/B90G09 Itr 
LOWERY, H . TUCKMAN.M S Duke Power Co 89/07/10 8pp 50924 298 50924 305 

0908280275 LER 89 010 02 on B90608,dotermined that central switchyard could not be 
used as oflsite power source since requirements (or degraded grid prolection not 
met Caused by mgt deficiency Training package issued W/8908 1 5 Itr 
LOWERY, H , TUCKMAN.M S Duke Power Co 89/07/10 Opp 51035 314 51035 321 

890B070418 LER 09 011 01 on 890618, both independent emergency onsite power 
paths removed Irom svc lor approx 20 minutes while performing emergency siarl 
test Caused by defective procedure Procedure corrected & lest completed W/890728 
llr 

LOWERY.H, TUCKMAN.M S Duke Power Co 09/07/28 1 1pp 50802 338- 

50002 340 

8908080373 LER 09 009 01 on 890607 .discovered that Tech Spec 3 7 i b 1 allowed un- 
restricted plant operation in contiguration which could allow single failure ol one 
standby breaker Caused by mgt deficiency Procedure deficiency corrected W/090Q01 
Itr 

LOWERY.HR, TUCKMAN.M S Ouko Power Co 89/08/01 lOpp 50049 326 
50849 338 


V, Operator Examinations 


8907260115 Forwards Exam Repl 50-269/OL-89 01 administered on 890503 W/o rept 
PEEBLES, T A Region 2, Ole ol the Direclor 89/07/19 TUCKER.H B Duke Power 
Co 2pp 50677,042-50677 043 

8907260115 Forwards Exam Repl 50 269/OL 89 01 administered on 090503 
PEEBLES.T A Region 2, Ole olllio Director 09/07/19 TUCKER.H B Duko Power 
Co 2pp 50D46 001-50946 002 

--8908 1 5023 1 Exam Rept 5O-269/OL-80 01 on B90503 Exam results one candidate 
passed written reexom, 

BALDWIN.RS, BROCKMAN, K E Region 2, Ole ol Iho Direclor 09/07/19 118pn 
50946003 50946 121 

8908180229 Inlorms ol written operator liconsmg oxams scheduled for wk ol 091211 al 
plant S roquoats that facility furnish oncl rol mail requirement documents by 890920 
PEEBLES.T, A. Region 2, Ole ol the Duoctor 89/00/03 TUCKER.H B Duko Power 
Co llpp 50960 351 50966 361 
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F. Security, modlcal, emergency & lire protection plans 

8908010133 Forwards Insp Ropts 50-269/09-1 7,50-270/09 17 & 50-287/09 17 on 
890520 0610 & notice of violation 

HERDT.A R Region 2, Ole ol the Director 09/07/17 TUCKER.H B Duko Powor Co, 
2pp. 50745 221-50745.256 

"0908010144 Insp Repls 50-269/89 17,50 270/09-17 & 50 207/89-17 on 090520- 
oetO.Violallons notod Ma|or areas Inspocted oporations.survolllanco testing, malnt 
activities, safeguards 8 radiation prolection 8 outage activities 
SKINNER, P.H Region 2, Ole oltho Director 89/07/17 32pp 60745 225 50745 258 

8908010010 Forwards Insp Repls 50-269/89 22,60 270/89-22 8 50-287/80-22 on 
890622 0714 No violations or deviations noted, 

HERDT.A R Region 2, Ole ol the Director 89/07/24 TUCKER.H B. Duke Powor Co 
Ip, 50753 288-50753 295 

-8908010011 Insp Repts 50 200/89 22,50 270/80 22 8 50 207/89 22 on 890619- 
0716 No violations noted Major areas Inspected operations, surveillance testing, maint 
activities, safeguards 8 radiation protection 8 plant startup from refueling 
SKINNER, P.H. Region 2. Ole ol the Director 00/07/24 7pp 50733 289 50753 295 

8907310007 Forwards Rev 29 to security plan Rov withhold. 

TUCKER, H.B, Duko Power Co 89/07/25 Document Control Branch (Document Con 
Irol Desk). 2pp 50767,029 50767 030 

8906010029 Forwards Safeguards In9p Repls 50-269/89 20,50-270/69 20 8 50 287/ 
89-20 on 890626-30 Violations notod Enforcement conference will be scheduled to 
discuss violations 

EBNETER.S.D Region 2, Ole ol Iho Director 89/0//26 TUCKER.H B Duke Power 
Co, 2pp 50753 229-50753-23 1. 

-8908010033 Partially withhold Insp Ropts 50 269/89 20,50 270/09 20 8 50-207/09 20 
on 000626 30 (rel 10CFR2 790(d) 8 73 21) Violations noted Major areas 
inspected physical security program for powor reactors 8 security audit, 

TOBIN, W Region 2, Ofo of the Direclor 89/07/25 Ip 50753 231-50753 231 

8908030310 Forwards safely evaluation accepting secondary DHR capability lor protec- 
tion against tornadoes based on availability of sale shutdown facility auxiliary svc 
water sys 

WIENS, L.A. Project Directorate 11-3, 89/07/26 TUCKER.H B Duke Power Co 3pp 
50774,345 50774-355 

-8908030311 Safely evaluation accepting use ol secondary DHR lor protection against 
tornadoes, par NUREG-0737 

• Office of Nuclear Reactor Regulation, Director (Post 070411) 89/07/20 Opp 
60774,348-50774 355. 
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8906140276 Forwards Safeguards Insp Repts 50 269/89 26,50 270/69 26 & 50 267/ 
69-26 on 890724 26 Enforcement conference will be scheduled to discuss violations 
noted in rept 

EBNETER.S D Region 2, Ofc of the Director 89/06/07 TUCKER H B Duke Power 
Co 2pp 50910 289 50910 291 

••8908140284 Partially withheld Insp Repts 50-269/89 26,50 270/89-26 & 50 287/89 26 
on 690724 26 (ref 10CFR73 21 & 2 790(d)) Apparent violations noted re access 
controls Major areas inspected physical security program for power reactors 
MASNYK.OM Region 2. Ofc of the Director 89/08/03 Ip 50910 291-50910 291 

8908210212 Suppl 1 to Generic Ur 89 07 to all operating plants, applicants for OLs & 
holders of CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc lisl end 

PARTLOW.JG Associate Director for Projects (Post 070411) 89/08/21 Consolidat- 
ed Edison Co of New York, Inc 55pp 51036 001-51036 056 


P. Operating license stage documents & correspondence 

8907260103 Expresses concern w/manner in which regulatory concerns resolved on util 
plants Process of escalation to higher levels of mgt within NRC & util fo resolve issue 
on timely basis proposed 

TUCKER, H B Duke Power Co 69/05/30 MURIEY.T £ Office of Nuclear Reactor 
Regulation, Director (Post 370411) 2pp 50705 300-50705 301 

89071BQ211 Generic Ur 89 13 to all holders of OLs or CPs (or nuclear power plants re 
svc water sys problems affeclmg safety related equipmem Svc list end 
PARTLOW.JG Associate Director for Projects (Post B70411) 89/07/16 Consolidat- 
ed Edison Co of New York. Inc 53pp 50735 001-50735 054 

8907310324 Responds to Generic Ltr 89 08, “Erosion/Corrosion-induced Pipe Wall 
Thinning” Util actively involved in established pipe erosion program developed to 
ensure that integrity of two phase & single phase piping sys susceptible to erosion 
TUCKER, H B Duke Power Co 89/07/21 Document Control Branch (Documant Con- 
trol Desk) 3pp 50720 323 50720 325 

8907310419 Responds to Generic Ur 88-14, "Instrument Air Supply Sys Problems Af- 
fecting Safety Related Equipment,” clarifying info in 880508 fir Use of unqualified 
components in vent paths for valves acceptable based on secondary side cooling 
TUCKER, HB Duke Power Co 89/07/21 Document Conlrol Branch (Document Con 
trot Desk) 6pp 50723 124-50723 129 

8907270284 Advises that NHC action completed on TAC items due to util 890621 with- 
drawal of 881215 Tech Spec amend request lo ensure adequate standby bus voltage 
would be available for DBA scenarios due to hardware mod obviating need (or amend 
WIENS.L A Project Directorate 11-3 89/07/24 TUCKER, H B Duke Power Co 2pp 
50704 090-50704 091 

8908010019 Responds to NRC 890626 request (or addl Into re Rept 86 1108952 DO, 
"Evaluation of Effects of Steam Line Break on Standby Shutdown Facility Capabili 
ties " Rupture area used in stoam lino break analysis Is 5 29 ft(2) per steam line 
TUCKER, H B Duke Power Co 89/07/24 Document Control Branch (Oocurnenl Con 
trolDeak) 3pp 50754 006-50764 008 

8908040199 Summary of 890713 meeting w/util at plant silo re salt Initiated technical 
audit team applied to emergency power distribution sys List ol attendees & view- 
graphs end 

WIENS.L A Project Directorate 113 89/07/28, Project Directorate 11-3 17pp 
50799 276-50799 292 

8908090409 Advises that response to Generic Ur 89 06, “SPDS," will be delayed due 
to late date of recoipt oi ltr Submittal antlcipted by 890808 

TUCKER, HB Duke Power Co 09/07/31 Document Control Branch (Oocurnenl Con 
trol Desk) 2pp 50884 188 50884 189 

8908110040 Summaiy ot 890728 meeting w/util 8 Bechtel re design basis documenta- 
tion program Agenda, list ot attendees & handouts end 

WIENS.L A Project Directorate II 3 89/08/04 Project Directorate II 3 28pp 
50910079 50910108 

8908140230 Summary ol 890719 21 meeting w/licensee at plant kite re dolails of ulit 
emergency power sys, List of attendees encl 

WIENS.L A Project Directorate 113 80/08/04 Project Directorate tl-3 5pp 
50915 353 50915 357 

S90B220222 Documents 890728 conference call re implementation schedule for ATWS 
mods Proposed schedule tor mods lo Install ATWS mitigation sys actuation circuitry 
based on decision to utilize programmable logic controller 

TUCKER, HB Duke Power Co 89/08/04 Document Control Branch (Document Con 
trot Desk) 4pp 50077 108-50977 111 

8908 160397 Informs that response to Generic Ltr 89-06, “SPDS" currently under review 
by mat & will be delayed until 890B18, 

TUCKER.H B Duke Power Co 89/08/07 Document Control Branch (Oocurnenl Con- 
trol Desk) Ip 50937 281-50937 261 

8908170124 Forwards addl Into on DPC-NE-3000, "Thermal Hydraulic Transient Analy- 
sis Meihodology," per 890718 & 19 telcons re steam generator heat transfer modeling 
w/RETRAN Code 

TUCKER.H B. Duke Power Co 89/08/09 Document Control Branch (Document Con- 
trol Desk) 4pp, 50949 228-50949 229 

8908210080 Forwards response to 890808 lelcon questions re effects oi steam line 
break on standby shutdown capabilities Bbsib (or stating that 60 s period of main 
feedwater delivery conservative addressed 

TUCKER.H, B Duke Power Co 89/08/14. Document Control Branch (Document Con- 
trol Desk) 2pp 50994 001 -50994‘002 

8906210084 Advises that 890131 commitment to submit amend request will be made by 
891015. 

TUCKER, H.B Duke Power Co 89/08/15 Document Control Branch (Document Con- 
trol Desk). Ip 50970 360 50970 360 


Q Inspection reports, !E Bulletins & correspondence 


8908010133 Forwards Insp Repts 50 269/89-17,50 270/09 17 & 50287/89-17 cm 
890520 0618 & notice ot violation 

HERDT.AR Region 2, Ofc of Iho Director 89/07/17 TUCKER.H B Duke Power Co 
2pp 50745 222-50745 223 

— B90801Q139 Notice ol violation from insp on 890520 0618 Violation noted Operate 
Procedure (OP) O/A/1 107/03 & Performance Tost (PT) 2/A/0610/01 J inadequate 
HERDT.AR Region 2, Ofc of the Director 89/07/17 2pp 50745 224-50745 225 

-8908010144 Insp Repts 50-269/89 17,50 270/89-17 & 50 207/B9 17 on 890520- 
0618 Violations noted Major areas inspected operations, surveillance tasting .marl 
activities, safeguards & radiation protection & outage activities 
SKINNER, P H , WERT.L D , SHYMLOCK.M B Region 2, Ofc of the Director 89/07/ 
17 32pp 50745 226 50745 257 

8908010010 Forwards Insp Repts 50 269/89-22.50-270/09-22 & 50 287/89-22 on 
890622 0714 No violations or deviations noted 

HERDT.AR Region 2, Otc ol the Director 89/07/24 TUCKER.H B Duka Power Co 
ip 50753 268 50753 295 

-8908010011 Insp Repts 50 269/09 22,50 270/89-22 & 50-287/89 22 on B90619 
0716 No violations noted Major areas inspected operations, surveillance testing, mum 
activities, safeguards & radiation protection & plant startup from refueling 
SKINNER, P H . WERT.L D , SHYMLOCK.M B Region 2. Ofc of the Director 69/07/ 
24 7pp 50753 289-50753 295 

8908010084 Forwards Insp Repts 50 269/89 23,50-270/89-23 & 50 287/09 23 on 
890626-30 No violations or deviations noted 

JULIAN, C A Region 2, Ofc of the Director 89/07/24 TUCKER.H B Duko Power Co 
2pp 50756 001-50756 009 

-8908010091 Insp Repts 50-269/89-23,50-270/89-23 & 50 207/89 23 on 890626- 
30 No violations or deviations noted Major areas inspected malnt program 1m piemen 
fafron 

COLEY, J.L, BLAKE, JJ Region 2, Ofc of the Director 89/07/19 7pp 50756003 
50756 009 

8907200019 NRC Info Notice 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York, Inc t06pp 50711 333-50712 070 

8908010029 Forwards Safeguards Insp Repts 50-269/89 20,50 270/09-20 & 50 287/ 
89-20 on 890626 30 Violations noted Enforcement conforenco will be scheduled lo 
discuss violations 

EBNETER.S D Region 2, Qfo of the Director 09/07/20 TUCKER.H Q Duko Power 
Co 2pp 50753 229-50753 231 

-890B010033 Partially withheld Insp Repts 50 269/09-20.50 270/89 20 & 50-237/69 20 
on 890626 30 (rof 10CFR2 790(d) & 73 21) Violations noted Major areas 
inspected physical security program tor power reactors & security audit 
TOBIN, W Region 2, Ofc of the Director 09/07/25 Ip 50753 231-50753 231 

8908080096 Ack receipt ol 890710 Hr informing NRC ot steps taken to correct violations 
noted In Insp Repts 50-269/09 10, 50 270/09-10 & 50-207/09-10 
STQHR.J P Region 2. Ole ot the Director 89/07/20 TUCKER.H B Duko Power Co 
Ip. 50856 274-50066 274 

8907270121 Suppl 1 to NRC Bulletin 08 010, "Nonconforming Molded Case Circu.t 
Breakers " Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc 108pp 50904,148-50004 263 

8907280169 NRC Info Notice 89 058, "Disablement ot Turbine Driven Auxiliary Focd- 
water Pump Duo to Closure ol One of Parallel Steam Supply Valves" Svc list end 
ROSSI.CE Division ot Operational Events Assessment (Post 070411) 09/03/03 
Consolidated Edison Co. of New York, Inc I06pp 50900 005 50900 110 

8908140276 Forwards Safeguards Insp Repts 50 269/09 26,50-270/89 26 a 50 287/ 
89-26 on 890724-26 Enforcement conference will be scheduled to discuss violations 
noted in rept 

EBNETER.S D Region 2, Ofc ot the Director 00/08/07. TUCKER.H B Outso Power 
Co 2pp 60910 289-50910 291. 

-8908140284 Partially Withheld Insp Repts 50-269/89-26.50-270/89-28 & BO 237/69 26 
on 890724-26 (rof 10CFR73 21 & 2 790(d)) Apparent vlolalions notod ro access 
conlrols.Major areas Inspected physical security program tor power reactors 
MASNYK.OM, MCGUlRE, D R Region 2, Otc ot the Director BO/OQ/03 Ip 
50910 291-50910 291 

8908100128 NRC Into Nollce 89 059, "Suppliers ot Potentially Misrepresented Fasten- 
ers " Svc list end 

ROSSI.CE Division ot Operational Events Assessment (Post 870411) 00/08/16 
Consolidated Edison Co of New York, Inc 106pp 50992 315-50993 000. 

8908220411 Responds to NRC 890717 Hr re violations noted in Insp Rents 60-209/83 
17,50-270/89 17 & 50 207/89-17 Corrective actions Operations Procedure QP/O/A / 
1107/03 corrected to remove deticiency & Lee gas turbine voltage problem rosotvod 
TUCKER, H.B Duke Power Co 89/00/16 Document Control Branch (Document Con- 
trol Desk) 4pp. 50977 206 50977,209 

8908230059 Ack receipt ol 890710 Hr informing NRC of steps taken to correct violations 
noted In Insp Repts 60-269/89-10, 50-270/89-10 & 50-287/89 10 Inadequate root 
Cause evaluation of occurrences Identiliad, 

EBNETER.S D, Region 2, Ofc ot the Director 89/08/16 TUCKER.H 0 Duko Pcwet 
Co 2pp. 51009,283-51006 284 

0908 140085 NRC Into Notice 89 060. "Maint ot Tefetherapy Units ” Svc list encl 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post &70729) 
89/08/18, Consolidated Edison Co of New York, Inc 107pp 50993 06 1-50093 166 
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B9D8160129 Suppl 2 1o NHC Info Notice 08-040. "Licensee Rept of Defective Refur- 
bished Valves " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 09/00/22 
Consolidated Edison Co ol New York, tnc tOOpp 50990 039 50990 137 


R Periodic operating reports & related correspondence 

6907260140 Forwards monthly operating repts for June 1909 for Oconee Units 1,2 8 3 
8 corrected repl (or May 1989 

TUCKER, H B Duke Power Co 09/07/14 Document Control Branch (Document Con- 
trol Desk) Ip 50705 302 50705 310 

-89D7280183 Monthly operating repts tor June 1999 tor Oconeo Nuclear Station, Units 
1.2 8 3 

WILLIAMS, R A Duke Power Co 09/06/30 15pp 50705 303-50705 317 

-891)7280185 Corrected monthly operating repts (or May 1909 for Oconee Nuclear 
Siahon, Units 1,2 8 3, consisting ot personnel exposure repl 
•Duke Power Co 09/05/31 Ip 50705 310-50705 318 

8908220190 Forwards monthly operating repts for Jul 1909 (or Oconee Nuclear 
Slaiion Revised Juno I9B9 repl also encf 

TUCKER, H B Duke Power Co 09/00/15 Document Control Branch (Document Con- 
trol Desk) ip 50995 010 50995 026 

-8908220313 Monthly oporaling ropls for Jul 1989 tor Oconee Nuclear Station 
WILLIAMS, R A , MILLS, J L Duke Power Co 89/07/31 I5pp 50995 011-50995 025 

-8908220315 Revised monthly operating rept lor Juno 1909 (or Oconee Nuclear Station 
•Duke Power Co 89/06/30 Ip 50995 026 50995 026 


V. Operator Examinations 

8908180229 Informs ol written operator licensing exams scheduled lor wk ot 001211 at 
plant & requests that facility furnish end ref mall requirement documents by 890920 
PEEBLES, T A Region 2, Ofc of the Director 89/00/03 TUCKER.H B Duke Power 
Co llpp 5096B 351-50968 361 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F. Security, medical, emergency & (Ire protection plana 

8907280020 Revised EPIPs, including Rev 0 lo OP 3500, Rov 9 to OP 3501 , Rev 21 to 
OP 3502, Rev 23 lo OP 3503,Rev 5 to OP 3513, Rov 16 to OP 35510, Rov 4 to OP 
3511 Rov 17 to OP 3507, Rev 14 to OP 3508, Rov 8 to OP 3524 8 Rov 4 to OP 3525 
PORTER, EC Vormont Yankee Nuclear Power Corp 09/07/10 1 25pp 50690 209- 
59690 333 

B90B030029 Forwards FEMA ropt ot 071202-03 exorcise ot ollsilo radiological emergen- 
cy preparedness plans State ol ottsito omorgoncy proparodnoss not adequate to 
assure protection ol public health & safely 

KNAPP, MR Rogion 1, Ofc of tho Director 89/07/25 MURPIIY.WP Vormont 
Yankee Nucloar Power Corp 3pp 50792 133 50792 357 

8908110291 Forwards Safety Insp Ropl 50 271/09 09 on 090531-0717 Results dis 
cussed in rept 

JOHNSON, JR Region 1, Ofc of tho Director 09/08/01 MURPHY.WP Vormont 
Yankee Nuclear Power Corp 2pp 50908 279-5090B 305 

- 8908110202 Insp Repl 50 271/89 09 on 090531 0717 Violations noted Major areas 
inspected actions on previous msp findings, operational safoly.Bocunty, plant 
operations, mami 8 surveillanco.engineering support, LER9 & periodic repts 
BLOUGH.A R Region I. Ofc of tho Director, 09/07/31 25pp 50900 20 1-5090Q 305 

8908230272 Rev 20 to EPIP OP 3504, "Emergency Communications" W/Q90009 tablo 
ol contents 

PORTER, E Yankee Atomic Electric Co 09/08/00 43pp 51006 098 51006 140 

89QB180161 Forwards response to Security Program Insp Ropl 50 271/89 08 on 
890515 19 Enel wilhhold (ref 10CFR2 790) Incroased rngl attention lo hardwaro issuos 
deemed neccossary 

MURPHV.W P Vormonl Yankco Nuclear Powor Corp 09/00/11 Oocumonl Control 
Branch (Document Control Desk) 2pp 50970 170-50970 180 

8908170542 Change 17 lo "Emergency Plan " W/Q90814 Ur 
PORTER, EC Vermont Yankeo Nuclear Powor Corp 80/00/14 225pp 50949 280 
50950 167 

8908210212 Suppl 1 lo Generic Ltr 89 07 lo all oporaling plants, applicants (or OLs 8 
holders ot CPs to power reactor safeguards contingency planning lor surface vehicle 
bombs Svc list end 

PARTLOWpJ G Associate Director lor Projects (Post 8704 1 1) 09/00/21 Consolidat 
ed Edison Co of Now York, Inc 55pp 51036 001-51036 056 


G, Adjudicatory correspondence 

8908030142 Petition for rulemaking PRM 50 53 requesting NRC action to review undue 
risk posed by BWR thermal hydraulic instability NRR should Issue order requiring all 
GE BWRs lo be placed in cold shutdown for staled reasons, 

HIATTS L Ohio Cilisens for Responsible Energy 68/07/20 Office ol Nuclear Reac 
for Regulation, Direcior (Post 870411) lOpp 50020 143 50820,152. 

8908070104 Response ol Vermont Yankeo Nuclear Power Corp to NECNP motion for 
leave to amend Environ Contentions 1 8 3 * Motion should be denied on basis that 
Board considered w/o powor lo grant motion W/Certificnte ol Svc 
GAD.R K Vormonl Yankee Nuclear Power Corp GAD.R K Ropos 8 Gray #309 
0963 09/07/24 Atomic Safety and Licensing Board Panol. 7pp 50745 095- 
50745 101 

8908070115 Decision 1 Docision ALAB 919 rejecting Environ Conlention 18 3 8 revers- 
ing Board Decision LBP 89 06 W/Corlilicalo ol Svc Served on 890726. 

TOMPKINS, BA Atomic Salety and Licensing Appeal Panel #389 8951 89/07/26 
45pp 50745 049 50745 093 


89081 10088 Informs that NRC does not Intend to file response to NECNP motion re 
expansion ol Environ Contentions 1 8 3, tiled on 890719,duo to Appeal Board Decision 
ALAB 919 rendering motion moot 

HODGDON.A.P Assistant General Counsel (or Hearings 8 Enforcement #369 9005 
89/00/03 BECHHOEFER.C. CARPENTER.J H . UNENBERGER.G Atomic Safely 
and Licensing Board Pane! Ip 50833 229 50033 229 

8908310044 Corlilicaiion ol Vermont Yankee Nuclear Power Corp (Vermont Yankeo Nu 
clear Powor Station) .Docket 50-271 OLA (spool fuel pool amendl.ALAB 919,29 NRC 
(090726) * Seeks to addross Appeal Board violations of precedents Service list end 
CURRAN, D , SPIELBERG, A Now England Coalition on Nuclear Pollution CURRAN, D 
Harmon, Curran & Tousley #389 9097 89/08/28 CARR,KM, ROBERTS// M , 
ROGERS, KC Commissioners 5pp 51030 202-51030 207 


H. General correspondence 


8908090278 Requests that RW Capstick bo deleted & LA Tremblay added on all lists 
TREMBLAY.L A Vormonl Yankee Nuclear Power Corp 89/08/02 Document Control 
Branch (Document Control Desk) Ip 50881195 50881 195 


P Operating license stage documents 8 correspondence 

8908070388 Notification ol canceled 890000 meeting w/ulil in Rockville, MD to discuss 
MK-1 containment improvement schedule 8 routine scheduling matters 
FAIRTILE.MB Project Directorate I 3 09/07/14 WESSMAN.RE, Project Directorate 
1-3 4pp 50B22 271-50822 274 

8907100211 Generic Ur B9 13 to all holders of OLs or CPs for nuclear power plants re 
svc water ays problems altectmg safely rolatod equipment Svc list end 
PARTLOW.JG Associalo Dirocior for Projects (Post 070411) 89/07/10 Consolidat- 
ed Edison Co ol Now York, Inc 53pp 50735 001-50735 054 

8908010055 Forwards Amend 114 to License DPR-20 8 safety evaluation Amend modi- 
lies Tech Specs lo eliminalo present tost requirements lo lest remaining trains of 
ECCS 8 standby liquid control sys immediately 

FAIRTILE.MB Project Directorate 13 09/07/21 CAPSTICK, RW Vermont Yankeo 
Nuclear Power Corp 4pp 50753 195 50753 227 

-8908010056 Amond 114 to License DPR 2B, eliminating reouiremonts lo test remaining 
train ol ECCS 8 standby liquid control sys Immediately 8 daily when one Iram compo 
nonl out of svc 

WESSMAN.R H Project Dirocloralo 1-3 09/07/21 22pp 50753 199 50753 220 

-8908010061 Safety evaluation supporting Amend 114 to Licenso DPR 26 

• Office of Nucloar Roactor Regulation, Director (Post 070411) 09/07/21 Gpp 
50753 221 50753 225 

-8908010063 Notico of isauanco of Amond 1 14 to License DPR 28, revising Tech Specs 
to eliminalo present requirements to test remaining trams ol ECCS 8 standby liquid 
control sys immediately 8 daily wlion train component out of svc 
FAIRTILE.M B Project Directorate I 3 09/07/21 2pp 50763 226-50753 227 

8908010343 Responds to NRC 690524 request for addl Info ro Generic Ur 08 01, "NRC 
Position on IGSCC In Austenitic Stamloss Steel Piping " 

CAPSTICK, R W Vermont Yankeo Nucloar Power Corp 09/07/25 Document Control 
Branch (Document Control Desk) 12pp 50715327 50715 339 

8908160219 Forwards proprietary response to 090502 request for addl info on FROS 
STEY-2 tuel performance codo End withheld (rot 1QCFR2 790(b)(1)) 

CAPSTICK.R W Vormont Yankoo Nuclear Powor Corp 89/00/04 Document Control 
Branch (Document Control Desk) 5pp 50945 126 50945 130 

8908110104 Notiticnllon of 090017 meeting w/util in Rockville, MD to discuss reload 
methods, codes & schedules 

FAIRTILE.M B Project Dirocloralo I 3 89/00/07 WESSMAN.R H Project Directorate 
13 4pp 50B94 31 1-50804 314 

8908240013 Confirms 690000 tolcon ro util participation m NRC regulatory impact 
survey on 891025 Feodback from licenseo will bo evaluated to determine changes to 
be mado to NRC regulatory approach to enhancing safe operation ol plants 
RUSSELL.WT Region 1, Ole of the Director. 69/08/11 WEIGAND.JG Vermont 
Yankeo Nuclear Powor Corp 3pp 51016 064 51018 066 

B908280257 Forwards SER accepting ulit responses lo Generic Ltr 03-20, Hem 2 2 1. 
"Required Actions Based on Generic Implications ot Salem ATWS Events " 
FAIRTILE.MB Project Directorate 1-3 89/08/21 TREMBLAY.L A Vermont Yankeo 
Nuclear Power Corp 3pp 51040 321-51040 325 

--89082B0260 Safety evaluation supporting util response to Generic Ltr 83 28, Item 2 2 1, 
"Required Actions Based on Generic Implications ol Salem ATWS Evonls ” Equip 
ment classification program lor solely related components acceptable 

* NRC - No Detailed AThlialion Given 09/00/21 2pp 51040 324 51040 325 


Q, Inspection reports, IE Bulletins 8 correspondence 

8907200019 NRC Into Notice 60 057 "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment ” Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 87041 1) 09/07/26 
Consolidated Edison Co of Now York, tnc I06pp 507 11 333 50712 078 

8908110201 Forwards Safely Insp Rept 50 271/89 09 on 890531 0717 Results dis- 
cussed in ropt 

JOHNSON, JR Rogion 1, Otc ol the Director 89/08/01 MURPHY.WP Vermont 
Yankeo Nuclear Power Corp, 2pp 50908 279 50908 305 

-8908110202 Insp Rept 50-271/89 09 on 890531-0717 Violations noted Major areas 
inspected actions on previous insp lindmgs. op oral ion a I safety, security, plant 
operations, mmni 8 surveillance. engineering support LERs 8 periodic repts 
BLOUGH.A R Region 1 Otc ol the Director 89/07/31 25pp 50908 281-50008 305 
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8907270121 Suppl I lo NRC Bulletin 8(1010, 'Nonconforming Molded Case Circuit 
Breakers ” Svc list oncf 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 89/08/03 
Consolidated Edison Co ol New York, Inc 108pp 5090*1 148 50904 253 

8907280169 NRC Into Notice 09-058, Disablement ot Turbins Driven Auxiliary Feed 
water Pump Due lo Closure of One ol Parallel Steam Supply Valves " Svc list end 
ROSSI, C E Division ol Operational Evenis Assessment (Post 870411) 89/08/03 
Consolidaled Edison Co ol New York Inc 106pp 50000 005 50900 110 

8908160103 Forwards ad 1 d I response to several areas ol weaknesses, three unresolved 
items & one violation re performance ol inaml activities noted in Insp Rept 60 271/89 
80 Main! program document will incorporate good main! practices 
MURPHY, W P Vermonl Yankee Nuclear Power Corp 89/08/11 Document Conlrol 
Branch (Document Control Desk) 6pp 50935 110-50935 123 

8S0B180161 Forwards responso lo Security Program Insp Rapt 50 271/89 08 on 
890515 19 Enel withheld <rel 10CFR2 790) Increased mgt attention to hardware Issues 
deemed neccessaiy 

MURPHY.W P Vermont Yankee Nuclear Powor Corp 09/08/11 Oocumont Conlrol 
Branch (Oocumont Control Desk) 2pp 50970 179 50970 180 

B9-08 100120 NRC Info Notico 89-059, ‘Suppliers ol Potentially Misrepresented Fasten 
ers" Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Rost 670411) 89/00/16 
Consolidated Edison Co ol New York, Inc I06pp 50992 315-50993 060 

8908140085 NRC Info Nonce 89-060, “Mai nl ol Talelherapy Units " Svc list end 
CUNNINGHAM, R E Division ol Industrial & Medical Nuclear Safely (Posi 070729) 
89/08/18 Consolidated Edison Co ol New York, Inc 107pp 50993 061-50993 166 

890B160129 Suppl 2 to NRC Info Notice 88-048, "Licensee Ropl of Detective Refur- 
bished Valves Svc list end 

ROSSI, CE Division ol Operaiional Events Assessment (Post 870411) 89/08/2 2 
Consolidated Edison Co of New York, Inc lOQpp 50990 039 50990 137 


R Periodic operating reports & related correspondence 

8908150400 Monthly oporaling rept lor Jul 1989 lor Vermont Yankee Nuclear Power 
Slalion W/89QB10 Hr 

WALLIN, G A . MURPHY, W P Vermonl Y.inkeo Nuclear Power Corp 89/07/31 7pp 
50926 321-50926 327 


S, Reporlnble occurrences, LERs & refilled correspondence 

890BQ1006B LER 89-014-00 on 890607, RCIC sys moporable duo lo motor burn oul on 
RCIC21 valvo Caused by prior overcurrenl condition 8 repealed cyclic operations 
during testing Plant procedures revised re consecutive operations W/890725 llr 
PELLETIER JP Vermont Yankee Nucloar Power Corp 89/07/25 5pp 50749 336- 
50749340 

8908020155 Part 21 rept ro failed globe valve slem on 890405 Caused by improper heal 
trealmenl ol 410 SS alloy used in stem which increased susceptibility to stress corro 
sion cracking Larger shall modified by machining radius & disc mil bored 
WEIGAND.JG Vermont Yankee Nuclear Power Corp 89/07/27 Region I, Ofc ol (he 
Director 4pp 50772 194-50772 197 

8908020005 LER 89 009 09 on 890628, lock ol redundancy in RHR svc water sys 
discovered Caused by control loop functional requirement re operation of valve not 
properly noted during original plant design Mod made to provide power W/090728 Itr 
PELLETIER, J P Vermont Yankee Nuclear Power Corp 89/07/28 Bpp 50758 153 
50758 160 


V. Operator Examinations 

8908 150223 Requests that end ref matl be furnished to NRC by 890821 for senior reac 
lor operator licensing exams scheduled for wk of 891023 Hem 19 ol Enel I ro requali 
licahon program should be submitted by 890906 for wk of 091106 evaluation 
CONTE.P-f Region 1, Ore of the Director 89/07/21 MURPHY, WP Vermont Yankee 
Nuclear Power Corp I4pp 59926 262 50926 275 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F Security, medical, emergency & fire protection plans 

B907270291 Forwards exemption from requirement of IOCFR50,App R, Section lit G in 
13 lire areas & safely ovaruaiion Exemption also allows use ol non 3 h fire rated fea 
lures in 3 h lire barriers Denies exemption re upper electrical area 
STONE.JC Project Directorate 1-2 89/07/20 MILTENBERGER.S Public Service 
Electric & Gas Co of New Jersoy 3pp 50703 307 50703 358 

-8907270300 Exemption from requirements of tOCFR50,App R.Soclion IMG for 13 lire 
areas Exemphon also allows use ol non-3 h fire rated foalurcs in 3h fire 
Dam ers Exemphon re upper electrical penetration area denied 
VARGA, S A Division of Reactor Projects - I/ll (Post 87041 1> 89/07/20 Public Serv- 
ice Electric 3 Gas Co ol New Jersey 27pp 50703 310 50703 336 

-8907270317 SER supporting util 880715 requosls (or exemption from 10CFR5O,App 
fi, Section 11 G requirements in 13 lire areas 

* NRC - No Detailed Affiliation Given 89/07/20 22pp 50703 337 50703 358 

8908030042 Forwards FEW A Region III repl of 881 129 exercise lor plan! No dehcten 
cies observed during exercise allhough areas requiring corrective action 8 areas rec- 
ommended for improvement identified 

BELLAMYS R Region 1, Ofc of the Director 89/07/25 MILTENBERGER.S Public 
Service Electric 8 Gas Co of New Jersey 3pp 50793 059 50793 101 

8908160263 Forwards Safety Insp Repts 50 272/89 15 8 50 311/89 14 on 890606 
0724 & frolics of violalion Adequacy ol eorraelivo aclion program in general re preven- 
tive recurrence ol previously idenlified problems should be addressed 
UNVILLE.J C Region 1, Ofc ol the Oirector 89/08/04 MILTENBERGER.S Public 
Service Electric 8 Gas Co of New Jersey 2pp 50944 293 50944 314 


■6908160266 Insp Repts 50 272/09-15 8 50 311/09 14 on 890606 0724 Violator* 
noted Mapr aroas inspected operations, mam!, radiological controls, sun, Oillarx.® 
testinasecurily.safety assossment/assuranco ol quality & omergency preparedness 
SWETLAND.P D Region 1, Ole ol the Direclor 89/08/03 I8pp 50944 29J- 
50944 314 


8908170525 Forwards correction lo 890720 oxernphon from 10CFR50,App R ro Sector* 
9 3, Page 23, Line 8, changing word smoko lo firo 

STONE.JC Project Directorate 12 09/08/15 MILTENBERGER.S Public Serve® 
Electric & Gas Co of Now Jersey 3pp 50953 170 50953 174 


•8SQ8170527 Corroded exemption from 10CFR50,App R, changing word smoko to Ui 
on Page 31275, Section 9 3, Column 2 on Lino 2 

BUTLER, W Project Directorate 1-2 09/08/15 Public Service Electric & Gas Co of 
New Jorsoy 2pp 50953 173 50953 174 


8908240357 Forwards Safeguards Insp Ropls 50-272/09-19,50 311/89-17 8 50354/ 
89 15 on 890710-14 No violations noted 

BELLAMY.R R Region 1, Ofc ol tho Director 89/08/15 MILTENBERGER.S PV Me 
Service Elecirlc & Gas Co of Now Jersey 2pp 51016 107-51016 116 

-8908240358 Partially deleted Insp Ropls 50 272/89 19,50 311/89 17 & 50 354/89.15 
on 890710-14 (ref 10CFR73 21) Major areas inspected followup on actions taken in 
response to regulalory offechvonoss review on 090410-14 

CAMERON, DF Region 1, Ofc of the Director 89/00/15 Gpp 51016 109 51016 116 

8908210212 Suppl 1 to Genoric Llr 89 07 to all oporaling plants, applicants tor CLs 4 
holders of CPs ro power reactor safeguards contingency planning for surface vehicle 
bombs Svc list end 

PARTLOW.JG Associate Director lor Projects (Post 070411) G9/00/2 1 ConsoWa' 
ed Edison Co ol New York, Inc 55pp 51036001 51036 056 


H General correspondence 


8900180309 Requests addition of Ofc of Peoples Counsel lo NRC svc lists lw 
msps.ovenls & mgt ol facilities Ofc of Pooplos Counsel represents residential Custom 
ers ol ulils rogulaled by Stale o( MD PSC 

GLYNN, JM Maryland, Slate ol 89/00/11 MURLEY.T Office ol Nuclear Roactw 
Regulation, Director (Posi 870411) Ip 50967 280 50967 280 


P Operating license stage documents & correspondence 


8907180211 Generic Llr 09 13 to all holders ol OLs or CPs lor nuclojr power plants re 
svc water sys problems allotting salcty-iolalod equipment Svc list onct 
PARTLOW.J G Associato Direclor for Pro|ecls (Posi 070411) 89/07/1B Consolidat 
ed Edison Co ol New York, Inc 53pp 50735 001 50735 054 

8908010156 Submits supplemonlal info ro NRC Bulletin 00 000 Visual Insp ol pipe re 
stramls 8 insulation porlormod lor indications of abnormal pipe dolloctlon Pipe insula 
lion not damaged & no signs ol abnormal pipe delloclion found 
LABRUNA.S Public Service Electric 8 Gas Co ol Now Jorsoy 09/07/10 Document 
Control Branch (Document Control Desk) 5pp 50745 351 50745 355 

B90B020106 Forwards response to Gonoric Llr b9 00, "Erosion/Corrosion Induced Pipe 
Wall Thinning, '• per 090502 request Util instituted erosion/corrosion monitoring pro 
gram to preclude potential lor catastrophic failures 

CRIMMINS.T M Public Service Electric 8 Gas Co ol Now Jersey 09/07/24 Doou 
monf Conlrol Branch (Documont Conlrol Dosk) 6pp 50764 295 50764 300 

8908080214 Advises (hat uhl unaware of any clauses, mclucfod in sotllomeinl 
agreements, which restrict employees Irom providing into re polonlial solely issues to 
NRC, in responso lo 890427 Ur 

FERLAND.E J Public Service Electric 8 Gas Co of Now Jersey 89/07/28 Oocument 
Conlrol Branch (Document Control Desk) 4pp 50057 335 50857 330 

8908080230 Forwards addl info re pressure lemp fimifsper NRC 890526 requosl 8 dis- 
cussion w/Tsao of NRC on 090724 Capsule 2 did not contain any wold metal 
specimens Therefore, discussion of specimens not included in WCAP 1 1955 
LABRUNA.S Public Service Electric & Gas Co ol Now Jersey 09/07/31, Document 
Control Branch (Document Conlrol Desk) 7pp 50856 1 19 50056 125 

8908140203 Forwards Amends 99 8 76 to Licenses DPR-70 8 DPR-75, rospociivoty & 
safety evaluation Amends replace organization chads in Tech Spec Figures 0 2-18 
6 2-2 w/more general organizational requirements 

STONE.JC Projecl Directorate 12 09/07/31 MILTENBERGER.S, Public Service 
Electric 8 Gas Co of New Jersey 3pp 50915 200 50915 241 

-8906140207 Amends 99 8 76 to Licenses DPR-70 8 DPH-75,respoc(ivaly. dotobng 
Tech Spec Figures 6 2-1 8 6 2 2 orgamzahon to be replaced by moro gonoraf organi- 
zational requirements 

BUTLER, WR Project Directorate I 2 89/07/31 36pp 50915 203-50915 238 

--8908140211 Salely evaluation supporting Amends 99 8 76 to Licenses DPR-70 8 
DPR-75, respectively 

' Olfice of Nuclear Reactor Regulation, Director (Post 870411) 89/07/31 3pp 
50915 239 50915 241 


8908080036 Forwards responses to Questions 1 10 8 13 of NRC 090104 requosl for 
add) into re MUREG 0737 .Item I1D.1 Questions 6 8 7 withdrawn by NRC during 
890222 lelcon 

MILTENBERGER.S Public Service Electric & Gas Co ol New Jersey 89/08/01 Ooc 
ument Control Branch (Oocumenl Control Desk) 26pp 50057 121-50857 1-16, 

8908280379 Informs that 890209 request for license amend to allow use of alternate 
sleam generator lube insp sample wilhdrawn.per 090614 request 
STONE.JC Protect Directorate 12 89/00/23 MILTENBERGER.S Public Service 
Electric 8 Gas Co of New Jersey 3pp 61040 072-51040 074 
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Q. Inspection reports, IE Bulletins & correspondence 

8907270373 Ack receipt of 89Q622 Hr informing NRC of steps taken to correct violation 
noted mlnsp Repts 50 272/89 10 & 50 3 1 1 789 09 

BELLAMY, RR Region t, Ole ol the Director 89/07/20 MILTENBERGER.S Public 
Service Electric & Gas Co of New Jersey 2pp 50683 346 50683 352 

8907200019 NRC Inlo Notice 69 057, “Unqualilied Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI, C E Division ot Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York, Inc I06pp 50711 333 50712 070 

B90B140169 Responds to util 890522 response to notice of violation disagreeing w/por 
lion re gear case grease reliet valve, per Insp Repts 50-272/86 23 & 50 311/06- 
23 NRC determined violation stands as originally written after reoxam 
BOGER.B Region t , Ofc of the Director 89/07/26 MILTENBERGER.S Public Serv- 
ice Electric 8 Gas Co ol New Jersey 2pp 50925 001-50925 006 

89081B026B Notification of Significant Licensee Meeting 09 1 10 w/uti! on 8908(5 to dis 
cuss SALP 

SWETIAND.P D Region l, Otc of tho Director 89/07/28 Region 1, Ofc of the Oirec 
tor 2pp 50968 349 50968 350 

8908080155 Forwards supplemental response to violations noted in Insp Repts 50-272/ 
B9 Ol & 50 31 1/B9-0t Procedure OD-15 re uso of operations dept procedures revised 
to provide greater detail on use & application ot procedures 
MILTENBERGER.S Public Servico Electric S Gas Co of New Jersey 89/08/01 Doc 
ument Control Branch (Document Control Desk) t tpp 50B56 103 50855 1 13 

B9QB080325 Suppls response to NRC 090310 Itr re vtolalions noted in Insp Repts 50 
272/8B 24 8 50-31 1/BB 27 Corrective actions procedure compliance emphasized 8 
procedure upgrade program implemented to evaluate maint rolaied activities 
LABRUNA.S Public Service Electric 8 Gas Co of New Jersey 89/08/02 Document 
Control Branch (Document Control Desk) 5pp 50856 227-50856 231 

8908080330 Responds to NRC 090703 Itr re violations noted in Insp Rept 50 272/89 
17 Corrective aclions inservice tosting program will bo evaluated to dolermino appro 
priate method for tosting accumulator check valves & training plan developod 
LABRUNA.S Public Sorvice Electric 8 Gas Co of Now Jersey 89/08/02 Document 
Control Branch (Document Control Desk) 7pp 50856 266 50856 272 

8907270121 Suppl 1 to NRC Bulletin 88 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co ol Now York, Inc 108pp 50904 148-50904 253 

8907280189 NRC Into Notice 09 058, "Disablement ol Tuibtno Driven Auxiliary Feed 
waler Pump Due to Closuro of One of Parallel Steam Supply Valves " Svc list end 
ROSSI.CE Division ol Operational Events Assessment (Post 070411) 89/08/03 
Consolidated Edison Co ot New York. Inc !06pp 50900 005-50000 110 

B9081600E4 Forwards Safety Insp Repts 50-272/09-13 & 50 31 1/89-12 on 390522-26 
8 notice of deviation Requests that util address use of resistors as isolation devices 
botwoen IE 8 non-IE sys In accordance w/commitmonts to IEEE-279 
DURR.J.P Region 1, Ole of Iho Director 09/00/04 MILTENBERGER.S Public Sorv 
ice Electric 8 Gas Co of New Jersey 2pp 50929 229 50929 240 

••09OB16ODB9 Notice ot deviation from insp on 890522 26 Deviation noted variables 
identified did not moot redundancy criteria in that no redundant or diverse channels 
provided to ensure adequate post-accident monitoring available lo oporatois 

* Region 1. Ofc of tho Director 89/00/04 Ip 50929 231 50028 231 

-0908180071 Insp Repls 50 272/89 13 & 50 311/09-12 on 800522-26 Deviations 
noted Major areas inspected llconseo implementation of Reg Guido l 07, Rev 2 lor 
post accident monitoring instrumentation 

PAOLINO.R J , DELLA GRECA.A . ANDERSON, C J Region 1, Ole of the Diroclor 09/ 
07/31 1?pp 50929 232-50929 240 

890B160263 Forwards Safety tnsp Repts 50 272/89 15 8 50 311/89-14 on 890606 
0724 & notice of violalion Adequacy of corrective action program in gonoral re prevon 
live recurrence ol previously Identified problems should bo addressed 
LINVILLE.JC Region 1. Ole of the Director 89/0B/04 MILTENBERGER.S Public 
Service EfocUic & Gas Co of New Jersey 2pp 50944 293-50944 314 

-8908160265 Notice ol violalion from insp on 890606 0724 Violalion noted general 
planl operating procedures, procedures for calibr of safety related equipment & radi 
abort procedures not properly Imptomenled 

* Region 1, Ofc of the Diroclor 09/08/04 2pp 50944 295-50944 290 

- 8908160266 Insp Repls 5Q 272/09 15 & 50 311/80 14 on 890606-0724 Violations 
noied Ma|or areas Inspected operalions.maml, radiological controls, surveillance 
tesling.sQcurity, safety ossoasmenl/assuronco ol quality & emergency preparedness 
SWETLAND.PD Region t, Ofc of the Director 89/00/03 18pp 50944 297- 
50944 314 

8906170088 Responds lo violations noted In Insp Repts 50-272/89-11 8 50 311/09- 
10 Corrective actions reactivity computer racks removed from control rooms ol facili- 
ties 8 will remain out pending permanent Installation during next refueling 
LABRUNA.S Public Service Electric & Gas Co of New Jersey. 89/08/07 Document 
Conirol Branch (Document Control Desk) 5pp 5O053'31 1-50953 315 

8908220371 Forwards Exam Repls 50-272/89-1 2{OL-RQ) 8, 50-311/89-11 (OL-RQ) ad- 
ministered on 890517 

GALLO, R M Region 1, Ofc of tho Dlreclor. 89/06/07. MILTENBERGER.S, Pubtic 
Service Electric & Gas Co of New Jersey 2pp 50976 164-50976 167 

-8908220374 Requalidcatlon Program Audit Repts 50-272/69-1 2(OL-RQ) & 50 311/09 
12(OL-RQ) on B90517 Audit results reactor operator successfully completed all re 
quired actions during conducl of two simulator scenarios 

BISSETT.P, ESELGRQTH.P Region 1, Ole of the Director 09/07/31 2pp 
50976 166 50976 167 

B90B180011 Forwards SALP Repts 60-272/8B-99 8 50 311/83-99 for Jan 1986 • Apr 
1989 & 50 354/38 99 for 8801 16 • B90430 Meeting to discuss assessments schod- 
ulad for 89081 5 at planl site In Hancocks Bridge, NJ 

RUSSELL.WT Region 1, Ofc of the Dlreclor 89/0B/09. MILTENBERGER.S. Public 
Service Electric & Gas Co of Now Jersey 2pp 50968 001-50968 065 


-8906100014 SALP Repls 50-272/88 99 & 50 311/88-99 for Jan 1988 - Apr 1909 
‘ Region 1, Ofc of the Director 89/04/30 3tpp 50968003 50968 033 

—8908 180151 SALP Ropl 50-354/68 99 lor 880116 690430 
1 Region 1, Ofc of Iha Director 89/Q4/30 32pp 50968 0-34 50968 065 

8908210011 Discusses Safety Insp Repls 50 272/69 16 & 50-311/89 15 on 090527 
07io.en(orcement coherence meeting on 890726 & forwards notice of violation 
COLLINS SJ Region I. Ole ol tho Director 89/08/09 MILTENBERGER.S Public 
Service Electric & Gas Co of New Jersey 4pp 50975 16 1 5097S 196 

— 8908210082 Notice of violation from insp on 890527-0710 Violation noted feedwater 
isolation actuation sys inoperable during previous plant operations as result ol mad 
equate response time testing & failures to meet specified max response time 
’ Region 1, Ole ol Iho Director B9/00/D9 32pp 50975 165 50975 196 

8908240357 Forwards Safeguards Insp Repls 50-272/69 19,50-311/89 17 & 50-354/ 
89-15 on 690710 14 No violations noted 

BELLAMY.RR Region 1. Ole ol the Director 89/08/15 MILTENBERGER.S Public 
Service Electric & Gas Co ol New Jersey 2pp 51016 1 07 51016 1 16 

-8908240358 Partially deleted Insp Repts 50 272/B9-!9,50 31 1 709 1 7 & 50-354/69 15 
on 890710-14 (ref 10CFR73 21) Ma|or areas inspected followup on actions taken in 
response to regulatory etfecbveness review on 090410 14 

CAMERON ,D F, LANCASTER.W K , KEIMIG.R ft Rogion i, Ofc of Hie Director 69/ 
08/15 Bpp 51016109-51016116 

B9Q81O0128 NRC Info Notice 89 059. "Suppliers of Potentially Misrepresented Fasten 
ers " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 8704 tt) 89/08/16 
Consolidated Edison Co ol New York, tnc I06pp 50992 315 59993 060 

8900140085 NRC Info Notice 89 060, "Maint of Tetelherapy Units ’’ Svc list end 
CUNNINGHAM, R E Division ol Industrial & Medical Nuclear Salely (Past 870729) 
89/03/10 Consolidated Edison Co of New York, Inc 10?pp 50993 061-50993 160 

6908280377 Advises lhat 890531 response to NRC Bulletin 88-011, "Prossunzer Surge 
Line Thermal Slratilicalujn," sufficient to allow continued operation while detailed (a 
tiguo analysis being prepared 

STONE.JC Pro|ect Directorate 1-2 09/08/21 MILTENBERGER.S Public Service 
Electric & Gas Co ol New Jersey 3pp 51041 312 51041 314 

8908180129 Suppl 2 lo NRC Info Nolico BB04Q, "Licensee Repl of Dofeclive Refur- 
bished Valves Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 69/08/22 
Consolidated Edison Co of Now York, Inc !00pp 50990039 50990 137 

8908280379 Informs lhat 090209 request for license amend to allow uso ol alternate 
steam generator tube Insp sample withdrawn, per B90Bt4 request 
STONE, J C Project Directorate I 2 69/00/23 MILTENBERGER.S Public Service 
Electric 8 Gas Co ol New Jersey 3pp 51040 072-51040 074 


R, Periodic operating reports & related correspondence 


8908020162 "Disctwgo Monitoring Rept for June 1989" W/G90719llr 
MOHLER.D Public Service Elaclttc & Gas Co ol New Jersey 89/06/30, 
CAPORALE.G New Jersey, Slato ol 22pp, 50764 260 50764 281 

0900230289 Monthly operating rept for Jul 1989 for Salem Generating Station, Unit t.W/ 
89081 1 Hr 

ORTICELLE.A , WHITE, P , MILLER.L K Public Service Electee & Gas Co of New 
Jersey 69/07/31 Bpp 51002 210 51002 218 


S. RBporUble occurrences, LERa & related correspondence 


8907310237 Notifies that on 890701, one loggerhead sea turtle tmpmqod on circulating 
water sys intake trash bars Turtle recovered during cleaning ol trash racks Turtle re- 
leased 6 miles ollshoro ol Briganlme.NJ 

MILTENBERGER.S Public Sorvice Electric & Gas Co of New Jersey 89/07/21 Doc 
ument Control Branch (Document Conirol Desk) 2pp 50724 358-50724 380 

8908110102 Supplemental Special Repl 88-3-12on 880720 6 SO 712, addl fire barrier 
penetration seal impairments not restored In 7 days Cause of degraded fire barrier 
penetrations not determined Hourly lire watch will continue until all concerns re- 
solved 

MILLER.L K Public Sorvice Electric & Gas Co ol New Jersey 89/08/02 Document 
Conirol Branch (Document Control Desk) tOpp 50893 048 50093 057. 

8908170042 ROon 890725,30a turtle became impinged on circulating water sys intake 
Irash bars Caused by hullo migrating In lower Delaware River near plant Turtle recov- 
ered & brought to merino mammal stranding ctr for leading & matnl. 

MILTENBERGER S Public Service Electric & Gas Co of Now Jersey 89/09/08 Doc- 
ument Control Branch (Document Control Desk) 4pp 50953 335-50953,336 


V, Operator Examinations 


8908220371 Forwards Exam Repls £0-272/89 12(0L-RQ) & 50 311/09-11 (OL-RQ) ad- 
ministered on 8005 1 7. 

GALLO, R M Region 1, Ofc af the Director. 89/06/07 MILTENBERGER.S. Public 
Service Electrics. Gas Co ol New Jersey 2pp 50976 1-64-50976 167 

-8808220374, Requ allocation Program Audi! Repts 50-272/69 12(OL RQ) & 50-311/B9- 
12(OL-RQ) on 89051?.Audit results reactor operator successfully completed all re 
quired actions during conduct of two simulator scenarios 

BISSETT.P., ESELGROTH.P Region 1, Ofc of Iho Director 89/07/31 2pp, 
50976 166-50976 167 
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DOCKET 60-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & lire protection plans 


8907310576 Notification of 890600,09 & 10 mootings w/ulil in Rockville, MD to discus* 
earthquake source characterization, long term seismic program 
ROOD.H Protect Directorate V 09/07/21 KNIGHTON, G W Project Directorate y 
5pp 50723 151-50723 155 


8907310039 Forwards public version of revised EPIPs including Rev 11 to EP G 2S1,on 
spot change to Rev 6 to EP RB 15 A a Rev 2 to EP EF 8 W/890725 release memo 
FUJIMOTOWH Pacific Gas & Electric Co 89/07/05 Document Control Branch 
(Document Control Desk) 5pp 50862 279 50862 362 

-•8907310054 Public version of revised EPIPs, including Rev 11 lo EP G-2S1, "Nolilica 
lion ot Onsite Emergency Organization on spot change to Rev 6 to EP RB 15 A, 
'Post Accident Sampling Sys Initial Actions & Rev 2 to EP EF-8 "Ears " 
TOWNSEND, JD Pacific Gas & Electric Co 89/07/05 83pp 50862 284 50862 362 

8907270205 Forwards Insp Repts 50 275/89 17 & 50 323/89-17 on 890605 09 No Vio 
lalions noted 

KIRSCHDF Region 5 Ofc of the Director 89/07/10 SNIFFER, J D Pacific Gas & 
Electric Co 2pp 50705 274-50705 286 

-8907270209 Insp Repls 50 275/89 17 & 50-323/89 17 on 890605 09 No violalrons 
noied Major areas inspected assessment of routine fire protection program & followup 
on previous NRC & licensee identified open items 

RAMSEY, C KIRSCH.D Region 5, Ofc ol the Director 69/07/10 1 1pp 50705 276 
50705 266 

8908110348 Forwards public version of revs to corporate EPIPs.mcluding Rev 5 to IP 
3 4, Rev 9 to IP 3 2 & Rev 6 to 4 6 W/890B07 release memo 

FUJIMOlO.W Pacific Gas a Electric Co 89/07/25 NRC - No Detailed Affiliation 
Given 4pp 50892 229 50892 254 

--8908110351 Public version of EPIPs.mcluding Rev 9 lo IP 3 2 a Rev 5 fo IP 3 4 

• Pacific Gas a Electric Co 89/07/01 21pp 50892 234-50892 254 

8908000113 Forwards Safeguards Insp Repls 50 275/89 20 a 50 323/89 20 on 
890710 14 No violations noted 

PATE.R J Region 5, Ofc of the Director 89/07/31 SHIFFER.JD Pacific Gas a Elec 
trie Co 2pp 50884 055 50884 057 

-8900140070 Partially withheld Insp Repts 50 275/89 20 a 50-323/89 20 on B907I0 18 
(ref 10CFR2 790(d) a 73 21) No viofalions noied Noncited violaiion noted re compen- 
satory maasures Maior areas inspected physical security program 
SCHAEFER.DW, SCHUSTER, M D Region 5, Ole ol the Director 89/07/31 Ip 
50884 057 50884 057 

8908180143 Forwards public version ol revised EPIPs, consisting of Rev 15 (o EP R 6, 
"Emergency Procedure Radiological Fire a Rev 16 lo EP M6, "Nonradiological 
Fire 11 VV/890816 release memo 

FUJIMOTO.W Pacilic Gas a Electric Co 89/08/07 Document Conlrol Branch (Docu 
ment Control Desk) 2pp 50955 199 50956 180 

-8908180147 Public version ol revised EPIPs, consisting of Rev 15 to EP R 6, "Emer 
gency Procedure Radiological Fire" a Rev 16 to EP M 6 "Nonradiological Fire " 

* Pacific Gas a Electric Co 89/07/14 100pp 50955 201-50956190 

8908210212 Supp) 1 to Generic Ur 89 07 to all operalmg plants, applicants for QL8 & 
holders of CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc list end 

PART LOW, JG Associate Director for Projects (Post 870411) 89/08/21 Consolidat 
ed Edison Co ofNewYotk, Inc 55pp 51036001-51036 056 


G. Adjudicatory correspondence 

8908070062 Sierra Club request lo withdraw contentions ' Requests that all outstanding 
contenlions in current proceedings be withdrawn w/understandmg that further discus 
sion will occur between Sierra Club & NRC re NEPA W/Cerlificate of Svc 
FERGUSON, R B Sierra Club #389 8962 89/07/24 Atomic Safety and Licensing 
Board Panel 5pp 50745 138 50745 142 


8908030254 Summary of 890720 meeting w/util in Rockville, MD ro util program fo, lrv 
stallation ol sixth emergency diesel generator (EDG) al plant & plans (or dedication j 
testing of sixth EDG List of attendees & viewgraphs presented end 
ROOD H Project Directorate V 89/07/24 Project Directorate V P4pp 50 7 9322s 
50793 247 

6908030204 Summary ol 890720 public meeting w/util in Rockville, MD ro polentia! l-. 
cense amend request to permit disabling of one pressurizer safety valve in event of 
leak List of attendees & viewgraphs end 

ROOD.H Project Directorate V 89/07/24 Project Directorate V 31pp 5 0 7 74 20$. 
50774 315 


89073103D3 Forwards viewgraphs used in Long-Torm Seismic Program mootings during 
wk of 890612 in San Francisco, CA 

SHIFFER.J D Pacific Gas & Electric Co 89/07/25 Document Conlrol Branch (Docu. 
menl Control Desk) 563pp 50712 203-50714 046 

8908040204 Forwards safety evaluation concluding that Allegation NRR 87 A 0003 te 
Hilli anchor bolts resolved 

ROOD.H Project Directorate V 89/07/26 SHIFFER.JD Pacific Gas 8 Electric Co 
3pp 50798 350 50798 356 

■■8908040206 Safety evaluation concluding that Allegation NRR 87-A 0008 ro Hilti 
anchor bolts al plants resolved 

* Office of Nuclear Reactor Regulation. Director (Post 870411) 89/07/26 4pp 
50790 353 50798 356 

8908030292 Discusses notification to NRC ro employees potential safety Issues pa 
NRC 890427 Hr Licensee sent clarifying ltrs lo employees stating that employees tree 
to contact NRC of any safety concerns w/o fear of retribution in any form 
SHIFFER.J D Pacific Gas & Electric Co 89/07/20 Document Control Branch (Docu- 
ment Control Desk), 2pp 50775 138-50775 139 

0908D70134 Nodfication of 090808 meeting w/util in Rockville.MD to discuss potential 
Tech Spec change to remove cycfo-specific parameters In accordance w/Gononc lb 
88-16 

ROOD.H Project Directorate V 89/08/01. KNIGHTON, GW Project Direcloralo V 
Bpp 50826 104-50B26 1 1 1 

8908140386 Summary o! 000612-16 meetings w/PG&E & other listed companies mSan 
FrancIsco.CA ro geoiogy/seismology/ goophyslcs/toctomcs tonglcm 
program Agenda & attendee list end 

ROOD.H Project Directorate V 89/08/01 Pro|oct Directorate V 10pp. 50015252 
50915 261 


--89O8030313 lists questions remaining to be answered from mid June mooting w/ 
util, Including documentation of calculation of uplift rales for Hosgri Fault & logic tree 
analysis for ramp forming beneath Point San Luis Incline 

BROWN, RD Interior, Dept of, Geological Survey 09/07/18 ROTHMAN, Rl NRC -No 
Detailed Affiliation Given 2pp 50915 262-509 15'263 

-8908030314 Summarizes NRC/util 890812-16 mootings ro geology, solsmology & 
tectonics Issues related to Hosgri Fault sys include, stylo of deformation, segmentation 
& slip rates 

SLEMMONS.D B Nevada, Umv of, Reno, NV 89/00/20 ROTHMAN, Q NRC Ho 
Detailed Affiliation Given 3pp 50915 264-50916 266 


•8908030315 Forwards K Akl 090612 Itr rept on util 890613-14 moo ling on geology/ 
tectonics of util long-term seismic program 

SAVY.J B Lawrence Livermoro National Laboratory 09/00/30 ROTHMAN, FI L Stmc 
turaU Geosciences Branch (0704 11 890026) 3pp 50915 267-50915 268 


0908070198 Memorandum 8 order (dismissing proceeding) * Dismisses proceeding, per 
end Sierra Club 890724 request to withdraw contentions Served on 890731 
HARBQUR.J , LINENBERGER.G , BLOCH, P B Atomic Safely and Licensing Board 
Panel #389 8972 89/07/28 Office of the General Counsel (Post 860701) Ip 
50744 3U-5074 4 321 

-8908070209 Sierra Club request to withdraw contentions ' Requests that all outstand- 
ing contentions in current proceedings be withdrawn w/understandlng that further dis- 
cussion w/NRC re implementation of NEPA will occur W/Certificale of Svc 
FERGUSON, R B Sierra Cfub 89/07/24 Atomic Safety and Licensing Board Panel 
7pp 50744 315-50744,321 


O. Advisory Committee on Reactor Safeguards reporls & correspondence 

8908090172 Summarizes 890612-16 meetings w/NRC & util in San Francisco, CA re 
geology/geophysics & plant long term seismic program Meeting agenda & list of at- 
tendees end 

THOMPSON, G A, Affiliation Not Assigned B9/06/30 IGNE.A ACRS - Advisory Com- 
mittee on Header Safeguards 7pp 508B2 259-50882 265 


P. Operating license siage documents & correspondence 

8908230180 Requests renewal of approval of QA programs for radioactive mall pack- 
ages 

SHIFFER.J D Pacific Gas 8 Eleclric Co 89/05/30 BERNERO.R M Office of Nuclear 
Material Safely & Safeguards, Director 2pp 51007 047-51007 048 

8908 280012 Forwards updale of prant drawings W/o end 
FUJIMOTO.W Pacific Gas & Eleclric Co 89/05/30 MARTIN.J.B Region 5, Ofc of 
the Director Ip 51042 358-51042 358 

8907180211 Genenc Ur 89-13 to all holders of Ols or CPs tor nuclear power plants re 
svc water sys problems affecting safety related equipment Svc list end 
PARTLOW.J G Associate Director for Projects (Post 870411) 89/07/18 Consolidat- 
ed Edison Co of New York, Inc 53pp 50735 001-50735 054 


8908150134 Summary of B90613-16 meetings w/ulil In San FrancIsco.CA ro PRA long 
term seismic program.Llsl of altendees & agenda oncl 

ROOD.H Project Directorate V 89/08/07 Project Directorate V Bpp 50 9 6 5 090- 
50965 104 

-6908150141 Provides followup to 890613-15 meetings Updated BNL sensilmty calcu- 
lation on plant Initiator frequency, LOSW end In response lo Hems that need lo bo ad 
dressed 

FITZPATRICK, R Brookhaven National Laboratory, 89/06/29 CHOKSHi.N NRC • No 
Detailed Affiliation Given 26pp 50965 098 50965 104 

6908150265 Forwards response lo Region V 890727 request for info re util actwilteS 
associated w/vandor audits As discussed In 090725 meeting w/NRC,ulit milialed on- 
going efforts lo evaluate & resolve Issues Identified in subj Itr. 

SHIFFER.JD Pacific Gas & Eleclric Co 89/08/07 MARTIN, JB Region 5. Ofc oUfta 
Director, 37pp 50916 349-50917 025 

0908180274 Confirms 890811 lelcon re util participation In NRC Regulatory Impact 
Survey on 890925 at plant site Agenda end 

MARTIN, JB Region 5, Ofc of the Director 89/08/11 SHIFFER.JD Pacilto Gaa fi 
Electric Co 3pp. 50967'275 50967 277 

6908220304 Forwards License Amend Request 89 09 10 Licenses DPR-B0 & DPR- 
82, revising Tech Specs Defmllion 1.10, "Core Alteration 3/4, 9, 2, Inslrumontalion, 6 as- 
sociated Bases.S 3/4 9 4, Confammenl Penetrations 

SHIFFER.JD Pacific Gas & Electric Co 89/08/15 Document Control Branch (Docu- 
ment Conlrol Desk) 2pp 50977 075-50977'091 

-8908220305 Applicalion for amends to Licenses DPR-DO & DPR 82 revising Tech 
Specs 1 10 , "Core Alterations," 3,0 2, "Instrumenlatlon," & associated Bases, 8 3/ 
4 9 4, "Containment Penetrations " 

SHIFFER.JD Pacific Gas S Electric Co. 89/08/15 0pp 50977 077-50977 GB5 

-8908220309 Proposed Tech Specs revising 1 10, "Core Alterations." 3 9,2, "Insltu 
mentation'' & associated Bases, & 3/4,9 4, ’Containment Penetrations " 

* Pacific Gas & Electric Co 89/08/15 6pp 50977086-50977,091 
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8908220396 Forwards application (or amends to Licenses DPR-DO & OPR 82, consisting 
of License Amend Request 09-10, revising Tech Specs to implement core operating 
limits repi m accordance w/Genenc Lir 80-16 

SHIFFER.JD Pacific Gas 8 Electric Co 89/08/15 Document Control Branch (Docu- 
ment Control Desk) 2pp 50999 242-50993 207 

-3908220400 Application (or amends to Licenses DPR 80 & DPR 82, consisting of Li 
cense Amend Request 89 10, revising Tech Specs to implement core operating limits 
rcpi m accordance w/Generic Llr 88 1 6 

SHIPPER, JD Pacific Gas & Electric Co 89/08/15 7pp 50999 244 50999 250 

-6908220401 Proposed Tech Specs, implementing core operating limits repi m accord 
ance w/Generic Ltr 88 16, ' Removal of Cycle Specific Parameter Limits from Tech 
Specs " 

• Pacific Gas & Electric Co 89/08/15 37pp 50999 251 50999 207 


O. Inspection reports, IE Bulletins & correspondence 

8908070005 FOIA request for final open item transmittal Mrs per NRC Insp Procedure 
94300B for listed plants 

WILLIAMS, OG JRA Associates 09/05/17 GRIMSLEY.OH NRC No Detailed Allili 
alien Given 2pp 50009 279 50809 200 

6907270205 Foiwards Insp Repts 50 275/89 17 & 50 323/89 17 on 890605 09 No vio 
lalions noted 

KIRSCH.DF Region 5, Ofc ol the Director 89/07/10 SHIFFER.JD Pacific Gas & 
Electric Co 2pp 50705 274-50705 286 

-6907270209 Insp Repts 50-275/89 17 & 50 323/09 17 on 090605 09 No violations 
noted Maior areas inspected assessment of routine lire protection program & followup 
on previous NHC & licensee identified open items 

RAMSEY.C KIRSCH.D Region 5, Ofc of the Director 09/07/10 Itpp 50705 276 
50705 286 

6907200019 NRC Info Notice 09 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 89/07/26 
Consolidated Edison Co of New York, Inc 106pp 50711333 50712 070 

9908030082 Forwards NRC 890726 llr to util transmitting solely evaluation of Hilti bolt 
issue, NRC Into Notice 00 025, "Mm Edgo Distance for Expansion Anchor Bolts" & util 
09051 1 & 0609 llrs addressing issue 

ROOD.H Project Directorate V 09/07/26 MEAGHER, C Affiliation Not Assigned 
3pp 50793 134 50793 150 

• 8906030006 Forwards safety evaluation providing dotails & basis for conclusion that 
Hilli bolt allegation resolved 

ROOD,) I Project Directorate V 09/07/20 SHIFFER.JD Pacific Gas & Eloclric Co 
2pp 50793 137 50703 150 

-8908030069 Safely evaluation re resolution of allegations on Hilli anchor bolts 
• Project Directorate V 09/07/26 4pp 50793 139-50793 150 

8908150073 Forwards Insp Repls 50 275/89 18 & 50 323/69 18 on 090619 23 & 0710 
14 Violation noted but will not be cited based on util satisfying criteria specified in Soc 
lion V G of enforcement policy 

YUHAS.GP Region 5, Ofc of the Director 89/07/26 SHIFFER.JD Pacific Gas & 
Electric Co 2pp 50929 100 50920 t22 

-8900150085 Insp Repts 50 275/89 10 & 50 323/09 10 on 090619 23 & 0710 t4 Viola- 
tion noted Maior areas inspected info nolicos, occupational oxposuro.shippmg & 
transportation, including audits & appraisnls.plannmg & preparation 
NORTH, HS. GARCIA, EM Region 5, Ofc ol the Director 09/07/26 13pp 
50929 110 50929 122 

6908080113 Forwards Safeguards Insp Repts 50 275/89-20 & 50 323/09 20 on 
890710 14 No violations noted 

PATE.R J Region 5, Ole ol Iho Director 89/07/31 SHIPPER, JD Pacific Gas & Elec 
Inc Co 2pp 50084 055 50084 057 

-8908140070 Partially withheld Insp Repts 50 275/89 20 & 50 323/09 20 on 890710-18 
(rol 10CFR2 790(d) & 73 21) No violations noted Nonciled violation noted re compon 
satory measures Maior areas inspected physical security program 
SCHAEFER, DW SCHUSTER, M D Region 5. Ofc of the Director 89/07/31, ip 
50884 057 50B84 057 

8907270121 Suppl t to NRC Bulletin 88 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 69/08/03 
Consolidated Edison Co of New York, Inc tOOpp 50904 t48 50904 253 

9907280169 NRC Info Notice 89 058, "Disablement of Turbine Onvon Auxiliary Food 
water Pump Duo to Closure of One of Parallel Steam Supply Valves" Svc list end 
ROSSI, CE Division ol Operational Events Assessment (Post 070411) 89/08/03 
Consolidated Edison Co of New York, Inc I06pp 50900 005 50900 I to 

9908110254 Responds to NRC 890705 Enforcement Action EA-89 085 & notice of vio 
fation & imposition ol civil penally Corrective action changos made to interlacing pro 
codures & FSAR update being revised Civil penalty payment end 
BRAND, OA Pacific Gas & Electric Co 89/08/04 Ofc of Enforcement (Post 870413) 
3tpp 50894 267-50894 297 

B9OS1SO0S4 Requests into on basis for employment action re S Gaballah former Bech 
let employee.within 30 days of ltr date for NRC review for enforcement action, per 
890705 & 06 letcons 

MARTIN, JB Region 5, Ofc of the Director 89/08/04 SHIFFER.JD Pacific Gas & 
ElecIncCo Ip 50926 087 50926 067 

8908170244 Forwards Exam Repts 50-275/OL 89 01 & 50 323/OL-09 01 on 890515- 
0606 Understands lhat two individuals which failed portions ol exams removed from 
licensed dutios.remediatecf in areas of weakness before returning to licensed duties 
KIRSCH.DF Region 5, Ole of the Oirector 89/08/09 SHIFFER.JD Pacific Gas & 
Electric Co 3pp. 50938 278 50936 206 


-6908170246 Exam Repts 50 275/OL89 01 & 50 323/OL-89 01 on 090515 0602 
Exam results 13 of 14 reactor operators passed exam & 21 of 22 somor reactor oper 
ators passed exam One reactor operator failed written portion & ana evaluated as un- 
satisfactory 

JOHNSTON, GW, NORRILL.PJ, MILLER, LF Region 5, Ofc of Ihe Director 89/00/ 
09 6pp 50938 281 5093B 206 

9908100126 NRC Info Notice 89 059, "Suppliers of Potentially Misrepresented Fasten- 
ers " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 89/08/16 
Consolidated Edison Co of Now York, Inc 106pp 50992 315 50983 069 

8908140065 NRC Info Notice 89 060, "Main! of Tolotherapy Units " Svc list oncl 
CUNNINGHAM, R E Division ol Industrial & Medical Nuclear Salety (Post 870729) 
89/08/18 Consolidated Edison Co of New York, Inc I07pp 50993 061-50993 166 

8908160129 Suppl 2 to NRC Info Notice 66 046, "Licensee Rept of Defective Refur- 
bished Valves ■' Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 89/08/22 
Consolidated Edison Co of Now York, Inc tOOpp 50990 039 50990 137 


R Poriodlc operating reports & related correspondence 


8907310288 "Rept on Discharge Monitoring at Diablo Canyon Power Plant Ounng 
Month of Juno 1989 ” W/090720 llr 

TOWNSEND, JO Pacific Gas & Electric Co 09/06/30 LEONARD, W California, Slate 
ol 64 pp 50743 203 50743 260 

8968220335 Monthly operating repts for Jut 1989 for Diablo Canyon Units 1 & 2W/ 
090015 ltr 

BEOESEM.P, NOLAN, JC, TOWNSEND, J D Pacific Gas & Electric Co 89/07/31 
tlpp 51016001 5(016011 


S. Reportable occurrences, LERs & related correspondence 


8008280169 LER 89 006 00 on 090721, control room ventilation sys shilled from normal 
ventilation to pressunzatlon mode, resulting In ESF acluatlonCaused by Inadequate 
procedural guldanco Procedure revised W/890821 ltr 

GREBEL.TL, SHIFFER.JD Pacific Gas & Electric Co 69/08/21 6pp 51018354 
51018 359 


V. Operator Examinations 


8908170244 Forwards Exam Repts 50 275/OL69 01 & 50-323/OL 89 01 on 090515 
0606 Understands that two individuals which failod portions ol exams removed from 
liconsod dutioSTOmodiated In areas of weakness before returning to licensed duties 
KtRSCH.O F Rogion 5. Ofc ol Iho Director 89/08/09 SHIFFER J D Pacific Gas a 
Electric Co 3pp 50938 278 50936 206 

-8900170246 Exam Repts 50275/OL8901 & 50 323/OL-89-01 on 690515 0602 
Exam results 13 of 14 reactor operators passed exam & 21 ol 22 senior reactor oper- 
ators passod oxam One reactor operator failed written portion & one evaluated as un 
satisfactory 

JOHNSTON, G W , NORRILL.P J , MILLER, L F Region 5, Ofc of the Director 09/08/ 
09 6pp 50938 281 50938 286 


DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 


F. Security, medical, emergency & (Ire protection plans 


8908140131 Forwards public version of Rov 7 to Emergency Response Procedure ERP 
140, App 2, "Technical Support Team ” W/890B07 release memo 
FOGARTY, EP Philadelphia Electric Co 09/07/20 Document Control Branch (Docu 
merit Control Desk) 6pp 50915 270 50915 285 

-8908140133 Public version ol Rev 7 to EPIP ERP-140,App 2. ‘Technical Support 
Team " 

• Philadelphia Eloclric Co 89/07/20 10pp 50915 276 50915 265 

8908090422 Responds to util 800602 ltr in response to NRC 890505 llr ro potential vio 
lalion ol 10CFR50 7 Review of record indicates that violation may have occurred No 
further action warranted as case settled prior to investigation 
RUSSELL, WT Region t, Ole of Ihe Director 09/07/28 SMITH, DM Philadelphia 
Electric Co 4pp 50862 016 50862 019 

8908210245 Forwards response to WR Bullor 861206 request lor addl info ro proposed 
combined emergency operations facility Facility to be located adjacent to existing bldg 
& 20 miles from Poach Bottom plant W/one oversize map 

MCNEILLCA Philadelphia Electric Co 69/06/to Document Control 8ranch (Docu 
mont Control Desk) 70pp 50994 003-50994 071 

8908290087 Forwards updated emergency operating procedure rev schedule, per Insp 
Repts 50 277/89 81 & 50-276/89 81 & NUREG-1358 Plant specific technical guide- 
lines not controlled document 

SMITH, DM Philadelphia Electric Co 89/08/18 Document Control Branch (Document 
Control Oosk) 5pp 51040 248 51040 252 

8908210212 Suppl 1 to Generic Ltr 89 07 to all operating plants applicants for OLs & 
holders of CPs ro power reactor safeguards contingency planning for surface vohiclo 
bombs Svc list end 

PARTLOW, J G Associate Director for Projocls (Post 870411) 89/08/21 Consolidat- 
ed Edison Co of Now York, Inc 55pp 51036001-51036056 


G. Adjudicatory correspondence 
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8908030142 Petition lor rulemaking PRM 50 53 requesting NRC action to review undue 
risk posed by 8WR thermal hydraulic instability NRR should issue order requiring all 
GE BWRs to pe placed rn cold shutdown tor stated reasons 
HIATT, S L Ohio Citizens for Responsible Energy 88/07/20 Office of Nuclear Reac- 
tor Regulation. Director (Posf 870411) I0pp 50B20 143 50820 152 


H General correspondence 

8908180309 Requests addition of Ole of Peoples Counsel to NRC sve lists for 
msps, events & mgl of facilities Ofc of Peoples Counsel represents residential custom- 
ers ot Uhls regulated by Slate ot MD PSC 

GLYNN, J M Maryland, Slate of 89/08/1 1 MURLEY.T Office of Nuclear Reactor 
Regulation, Director (Post 870411) Ip 50967 288 50967 288 


J. Insurance & Indemnify Information 

8907310183 Forwards Endorsement 131 to NELfA Policy NF-140 8 Endorsement 81 to 
MAELU Policy MF 67 

CULLEN, E J Philadelphia Electric Co 89/07/25 DlNiTZ.I NRC • Mo Detailed Alim- 
alion Given 5pp 50737 082-50737 086 

8906230008 Forwards Endorsements 134 & 135 to NELIA Policy NF-140 a Endorse 
ments 84 8 85 to MAELU Policy MF 67 

CULLEN, EJ Philadelphia Electric Co 89/08/16 OINITZ.I NRC - No Delailed Affili- 
ation Gwen 9pp 51007049 51007 057 


O. Advisory Committee on Reactor Safeguards reports B. correspondence 


-8908040315 Informs of third parly subpoena rocoivod by NRC, requesting iJocum) 
referred (o DOJ re potonlial criminal violation Forwards subpoann servod upon 
Chilli, seeking documents re Commission B70331 order lor immediate shutdown 

BrIggs.WH Solicitor (Post 860701) 09/05/16 SELLERS, W P Juslico, Dopl 
2pp 50779 255-50779 256 

-8908040321 Forwards Itr from Solicitor to appropriate DOJ official, informing ol si 
poena lor matt re Commission order directing immctiiato laoiity shutdown *n 1981 
subi subpoena for review Requests !o comploto search for tfocumonls by 000005 
MULLINS, CE Office ollhe General Counsel (Post 860701) 89/05/10 MARTINI) 
Project Directorate 1-2 GUTIERREZ, J , KANE.W F Region 1, Ole ol tlio Du odor 1 
50779 257-50779 257 

8906100210 Confirms 890714 tclcon & requests assistance & cooperation in review 
allegation involving plant Ulil should lolly roviow allegation 8 Ittko ncllon In accordsm 
w/encl inslruclions Enel vvdhheld (ref 10CFR2 790) 

BUTLER.WR Pro|ect Directorate t-2 09/00/01 MCNEILL.C A Philadelphia Elect) 
Co 3pp 50902 344-50902 346 

890D280369 Forwards safety evaluation accepting util response to Generic L’> 8 
28,ltom 2 1 (Parts 1 & 2) re components requirecl lo trip roactor & interface w/NMf 
vendors or vendors of each component.rospoetively 

MARTIN, R E Protect Directorate 1-2 89/00/21 HUNGER, G A Philadelphia El-ccti 
Co 2pp 51040 344-51040 350 

-8908280371 SER supporting util rosponso lo Gonorlc Ur 03 20, Horn 2,1 (Paris I 
2) Programs exist for identifying safely totaled compononls roquirod lo/ roaefor l 
function & vendor interface w/NMSS vendor (or required compononls 
• NRC - No Detailed Affiliation Given 09/00/21 4pp 51040 347 51040 350 


8908040228 Summary /mmgtes of GE Reactor Plants Subcommittee on Peach Botlom 
Atomic Plant restart 890308 meeting in Belhesda.MD 

' ACRS - Advisory Committee on Reactor Safeguards 89/05/25 ACRS • Advisory 
Committee on Reactor Safeguards l9pp 50799 004 50799 022 


P. Operating license stage documents & correspondence 

8908040270 FOIA request lor all correspondence to 8 from NRC re 870331 plant 
shutdown including correspondence w/counsel in action, ''In Rs Philadelphia Electric 
Co Derivative Litigation," Court ol Common Pleas.Philadelphia County.March 
1987,7090 

CLAIR, KS Schnader, Harnson, Segal & Lewis 89/06/05 Ollice ol Administration 
(Post 890205) Ip 50779192-50779,192 


Q Inspection reports, IE Bulletins & correspondence 

8908010407 Updates response lo NRC Bullelm 08-004, "Polonlinl Safely- fl a fall 
Pump Loss," per 800630 Itr Description ol longterm resolution actions 'aken lo c 
solve concerns raised In bullefin oncl 

HUNGER, G A Philadelphia Electric Co 09/07/21 Document Control Branch (Doc 
mom Control Desk) 5pp 50755 152-50755 156 

8907310181 Forwards "Summary of ASME Repairs & Roplacomont Complolod (N1S 
for Peach Boltom Atomic Power Station Unit 2,070401- 090426" 8 "8/0401-8904! 
Inservice Insp Program Final Ropl for Peach 8ottom Atomic Power Sintlon l/ml 
1987 08 " 

SMITH, DM Philadelphia Electric Co 09/07/25. Documonl Control Branch (Documt 
Con fro) Desk) Ip 50737 125 50738 042 


8907270098 Forwards notice of consideration of issuance of amends lo Licenses DPR- 
44 & DPR-56 & proposed NSHC determination & opportunity lor hearing Amends 
revise Tech Specs lo reflect change in reactor vessel level 
MARTIN, RE Protect Directorale I 2 89/Q7/14 HUNGER, G A Philadelphia Elecfric 
Co 3pp 50705 143 50705 153 


-8907270101 Notice of consideration of issuance of amends to Licenses DPR 44 & 
DPR 56 8 proposed NSHC determination 8 opportunity tor heating Amends revise 
calibr frequencies (or certain narrow range reactor water level instrumentation 
BUTLER.WR Project Directorate I 2 89/07/14 8pp 50705146 50705 153 


8907180211 Generic Ltr 89 13 to all holders of OLs or CPs for nuclear power plants re 
sve water sys problems affecimg safely related equipment Svc fist end 
PARTLOW.JG Associate Director for Propels (Post 8/0411) 89/07/18 Consolidat- 
ed Edison Co Ol New York, Inc 53pp 50735 001 50735 054 


8907270164 Requests lhat 870331 order be modified to permit operation of Unit 2 al 
loo 11 !, power par approved restart power testing program 

MCNEILL.C A Philadelphia Electnc Co 89/07/19 Document Control Branch (Docu- 
ment Control Desk) 3pp 50683 343-50683 345 


••8907310191 "Summary of ASME Ropalrs & Roplacomartl Complolod (NIS2) ! 
Peach Bolfom Atomic Power Slallon Unit 2,070401-890426 " 

* Philadelphia Electric Co 09/07/25 01 pp 50737 126 50737 105 

--890731D211 “870401 090426 Inservico Insp Program Final Repl for Peacli Oolio 
Atomic Power Stalion Unit 2, 1907 88 Rofuol Oulago " 

FISHER.KF, HAMMOND, MS Philadelphia Electric Co 09/07/05 195nn 50737 18 
50736042 ' 

8907200019 NRC Info Nolice 89 057, "Unqualified Efoclrlcal Spllcos in Vendor Snpplu 
Environmentally Qualilied Equipmenl " Svc list enc) 

ROSSI, CE Division ol Operational Events Assessment (Post 8704 11) 00/07/2 
Consolidated Edison Co of Now York, Inc I06pp 50711333 50712 070 

8908090422 Responds to util 890602 llr m responso lo NRC 090505 Itr ro potential vt 
alien of 10CFR50 7 Review ol rocord indicates that violation may bovo occurred 7 
further action warranted as case settled pnor to Investigation 
RUSSELL, W T Region 1, Ofc of Iho Director 89/07/28 SMITH.DM Phlladolpl 
Electric Co 4pp 50862 016-50062 019 


8907270295 Application lor amends to Licenses DPR 44 & OPR-56, consisting of Tech 
Spec Change Request 88 09,changmg Tech Specs lo permit removal of rod sequence 
corneal sys & induce tod worth m\n.m>zeT tow power setpoinl 
HUNGER, G A Philadelphia Electric Co 89/07/19 Document Conirof Branch (Docu 
ment Control Desk) 27pp 50704 236 50704 277 ' 

-8907270303 Proposed Tech Spec Pages 19. 99,100 101, 102,102a, 107 10B 8 109 re- 
moving rod sequence control sys 8 reducing rod worth mimmizer low power seipomt 
Philadelphia Electric Co 89/07/tg t5pp 50704 263-5Q704 277 v 

8907280105 Responds to Generic Ltr 89 08, Erosion/Corrosion-lnduced Pipe Wall 
Thinning Util implementing long-term programs to ensure that NUMARC program will 
knK oiic e i J Ph S i U w C U L al c! e3 " !y ?! P'P |r, 9 sys maintamed.per NUREG-1344 

M c de,p ^ a £' ecmc Co 89/07/21 Document Control Branch (Docu- 
ment Control Desk) 6pp 50705 349-50705 354 ' 

8 ^J® 3 non 0 /yt rd ^^ ,i: i ual n ° l,CB of cortsideralion of issuance of amends fo Li- 
*, e r,mi,ur R 0PR 50 A . mencla m °d'ly Tech Spec limiting conditions lor opetabon 
^surveillance requirements lor containment cooling sys 

» 3pp Sol^? 50?Sr,7?' e ' 2 " 9 ' 07,2 ' " UNGER ' GA "****B*to 

"dpr 3 6 r 3 8 V^ C t lri , w^ 0 Mr d I , f !lQn 0f issu 0 ance 0( abends to Licenses DPR 44 8 
T^-h Ini-/ 'i, SH p determination 8 opportunity for hearing Amends revise 

nfSf£ e ^ e 1 ? oma ' n ^ er ‘' c00 ' ,n 9 s y s & diesel generator leslmq 
SUTLER, WR Projeci Directorate I 2 89/07/21 1 Ipp 50724 160-50724 170 

Wq ,'- S lha ' 'eslwtive clauses re employee ability to provide pctentiat 
mlo about salety issues to NRC m any ot ulil agreemenis w/current or termer 
FOTARTV 1 1 Ph *1° w«? r w Sut ^i 0 n ,rac is rs w 0epl 01 Labor 'SSues, identified 

e a <s^ D °“ c °" w » 

8! PnS u . F0,A fc T sst documents Forwards App A documents 
GRiMqf^vnH P rw A ™ ^> d ,?i'T n!s ‘? lal 7 w,hheld < ,et FOi A Exemption 4) 
890205) E fic,?n7/TJ ri Aip L Q ,e | d ? rn 'nformauon 8 Publications Services (Post 
50779 257 07 3 CLA,R ' K S Schnader, Harnson Segal & Lews a pp 50779 193- 


6908070159 Forwards updaled status ropl of human resources as ol Jul lODQ.p 
???^?^ J . F ! C ^ lnle 9 ,al0d Assessment Team Insp Repis 50 277/09-01 8 50 27A/B9 6 
SMITH DM Philadelphia Electric Co 89/07/31 Document Control Branch (Oocume 
Control Desk) 6pp 50825 220 50825 233 

8907270121 Suppf i to NRC Bulletin 08 010, "Nonconforming Moldotf Caso Cue' 
Breakers " Svc list end 

ROSSI, CE Oivision ol Operalional Events Assessment (Post 870411) 09/60/0 
Consolidated Edison Co of New York, Inc lOBpp 50904 140-50904,253. 

8907280169 NRC Info Notice 89 058, "Disablement of Turbine Driven Auxiliary Fee* 
Srllci S ue 10 Dlosure of One of Parallel Steam Supply Valves '* Svc hat on' 
HOShl.c E Division of Operalmnal Events Assessment (Posf 870411) 09/00/0 
Consolidated Edison Co of New York, Inc I06pp 50900 00G 50900 1 10 

8908150228 Noblicaiion ol SALP Board/Sigmficanl Meeting 89 099 on 090814 In Ku 
ol PfiJssia.PA 

to^ ^2pp L 509 48^50927 '04S C ° f ‘ h ° DlfeCl °' O9/O0/O3 ' Ro 9 lon <■ O'c Ol Iho Dire 

8908100128 NRC Info Notice 89-059, "Suppliers of Potentially Misrepresented Paste 
ers Svc lisl end 

? .Pi!; sion °P 0, a ,| or)al Events Assessmenl (Post 0704111, 39/08/1 
consolidated Edison Co of New York, Inc 106pp 50992 315 50993 060 

8 rfiSn H N 4U C nt n 0, , ,ca 89 -? 00 -"Malnl of Teloiherapy Umls " Svc fist end 
an/nR/iar^^iLP'H ol ' ndus rial 8 Medical Nuclear Solely (Post 070 72 E 
89/00/ta Consolidated Edison Co ol New York, Inc 107pp 50993 001-50093 1 6 

890B280087 Foiwards updaled emergency operating procedure rev schedule nor Ini 

sssr w a ' a nureg -' 35b pt - spec '" c s&ns 

DocumBnl comro1 0fnnch (Ooc ‘* m01 

M Kv a 9 |vS^SvV° S S. ln, ° NOt '° e 08 ° 40 ' '' Llcens ° e Rept °' Do,oclivo Ro!u 

^w D c’i lslor ' ,?* Opexalwnar Evenls Assessmenl (Pos! 870411) 89/OB/2 
Consolidated Edison Co of New York, Inc lOOpp 50990 039-50990 137, 
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R Periodic operating reports & related correspondence 

8909230220 Monthly operating repls lor Jul 1909 lor Poach Gottorn Atomic Power Sta 
lion Units 2 & 3 W/890814 Itr 

BARON, MJ , SMITH.OM Philadelphia Electric Co B9/07/31 14pp 51006 226 
51006 239 

6909230096 Forwards plant status rept (or 090719 0816 
DOERFLEIN.LT Region 1, Ole of the Director 89/06/16 KANE.WF NRC No Oe 
tailed Affiliation Given 4pp 51043 009 51043 012 


S Reportable occurrences, LERs 8, related correspondence 

9907310541 LER 89 013-00 on 890603,required test lor diesel generator cardox room 
smoke detectors was not performed Caused by lack ol effective method lor communi- 
cating surveillance test status to shill manager W/890721 Itr 
CRIBBE.T E , SMITH, DM Philadelphia Electee Co 69/07/21 5pp 50745 211- 
50745215 

3907310555 PNOI89 062on 690721, unit automatically scrammed Irom 79% power 
white troubleshooting eleclrohydreulic control sys due lo pressure seipoint 
drill Caused by low reactor pressure Restart scheduled for 090726 pending repairs 
JOHNSON, T, LINVILLE.J Region t. Ole ol the Director 89/07/25 Ip 50723 162 
50723 162 

8909080334 PNO I B9 060 on 890804, lull power reached 8 Mar 1987 shutdown order 
relaxed Two wk mgl assessment period at stoady-slate 100% power plateau 
begun, per restart power testing program 

DOERFLEIN.L Region 1, Olcol the Director 89/00/04 Ip 50855 014 50855 014 

8308170096 ROon 890710, diesel driven lire pump out ol sve lor more than 7 
days Caused by disconnected coolant hose Irom ongmo block during lost.drainmg 
coolant trom engine 8 heat exchanger Insp 8 repair ol engine perlormod 
SMITH, D M Philadelphia Electric Co 89/08/10 Document Control Branch (Documenl 
Control Desk) 2pp 50949 192 50949 193 

8908180206 LER 88 012 02 on 080524,discovQred that drywell high range radiation 
monitors oul ol sve w/o being reported lo NRC Causod by combination ol personnel 
errors Monitors relumed lo sve 8 manual developed W/090814 Itr 
CRIBBE.T E, SMITH, DM Philadelphia Electric Co 09/00/15 6pp 50945 258 
50945 263 

8908180320 LER 89 012-01 on 8905 19, reactor hi lo level alarm sounded 8 reactor leed 
pumps B 8 C tripped simultaneously Caused by lailuro ol loodwator lovol control 
switch Switch replaced, amplifier replaced 8 procedures rovisod W/890014 Hr 
CRIBBE.T E, SMITH.OM Philadelphia Electric Co 89/08/15 Opp 50940 001- 
5094B 008 

8908290033 LER 89 016 00 on 090722, APRM hi-hi signal causod LPRM doleclor 4B- 
40 33 lo spike upscale Caused by output signal ol LPRM detector spiking 
high Detector placed in bypass position 8 scram signal rosol W/890B10 Itr 
CRIBBE.T E, SMITH, DM Philadelphia Electee Co 09/00/10 4pp 51043 240- 
51043 243 

8908290113 LER 89 015 00 on 090721, mam luibino bypass 8 conlrol valvos 
oponod.causmg mam steam line pressure lo decroaso to approx 400 pslg 8 lull reac- 
tor scram Causod by malluncllon of pressure regulalor sotCompononl replaced W/ 
690818 llr 

CRIBBE.T E, SMITH, DM Philadelphia Electric Co 09/08/10 7pp 51054 351- 
51054 357 


V Operator Examinations 

8908180255 Forwards response to Generic Ltr 09-12, “Operator Licensing Exams," 
consisting ol forms providing best osllmato ol anticipated number ol candidates lo bo 
examined during upcoming NRC site visits 8 dates lor roqualilicallon exams 
SMITH, DM Philadelphia Electee Co 89/00/14 Document Conlrol Branch (Documenl 
Conlrol Desk) 3pp 50967 239-50967 241 


DOCKET 50-270 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F. Security, medical, emergency & lire protection plans 

8 9 OBI 40131 Forwards public version ol Rov 7 lo Emergency Responso Procedure ERP- 
140, App 2, “Technical Support Toam “ W/890007 refeaso memo 
FOGARTY, E P Philadelphia Electee Co 09/07/20 Document Control Branch (Docu- 
ment Control Desk) 6pp 50915'270-50915 205 

-8900140133 Public version ol Rev 7 to EPIP ERP-140,App 2, “Technical Support 
Team " 

* Philadelphia Electee Co 89/07/20 lOpp 50915 276 50915 285 

8908090422 Responds to ulll 090602 Hr in response lo NRC 090505 Itr re potential vio- 
lation ol 10CFR50 7 Review ol record Indicates that violation may have occurred No 
further action warranted as case Settled prior to investigation 
RUSSELL, WT Region 1, Otc ol the Director, 09/07/20 SMITH, D M Philadelphia 
Electee Co 4pp 50062 016 50862 019 

3908210245 Forwards response to WR Butter 081206 request lor addl Inlo re proposed 
combined emergency operations facility Facility to bo located adjacent to existing bldg 
8 20 miles Irom Peach Bottom plant W/one oversize map 

MCNEILL.CA Philadelphia Electric Co 89/00/10 Documenl Conlrol Branch (Docu- 
menl Conlrol Desk) 70pp 50994 003-50994 071 

8908200087 Forwards updated emergency operating procedure rev schedule, per Insp 
flepts 50 277/89-81 8 50-278/89 Bt 8 NUREG-1358 Plant-specific technical guide 
(mas not controlled documenl 

SMITH.OM Philadelphia Electric Co 89/08/10 Document Control Branch (Document 
Control Desk) 5pp 51040 24B-51040 252 


8908210212 Suppt 1 lo Generic Llr 89 07 to all operating plants, applicants ter Ols 8 
holders ot CPs re power reactor sateguards contingency planning for surlace vehicle 
bombs Sve list end 

PARTLOW.J G Associate Director for Projects (Post 87041 1) 89/00/21 Consolidate 
ed Edison Co ol New York, Inc 55pp 51036001 51036056 


G Adjudicatory correspondence 


8908030142 PotHion lor rulemaking PRM 50 53 requesting NRC action to review undue 
risk posed by BWR thermal hydraulic instability NRR should issue order requiring all 
GE BWRs lo be placed in cold shutdown tor staled reasons 

HIATT.S L Ohio Citizens tor Responsible Energy 88/07/28 Office ol Nuclear Reac- 
tor Regulation Director (Post 870411) lOpp 50820 143 50820 152 


H General correspondence 

8908100309 Requests addition ol Ole ot Peoples Counsel lo NRC sve lists lor 
msps, events 8 mgt of facilities Otc ol Peoples Counsel represents residential custom 
ors ol utils regulated by State of MD PSC 

GLYNN, JM Maryland, Slate ol 89/08/11 MURLEY.T Office ol Nuclear Reactor 
Regulalion, Director (Post 870411) Ip 50967 288 50967 288 


J. Insurance & indemnity Information 


8907310103 Forwards Endorsement 131 to NELIA Policy NF 140 8 Endorsement 81 to 
MAELU Policy MF 67 

CULLEN, E J Philadelphia Electric Co 09/07/25 OINITZ I NRC - No Detailed Allili 
ation Given 5pp 50737 082 50737 086 

0908230008 Forwards Endorsements 134 8 135 lo NELIA Policy NF 140 8 Endorse 
moms 84 8 05 lo MAELU Policy MF 67 

CULLEN, EJ Philadelphia Electee Co 09/08/16 DINITZ.I NRC No Detailed Affili- 
ation Given 9pp 51007 049 51007 057 


O Advisory Commlltco on Reactor Safeguards reports & corrospondonco 


0908040220 Summafy/minutos ol GE Reactor Planls Subcommittee on Peach Bottom 
Atomic Plan! rostan 090308 meeting in Bclhesda.MD 

• ACRS - Advisory Commilteo on Roaclor Sateguards 09/05/25 ACRS ■ Advisory 
Committee on Roaclor Sateguards 19pp 50799 004 50799 022 


P Operating license stago documents & correspondence 


B008040270 FOIA request lor all corrospondonco to 8 Irom NRC re 870331 plant 
shutdown, including correspondence w/counsel in action, "In Re Philadelphia Electee 
Co Derivative 6111901100,” Couit ol Common Pleas, Philadelphia County, March 
1987.7090 

CLAIR, KS Schnodor, Harrison, Segal 8 Lewis 89/06/05 Office ol Admlmstralion 
(Post 090205) Ip 50779 192 50770 192 

8907270098 Forwards notice ot consideration ol issuanco ol amends lo Licenses DPR- 
44 8 DPR-56 8 proposed NSHC determination 8 opportunity lor hoanng Amonds 
reviso Toch Specs lo rolloct chango in roactar vossol lovol 
MARTIN, RE Project Directorate 1-2 89/07/14 HUNGER, G A Philadelphia Electric 
Co 3pp 50705 143 50705 153 

-8907270101 Notice ot consideration of issuance ol amends to Licenses DPR-44 8 
DPR 56 8 proposed NSHC determination 8 opportunity ter hearing Amends revi90 
calibr frequencies for corlaln narrow rango roactor water lovol inslrumeniation 
BUTLER, WR Project Direclorolo I 2 89/07/14 8pp 50705 146 50705 153 

8907180211 Gonorlc Ltr 89 13 lo all holders o! OLs or CPs ter nucloar power planls ro 
sve water sys problems alleclmg safely related equipment Sve list end 
PARTLOW.J G Associate Director tor Propels (Post 870411) 89/07/18. Consolidat- 
ed Edison Co ot Now York, Inc 53pp 50735001-50735 054 

8907270164 Roquosts that 070331 ordor bo modified lo permit operation ot Unit 2 at 
100% powor.por approved restart power testing program 

MCNEILL.CA Philadelphia Electric Co 89/07/19 Document Control Branch (Oocu 
mont Control Desk) 3pp 50683 343-50683 345 

8907270295 Application tor amonds lo Llconses DPR 44 8 DPR 56, consisting of Tech 
Spec Chango Request 80 09, changing Toch Specs lo permit removal ol rod sequence 
control sys 8 reduce rod worth mimmizor low power sotpoml 
HUNGER, G A Philadelphia Electric Co 89/07/19 Document Conlrol Branch (Docu 
ment Conlrol Desk) 27pp 50704'236 50704 277 

-8907270303 Proposed Toch Spoc Pagos 19, 99,100, 101, 102.102a, 107, 108 & I09,re 
moving rod sequence control sys 8 reducing rod worth mlnlmizor low power setpoint 
1 Philadelphia Electric Co 89/07/ ID 15pp 50704 263-50704 277 

89072B0105 Responds to Generic Ltr 89 00, "Erosion/Corrosion Induced Pipo Wall 
Thinning ” Util Implomonling long-term programs to ensure that NUMARC program will 
be Implemented 8 structural integrity of piping sys maintained, per NUREG-1344 
KOWALSKI.S J Philadelphia Electric Co 09/07/21 Document Control Branch (Docu 
mont Control Desk), 6pp 50705 349-50705 354 

8907310339 Forwards individual notico ol consideration ol issuanco of amends to Li- 
censes DPR-44 8 DPR-56 Amends modify Toch Spec limiting conditions (or operation 
8 surveillance requiremenls tor conlalnmonl cooling sys 

MARTIN.R E, Project Directorate I 2 89/07/21 HUNGER.G A Philadelphia Electee 
Co 3pp 50724 157-50724 170 

-8907310341 Notico of consideration ot Issuanco ot amends to Licenses DPR 44 8 
DPR-56 8 proposed NSHC determination & opportunity lor hearing, Amonds revise 
Tech Specs re containment cooling sys 8 diesel generator testing 
BUTLER.WR Project Directorate 1-2 09/07/21 llpp 5072-1 160 50724 170 



56 DOCKETED ITEMS 


B908D3D1O5 informs that no restrictive clauses re employee ability to provide potential 
into about safety issues to NRC in any of util agreements w/currenl or former 
employees contractors or subcontractors re Dept of Labor issues identified 
FOGARTY, E P Philadelphia Electric Co 89/07/28 Oocumeni Control Branch (Docu 
ment Control DESK) 2pp 50793 057-50793 058 

8908040274 Final response to FOIA request for documents Forwards App A documents 
also available in FDR App B documents totally withheld {ref FOIA Exemption 4) 
GRIMSLEY D H Division ot Freedom of Information & Publications Services (Post 
B90205) 89/07/31 CLAIR K S Schnader Harrison Segal & Lewis 4pp 50779193- 
50779 257 

-8908040315 Informs of third party subpoena received by NRC, requesting documents 
referred to DOJ re potential cnuunal violation Forwards subpoena served upon SJ 
Chi'K seeking documents re Commiss'on 870331 order for immediate shutdown of 
plant 

BRIGGS WH Solicitor (Post 860701) ag/05/16 SELLERS, WP Justice, Dept of 
2pp 50779 255-50779 256 

-8908040321 Forwards Mr from Solicitor to appropriate DOJ official informing of sub 
poena for mall re Commission order directing immediate facility shutdown in 1987 & 
subj subpoena for review Requests to complete search for documents by 890605 
MULLINS CE Office of Ihe General Counsel (Posi 860701) 89/05/18 MARTIN, R £ 
Protect electorate I 2 LETTS.B, MATAKIS.R Ofc ol Investigations (Post 880201) 
tp 50779 257-50779 257 

8908100210 Confirms Q90714 telcon 8 requests assistance & cooperation in review of 
allegation involving plant util should fully review allegation 4 take achon in accordance 
w/encl instructions Enel withheld (ref 10CFR2 790) 

QUTLER.WR Project Directorate I 2 89/08/01 MCNEILL, C A Philadelphia Electric 
Co 3pp 50302344 50902 346 

8908280369 Forwards safety evaluation accepting util response to Generic Ltr 83- 
28 Item 2 1 (Parts 1 8 2) re components required to tup reactor 8 interface w/NMSS 
vendors or vendors of each component, respectively 

MARTIN RE Project Directorate I 2 89/08/21 HUNGER.G A Philadelphia Electric 
Co 2pp 51040 344 51040 350 

-8908280371 SER supporting util response to Generic Ur 83-28, Item 2,1 (Parts 1 8 
2) Programs exist for identifying safely related components required for reactor trip 
function & vendor interface w/NMSS vendor for required components 
* NRC • No Detailed Affiliation Given 89/08/21 4pp 51040 347-51040 350 


R Periodic operating reports & related correspondence 


8908230220 Monthly operating repts lor Jul 1909 lor Peach Bottom Atomic Power Sli 
tion Units 2 & 3 W/690014 ltr 

BARON, M J , SMITH, DM Philadelphia Electric Co 09/07/31 I4pp 51006 228 
51006 239 

8908280096 Forwards plan! status ropl lor 890719 0810 
DOERFLEIN.LT Region 1, Ole of Ihe Director 09/00/10 KANE.W F NRC NoOe- 
tailed Affiliation Given 4pp 51043 009-51043 012 


S. Reportable occurrences, LERs & related correspondence 

8908170122 NPOES noncompfiance notification on 090026,11 gallons of Boughto-Sato 
620 hydraulic fluid spilled in subpilo room of unit during preparation for CRD removal 
work Major portion ot spill collected in dry well sumps & floor Hushed 
WILLSEY.WB Philadelphia Electric Co 09/00/07 CORRIVEAU.E Pennsylvania 
Commonweallh of 2pp 50953 292-50953 293 

890B170Q96 ROon 890710, diesel driven lire pump out of sve for moro than 7 
days Caused by disconnected coolant hose from engine block during lQ9l, draining 
coolant from engine & heat exchanger Insp & repair of engine performed 
SMITH.DM Philadelphia Electric Co 09/08/10 Document Control Branch (Document 
Con Ire I Desk) 2pp 50949 192-50949 193 

8908290111 LER 89 001-00 on 890720, (low estimate not performed when reactor bkfg 
exhaust flow recorder made inoperable Caused by procedure not requiring thnl Itav 
rale be estimated within 4 h ot removing recorder Personnel counseled W/890B1 B Hi 
CRIBBE.TE, SMITH.DM Philadelphia Electric Co 09/08/10 6pp 51043 244 
51043 240 


V Operator Examinations 


8908180255 Forwards response to Generic Ltr 09-12, "Opornlor Licensing Exams," 
consisting ol forms providing best estimate of anticipated nuinbor ol candidates to b« 
examined during upcoming NRC site visits & datos lor requalilication oxnms 
SMITH.DM Philadelphia Electric Co 89/00/14 Document Control Branch (Document 
Control Desk) 3pp 50967 239-50067 241 


Q Inspection reports, IE Bulletins & correspondence 

8908010407 Updates response to NRC Bulletin 88-004, "Potential Salety- Related 
Pump Loss, per €00630 llr Descnptjon of long term resolution aciions taken to re* 
solve concerns raised in bulletin end 

HUNGER.G A Philadelphia Electric Co 89/07/21 Document Control Branch (Docu 
ment Control Desk) 5pp 50755 152-50755 156 

8907200019 NRC Info Notice 89 057, Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end p 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York fnc I06pp 5071 1 333-50712078 

8908090422 Responds to ulil 890602 ltr in response to NRC 890505 ltr re potential vio 
abon ot 0CFR50 7 Review of record indicates that violation may have occurred No 
CV. r !^?- r r-? < r (l ^ , ! 1 -J varran,ecf as case settled prior to investigation 

?S L « B n aso'i 8 o 5 i' s ?^;? & '“ ,or 89 ' 0,,! “ 8uiih ' om ph "“"i* a 

89 flqni 7 n« ?LT? al6d s,a,u .V epl ° f human resources as of Jul I989,per 
ii C o£ Cessment Team Insp Repts 50-277/89 81 & 50-278/89 81 

^DSkrssfe^MMsS 17 ^ Documeni c ° n!, ° i Branch <D ° cumem 

fi9 Bre”ws •• Ivc list erKl NRC 0Ulle,Jn 880,a " Noncon,ormin 9 Molded Case Circuit 

r 1 0 pe, ral| onal Events Assessment (Post 870411) 89/08/03, 
Consolidated Edison Co of New York, Inc 108pp 50904 148-50904 253 

8907280169 NRC Info Notice 89 058, "Disablement of Turbine Driven Auxikarv Feed- 

flOSSI C E P rwlin C ?r 0( , ? n 1 e. Para,, f' Sleam Supply Valves " Svc lisl end 
i Pd°Frt nn rl Opembonal Events Assessment (Post 070411) 89/08/03 
Consolidated Edison Co ol New York, Inc 106pp 50900 005-50900 110 

8S o[ fl pm° ! i 2 a fl PA 0llf ' CalK3n 01 SALP Board/Sl 9 nificanl Meeting 89 099 on 890814 in King 

“ E 2W L 5092 L 7 T 048loT 2 7b?^ °* ** D " eC '°' 89/08/03 RB *° n 0,c °> D>rec- 

WSSB" NOl,Ce 69 '° 59 ' ‘' Suppller9 01 Potentially Misrepresented Fasten- 

D^; si on of Operational Events Assessment (Post 870411) 89/oa/ifi 
Consolidated Edison Co ot New York. Inc 106pp 50992 315-50993 060 ' 89/08/16 

* CUNMNRHAM i" 1° 89-060, "Main! ol Teleiherapy Units " Svc list end 

69/m/ift 0 ‘ nd ' ,s ' nal & Medical Nuclear Safely (Post 870729) 

69/08/18 Consolidated Edison Co of New York, Inc !07pp 50993 061-50993 166 

a™* loo*,.. 

TBttSniMB " u “»“ "■* »' R*- 

S&L/SSiS! •»»* 


uucutT 50-280 SURRY POWER STATION, UNIT 1 

F. Security, medical, emergency & lire protection plana 

corporate emergency rosponso plan W/09001 1 ltr 
50942 256 '50943 V i r | 9 7 nia P ° W0r ( ^ rfllnia E,oc,r ' c & Powor Co) 09/07/15 2O0p# 

89 fll/? 70 D» 5 Rev 6 10 EPIP ' 4 23 ‘ "Post-Accident Sampling ol Reactor Coolant " VJI 
oMvfdo l(r 

,HALL,PR., S TEWAn T ,W L Virginia Power (Virginia Electric 8 Powci 
Co) 69/07/28 14pp 50825 194-50625 207 

8908220183 Forwards Insp Repls 50-260/69 22 & 50 201/09-22 on 090717-20 Viola 
lions noted but not cited 

P Re 5; on 2- p'c of ihe Director 69/00/15 CARTWRIGHT, W O Virginia 
Power (Virginia Electric & Powor Co ) 2pp 50976 160 50976 170 

ythhewinsp Ropts 50 280/09-22 & 50 201/00-22 on 0007 J 7- 22 
lifii & 73 2, 1 0no r'on-cited violation noted ro failure lo respond (o 

tor now a M? n n i d c a r ° a 3 ' ns P e c Iad Phys ic a i socurlly program & training 
50976 170 MCGUIRE>aR Rs 0 lon 2 ' ° ,c o( ' he Director 09/00/15 Ip 60976 170 

89 hniril?f rPc Pl 1 ,0 Gan9,,c , L,r 89 07 10 oH oporatlng plants, applicants for OLs S 
bombs Svc Ns! enc| 0VVer feac 0f sa,e 9 tj a , 0s conlingency planning lor surfaco vehicle 

v!fu D ! fec « ,or f 1 $ 8C,S < Post 8794 ") 09/00/2 f Consolidat 
ed Edison Co of New York, Inc 55pp, 51036 001-51036 056 

H. General correspondence 

69 |ot^ddr5S ,U A St ^tHi W ).^ er COf respo n dence bo addressed lo WL Slowarl el 

b » " nl “ ™ C ""“"i’"- J '’ 

SSSfS^«asSSL5S5J6^^ Doounxo™ 

P. Operating license stage documents & correspondence 

t nf S dwiJ^ m i S idenll,,0d ,n 8033 09 confirmation of action 
powar & Insp, cleaning & lesllng of 

wm '* 3 

- mS&jszk, saeussi! 1 mmw c ' >n “' , ‘ ,a ' 

- - 

P.wl, KSS Elffi f ?JS»7K / 5rora237 miOHT,W 
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8908010 i5B Application (or amend (o Licenses OPR-32,DPR-37,NPF-4 & NPF-7, revising 
Tech Specs to reflect composition ol station nuclear safety & operating committee fol 
lowing recent assignment of superintendent engineering position 
STEWART, WL Virginia Powor (Virginia Electric & Power Co) 80/07/24 Document 
Control Branch (Document Conlrol Desk) 2pp 507S6 079 50756 000 

-890B0101QB Proposed Tech Specs reflecting composition of station nuclear safety & 
operating committee following recent assignment of superintendent-engineering posi- 
tion at stations Tech Spec pages include 6 1 6,6 5 & 6 6 

• Virginia Power (Virginia Electric & Power Co ) 80/07/24 Bpp 50756 0S1-5O7S6 000 

89D731C461 Forwards safety evaluation supporting use of Topical Ropt VEP-NE-3, 
'Qualification ol WRB 1 Critical Heat Flux Correlation in VEPCO COBRA Code," w/ 
constraint f hat min grid spacing will be 13 inches or greater 

LAINAS.GC Assistant Director for Region II Reactors 89/07/25 
CARTWRIGHT.W R Virginia Powor (Virginia Electric & Power Co) 2pp 50723 130 
50723 134 

- 8907310464 Safety evaluation approving use of Topical Rept VEP NE-3 "Qualification 
ol WRB-t Critical Heat Flux Correlation in VEPCO COBRA Code," w/constiamts that 
rmn and spacing will bo 13 inches or greater 

* Office ot Nuclear Reactor Regulation, Director (Post 070411) 09/07/25 3pp 
50723 132 50723 134 

8908020084 Responds to 890427 llr re freedom of employees & confraclor employees 
lo coniact NRC w/salety concerns Licensee would not inhibit employee or contractor 
irom communicating w/NRC, per review of applicable contracts 8 agreements tor 
clauses 

STEWART W L Virginia Powor (Virginia Electric & Power Co ) 09/07/26 Document 
Control Branch (Document Control Desk) ip 50772 123-50772 123 

8908070064 Forwards errata to updated operational OA Program Topical Ropt VEP 1- 
5A, submitted on 090621 Errata corrects madvortont omission ol sovorol pages of 
Table 17 2 0 Irom previous update 

STEWART .WL Virginia Power (Virginia Eloclric & Power Co) 09/07/20 Document 
Control Branch (Document Control Desk) 2pp 50026 050 50026 055 

- 8908070069 Errata to updated operational QA program topical rept, consisting ol re 
placement Pages t7 2-33a,l7 2-36 8 17 2 30 

‘ Virginia Power (Virginia Electric 8 Power Co) VEP 1-5A ERR 80/04/30 4pp 
50826 052-50026 055 

8908150352 Notification of 090007 mgt mooting w/util in Atlanta, GA to discuss soli as- 
sessment conducted al facility 

FREORlCKSON.P Region 2, Ofc ot the Director 09/07/31 Region 2. Ofc o< the Di 
rector Ip 50929 127-50929127 

S90B090400 Application lor amonds to Licenses DPR-32 8 DPR 37, changing Tech 
Specs lo allow removal ol one sve wator supply lino from sve for sories of mods to 
upgrade sve wafer ays & providing temporary lino during sve water lie ups 
STEWAHT.WL Virginia Powor (Virginia Elactric & Power Co) 09/00/02 Documont 
Control Branch (Document Control Desk) 3pp 50061256 50061202 

-8908090413 Proposed Tech Specs re sve wator llow paths & temporary sve water 
supply line 

‘ Virginia Power (Virginia Electric & Powor Co) 09/00/02 24pp 50861 259- 
50861 282 

8908110233 Foiwarda Amend 131 to Licenses DPR 32 & OPR-37 8 safety 
evaluation Amend revises requirements governing operability ol individual rod position 
indicating sys to shift emphasis to demand position indicating sys during shutdown 
BUCKLEY.B C Proiocl Directorate 11-2 09/00/02 CARTWRIGHT.W R Virginia Powor 
(Virginia Electric & Power Co) 3pp 50910 061-50910070 

-8908110238 Amend 131 lo Licenses NPF-32 & DPR 37, revising requirements govern- 
ing operability ol individual rod position indicating sys to shift emphasis to demand po 
silion indicating sys during shutdown & reactor startup 

0ERKQWHN Proiocl Directorate II 2 09/00/02 I2pp 500(0 064-50910 075 

-0908110245 Safely evaluation supporting Amend 131 lo Licenses DPR 32 & DPR 37 
' Office ol Nuclear Reactor Regulation, Director (Post 070411) 09/00/02 3pp 
50910076 50910 970 

8908110336 Forwards response to questions re 800914 outage Load sequencing capa 
bility of emergency diesel generators found inadequate for certain accident 
scenarios, necessitating mod of diesel generators NRC believes olil acted responsibly 
VARGA, S A Proiect Directorate 1-2 89/00/03 LOUGH, TW Virginia, Commonwealth 
of 14pp 50003 116 50803 137 

8990160198 Codifies that SPDS moots requirements of NUREG 0737, Suppl 1 re Goner 
ic Llr B9-06.w/listed exceptions Completed SPDS checklists for plants & photographs 
required by Generic Ur 09 06 end 

STEWART, W L Virginia Powor (Virginia Electric & Power Co ) 09/06/08 Documont 
Control Branch (Document Control Desk) 250pp 50945 00) -50945 047 

8908150027 Submits daily highlight Nolilies of 690016 meeting w/util to discuss pro 
posed mods to sve water sys at plant 

BUCKLEY.B C Proiocl Directorate 11-2 89/08/10 MURLEY.T , SNIEZEK.J NRC • No 
Dolailed Aflitiation Given MIRAGUA.F Associate Director lor Inspection & Technical 
Assess menl (Post 87041!) 3pp 50952 333 50952 335 

890B17O3B3 Forwards notice of consideration ol issuance ol amends lo OLs 8 pro- 
posed NSHC determination & opportunity for hearing re 090802 request to allow re- 
moval of one svo water supply lino from sve for mods to upgrade sys 
BUCKIEY.QC Proiocl Directorate II 2 09/00/10 STEWART, WL Virginia Power (Vir- 
ginia Electric & Power Co ) 2pp 50953 200 50953 280 

- 8908170390 Notice of consideration of issuance ol amends to Licenses DPR-32 & 
DPR 37 & proposed NSHC determination & opportunity for hearing Amends allow re- 
moval or svo water supply line from sve for mods to upgrade sve water sys 
BUCKLEY.B C Protect Directorate 11-2 09/00/10 7pp 50953 282 50953,200 

8908180362 Advises that 890621 Change VEP t-5A to operational QA program consist- 
ent w/provisions of 10CFR50 54,App B & acceptable 

PEEBLES, T A Region 2, Ofc ofthe Director 89/00/11 CARTWRIGHT.W R Virginia 
Power (Virginia Electric & Power Co ) 2pp 50970 201-50970 202 


Q. Inspection reports, IE Bulletins & correspondence 

8908030307 Forwards status of items Identified in 890309 confirmation of action 
Itr Separation verification of divisional emergency power & insp, cleaning & testing of 
safely-related 4,160 volt breakers completed 

STEWART, WL Virginia Power (Virginia Electric & Power Co) 89/06/23 
EBNETER.S D Region 2, Ofc of the Director 6pp 50773 070-50773 075 

0908040129 Notification of 090830 significant SALP board meeting in Atlanta, GA to dts 
cuss plant performance from May 1988 June 1939 

FREDRICKSON, P Region 2, Ofc ol Ihe Director 89/07/18 Region 2, Ole of the Di 
rector 2pp 50799 24B 50799 249 

0908010015 Forwards Insp Repls 50 280/89 20 & 50-281/89-20 on 090604-0701 Viola 
Hon noted Violation not being cited because criteria for categorization of noncited vio 
lation met 

HEHL.CW Region 2, Ofc ot Ihe Director 89/07/21 CARTWRIGHT.W R Virginia 
Power (Virginia Electric & Powor Co ) 2pp 50754 339-5Q754 360 

—8908010103 Insp Ropts 50 280/89 20 & 50-281/89 20 on 890604 0701 Violations 
noted re failure to provide adequate procedure to establish initial plant conditions for 
testing Ma|or areas Inspected operation.mamt & LER review 
HOLLAND, W E , YORK.J.W , NICHOLSON, L E Region 2, Ofc of ihe Director 89/07/ 
21 20pp 50754 341 50754 360 

8908010107 Discusses Insp Repls 50-200/88 32 & 50 201/80-32 on 080912- 16,26 30 
& 1114 18 & forwards notice of deviation Addl activities of safety significance ap 
poarod lo deviate Irom commitments to NRC or applicable codes approved by NRC 
EBNETER.S D Region 2, Ofc of the Director 89/07/24 CARTWRIGHT.W R Virginia 
Power (Virginia Electric & Power Co ) 2pp 50767 205-5Q767 209 

-8908010116 Notice ol deviation from insp on 880912-16,26 30 & 1114-10 Deviation 
noted Calibr Procedure CAL 466 does not provido vendor manual required for closing 
torque for detector vent & drain valves 

EBNETER.S D Region 2, Ofc ol Ihe Oireclor B9/07/24 3pp 50767 207-50767 209 

0908040111 Ack receipt of util 090706 Itr Informing NRC of sleps taken to correct viola- 
tion noled In Insp Repls 50 2B0/89 12 & 50 201/09-12 

JULIAN, C A Region 2, Ole ol the Director 89/07/25 CARTWRIGHT.W R Virginia 
Power (Virginia Eloclric & Powor Co ) ip 50799 294-50799 294 

8007200019 NRC Info Notice 89 057, "llnqualiliod Electrical Splices in Vendor Supplied 
Environmentally Qualilied Equipment " Sve list oncl 

ROSSI, CE Division of Operational Events Asso9smont (Post 070411) 09/07/26 
Consolidated Edison Co of Now York, Inc 106pp 5071 1 333 50712 078 

8900040229 Rosponds to NRC 090629 Hr re violations noted in Insp Repls 50 338/09- 
14,50 330/89- 14,50-280/89 17 & 50201/09 17 Corrective actions study completed 
by oulsida consultant idonlilymg improvements (or independent review process 
STEWART ,W L Virginia Power (Virginia Electric & Power Co) 89/07/20 Document 
Control Branch (Dacumont Control Dosk) 5pp 50800 117 50800121 

8008070002 Submits supplemental Info re NRC Bullotm 00 004, "Potential Safety Relat 
ed Pump Loss " Emergency procedure rev necessary to ensure that one low head 
satotv injection pump will bo socured within 30 minutes when operating in low flow 
STEWART, WL Virginia Powor (Virginia Electric & Power Co) 89/07/28 Documont 
Control Branch (Document Control Oosk) 3pp 50024 096 50024 098 

8907270121 Suppl 1 to NRC Bullolin 88 010, "Nonconforming Molded Case Circuit 
Broakors " Sve list end 

ROSSI.CE OivisiQrt ol Operational Events Assessment (Post 070411) 89/08/03 
Consolidated Edison Co of New York, Inc lOBpp 50B04 148 50904 253 

8907280169 NRC Into Notice 09 050, "Disablement of Turbine Driven Auxiliary Feed 
wator Pump Duo to Closure ol One of Parallel Steam Supply Valves " Sve list end 
ROSSI.CE Division of Operallonol Evonis Assessment (Posl 070411) 09/08/03 
Consolidated Edison Co of Now York, Inc 106pp 50900 005 50900 1 10 

8908160214 Ack receipt of 890614 Itr & paymont of civil penalties In amount ol 
$500,000 proposed in NRC 890518 llr Understands that parts in valve 01-SW-PCV- 
10B overhauled & replaced & sve water pump 02 SW P-010 raplocod 
WONG.HJ Ofc ol Enforcement (Post 070413) 89/08/10 CARTWRIGHT.W R Virgin- 
ia Power (Virginia Electric & Powor Co ) Ip 50935 234 50935 234 

8908220183 Forwards Insp Repls 50 280/89 22 8 50 281/89 22 on 890717-20 Viola- 
tions noted bul not cited 

STOHR.JP Region 2, Ofc ol the Director 89/08/15 CARTWRIGHT.W R Virginia 
Powor (Virginia Eloclric & Powor Co) 2pp 50976 168-50976 170 

— B90B22018B Partially withhetd Insp Ropts 50 280/09-22 a 50-20I/B9 22 on 899717-22 
(rot 10CFR2 790(d) 8 73 21) One non Cited violation noted re failure to respond to 
vital area alarm Maior areas inspected physical security program & training 
TOBIN, W, MCGUIRE, DR Region 2, Ofc ol the Director 09/08/15 Ip 50976 170- 
50976 170 

B90B1Q0128 NRC Info Notice 09 059, "Suppliers ol PolQntially Misrepresented Fasten 
ers " Sve list encl 

ROSSI.CE Division of Operational Evonis Assossmsnl (Posl 870411) 09/00/16 
Consolidated Edison Co of New York, Inc 106pp 50992 315 50993 060 

8908140085 NRC Info Notice 09 060, "Main! of Tetelherapy Units" Sve list oncl 
CUNNINGHAM, R E Division ot (ndusiriat & Medical Nuclear Safety (Posl 070729) 
09/08/18 Consolidalod Edison Co ot Now York, Inc I07pp 50993 061 50993 166 

89DB 160129 Suppl 2 lo NRC Into Nonce 88 048. "Licensee Repl ot Defective Rotur 
bished Valves ' Sve tisl oncl 

ROSSI.CE Division ol Operational Events Assessment (Posl 8704 tt) 89/08/22 
Consolidated Edison Co of New York, Inc lOQpp 50990 039 50990 137 


R. Periodic operating reports & related correspondence 

8908230357 Monthly operating ropts for Jut 1939 tor Surry Power SlaliOn Units 1 <5 
2 W/090815 Itr 

WARREN, LA STEWART, W L Virginia Power (Virginia Electric S Power Co ) 89/07/ 
31 25pp 51005 202-51005 226 
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S Re par table occurrences, LERs a related correspondence 

0908100075 Worms of 690711 discovery of die off of approx 200 fish in uppermost end 
ol discharge canal Possibly caused by fish being trapped in discharge canal 8 dying 
from lemp shock af lime ot startup of plant 

MARSHALL.fi M Virginia Power (Virginia Elecinc 8 Power Co) 89/07/26 
JENKINS.R R Virginia, Commonwealth of 2pp 50892 175 50692 175 

8908140325 LER B9-O26-00on 69O?09,nuclear inslrumentalion <Ni) failed resulting in 
Spurious Ml dropped rod signal 8 aufomalic initiation of SO'So power turbine 
runback Turbine trip/reacior trip occurred due to hi-hi level condition W/890807 Hr 
KANSLER.MR Virginia Power (Virginia Efeclnc 8 Power Co) 89/08/07 6pp 
50913288 50913 293 

69061 B0403 LER 89 028 00 on 890713, access plugs Irora entrance lo two underground 
fuel oil lacks discovered removed Caused by lack of administrative control guidance m 
sample procedure Plugs reinstalled 8 sample procedure revised W/8 9 08 12 Hr 
KANSLER.MR Virginia Power (Virginia Electric 8 Power Co) 89/08/12 4pp 
50945 313 50945 316 

89081B03S3 LER 89 029 00 on 89071 4, intake canal level sensor channel nol placed in 
trip within 1 h ot inoperability Caused by operator personnel error Procedures devel- 
oped for stop log installation W/890813 ftr 

KANSLER.MR Virginia Power (Virginia Eloclnc 8 Power Co) 89/08/13 Bpp 
50945317-50945 322 

8966220369 LER 89-030-00 on 89071B.chargmg svc water pumps became air bound 
after air entered svc waler sys Possibly caused by air Irapped In partially drained svc 
water supply line Pumps vented to permit filling supply lines W/890817 Itf 
KANSLER.MR Virginia Power (Virginia Electric & Power Co) 89/08/17 5pp 
50974 316-50974 320 

890B29Q029 LER 89 031-00 an 890723.discharge pressure lor control room/ relay room 
air conditioning chiller svc water pump decreased & chillers tripped on high condenser 
discharge pressure Caused by air binding Pump vsntedW/890822 Jlr 
KANSLER.MR Virginia Power (Virginia Electric 8 Power Co) 89/08/22 7pp 
51043 221-51043 227 


Y Dry Cask tndependenl Spent Fuel Storage Installations 

8908080129 Summary of 890726 meeting w/util in Rockville.MD re bumup & boron 
credit allowance in criticality design 8 compatibility o I spent fuel storage in backend ol 
fuel cycle for orfsite transport ol spent fuel Handouts 8 list of allondeas end 
ROBERTS, J P Fuel Cycle Safely Branch 69/08/02 ROUSE.L C Fuel Cycle Safely 
Branch 12pp 50826 236-50026 247 


DOCKET 50-281 SURRY POWER STATION, UNIT 2 


F. Security, medical, emergency & lire projection plans 

8906170044 Revised corporals emergency response plan W/690B1 1 Itr 
STEWART.W L Virginia Power (Virginia Electee & Power Co) 89/07/15 208pp 
50942 256 50943 117 

8908070075 Rev 6 to EPIP 4 23, "Post Accident Sampling ol Reaclor Coolant " W / 
690728 Hr 

COSTELLO, J B , HALL.P R , STEWART.W L Virginia Power (Virginia Electric 8 Power 
Co) 89/07/28 14pp 50025 194 50825 207 

8908220183 Forwards Insp Repls 50 280/89 22 8 50-261/89 22 on 890717-20 Viola- 
tions noted bul not cited 

STOHRJP Region 2. Ofc o( Ihe Director 89/08/15 CARTWRIGHT.WR Virginia 
power (Virginia Electric 8 Power Co) 2pp 50976 168-50976 170 

-8908220188 Partially withheld Insp Repls 5Q-280/B9 22 8 50-281/89 22 on 690717-22 
(ref I0CFR2 790(d) 8 73 21) One non-cited violation noled re failure to respond to 
vital area alarm Maior areas inspected physical security program 8 training 
TOBIN.W Region 2, Oic Of Ihe Director 69/08/15 Ip 50976 170 50976 170 

8905210212 Suppl t lo Generic Lti 89 07 lo all oporalmg plants, applicants for OLs & 
holders of CPs re power reactor safeguards contingency planning lor surface vehicle 
bombs Svc fist end 

PARTLOW.JG Associate Director lor Proiects (Post 670411) 89/06/21 Consolidat- 
ed Edison Co of New York, Inc 55pp 51036 001-51036 056 


H General correspondence 

8997310058 Roques! 5 that further correspondence bo addressed lo WL Slewarl al 
listed address & addl copies of correspondence be sent to WR Cartwright, JP 
O'Hanlon.RF Saunders, MR Kansfer 8 GE Kans 

STEWART.W L Virginia Power (Virginia Electric 8 Power Co) 89/07/21 Document 
Control Branch (Document Control Desk) 2pp 50726 325-50728 326 


P. Operating license stage documents A correspondence 

8907180211 Generic Llr 89 13 lo all holders of OLS or CPs for nuclear power plants re 
svc water sys problems affecting safely related equipmenl Svc iisl end 
PARTLOW.JG Associate Director for Projecls (Post 870411) 69/07/18 Consolidat- 
ed Edison Co ol New York. Inc 53pp 50735 001-50735 054 

8908010036 Codums 890712 telcon re 690720 mgl meeting w/ulil in Atlanla.GA to dis- 
cuss proposed rev to operational readiness assurance program 
E0NETER.S D Region 2. Ofc ol the Director 89/07/19 CARTWRIGHT.WR Virginia 
Power (Virginia Elecinc & Power Co ) 2pp 50753296 50753 297 

89080 1015B Application for amend lo Licenses DPR 32.0PR 37.NPF-4 & NPF 7,revi$mg 
Tech Specs to reflocl composition of station nuclear safely 8 operating committee fol- 
lowing recent assignment of superintendent engineering position 
STEWART.W t Virginia Power (Virginia Elecinc 8 Power Co) 69/07/24 Document 
Control Branch (Document Conltol Desk) 2pp 50756 079 50756 068 


—890801 0160 Proposed Tech Specs rellectmg composition ol station nuclear safely J 
oporaimg committee following recent assignment of superintendent engineering posi 
lion at stations Tech Spec pages include 6 1 6,6 5 & 6 6 

* Virginia Power (Virginia Electric 8 Power Co) 89/07/24 8pp 50756 081 50756063 

8997310401 Forwards safely evaluation supporling use ol Topical Rept VCP NF 3. 
‘’Qualification of WRB-1 Critical Heat Flux Correlation in VEPCO COBRA Code, ' w/ 
constraint that mm grid spacing will be 13 inches or greater 
LAINAS.G C Assistant Director for Region If Reactors 89/07/25 
CARTWRIGHT.W R Virginia Power {Virginia Electric & Powor Co ) 2pp 50723 139 
50723 134 


•8007310464 Safoly evaluation approving use of Topical Repl VEP NE-3 "Qualification, 
ol WRB-1 Critical Heat Flux Correlation in VEPCO COBRA Code." w/constraints that 
min grid spacing will be 13 inches or greater 

* Olhce ol Nuclear Reaclor Regulation. Director (Post 870411) 89/07/25 3pp 
50723 132 50723 134 


8908020084 Responds to 890427 llr re Irecdom ol employees & contractor employees 
to contact NRC w/safetv concerns Licensee would not inhibit employer) or contractor 
from communicating w/NRC, per review of applicable contracts 8 agreement for 
clan sos 

STEWART.W L Virginia Power (Virginia Eleclric & Powor Co ) 09/07/26 Document 
Conlrol Branch (Document Control Desk) ip 50772 123 50772 123 

8908070064 Forwards errata lo updated operational QA Program Topical Ropt VEP 1 
5A, submitted on 690621 Errata corrects inadvertent omission of several pages cl 
Table 17 2 0 from previous update 

STEWART.W L Virginia Power (Virginia Electric 8 Power Co ) 89/07/28 Document 
Control Branch (Oocument Conlrol Desk) 2pp 50826 050 50B26 055 

-•8908070069 Errata to updated operational QA program topical rept, consisting of re- 
placement Pages 17 2-33a,17 2-36 & 17 2-38 

‘ Virginia Powor (Virginia Eloclnc 8 Power Co) VEP 1 5A ERR 68/04/30 4pp 
50826 052-50826 055 


8908140237 Forwards unit operational readiness program, per 090720 meeting Program 
provides proposed plan lor sys walkdowns. electrical separation 8 logic testing per 
NRC 890309 confirmation of action llr re restart 

STEWART.W L Virginia Powor (Virginia Electric 8 Powor Co) 89/07/28 Reg, on 2, 
Ole of the Director 5pp 50916 202 50916 206 

8908150352 NohJication of 890807 mgt mooting w/util m Atlanta, GA lo discuss self as 
sossment conducted al facility 

FREDRICKSON, P Region 2, Ofc of Ihe Director 89/07/3 1 Region 2. Ole ol the 0. 
rector Ip 50929 127-50929 12/ 

0908090400 Application for amends to licenses OPR 32 8 DPR-37.chanqirtg Tech 
Specs to allow removal of one svc waler supply lino from svc for senes ol mods to 
upgrade svc water sys & providing temporary line during svc water tie-ups 
STEWART.W L Virginia Powar (Virginia Eloclnc 8 Power Co ) 69/08/02 Document 
Control Branch (Document Conlrol Desk) 3pp S0861 256 50061 2fl2 

8908090413 Proposed Tech Specs re svc water How paths & temporary svc water 
supply line 

‘ Virginia Power (Virginia Eloclnc 8 Power Co) 89/08/02 24pp 50061 259 


8908110233 Forwards Amend 131 lo licenses DPR 32 8 DPR 37 8 safely 
evaluation Amend revises requirements governing operability of individual rod position 
indicating sys to shift emphasis to demand position indicating sys during shutdown 
BUCKlEV.B C Proiect Directorate 11-2 89/08/02 CARTWRIGHT.WR Virginia Power 
(Virgin 18 Eloclnc 8 Power Co ) 3pp 50910 061 50910 078 

-83081 10238 Amend 131 lo Licenses NPF-32 8 DPR 37, revising requirements govern 
inq operability of individual rod position indicating sys to shift emphasis to demand pa- 
sihor, indicating sys dut.ng shutdown & reactor slarlup 

BERKOW.HN Propel Directorate II 2 89/08/02 I2pp 50910 064-50010075 

-09081 10245 Safely evaluation supportng Anrond 131 lo Licenses DPR 32 8 DPR 37 
* Office of Nuclear Reaclor Regulation, Director (Post 870411) 89/08/02 3pp 
50910 076 50910 078 


0908160190 Certifies that SPDS meals requirements ol NUREG 0737.Suppl 1 re Gener- 
ic llr 89-06,w/iisted excep! ions Completed SPDS checkltsis for plants 8 photographs 
required by Generic Llr 99-06 end 

STEWART.W L Virginia Power (Virginia Electric 8 Power Co) 09/08/08 Document 
Control Branch (Document Control Desk) 250pp 50945 001-50945 047 

8908150027 Submits daily highlight Noiilies Of 890816 meolmg w/util to discuss pro 
posod mods to svc water sys al plant 

BUCKLEY.BC Project Directorate 112 89/08/10 MURLEY.T , SNIEZEK.J NRC - Ho 
Detailed Affiliation Given MIRAGLIA.F Associate Director lor Inspection 8 Technical 
Assessment (Post 870411) 3pp 50952 333 50952 335 

8908170383 Forwards nolice of consideration of issuanco of amends lo OLs 8 pro- 
posed NSHC determination & opportunity for hearing re B90B02 requasL to allow re 
moval of one svc water supply line from svc for mods to upgrade sys 
BUCKLEY, B C Project Directorate lf-2 89/08/10 STEWART.W L Virginia Power (Vir 
gmia Electric 8 Power Co ) 2pp. 50953 280 50953 288 

-6908170390 Nolice of consideration ol issuance of amends lo Licenses DPR-32 8 
DPR-37 8 proposed NSHC determination & opportunity for hearing Amends allow re- 
moval ol svc water supply line (rom svc for mods to upgrade svc water sys 
BUCKLEY.BC Pto|ecf Directorate 11-2 89/08/10 7pp 50953 232-5Q9S3 288 

8908180362 Advises lhat 890621 Change VEP 1-5A lo operational QA program consist 
ent w/provisions of 10CFR50 54.App B 8 acceplable 

PEEBLES.T A Region 2. Ofc of Ihe Director 89/08/11 CARTWRIGHT.WR Virginia 
Power (Virginia Elecinc 8 Power Co ) 2pp 50970 20t 50970 202 
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q Inspection reports, IE Bulletins & correspondence 

8908040129 Notification ol 890830 significant SALP board meeting in Atlanta, GA to dis 
cuss plant performance from May 1960-June 19B9 

FREDRICKSON, P Region 2, Ole of fhe Oirector 89/07/18 Region 2, Ole of Ihe Di 
rector 2pp 50799 240-50799 249 

B908010015 Forwards Insp Repts 50-280/89 20 & 50 281/89 20 on 890G04 0701 Viola 
lion noted Violation not being cited because criteria lor categorization ol nonciled vio 
lation met 

HEHL.CW Region 2. Ole ol Ihe Oirector 89/07/21 CARTWRIGHT, W R Virginia 
Power (Virginia Electric 8 Power Co) 2pp 50754 339 50754 360 

8908010103 Insp Repts 50 280/89 20 8 50-281/89-20 on 890604 0701 Violations 
noted re failure lo provide adequate procedure to establish initial plant condilions lor 
testing Major areas inspected operation, main! & LER review 

HOLLAND.W E , YORK.J.W , NICHOLSON, L E Region ?, Ofc of the Director 89/07/ 
21 20pp 50754 341-50754 360 

8908010107 Discusses Insp Ropls 50-280/08 32 8 50-281/88-32 on 860912 16,26 30 
8 1114-18 & forwards notice ol deviation Addl activities of safety significance ap- 
peared to deviate from commitments to NRC or applicable codes approved by NRC 
EBNE7ER.SD Region 2, Ofc ol the Director 89/07/24 CARTWRIGHT, W R Virginia 
Power (Virginia Electric & Power Co) 2pp 50767 205-50767 209 

-8908010116 Notice ol deviation from insp on 080912-16,26 30 8 1114-18 Deviation 
noted Calibr Procedure CAL 466 does not provide vendor manual required lor closing 
torque for detector vent & drain valves 

E8NETER.SD Region 2, Ofc Of the Director 09/07/24 3pp 60767 207-50767 209 

8908040111 Ack leceipt ol util 890706 Hr informing NRC of stops taken to correcl viola- 
tion nolod in Insp Repts 50 280/89 12 & 50 281/09 12 

JULIAN, C A Region 2, Ofc ol Ihe Director 09/07/25 CARTWRIGHT ,W R Virginia 
Power (Virginia Electric & Power Co ) Ip 50799 294 50799 294 

8907200019 NRC Info Notice 89 057, "Unqualilied Electrical Splices in Vondor Supplied 
Environmentally Qualified Equipment ” Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 070411) 89/07/26 
Consolidated Edison Co of New York, Inc lOGpp 50711 333 50712070 

8909040229 Responds (o NRC 090629 Hr re violations nolod in Insp Repts 50 330/89- 
14,50-339/09-14,50 260/89 17 & 50 201/09 17 Corrective actions study completed 
by outside consultant identilying improvomorits for independent review process 
STEWART.W L Virginia Power (Virginia Electric & Powor Co ) 89/07/20 Document 
Control Branch (Document Control Desk) 5pp 50800 117-50800 121 

8908070082 Submits supplemental info ro NRC Bulletin 80-004, "Potential Safety Relat- 
ed Pump Loss " Emergency procedure rev nocessary to ensure that one low hoad 
safely injection pump will bo secured within 30 minutes when operating in low How 
STEWART.W L Virginia Power (Virginia Electric & Powor Co) 89/07/28 Document 
Control Branch (Document Control Desk) 3pp 50024 096 50024 098 

8907270121 Suppl 1 to NRC Bulletin 88 010, "Nonconforming Molded Caso Circuit 
Broakors " Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 070411) 09/00/03 
Consolidated Edison Co of New York, Inc lOOpp 50904 140-50904 253 

8907280169 NRC Inlo Notice 89 058, "Disablement ol Turbino-Dnvon Auxiliary Feed 
water Pump Due to Closure ol Ono of Parallel Steam Supply Valves " Svc list end 
ROSSI ,CE Division of Operational Evonts Assessment (Post 870411) 89/00/03 
Consolidated Edison Co ol New York, Inc tOGpp 50900 005-50900 1 10 

8908160214 Ack receipt of 890614 Itr & paymonl of civil penalties in amount ol 
5500,000 proposed m NRC 890518 Itr Understands that parts in valvo Ot-SW-PCV- 
10B overhauled & replaced 8 svc water pump 02-SW-P-010 replaced 
WONG.HJ Ofc of Enforcement (Post 870413) 09/08/10 CARTWRIGHT, W R Virgin- 
ia Powor (Virginia Elaclric & Power Co ) Ip 50935 234-50935 234 

0908220183 Forwards Insp Ropls 50 280/09-22 8 50 281/89-22 on 090717 20 Viola- 
tions noted but not cited 

STOHR.JP Region 2, Ofc ol the Director 09/00/15 CARTWRIGHT.W R Virginia 
Power (Virginia Electric & Powor Co ) 2pp 50976 168 50976 170 

•6908229188 Partially withheld Insp Repts 60 280/09 22 8 50-281/09 22 on 890717-22 
(id V0CFR2 790(d) & 73,21) Ono non citod violation noted ro failure lo respond lo 
vital area alaim Major areas Inspected physical security program & training 
TOBIN.W , MCGUIRE.D R Region 2. Ofc ol the Director 89/00/15 Ip 60976 170- 
50976 170 

8908109128 NRC Info Notice 00-059, "Suppliers ol Potentially Misrepresented Fasten 
ers " Svc list end 

ROSS I, C E, Division of Oporalional Events Assessment (Posf 070411). 09/08/10 
Consolidated Edison Co of New York, Inc 106pp 50992 315 50993.060 

890 B 140005 NRC Info Notice 89 060. "Main! of Telethorapy Units " Svc list end 
CUNNINGHAM, R E Oivision ol Industrial & Medical Nuclear Safety (Post 870729) 
09/00/ 10 Consolidated Edison Co ol New York, Inc 107pp 50993.061-50993 166 

8908160129 Suppl 2 to NRC Info Notice 80 040. "Licensee Rept of Defective Refur- 
bished Valves Svc list and 

ROSSI, CE Division ol Operational Events Assessment (Posl 070411) 09/08/22 
Consolidated Edison Co, of New York, Inc. lOOpp 50990 039 50990 137 


R. Periodic operating reports 4 related correspondence 

8909230357 Monlhly operating repls for Jul 1909 for Surry Power Station Uniis 1 & 
2W/890815 Itr 

WARREN, L A , STEWART.W L, Virginia Power (Virginia Electric & Power Co) 89/07/ 
31 25pp 51005 202-51006,226 


S, Reportable occurrences, LERs 4 related correspondence 

8908100075 Informs of 890711 discovery of die oil of approx 200 fish In uppermost end 
of discharge canal, Possibly caused by fish being trapped in discharge canal & dying 
from temp shock at time of startup of plant 

MARSHALL, B M. Virginia Power (Virginia Electric & Power Co ) 09/07/26 
JENKINS.R H, Virginia, Commonwealth of 2pp 60092 175 50892' 176 


Y Dry Cask Independent Spent Fuel Storage Installations 


8908080129 Summary ol 890726 meeting w/util in Rockville, MD re burnup & boron 
credit allowance in criticality design & compatibility of spent fuel storage in backend of 
fuel cycle lor offsite transport of spent fuel Handouls & list of attendees end 
ROBERTS, J P Fuel Cycle Safely Brandi 89/00/02 ROUSE, L C Fuel Cycle Safety 
Branch I2pp 50826 236 50826 247 


DOCKET 60-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F, Security, medical, emergency & Ure protection plans 


8907310079 Rev 10 io "Prairie Island Nuclear Generalinq Plant Emeraency Plan ” W/ 
890721 Hr 

SCHUELKE.DA, FEY.FL Northern Stales Power Co 89/06/29 223pp 50738 230 
50739 093 


8907310318 Forwards rept lor unannounced oil hours drills on 881020 for Slate of 
Wl.sito specific lo Zion, Point Beach. Kewauneo 8 Prairie Island nuclear power 
stations No deficiencies or areas roquirmg corrective actions noted 
KWIATKOWSKI.D Federal Emergency Management Agency 69/07/19 CONGEL,FJ 
Division of Hadiation Protection & Emergency Proparedness (Posl 870411V Sop 
50726 297-50726 304 

8907310032 Rev 10 lo EPIP 1 1 5, "Startup 8 Operation ol Emergency Operations Fa- 
cility " W/Rev 27 ta lablo of contents & 090724 Itr 

LARSON.CE, FEY.FL Northern Slates Power Co 89/07/21 39pp 50742 056 
50742 094 


8908210212 Suppl 1 to Gonenc Llr 09 07 lo all operating plants, applicants for OLs & 
holders ol CPs re powor reactor safeguards contingency planning for surlaco vehicle 
bombs Svc list oncl 

PARTLOW.JG Associate Director foi Projects (Post 870411) 09/00/21 Consolidat- 
ed Edison Co ol New York, Inc 55pp 51036 001-51036 056 


K. Utility Final Safety Analysis Roport (FSAR) 4 amends 


8908150321 Forwards Rev 7 to updated SAR lor Prairie Island Units 1 & 2 Rev 13 lo 
operational OA plan also end 

PARKER, T M Northern States Power Co 09/06/30 Document Control Branch (Doc- 
ument Control Desk) flpp 5092 1 307 50923 114 

-8908160326 Rev 7 lo updated SAR (or Prario Island Generating Plant 
* Nortborn States Powor Co 00/12/31 200pp 50921316-50923 114 


P. Operating license stage documents & correspondence 


8907180211 Generic Ltr 09 13 to all holders of OLs or CPs for nuclear power plants re 
svc water sys probloms affecting safety related equipment Svc list oncl 
PARTLOW.JG Associate Director (or Projects (Post 07041 1} 89/07/10 Consolidat- 
ed Edison Co of Now York, Inc 53pp 50/35 001-50735 054 

0907310176 Forwards rosponso to Gcnoric Hr 09 08, "Erosion/Corrosion Induced Pipe 
Wall Thinning" Administrative procedure, defining oroslon/corroslon monitoring 
aclivdlos, Issued on 090220 8 NUMARC recommendations adopted 
PARKER.T M Norihern States Power Co 09/07/24 Office of Nuclear Reaclor Regu- 
lation, Director (Posl 070411). 4pp 60726,321 50726 324, 

8907 3 10480 Forwards Amends DO 8 81 to Licenses DPR-42 & DPR 60, 
respectively, safety evaluation 8 notice ol Issuance. Amends add provision to allow 
transfer of byproduct malls to facilities from other util job sites 
DIIANNI.D C Project Directorate Itl-t 09/07/25 PARKER.T M , MUSOLF.D M North- 
ern Slates Powor Co 3pp 50755 203 50755 210 

-8907310485 Amends 00 & 01 to Licenses DPR 42 & DPR-60,rospectivoly, changing 
licenses by adding provision to allow lran9lor of byproducl malls to facilities Irom 
other util job sites 

YANDELL.L A Project Directorate 111-1 09/07/25 Opp 50755 206 50755-213 

-0907310486 Safety evaluation supporting, Amonds 80 & 01 to Llconsos DPR-42 & 
DPR 60, respoc lively. 

* Ollice of Nuclear Roaclor Regulation, Director (Post 870411) 09/07/26 3pp 
50755 214-50755 216 

■ 8907310516 Notice ol Issuance of Amends 00 & 01 lo Licenses DPR-42 & DPR- 
60,respec1ively.Amends modify licenses to add provision for franaforrmg byproducl 
malls lo facilities from other util Job sites 

DIIANNI.D C Project Directorate 111-1 00/07/25 2pp 50755217-50756 210 

8900070329 Advisos that util unawaro of any clauses In settlement agreements which 
would restrict employees, or former eniptoyoe9,lrom communicating potential safely 
issues lo NRC, in response lo V Stella 890427 llr. 

PARKER.T M. Norihern Slates Power Co. 09/07/31 Document Control Branch {Doc- 
ument Control Desk), Ip. 50022 136-50822 136 

8908140233 Advises that util 890724 response to Generic Ltr 89-08 re pipe well thin 
nlng Induced by erosion/corrosion acceptable Records of program & results from Im- 
plementation of required monitoring program should be maintained for potenlia! audit. 
Dl IANNI.DC Project Directorate IIS- 1 89/00/04 PARKER.T M Northern Slates 
Power Co 2pp 5091 6 211-60916 2t2 

8908170224 Requesls closure ol outstanding Action Hem 07-0198,per 870617 request 
re review 8 evaluation ol acceptability ol Falrbanks-Morao diesel generator 
bearings Action completed w/submlltat ol transfer of lead responsibility to NRR 
PHILLIPS.M P Region 3, Ofc ol the Director 09/08/04 MARTI N.T O Region 3, Gic 
Of the Director. Ip 50949 224-50949 224 
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8908220026 Submits supplemental inlo re NRC audit of Westinghouse median signal 
select signal validation Operability of median signal select function will be demonstrat- 
ed by verifying thal failed channel not selected for use in level control 
PARKER TM Northern States Power Co 69/08/14 Office of Nuclear Reactor Regu- 
lation, Director (Post 870411) 2pp 50977 194 50977 195 

8908160308 Forwards environ assessment & finding of no significanl impact re 890112 
application lor amend to Licenses DPR 42 8 DPR 60 

01 lANNIDC Project Direclorate 111-1 89/08/16 PARKER, TM Northern Slates 
Power Co 3pp 50970 130 50970 136 

-8908180312 Environ assessment & finding of no significant impact re 890112 applica- 
tion for amend to Licenses DPR 42 & DPR 60 revising Tech Specs to modify pres 
sure temp limits taking into consideration irradiation effects of embrittlement 
Dl lANNIDC Project Directorate III 1 89/08/16 4pp 50970 133 50970 136 


Q Inspection reports, IE Bulletins & correspondence 

8908070448 Forwards results of analysis of instrument response time Unresolved 
Issues 202/86012 02 & 306/88012 02 per Insp Repts 50 282/88 12 & 50 306/88- 
12 Response lime testing issue also determined for Monlicello 
LARSEN, CE Northern Slates Power Co 69/10/31 DAVIS A B Region 3. Ofc of the 
Director lOpp 50862 269 50862 278 

8907200019 NRC Info Notice 89-057, Unqualified Elecfncal Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSL CE Division of Operaiional Events Assessment (Post B7041I) 89/07/26 
Consolidated Edison Co of New York, Inc I06pp 50711 333 50712078 

8908030197 Forwards Enforcement Conference Repts 50 282/89 21 & 50 306/89 21 
on 890713 re apparent violations noled in Insp Repts 50-282/88 200 & 50 306/88 
200 

MILLER.HJ Region 3, Ofc of the Director 89/07/26 LARSON, C E Northern Slates 
Power Co 2pp 50775 140 50775 162 

-8908030199 Enforcement Conference Repls 50 282/89-21 & 50-306/89 21 on 
890713 Major areas discussed apparent violations ol App B to 10CFR50 re mad 
equate measures for selection & review for suitability ol mails installed in safety relat- 
ed functions 

PHILLIPS, M P , WRIGHT, GC Region 3. Ofc of the Director 89/07/24 2lpp 
50775 142-50775 162 

8908070260 Provides supplemental info in response to 890612 request re NRC Bulletin 
79-14, “Consideration of Torsional Moments (TMs) Piping Mods " Future mods will re- 
flect TMs where calculations of stresses due to occasional loads performed 
PARKER, TM Northern Slates Power Co 89/07/31 Office of Nuclear Reactor Regu 
Cation. Director (Post 8704 1 1 ) 1 p 50804 355 50804 355 

8907270121 Suppl 1 to NRC Bulletin 88-010, “Nonconforming Molded Case Circuit 
Breakers " Svc list end 

HOSSI.CE Division of Operational Evenls Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc lOBpp 50904 148-50904 253 

B9O7280169 NRC Info Notice 89 056, “Disablement of Turbine Driven Auxiliary Feed- 
water Pump Due to Closure of One of Parallel Steam Supply Valves " Svc list end 
ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co ol New York, Inc I06pp 50900 005 50900 110 

8908100128 NRC Info Notice 89 059, "Suppliers of Potentially Misrepresent Fasten- 
ers ” Svc list end 

HOSSI.CE Division of Operaiional Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co of New York, Inc 106pp 50992 315-50993 060 


DOCKET 60-285 FORT CALHOUN STATION, UNIT 1 


F Security, medical, emergency & fire protection plnns 

8907310202 Forwards public version ol 1909 emergency preparodnass scopo 8 objec- 
tives 

WHITTKE.D D Omaha Public Power District 09/04/06 Document Conirol Braikh 
(Document Control Desk) 14pp 50746 347-50746 360 

8907280173 Forwards, “Fort Calhoun Station 1989 Emorgoncy Preparedness Exerciso" 
WITTLE.DD Omaha Public Power District 09/05/17 Document Control Branch (Doc 
umenl Control Desk) Ip 50735 145 50736 170 

-8907280175 "Fori Calhoun 1989 Emergency Preparedness Exorcise " 

• Omaha Public Power District 09/05/17 304pp 50735 146-50736 170 

8908010408 Forwards Insp Repl 50 285/09 26 on 800601-30 & notices ol violation & 
deviation 

MILHOAN.J L Region 4, Ofc ol the Director 09/07/24 MORRIS.KJ Omaha Put'ic 
Power District 2pp 50745 288 50745 209 

-8908010413 Notice ol violation Irom insp on 890601-30 Violation noted 
disassembling, (lushing & reinstalling tubing w/o documenting or reporting deficiency 

• Region 4, Ole ot the Director 89/07/24 Ip 50745 290 50745 290 

-6908010417 Notice ot deviation Irom insp on 890601 -30 Dovialion noted fail uro to 
properly support steam lines 

' Region 4, Ole of the Director 09/07/24 Ip 50745 291-50745 291 

-8908010433 Insp Rept 50 205/89 26 on 090601-30 Violations & doviaiions 
noled Mapr areas inspected review ol previously Idonliliod items.LER 

lollowup, operational safely venlicalion.planl tours, security observations 8 monthly 
maint observations 

WESTERMAN.TF Region 4. Ofc ol the Director 09/07/24 21pp 50745 292 
50745 312 

8908020258 Forwards application for amond lo Liconso DPR 40, changing lurbirto bldg 
lire wafer curtain Installation requirements in SER 

MORRIS.KJ Omaha Public Power District 09/07/27 Documont Control Branch 
(Document Control Desk) Ip 50772 125-50772 135 

-8908020261 Application lo amend License DPR-40, changing Tech Spoc Amend 
40, SER Sections 4 D 1 & 4 14 to delate requirement (or Uirbmo bldg lira water curtain 
installations 

MORRIS.KJ Omaha Public Power District 89/07/27 lOpp 50772,126 50772 135 

8908150303 Rev 7 to Section J of radiological emergency responso plan W/G90802 IK 
MORRIS KJ Omaha Public Power District 09/08/02 54pp 50927 268 50927 321 

8908150051 Forwards nonproprielary & proprietary Rev 21 to EPIP OSC02, "EmorgGn 
cy Plan Activation & Notifications " Rev madverlonlly omilted from 890720 
submittal Propneiary rev withheld 

MORRIS.KJ Omaha Public Power Oistricl 09/00/00 Document Conirol Branch 
(Document Control Desk) 2pp 50918075-50910231 

-B908 150052 Nonproprielary version ol Rev 21 to EPIP OSC-02, "Emorgoncy Rian Acti- 
vation & Notifications " 

FRANCO, FF Omaha Public Power District 09/08/00 1 50pp, 50018 077-50918 231 

8908210212 Suppl 1 to Generic Ltr 09 07 to all oporallng plants, applicants lor OLs& 
holders ol CPs re power reactor safeguards conlmgoncy planning tor surloco vehicle 
bombs Svc list oncl 

PARTLOW.JG Associate Director lor Projects (Post 070411) 09/00/21 Consohdal 
ed Edison Co ol New York, Inc 55pp 51036 001-51036 056 


8908140085 NRC Inlo Notice 89 060, "Main! ol Telelherapy Units " Svc list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
89/08/18 Consolidated Edison Co ol New York, Inc 107pp 50993 061-50993 166 

8908160129 Suppl 2 to NRC Inlo Notice 88 048, “licensee Rept of Detective Refur- 
bished Valves Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of New York, Inc lOOpp 50990039-50990 137 


R. Periodic operallng reports & related correspondence 


P. Operating license stage documents & correspondence 

8907180211 Generic Ur 89-13 lo all holders o( OLs or CPs lor nuclear powor planls to 
svc water sys problems affecting safety-related equipment Svc list end 
PARTLOW.JG Associate Direclor ter Projects (Post 070411) 89/07/10 Consolidat- 
ed Edison Co of New York, tec 53pp 50735 001 50735 054 

Forv ', i * r J )s safely evalualion granting request for relief from requirements of 
ASME Section XI for plant 

BOURNIA.A Proiect Directorate IV 09/07/24 MORRIS.KJ, Omaha Public Power Dis- 
trict 3pp 50721 088-50721 094 


8908*220341 Monthly operaling repls lor Jul 1989 for Prairie Island Units 1 & 2W/ 
890808 Ur 

DUGSTAO.D . PARKER, T M Northern States Power Co 89/07/31 9pp 50994 247- 

D'UUon rOj 

S, Reportable occurrences, LERs & related correspondence 

8908230005 LER 89 009-00 on 890718,alarm indicating chlorine gas present in conirol 
room ventilation intake duct received & control room cleanup fan automatically 
isolated Caused by monitor generating false signal Cells cleaned W/89081 7 ltr 
HjJNSTAD.A A , PARKER, T M Northern Stales Power Co 89/08/17 4pp 50974 357- 
suy/4 you 

8908250005 LER 89 007 00 on 6 90606 .determined that two circuit breakers on App R 
related motor control ctrs lacked adequate coordination for circuit protection Caused 
by inadequate review process Breakers replaced W/89081 8 l(r 
^yfjSTAO.AA, PARKER.TM Northern States Power Co 89/08/18 lOpp 
51017.219 51017 228 

8998280290 LER 89 010-00 on 89072l,dunng investigation of hoi lacquer smell cominq 
from 4,160 volt bus II, operator putted open fuse drawer for bus.causlng undervoltaae 
coolanl ftenrp to trip Drawers labeled.W/890818 Hr 
Kinof A ' PARKER ’™ Northern Slates Power Co 89/08/10 4pp 51035 322- 
51035 325 


-8907310085 Safety evaluation granting 090110 request for relief from hydrostatic test- 
ing requirements of Secflon XI of ASME Codo 

’ 9'f' ce of Nuclear Reader Regulation, Director (Post 870411) 89/07/24 4pp 
50721 091-50721 094 

5*' ! '° E , G G-NTA-7634, "Technical Evaluation Rept TMI 
Aclion NUREG 0737 (II D 1) Retlel & Safely Valve Testing, Fori Calhoun." Ulil Jiavo 
Ite ™ s undar 1102 requirements w/ exception of items discussed 
BOURNIA.A Project Directorate IV 89/07/24 MORRIS.KJ Omaha Public Power Ois 
fricl 5pp 50720 280 50720 322 

"8907310376 Rev 1 to "Technical Evaluation Ropl TMI Action-NUREG 0737 (K D I) 
Relief & Safety Valve Testing, Fort Calhoun " 

u£h E, M E ,’ FI . NEMEN ' CP EGSG fdaho, Inc (subs, ol EG&G. Inc,) NALEZNY.CL 
™.° National Engineering Laboratory FIN A-6492 EGG-NTA-7634 R01. 80/06/30 
nhg - No Delailed Affiliation Given 38pp 50720 285 50720 322 

89 c °89 1 .°380 Notification of 890728 meeting w/ulil in Arlington, TX to discuss revised 
schedule lor upgrade ol plant procedures 

K^p' S'mSrai fje ,h “ ne » ion «• 0,0 « »” 0 

8908010350 Informs that 890616 response to NRC 890110 safety evalualion ro HPSI 

r neC ' va ,'T on h . 01 Ieg '"l ec ' ion al Plant acceptable.lncluding acjequa 
forboron conlrol.per telcon providing flow rate as 420 gpm 

SSeTeVeffelf™™ 1 '' 8g '°" a7 M0RBIS ' KJ °"Xa P uM c Rowe, D« 
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B90802025& Forwards application for amend to License OPR-40, changing lurbmo bldg 
fire water curtain installation requirements in SER 

MORRIS, KJ Omatia Public Power District 09/07/27 Document Control Branch 
(Document Control Desk) Ip 50772125 50772 135 

'8906020261 Application to amend License DPR <10, changing Tech Spec Amend 
40, SER Sections 4 9 1 & 4 14 to delete requirement lor turbine bldg fire water curtain 
installations 

MORRIS, KJ Omaha Public Power District 89/07/27 lOpp 50772 126-50772 135 

8908100019 Advises that 890524 & 0616 requests for oxlensions of commitment dates 

I^LHOAN.J L Region 4, Ofc of the Director 89/07/27 MORRIS, KJ Omaha Public 
Power Disinct Ip 50886 164-50806 173 

8906030285 Responds to V Slello 890427 Itr re notification to NRC re employee poten- 
tial sately issues Persons notified that agreements prohibiting communication w/NRC 
should be disregarded 

PETERSEN. F M Omaha Public Power District 09/07/31 Document Control Branch 
(Document Control Desk) tp 50793 102-50793 102 

8906040221 Forwards application for amend to Liconse DPR-40, revising Toch Spec re 
surveillance testing of alternate shutdown panel 

MORRIS, KJ Omaha Public Power District 89/07/31 Document Control Branch 
(Document Control Desk) 2pp 50799 312-50790 322 

—8908040222 Application lor amond to License DPR-40,revismg Tech Spec re surveil- 
lance testing of alternate shutdown panel 

MORRIS, KJ. Omaha Public Power District 89/07/31 Document Control Branch 
(Document Control Desk) 3pp 50799 314-50799 316 

-3908040224 Proposed Tech Specs re surveillance testing of alternate shutdown panel 

• Omaha Public Power District 89/07/31 7pp 50799 317-50799 322 

6908100025 Discusses 890728 meeting in Region IV re discussion & status update for 
safety rotated procedures upgrade program List of attendees & matt presented at 
meeting enct 

MILHOAN.JL Region 4, Ofc of the Director 89/08/01 MORRIS, KJ Omaha Public 
Power District I4pp 60904 265 50904 281 

6908160419 Forwards safety evaluation determining that isolation devices qualified & 
acceptable for interfacing safety & nonsalety sys re implementation of ATWS rule 
BOURNfA.A Pro(ect Directorate IV 09/00/11 MORRIS, KJ Omaha Public Power Ois- 
Incl 3pp 50957 037-50957 042 

-6908180420 Safety evaluation accepting electrical isolation devicos for interfacing 
safety & nonsafety sys ro implementation of ATWS rule 

• Office of Nuclear Reactor Regulation, Director (Post 870411) 89/00/lt 3pp 
50957 040-50957 042 

8908170342 Forwards safety evaluation supporting util 890215 response to Generic Ltr 
03 28, Horn 2, 1 (Part t), "Vendor Interlace for Reactor Trip Sys Components " 
BOURNIA.A Project Directorate IV 89/08/15 MORRIS, KJ Omaha Public Power Dis- 
trict 3pp 50938 287-50938 304 

-8908170346 Safety evaluation re Generic Ur 83-20.llom 2 1 (Part t), "Equipment Clas- 
sification (Reactor Trip Sys Components) " Licensee program moots requirements ol 
item 2 i (Part 1) ol Genonc Ltr 83 28 & acceptable 

• Office of Nuclear Reactor Regulation, Director (Post 870411) 89/08/15 3pp. 
50936 290-50938 304 

6908220409 Advises that util identified no significant deficiencies In correspondence 
submittal process, per KJ Moms 890331 Itr Actions to precludo future Instances ol 

B rovidwg inaccurate info listed 

IORRIS.KJ. Omaha Public Power District 89/08/16 Document Control Branch 
(Document Control Desk) 2pp 50902 353 50902 354 

8906220353 Forwards supplemental safety evaluation for Rev 4 to Inscrvlco losling pro 
gram for pumps & valves per Generic Ltr 89 04 

BOURNIA.A Project Directorate IV 89/08/17 MORRIS.K L Omaha Public Power 
District 3pp 50999 344-50999 348 

-8908220357 Safety evaluation re Insarvicc testing program for pumps & valves 
• Office of Nuclear Reactor Regulation, Director (Post 870411) 09/08/17 2pp 
50999 347-50999 348 

6908230420 Notifies ol rev to specific completion dates for activitios re changes made 
to independent nuclear appraisal activities 

MORRiS, K,J Omaha Public Power District 89/08/17 Document Control Branch 
(Document Control Desk) 2pp 51006 210 51006 211 

8908280183 Discusses util response to Generic Ltr 89 08, "Erosion/ Corrosion Induced 
Pipe Well Thinning," & advises that licensee maintain, in auditable form, records of pro- 
gram 

BOURNIA.A Project Directorate IV 89/08/23 MORRIS.K J Omaha Public Power Dis 
tncl 3pp 51040069-51040071 


Q, Inspection reports, IE Bulletins & correspondence 

8908010408 Forwards Insp Rept 50-265/89-26 on 800601-30 & notices of violation & 
deviation 

MILHOAN,J.L Region 4, Ofc of the Director 89/07/24 MORRIS.K J Omaha Public 
Power District 2pp 50746 288-50745 289 

-8998010413 Notice ol violation from insp on 890601 30 Violation noted 
disassembling, Hushing & reinstalling tubing w/o documenting or reporting deficiency 
* Region 4. Ofc ol the Director 09/07/24 Ip 50745 290 50745 290 

• 8908010417 Notice ol deviation from insp on 890601-30 Deviation noted failure to 
properly support steam lines 

’ Region 4, Ofc ol the Director 89/07/24 tp 50745 291 50745 291 

-8908010433 Insp Rept 50 285/89 26 on 890601-30 Violations & deviations 
noted Ma|Of areas inspected review ol previously identihod items, LFR 

followup, operational gaiety verdicalion, plant tours, security observations & monthly 
main! observations 

WESTERMAN.T F Region 4, Ole of the Director 89/07/24 21pp 50745292- 
50745-312 


8908020383 Ack receipt of 890713 Itr ro Unresolved Item 285/6913-03 noted in Insp 
Rept 50-285/89-13 

MILHOAN.JL Region 4, Ofc of the Director 89/07/25 MORRIS.K J Omaha Public 
Power District Ip 50772 307-50772 300 

8907200019 NRC Info Notice 89 057, "Unqualified Electrical Splices In Vendor Supplied 
Environmentally Qualified Equipment ” Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 09/07/26 
Consolidated Edison Co of New York, Inc t06pp 50711 333 50712 078 

8907270121 Suppl 1 to NRC Bulletin 88 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 89/08/03 
Consolidated Edison Co of New York, Inc lOQpp 50904 148 50904 253 

8907280169 NRC Info Notice 89 058, "Disablement of Turbine Driven Auxiliary Feed 
water Pump Due to Closure ol One ol Parallel Steam Supply Valves " Svc list end 
ROSSI, CE Division ol Operational Events Assessment (Post 870411) 09/08/03 
Consolidated Edison Co of New York, Inc 106pp 50900 005 50900 110 

8908170474 Ack roceipt of 890720 Hr informing NRC of steps taken to correct violations 
noted m Insp Rept 50-285/89 22 

MILHOAN.JL Region 4, Ole of the Director 89/08/07 MORRIS.K J Omaha Public 
Power District Ip 50950 070 50958 073 

8908180227 Forwards summary ol enforcement conference on 890728 in Region IV ofc 
ro violations noted In Insp Rept 50 265/89 2/ involving inadequate testing of turbine 
driven auxiliary feedwater pump 

MILHOAN.JL Region 4. Ofc of the Director 89/08/It MORRIS.K J Omaha Public 
Power District 16pp 50976 013 50976 033 

890B100128 NRC Info Notice 89 059, "Suppliers of Potentially Misrepresented Fasten 
ers" Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/00/16 
Consolidated Edison Co of New York, Inc 106pp 50992 315 50993 060 

8908140085 NRC Info Nollco 89 060, "Main! ol Tololherapy Units " Svc list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 670729) 
89/08/18 Consolidated Edison Co of New York, Inc 107pp 50993 061-50993 166 

8908160129 Suppl 2 to NRC Info Notice 88 048, "Licensee Rept ol Defective Refur- 
bished Valves ' Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 89/QB/22 
Consolidated Edison Co of New York, Inc lOOpp 50990 039 50990 137 


R, Periodic operating reports & related correspondence 

8908230195 Monthly oporatmg rept for Jul 1989 for Fort Calhoun Station Unit 1 W/ 
890814 Itr 

COOK.G M , MORRIS.K J Omaha Public Power Olslnct 89/07/31 23pp 51006 252- 
51006 273 

8908210096 Forwards radiation protection enhancement program bimonthly status rept 
tor June & Jul 1989 

MORRIS.K J Omaha Public Power District 89/00/14 Oocumont Control Branch 
(Document Control Desk) 3pp 50994 124-50994 126 


S. Reportable occurrences, LERs & related correspondence 

8908070194 LER 89 017 00 on 690624, Internal valvo component from check valvo RW- 
125 found lying on pump discharge vane Caused by lack of longterm preventive 
mamt & insemco testing Tram of raw water sys returned to svc on 890630 W/890731 
Itr 

MOL2ER.DS, MORRIS.K J Omaha Public Power District 89/07/31 6pp 51015143 
51015 140 


OOCKET 50-286 INDIAN POINT STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8908010314 Forwards Insp Rept 50 286/89-14 on 090523 0703 & notice ol 
violation Addl mgt attention necessary to address installation verification processes & 
preoperahonal testing weaknesses 

WIGGINS.JT Region 1, Ofc ol the Director 89/07/21 JOSIGER.W New York Power 
Authority (formerly Power Authority ot the State ol New York) 2pp 50754 051 
50754 064 

••890B010319 Insp Rept 60 206/89 14 on 890523 0703 Violation noted Major areas 
inspected, onsite activities including operations, probabilistic risk analysis based 
walkdowns.mamt/ surveillance, followup on allegations & security 
COOK.WA Region 1, Ofc ollhe Director 89/07/14 llpp 50754 054 50754 064 

8908030201 Formalizes requests made in 890626 lalcon between M Pockham & BS 
Norris re planned insp ol plant emergency operating procedures on 890014 25 List ol 
requestea ref matt & insp schedule end 

GALLO, R M Region 1, Ole ol the Director 89/07/21 JOSIGER.W New York Power 
Authority (formerly Power Authority of the State of New York) 4pp 50793 128- 
50793 131 

8908090456 Rev 27 to EPIP IP-Vol 2. "Emergency Response Activation 
MCGOUGH.M New York Power Authority (formerly Power Authority ol the Slate of 
New York) 89/07/2) 13pp 50862 116-50062 128 

8908070335 Forwards Safeguards Insp Rept 50 286/09-15 on 890605 07 Enlorcemonl 
conference scheduled on 860808 to discuss previous concerns re implementation ol 
security program & weaknesses in protected & vital area barriers 
KNAPP, MR Region 1. Ole ol the Oiroctor 89/07/28 BRONS.JC New York Power 
Authority (formerly Power Authority of the State of Now York) Opp 50822 333- 
50622 346 
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--B90&070339 Partially withheld Physical Security Insp Rept 50-286/89-15 on 890605 07 
(ret 10CFR73 21) Violations noted re physical barriers, vital areas 8 access 
controls Major areas inspected detection 8 assessment aids 8 alarm stations 
LANCASTER, W K , CAMERON, Df , KEIMIG.RR Region 1, Ole of the Director 89/ 
07/24. llpp 50822 336-50822 346 

8908210210 Advises that 890103 temporary rev to physical security plan consistent w/ 
provisions of 10CFR50 54(p) & acceptable 

BELLAMY, RR Region 1. Ole of the Director 89/07/31 JOSIGER.W New York 
Power Authonty (formerly Power Authority of the Stale of New York) 4pp 50964 237- 
50964-290 

8988 14 01 54 Nolifies of 890808 Significant Licensee Meeting 89 120/ enforcement can 
lerenca in Buchanan.NY to discuss recurring security violations, 

WIGGINS, J T Region 1, Ofc of the Director 89/08/02 Region 1, Ofc of the Director 
2pp 50916 131-50916 132 

8908220072 Forwards Rev 19 to Section 4 0,Vol I 8 Rev 28 to Vol It of emergency plan 
• New York Power Authority (formerly Power Authority ot the Slate of New York) 69/ 
08/17. Document Control Branch (Document Control Desk) Ip 50974 071- 
50974.194 

-8908220127 Rev 19 to Seclton 4 O.Vot 1. “Emergency Conditions " 

CHAUBARO.M New York Power Authority (lormerly Power Authority of the State of 
New York) 89/08/17 19pp 50974 072-50974 090 

-8909220129 Rev 28 lo Vol 2, “Emergency Response Activation’’ 

CHAUBARO.M Nbw York Power Authority {formerly Power Authority of the State of 
New York) 89/08/17 104pp 50974 091-50974 194 

8908210212 Suppi 1 to Generic Ltr 99-07 to atl operating plants, applicants lor OLs & 
holders of CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc list end 

P ART LOW, J G Associate Director for Proiects (Post 870411) 89/00/21 Consotidal 
ed Edison Co of New York, Inc 55pp. 51036001-51036056 


H. General correspondence 

8908220462 Inlorms that effective 890814, WA Josiger appointed vice 
president operations 8 mamlJE Russell assumed position ol resident manager of 
facility All NRC communications should bo directed to JE Russell at listed address 
BRONS.JC New Yolk Power Authorily (former ly Power Authority of the Slate ol New 
York) 89/08/18 Document Control Branch (Document Control De9k) 2pp 
50977 006-50977 007 


P„ Operating license stage documents A correspondence 

8907180211 Generic Llr 89-13 lo all holders ol OLs or CPs tor nuclear power plants re 
svc water sys problems afleclmg safety related equipment Svc list end 
PAFtTLOW.JG Associate Director for Projects (Post 370411) 89/07/18 Consolidat- 
ed Edison Co ol New York, Inc 53pp 50735 001-50735 054 

09073 10035 Responds to NRC Generic Ltr 89-08. “Eros ion/ Corrosion Induced Pipe 
Wall Thinning ” Listed sys will be included in erosion/corrosion insp program 8 proce- 
dures for program implementation will be finalized bofore Sept 1990 outage 
BRONS.JC New York Power Authority (formerly Power Authorily ol the State of New 
York) 89/07/21 Document Control Branch (Document Control Desk) 3pp 
50737 100 50737 102 

8907310302 Forwards application tor amend to License DPR 64, revising Tech Specs to 
increase design basis UHS temp to 95 F Nonproprietary WCAP 12338 & proprietary 
Rev 1 lo WCAP-12338 end Proprietary rept withheld (rel 10CFR2 790(b)(4)) 
BRONS.JC New York Power Authority (lormerly Power Authorily ol the State of New 
York) 89/07/24 Document Control Branch (Document Control Desk) 4pp 
50742 14 9 50743 1 81 

■•8907310308 Application lor amend to License DPR-64, revising Tech Spec Sections 
3 3,3 6.3 8,4 1 8 4 4 to increase design basis UHS temp & adding restrictions on plant 
operation dependent on river water temp & monitoring requirements 
BRONS.JC New York Power Authonty (formerly Power Authorily ol the State ot New 
York) 89/07/24 tp 50742 153 50742 153 

-0907310311 Proposed changes to Tech Spec Sections 3 3,3 6,3 8.4 1 & 44 to in 
crease design basis UHS temp & add restrictions on plant operation dependent on 
river waler temp including temp monitoring 8 instrument atron requirements 
• New York Power Authority (formerly Power Authority ol the State ol New York) 89/ 
07/24 35pp 50742 154 50742 188 

--09O731O335 Containment Margin Improvemenl Analysis lor Indian Point Unit 3 " 
KOLANO.J A . SMITH, L C , WOOTEN, L A Weshnghouse Electric Corp WCAP-12338 
89/05/31 185pp 50742 189 50743 006 

--8907310336 “Salely Evaluation for UHS Temp Increase lo 95 F at Indian Point Uml 
3 ” 

BECK,R K , COLVIN, E R . DURKOSH.O E Weshnghouse Electric Corp WCAP-12313 
89/07/31 174pp 50743 007 60743 181 

8907310414 Forwards EGG NTA-832B, ' Technical Evaluation Repl TMI Action NUREG- 
0737 {II D 1) Refief 8 Safety Valve Tesling Indian Point Unit 3 ” 

NEIGHBORS, JD Pro|ect Directorate t-1 69/07/24 BRONS.JC New York Power Au- 
thority (lormerly Power Authority ol the State ol New York) 5pp 50744 252- 
50 74 4 2 5 6 

--B905240027 Technical Evaluation Repl, TMI Action - NUREG 0737 (It D I) Rebel & 
Safely Valve Testing Indian Point Uml 3 ” 

MILLER.G K . NALEZNY C L , FINEMAN C P EG8G Idaho, Inc (subs of EG8G, Inc ) 
FIN A 6492 EGG-NTA 8328 88/12/31 NRC - No Detailed Affiliation Given 29pp 
50744 257 50744 2Q5 

8907310455 Supplemental application tor amend to License OPR 64, idenlilying onsite 
positions requiring senior reactor operator 8 reactor operator licenses, per Generic Llr 
88-06 

BRONS.J C New York Power Authority (lormerly power Authority ot the State ol New 
York) 89/07/24 Document Control 8ranch (Oocument Control Desk) 3pp 
50712 1S2 50712 1S6 


--8907310463 Proposed Tech Specs re plant staff requirements lor senior reactor oper 
ator 8 reactor operator licenses 

* New York Power Authority (formerly Power Authority ol the Stale of New York) 89' 
07/24 2pp 50712 195-50712 196 

8908020314 Requests temporary waiver ol compliance 8 emergency Tech Spec amerx 
to design svc water sys inlet temp & containment air lemppoi 
I0CFR5O 91 (a)(5) Stated equipment can perform safety function w/river water lerr-f 
up to 95 F 

BRONS.J C New York Power Authority (lormerly Power Authority ol the Stale ol Nc-4 
York) 89/07/27 Document Control 8ranch (Document Control Desk) 3pp 
50772 214-50772 216 

8908040147 Grants temporary waiver ol compliance from Tech Spec Bases 3 344 4 
Table 9 6-1 of updated FSAR to License DPR 64, permitting operation ot uml at up to 
100% rated thermal power w/svc water inlet temps of less than or equal to 90 F 
BUTLER, W A Assistant Director for Region I Reactors 89/07/20 BRONS.JC Ne* 
York Power Authority (formerly Power Authority of the State ol Now York) 2pp 
50799 260-50799 261 

B908090290 Forwards FR notice of consideration ol issuance of amend to OL & pro- 
posed NSHC determination & opportunity for hearing re increasing UHS max allow 
able river water temp at inlet to svc water sys to 95 F & containment air temp lo 130 

NEIGHBORS, JD Pro|ect Directorate 1-1 89/07/31 BRONS.J Now York Power Au 
thority (lormerly Power Authority of the State ol New York) 2pp 50801 289 
50881 298 

-8908090292 Notice ol consideration of issuance ol amond to License OPR-64 8 pro- 
posed NSHC determination & opportunity for hearing Amond revises Tech Specs to 
increase UHS water temps ol up to max ol 95 F & containment air temps ol up to 130 

BRINKMAN, DS Project Directorate t 1 09/07/31 Opp 50081 291-50801 298 

6908140256 Application lor emergency Toch Spec amend to design svc water sys inlet 
8 containment air temp, per discussion w/NFtC, to allow plant operation w/svc water 
inlet temp up to 90 F 8 containment air temp up lo 130 F 

BRONS.J C New York Power Authority (formerly Power Authority of tlio Slate ol New 
York) 89/08/04 Document Control Branch (Document Control Desk) 3pp 
50916 169 50916 171 

8908160327 Forwards Amend 87 to License DPR-64 8 safety evaluation Amond re 
vises Tech Spec 3 to permit plant to operate w/svc water temp above 90 F at con 
tainment air temps up to 130 F for up to 7 h boloro roachmg hot shutdown condition 
NEIGHBORS, JD Project Directorate I- 1 89/08/11 BRONS.JC Now York Power Au 
thority (lormerly Power Authority ol the State ol New York) 4pp 50935 190 
50935 204 

-8908160333 Amend 87 to License DPR 64, revising Toch Spec 3 to permit plnnl loop 
erate w/svc water temp above 90 F at containment air temps up to 130 F lor up to 7 
h before reaching hot shutdown condition via normal operating procedures 
BUTLER, WR Project Directorate I 1 89/08/11 Gpp 50935 194-50935 199 

--8 908180334 Salely evaluation supporting Amend 87 to Licenso DPR 04 
' Office of Nuclear Reactor Regulation, Director (Post 070411) 09/08/11 5pp 
50935 200 50935 204 

8908180372 Cerhfies that facility moots requirements of NUREG 0737, Suppi l.pcr Ge 
nenc Ltr 89 06 Requests that NRC complete review ol 850416 llr from JP Oayno to 
SA Varga 

BRONS.JC New York Power Authority (formerly Power Authority of the Slate of Now 
York) 89/08/14 Document Control Branch (Document Control Desk) 3pp 
50968 102-50960 104 


Q. Inspection reports, IE Bulletins & correspondence 

8907310130 Forwards Safety tnsp Repl 50 286/89 1 1 on 890531 0602 & notice Of Yio 
tat ion 

DURR.JP Region 1, Ofc ol the Director 89/07/20 JOSIGER.W New York Power 
Authority (formerly Power Authority ol the State of New York) 3pp 50715 156- 
50715 166 

--B9D7310132 Notice of violation from insp on 890531 0602 Violation noted failure lo log 
matt & test equipment 

' Region t. Ole ol the Director 89/07/20 Ip 50715 159-50715 159 

-8907310135 Insp Rept 50-286/89 11 on 890531 0602 Violations noted Major areas 
inspected licensee corrective actions lot previously identified equipment qualification £ 
instrumentation & conlrol Issues 

CHEUNG.LS, ANDERSON, CJ Region 1, Otc of the Director 89/07/07 7pp 
50715 160-50715 166 

8907310035 Responds to NRC Generic Ltr 89 08, ''Erosion/Corrosion Induced Pipo 
Wall Thinning " Listed sys will be included in erosion/corrosion insp program A proco 
dures lor program implementation will be finalized belore Sept 1990 outage 
BRONS.JC New York Power Authority (formerly Power Authority of the State ol Now 
York) 89/07/21 Document Conlrol Branch (Document Control Desk) 3pp 
50737 100-50737 102 

8908010314 Forwards tnsp Rept 50 286/89 14 on 890523 0703 8 noiico Of 
violation Add! mgl attention necessary to address Installation verification processes & 
preoperational testing weaknesses 

WIGGINS, JT Region 1, Ofc ol the Director 89/07/21 JOSIGER.W New York Power 
Authority (formerly Power Authority ol the Slats of New York) 2pp 50754 051. 


-8908010316 Notice ol violation from insp on 090523 0703 Violation noled Channel A 
teed How transmitter sensing lines installed incorrectly resulting in failure ol transmit 
ters lo perform intended function 

* Region 1. Otc ol the Director 89/07/21 Ip 50754 053-50754 053 

-8908010319 Insp Repl 50 286/89 14 on 890523 0703 Violation noted Major areas 
inspected onsila activities including operations, probabilistic risk analysis based 
walkdowns.mamt/ surveillance.followup on allegations & security 
COOK, W A Region t, Ofc olthe Director 89/07/14 llpp 50754 054 50754 064 
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8908030201 Formalizes requests made in 890626 lelcon between M Peckham & 0S 
Norris re planned insp of plant emergency operating procedures on Q90814 25 List ol 
requested ref matt & insp schedule end 

GALLO, R M Region t, Ofc of the Director 09/07/21 JOSIGER.W New York Power 
Authority (formerly Power Authority of the Stale of New York) rtpp 50793 128 
50793 13 1 

8907200019 NRC Info Notice 09 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 09/07/26 
Consolidated Edison Co of New York, Inc I06pp 50711 333 50712078 

8907310128 Ack receipt of 890712 itr & payment of civil penalty in amount of S25.000 
as proposed by NRC on 0906 12 Corrective actions reviewed & appear to be 
adequate, pending exam during future insp 

LIEBERMAN.J Ole of Enforcement (Post 07041 3) 89/07/27 BRONS.JC Now York 
Power Authority (formerly Power Authority of the Slate of New York) Ip 5073B 002- 
50738 0B2 

8907310551 Responds to violations noted in Insp Repl 50-286/89 00 Corrective 
actions procedure changes instituted to delineate how systematic restorations of in- 
struments under calibr aro to occur 

JOSIGER.W A New York Power Authority (formerly Power Authority of the State of 
New York) 89/07/28 80GER.B A Region 1, Otc of the Director 3pp 50737 045 
60737 047 

8908070335 Forwards Safeguards Insp Rept SO 286/69 15 on 890605-07 Enforcement 
conference scheduled on 890006 to discuss previous concerns re implementation of 
security program & weaknesses in protected & vital area barnors 
KNAPP.MR Region t, Ofc of the Director 09/07/28 BRONS.JC New York Power 
Authority (formerly Power Authority of the Slate of Now York) 3pp 50022 333- 
50822 346 

-8908070339 Partially withheld Physical Security Insp Rept 50 266/89 15 on 890605 07 
(rer 10CFR7321) violations noted re physical barriers, vital areas & access 
controls Major areas inspected detection & assessment aids & alarm stations 
LAN CASTER, W K , CAMERON, D F , KEIMIG.RR Region 1, Ole of the Director 00/ 
07/24 llpp 50022 336 50822 346 

890B140154 Notifies of 690008 Significant Licensee Mooting 69 120/ enforcement con 
tcrence in Buchanan, NY to discuss recurring security violations 
WIGGINS, J T Region 1, Ole of the Director 09/08/02 Region 1, Ofc of the Director 
2pp 50916 131-50916 132 

8907270121 Suppl t to NRC Bullotln 88-010, ‘'Nonconforming Molded Case Circuit 
Breakers" Svc list end 

ROSSI, CE Division ol Operational Evanls Assessment (Post 670411) 89/08/03 
Consolidated Edison Co of New York, Inc 108pp 50904 148-50904 253 

8907200169 NRC Info Notice 09 058, "Disablement of Turbine Driven Auxiliary Feod- 
waier Pump Due lo Closure of One of Parallel Steam Supply Valves " Svc list end 
ROSSI, C E Division of Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc 106pp 50900 005-50900 110 

8908180107 Advises that util 690618 response lo NRC Bullotln 88 001, "Dofects in 
Weslinghouse Circuit Breakers," acceptable 

NEIGHBORS, JD Project Directorate i-1 89/00/07, BRONS.JC Now York Power Au- 
thority (formerly Power Authority of the Slate of New York) 3pp 5096?'16l- 
50967 163 

8908160242 Responds lo violations noted in Insp Rept 50 286/69 81 Disagrees w/vio 
lation ra NDE ol recently completed RCS welds Linear Indications found consisted of 
grind marks & nol indicative of wold quality problem 

JOSIGER.W A New York Power Authority (formerly Power Authority of Iho State ol 
New York) 89/08/09 DURR,J Region 1, Ofc of the Oireclor 6pp 50930 105- 
50930110 

8908150030 Provides clarification lo NRC 890727 Itr ack rocolpt of civil penally pro 
posed by NRC on 690812 Insp on 890605 07 reviewed corrective actions 
WONG.HJ Ole of Enforcement (Post 070413) 89/08/10 BRONS.JC Now York 
Power Authority (formerly Power Authority ot the State of New York) Ip 50926 049 
50926 049 

8906220043 Forwards Insp Rept 50 286/69 12 on 690605 27 No violations noted 
WIGGINS, JT Region 1. Ofc ol the Director 89/08/10 JOSIGER.W Now York Power 
Authority (formerly Power Authority of the Slate ol New York) 2pp 50999 161 - 
50999 180. 

••8906220056 Insp Repl 50-286/69 12 on 890605-27 No violations noted Major areas 
inspected effectiveness ol oulago completion activities, mod closeout, startup activities 
& mat & QA oversight 

COOK, W A Region 1, Ofc ol the Director 89/08/07 18pp 50999 163-50999180 

8908230239 Forwards Meeting Rept 50-286/89-115 on 690803 re findings of Insp Repl 
50-286/89 04 Resolution of Issue of access lo high radiation areas will await guidanco 
from NRR 

BELLAMY, R R Region 1. Ofc of the Director 69/00/14, JOSIGER.W New York 
Power Authority (formerly Power Authority of the State of New York) 2pp 61016 020- 
51016033 

“6908230240 Mgt Meeting Rept 50 286/09-115 on 890003 Major areas 
discussed Issues raised In NRC Insp Rept 50-286/69 04 

SHERBINI.S , PASCIAK.W Region t. Ofc of the Director 09/00/10 3pp 51016031- 
51016.033 

8908100128 NRC Into Notice 89 059, "Suppliers of Potentially Misrepresented Fasten 
ers." Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co of New York, Inc 106pp 50992 315-50993 060. 

8908140085 NRC Info Notice 89 060, "Malnt of Telelherapy Units." Svc list end 
CUNNINGHAM, R,E. Division of Industrial & Medical Nuclear Safety (Post 870729) 
89/08/18 Consolidated Edison Co of New York, Inc. 107pp 50993 061-50993 166 


8908280141 Responds to violations noted in Insp Rept 50-286/89 11 Corrective 
actions responsibilities of mall & test equipment (MT&E) issuance & control assigned 
to MTfiE store keeper w/ restricted access 

RUSSELL JE New York Power Aulhonty (formerly Power Authority ot the State ot 
New York) 69/08/21 DURRJP Region 1, Otc of the Director 3pp 51042 314 
51042316 

8908160129 Suppl 2 to NRC Info Notice 88 048, "Licensee Rept of Defective Refur 
bished Valves ” Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 69/08/22 
Consolidated Edison Co ol New York, Inc tOOpp 50990039 50990 13 7 


H Periodic operating reports & related correspondence 

8907270247 Monthly operating rept lor June 1989 for Indian Point Unit 3W/6S0710 Itr 
KELLY, L , JOSlGcR.W A New York Power Authority (formerly Power Authority of tho 
state ot New York) 09/06/30 37pp 50704 199 50704 235 

8908230391 Monthly operating rept tor Jut 1909 lor Indian Point Unit 3 W/090815 Itr 
SMITHS, RUSSELL, JE New York Power Authority (formerly Power Authority ol the 
state Ot New York) 89/07/31 topp 51005 246 51005 255 


S Reportable occurrences, LERs & related correspondence 

8908140005 LER 09 012 00 on 090624, control room operators observed 34 loop delta 
temp indication reading low 8 34 loop average reactor coolant temp reading approx 
throa degrees higher than normal Caused by personnel error W/890804 Itr 
BOOTH, W, JOSIGER.W A New York Power Authority (formerly Power Authority of 
the State of New York) 69/08/04 5pp 50913 204 50913 298 

0908240359 LEH G9 002 01 on 090204, MSIV MS 1-34 farted to close trom conlrot 
room Caused by deficiencies in prevontatwe main! repack procedure (or MSIVsAII 
lour MSIV actuators, replaced w/stock components W/89081 4 Itr 
COULEHAN.V R , RUSSELL.J New York Power Authority (formerly Power Authority ol 
the state of New York) 89/OB/14 5pp 51017 196 51017 200 


V, Operator Examinations 

09Q731O4S5 Supplemental application lor amend to License DPR 64, identifying onsite 
positions requiring somor reactor operator & reactor operator licenses, per Generic Hr 
80 06 

BRONS.J C New York Power Authority {formerly Power Authority of the State of New 
York) 09/07/24 Document Control Branch (Document Control Desk) 3pp 
50712 192 50712 196 

••8907310463 Proposed Tech Specs re plant stall requirements for senior reactor oper 
ator & reactor operator licenses 

' Now York Power Authority (formerly Power Authority ot the Stale ol Now York) 89/ 
07/24 2pp 50712 195 50712 196 
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F Security, medical, emergency & tire protection plans 

B90B010133 Forwards Insp Repls 50-269/89 17,50 270/89 17 & 50 267/89-17 on 
690520 061G & notice ol violation 

HERDT.AR Roglen 2, Ole of the Director 69/07/17 TUCKER, HB Ouko Power Co 
2pp 50745 221-50745 256 

-8908010144 tnsp Repls 50 269/69 17,50-270/69-17 & 50-207/89 17 on 890520- 
06 1 8 Violations noted Ma|or areas inspected operations, surveillance testing .matnt 
activities, safeguards & radiation protection & outage activities 
SKINNER, PH Region 2, Ole of Iho Director. 69/07/17 32pp 50745 225-50745 256 

8908010010 Forwards Insp Repls 50 269/69-22,50-270/89-22 & 60 237/89-22 on 
090622 0714 No violations or dovrations noled 

HERDT.AR Region 2, Ofc of tho Director 09/07/24, TUCKER, HB Duke Power Co 
Ip 50753 260 60753 295 

••890801001 1 Insp Repts 50 269/89-22,50 270/69 22 & 50 287/8922 on 890619 
0716 No violations noted Major areas inspected operations, surveillance testing, malnt 
achvillos.satoguards & radiation protection & plant startup from refueling 
SKINNER, P IT Region 2, Ofc of Iho Director 89/07/24 7pp 50753’289 50753 295 

8907310007 Forwards Rev 29 to security plan Rev withheld 
TUCKER, H B Duko Power Co 09/07/25 Document Control Branch (Document Con 
trot Desk) 2pp 50767 020-50767 030 

8908010029 Forwards Safeguards tnsp Repts 50-269/89 20,50 270/69 20 & 50-287/ 
69-20 on 890626 30 Violations noted Enforcement conference will bo scheduled lo 
discuss violations 

EBNETER.SD Region 2, Ofc of tho Director 89/07/26 TUCKER.HB Duke Power 
Co 2pp 50753 229 50753-231 

••8908010033 Partially withheld Insp Repts 50 269/09 20,50-270/69 20 & 50 287/69-20 
on 890626-30 (ref 10CFR2 790(d) & 73 21) Violations noted Major areas 
Inspectedphyslcal security program for power reactors & security audit 
TOBIN, W. Region 2, Ofc of Iho Director 89/07/25 Ip 50753 231 50763 231 

890S030310 Forwards safety evaluation accepting secondary DHR capability for protec- 
tion aqalnst tornadoes based on availability ol sale shutdown facility auxiliary svc 
water sys 

WIENS, LA Project Directorate 11-3 89/07/28 TUCKER.HB Duke Power Co 3pp, 
50774 345 50774 355 

••8908030311 Safety evaluation accepting use ol secondary DHR for protection against 
tornadoes, per NUREG 0737. 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 09/07/28. Opp 
50774 348-50774 355 
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890BI40276 Forwards Safeguards Insp Repls 50 269/89 26,50 270/89 26 S 50 287/ 
89 26 on 890724 26 Enforce menl conference will be scheduled to discuss violations 
nolod in repl 

EBNETER S D Region 2, Ofc of the Director 89/08/07 TUCKER, H 6 Duke Power 
Co 2pp 50910 289-50910 291 

-8908 140284 Partially withheld Insp Rgpts 50 269/B9 26,50 270/89 26 & 50 287/89 26 
on 890724 26 (ref 10CFR73 21 & 2 790(d)) Apparent violations noted re access 
controls Maior areas inspected physical security program tor power reactors 
MASNYK.O M Region 2. Ofc ol the Director 89/08/03 Ip 50910 291-50910 291 

8908210212 Suppl t lo Generic Ltr 89 07 to all operating plants, applicants for OLs 8 
holders of CPs re power reactor safeguards contingency planmnq for surface vehicle 
bombs Svc list encl 

PARTLOW.J G Associate Direcior lor Proiects (Posl 870411) 89/08/21 Consolidat- 
ed Edison Co of Now York, Inc 55pp 51036 001-51036 056 


P. Operating license atage documents & correspondence 

8907280103 Expresses concern w/manner in which regulatory concerns resolved on util 
plants Process of escalaiion to higher levels of mgi within NRC & util to resolve issue 
on timely basis proposed 

TUCKER, H B Duke Power Co 89/05/30 MURLEY.T E Office of Nuclear Reactor 
Regulation, Director (Posl 8704 1 1 ) 2pp 50705 300 50705 301 

0907180211 Generic Hr 69-13 lo all holders ol OLs or CPs lor nuclear power plants re 
svc water sys problems aflecling safety related equipment Svc list encl 
PARTLOW.JG Associate Director lor Projects (Post 8704 1 1 ) 89/07/18 Consolidat- 
ed Edison Co Ol Mow York, tnc 53pp 50735 001-50735 054 

8907310324 Responds lo Generic Hr 89 08, "Erosion/Corrosion Induced Pipe Wall 
Thinning ' Util actively Involved in established pipe erosion program developed to 
ensure that integrity of Iwo phase 8 single phase piping sys susceptible to erosion 
TUCKER, HB Duke Power Co B9/07/21 Document Control Branch (Document Con 
trol Desk) 3pp 50720 323-50720 325 

8907310419 Responds lo Generic Ur 86 14, "Instrument Air Supply Sys Problems A ( 
reeling Saloly-R elated Equipment," clarifying Info in 800508 Hr Use of unqualified 
components in venl paths lor valves acceptable based on secondary side cooling 
TUCKER, HB Duko Power Co 89/07/21 Document Control Branch (Document Con 
LrolDosk) 6pp 50723 124-50723 129 

8907270284 Advises that NRC action completed on TAC items due to util 890621 with- 
drawal ol 881215 Tech Spec amend request to ensure adequate standby bus voltage 
would bo available for DBA scenarios due to hardware mod obviating need (or amend 
WIENS, LA Project Directorate 11-3 69/07/24 TUCKER, HB Duke Power Co 2pp 
50704 090-50704 091 

8908010019 Responds lo NRC 090626 request for addl Info re Repl 86 1106952-00, 
"Evaluation of Effects ol Steam Lino Break on Standby Shutdown Facility Capabili- 
ty " Rupture area used in steam lino break analysis is 5 29 11(2) per stoam line 
TUCKER, HB Duke Power Co 89/07/24 Document Control Branch (Document Con 
trol Desk) 3pp 50754 006-50754 008 

8908840109 Summary of 890713 meeting w/util at plant site re sell initialed technical 
audit loam applied lo emergency power distribution sys List ol attendees & view 
graphs encl 

WIENS.LA Proiecl Directorate 11-3 89/07/28 Project Directorate 113 17pp 

50799 276-50799 292 

8908990409 Advises that response to Generic Ltr 09 06, "SPDS," will be delayed due 
to lato dalo ol receipt of Hr Sub mi Hal anlicipied by 890808 
TUCKER, HB Duko Power Co 89/07/31 Document Control Branch (Oocument Con 
trol Desk) ?pp 50064 108-50084 109. 

8908 11 0040 Summary of 890728 meeting w/util & Bechtel re design basis documenta- 
tion program Agencfa.lisl ot attendees & handouts encl 

WIENS.LA Project Direclorale 11-3 89/08/04 Project Directorate 11-3 28pp 

50910 079-50910106 

8908140230 Summary of 890719-21 meeting w/licensee al plant site re details of util 
emergency power sys List ol atlendeos encl 

WIENS.LA Projecl Directorate 11-3 89/08/04 Project Directorate 11-3 Spp 

60915 353-50915 357 

8908220222 Documents 890726 conference call re Implemenlation schedule (or ATWS 
mods Proposed schedule lor mods to install ATWS mitigation sys actuation circuitry 
based on decision to utilize programmable logic controller 
TUCKER, H B, Duke Power Co 89/08/04 Document Control Branch (Document Con 
trol Desk) 4pp 50977 108-50977 111 

8908160397 Informs that response to Generic Ltr 89 06, "SPDS" currently under review 
by mgi & will be delayed unlil 890618 

TUCKER.HB Duke Power Co 69/08/07 Document Control Branch (Document Con- 
trol Desk), tp, 50937 261-50937.261. 

8908170124 Forwards addl Info oji DPC-NE-3000, "Thermal Hydraulic Transient Analy- 
sis Methodology." per 890718 & 19 telcons re steam generator heat transfer modeling 
w/RETRAN Code 

TUCKER, H B Duke Power Co 89/08/09 Document Control Branch (Document Con 
trol Desk) 4pp 50949 226-50949 229 

890 82 10080 Forwards response lo Q90B0B telcon questions re effects ol sleam line 
break on standby shutdown capabilities Basis (or staling that 60 s period ol mam 
(eedwaler delivery conservative addressed 

TUCKER.HB Duke Power Co, 89/08/14 Document Conlrol Branch (Oocumenl Con- 
trol Desk). 2pp, 50994 001-50994 002 

8908210084 Advises that 890131 commitment to submit amend request will be made by 
891015 

TUCKER, H B. Duke Power Co 89/08/15 Document Conlrol Branch (Document Con 
trol Desk) Ip 50970 360-50970 360. 


Q. Inspection reports, IE Bulletins 4 correspondence 


8908010133 Forwards Insp Repls 50-269/89 17,50-270/89 17 & 50 287/89-17 on 
890520 0610 & notice ol violation 

HERDT.AR Region 2, Ole of the Director 89/07/17 TUCKER, H B Duke Power Co 
2pp 50745 222 50745 223 

-8908010139 Notice of violation from insp on 890520 0618 Violation noted Operating 
Procedure (OP) O/A/1 107/03 & Performance Test (PT) 2/A/0610/01J inadequate 
HERDT.AR Region 2, Ole ol the Director 89/07/17 2pp 50745 224-50745 225 

-8900010144 Insp Repls 50-269/89 17,50-270/89-17 & 50 287/89 17 on 890520- 
0618 Violations noted Major areas inspected operations, surveillance lestingjmami 
activities. safeguards 8 radiation protection & outage activities 
SKINNER, P H , WERT.L D , SHYMLOCK.M B, Region 2, Ofc of the Director, 89/07/ 
17 32pp 50745 226 50745 257 

8908010010 Forwards Insp Rcpts 50-269/89-22,50-270/89 22 & 50 287/89-22 on 
890622-0714 No violations or deviations noted 

HERDT.A R Region 2, Ole of the Director 89/07/24 TUCKER, H B Duke Power Co 
Ip 50753 288 50753 295 

-6900010011 Insp Repls 50 269/89 22,50-270/89 22 & 50-287/89 22 on 890619 
0716 No violations noted Major areas inspected operations, surveillance tesling.mmnt 
activ, lies, safeguards & radiation protection & plant startup from refueling 
SKINNER, P H , WERT.L D, SHYMLOCK.M B Region 2, Ofc of the Direcior, 09/07/ 
24 7pp 50753 289-50753 295 

8900010084 Forwards Insp Rept9 50-269/89-23,50-270/89-23 & 50 287/89 23 on 
890626 30 No violalions or devlalions noted 

JULIAN.C A Region 2. Ofc of the Director 09/07/24 TUCKER, H B Duke Power Co 
2pp 50756 001-50756 009 

-8908010091 Insp Repls 50 269/89 23.50-270/89 23 & 50-207/89 20 on 890628- 
30 No violalions or deviations noted Major areas inspected mamt program Implemon 
lation 

COLEY, J L , BLAKE, JJ Region 2, Ofc ol the Director 89/07/19 7pp 50756 003 
50756 009 

8907200019 NRC Into Notice 89 057, "Unqualified Electrical Splices in Vendor Suppliod 
Environmentally Qualified Equipment " Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/07/28 
Consolidated Edison Co of New York. Inc 106pp 5071 1 333-5O7I2O70 

8900010029 Forwards Safeguards Insp Hepts 50-269/09.20,50-270/89-20 8 50 287/ 
89-20 on 890626 30 Violations noted Enforcement conference will be scheduled to 
discuss violations 

EBNETER.S D. Region 2, Ole of the Direcior 09/07/26 TUCKER, H B Ouko Powoi 
Co 2pp 50753 229-50753 231 

-8908010033 Partially withheld Insp Repls 50 269/89-20,50 270/89-20 & 50 287/89 20 
on 890626-30 (ref 10CFR2 790(d) & 73 21) Violations noted Major areas 
inspecled physical security program lor power reactors 8 security audit 
TOBIN, W Region 2. Ole ol llie Director 89/07/26 Ip 50753 23150753 231 

8900080096 Ack receipt of 890710 ltr Informing NRC of steps taken lo correct violations 
noted In Insp Repts 50-269/89-10. 50-270/89-10 & 50-287/89-10 
STOHR.J P Region 2, Ole ol the Director 89/07/28 TUCKER, H B Duke Power Co 
tp 50856 274-50856 274 

8907270121 Suppl 1 lo NRC Bulletin 88-010, "Nonconforming Molded Caso Circuit 
Breakers," Svc list encl 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 89/00/03 
Consolidated Edison Co of New York, Inc 108pp 50904 148-50904 253 

B907280169 NRC Info Notice 89 058, "Disablement ol Turbina Driven Auxiliary Food 
water Pump Due lo Closure ol One of Parallel Stoam Supply Valves " Svc list encl 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 09/00/03. 
Consolidated Edison Co of New York. Inc 106pp 50900 005-50900 110 

8908140276 Forwards Safeguards Insp Repts 50-269/09-26.50-270/89 26 8 50-207/ 
09 26 on 690724-26 Enforcement conference will bo scheduled lo discuss violalions 
noted In repl. 

EBNETER.S D Region 2, Ofc ol Ihe Director. 89/08/07. TUCKER, H B Duko Power 
Co 2pp. 50910 289-50910 291. 

-8908140284 Partially withheld Insp Repls 50-269/09-26,50-270/89 28 & 50 287/80 28 
on 890724-26 (rel 10CFR73.21 & 2 790(d)) Apparent violations noted re access 
conlrols Major areas mspected'physlcaf security program for power reactors 
MASNYK.O M, MCGUiRE.O.R Region 2, Ole of Ihe Director 89/08/03 tp 
50910 291-50910291 

8908170608 Forwards facility closeout rept for IE Bulletins 79-02 & 79 14,addrossing In- 
spector Followup Items 50-287/88-23-01. 50-287/88-23-02 8 50 287/08-23 03 
TUCKER.H B Duke Power Co 89/08/09 Document Control Branch (Document Con- 
trol Desk) Spp 50947 336-50947 340 

8908100128 NRC Info Notice 89 059, "Suppliers ol Potentially Misrepresented Faston 
ers." Svc list encl 

ROSSI.C E, Division of Operational Events Assessment (Post 870411) 89/08/ 10 
Consolidated Edison Co of New York, Inc 106pp 50992 315-50993 060 

8908220411 Responds to NRC 890717 Hr re violalions noted in Insp Repls 50 269/89- 
17,50-270/89-17 8 50-287/89-17 Corrective actions Operations Procedure OP/O/A/ 
1107/03 corrected to remove deficiency & Lee gas turbine voltage problam resolved 
TUCKER.H B Duke Power Co 89/08/16 Document Control Branch (Document Con- 
trol Desk) 4pp. 50977 206-50977 209. 

8908230059 Ack receipt of 890710 Hr Informing NRC of steps taken lo correct violations 
noted In Insp Repts 60-269/89-10, 60-270/89-10 & 50-287/89-10 Inadequate root 
cause evaluation of occurrences identified 

EBNETER.S D Region 2. Ofc of the Director, 89/08/16 TUCKER.HB, Duke Power 
Co 2pp 51006 283 51006-284. 
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6908140065 NRC Info Notice 89 060, "Main! ol Telelherapy Units “ Svc list encl 
CUNNINGHAM, R E Division ot Industrial & Medical Nuclear Safety (Post 870729) 
B9/08/18 Consolidated Edison Co ol New York, Inc 107pp 50993 061 6Q993 166 

6908160129 Suppl 2 to NRC Info Notice 80 048, "Licensee Rept of Defective Refur- 
bished Valves 1 Svc list encl 

ROSSl.CE Division ol Operational Events Assessment (Posi 870411) 89/08/22 
Consolidated Edison Co of Now York, Inc lOOpp 50990 039-5Q990 137 


R Periodic operating reports & related correspondence 

6907280140 Forwards monthly operating repts for June 1989 for Oconee Units 1,2 & 3 
8 corrected rept for May 1989 

TUCKER, H 8 Duke Power Co 89/07/14 Document Control Branch (Document Con 
trot Desk) Ip 50705 302 50705 310 

- 6907280183 Monthly operating repts for June 1989 for Oconeo Nuclear Slalion.Units 
1,283 

WILLIAMS.RA Duke Power Co 89/06/30 15pp 50705 303-50705 3)7 

-8997280185 Correcfed monthly operating repts for May 1989 for Oconee Nuclear 
Slation.Unils 1,2 & 3, consisting of personnel exposure rept 
•Duke Power Co 09/05/31 Ip 50705 310-50705 318 

8906 220190 Forwards monthly operating repts for Jul 1989 for Oconeo Nuclear 
Stalion Revised Juno 1909 rept also encl 

TUCKER, H B Duke Power Co 09/00/15. Document Control Branch (Document Con- 
trol Desk) tp 50995 010 50B95 026 

-8908220313 Monthly operaling repts for Jul 1909 for Oconee Nuclear Station 
WILLIAMS, R A , MILLS, J L Duke Power Co, 99/07/31 15pp 50995 011-50095 025 

-■0908220315 Revised monthly operating rept lor June 1989 tor Oconee Nuclear Station 
* Duke Power Co 89/06/30 tp 50995 026 50995 026 


V Operator Examinations 

6908180229 Informs of wntton operator licensing exams scheduled for wk of 89121 1 at 
plant & requests that facility furnish encl rot mail requirement documents by 890920, 
PEEBLES, T A Region 2, Ofc of tho Director 89/00/03 TUCKER, H B Duke Power 
Co Upp 50968 351 50968 361 


DOCKET 50-288 REED COLLEGE RESEARCH REACTOR 


V. Operator Examinations 

8908180105 Forwards request lor adtll info to 890705 reaclor operator requalihcallon 
program 

MICHAELS, T S Division of Reactor Protects • 111, IV, V & Special Projects (Post 
87041 1) 09/08/14 RUBY.L Reed College, Portland, OR 5pp 50966 350 50966 360 


DOCKET 50-289 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F Security, medical, emergency & fire protection plana 

8900020252 Forwards Rov 1 1 lo lire hazards analysis rept for TMl-1 
HUKILL.H D General Public Utilities Corp - GPU Service Corp 89/07/20 Document 
Control Branch (Document Control Desk) 2pp 50863 001-500/2 194 

-8998020256 Rov 1 1 (o lire hazards analysis rept lor TMI-i 

• General Public Ulilitios Corp • GPU Service Corp 89/07/20 1,200pp 50863 003- 
50B65 289 

S90B150106 Hev 1 lo EPIP 9471 IMP 1300 09, "In Plant Radiological Conlrols During 
Emergencies, Applicobility/Scope " 

MILLER, AW Genorol Public Utilities Corp • GPU Service Corp 69/00/07 15pp 
50927 055 50927 069 

8900240143 Rev 2 to Procedure 9471 -IMP- 1300 02 Exhibit 2, "Plant Page Announce 
merits " 

• General Public Ulililios Corp - GPU Servico Corp 89/08/18 9pp 51028 221- 
51028 229 

8900210212 Suppl 1 to Generic Ltr 89 07 lo all operating plants, applicants for OLs 8 
holders ol CPs re power reaclor safeguards contingency planning for surface vehiclo 
bombs Svc fist encl 

PARTLOW.JG Associate Director for Protects (Post 070411) 89/08/21 Consolidat- 
ed Edison Co ol New York, Inc 55pp 51036 OOt-5 1036 056 


K, Utility Final Safety Analysis Report (FSAR) & amends 

8908020252 Forwards Update 8 to updeled FSAR for TMI 1 & Rev 11 to fire hazards 
analysis rept (hied in PDR Category F) Amend to updated FSAR reflects changes 
through 890120 Figures based on latest design drawings revised through 890331 
HUKILL.H D General Public Utilities Corp - GPU Service Corp 89/07/20 Document 
Control Branch (Document Control Oesk) 2pp 50863 001-50872 194 

--B908020257 Update 8 to updated FSAR for TMI I 
• General Public Utilities Corp - Gpu Service Corp 89/07/31 3,000pp 60065 270 
50B72 194 


P. Operating license stage documents & correspondence 

8907180211 Generic Ltr 89-13 lo all holders of OLs or CPs for nuclear power plants re 
svc water sys problems affecling safety related equipmonl Svc list encl 
PARTLOW.JG Associate Director for Projects (Post 070411) 89/07/18 Consolidat- 
ed Edison Co ol New York, Inc 53pp 50735 001-50735 054 


8908010233 Informs that licensee found no restrictive clauses re notification of employ- 
ees potential safety Issues Two employment settlement agreements found to eliminate 
further monetary claims Altached ltr sent to individuals involved 
CLARK, P R General Public Utilities Corp • GPU Service Corp 89/07/21 Document 
Control Branch (Oocument Control Desk) 3pp 50756069 50756 071 

8908020337 Forwards application lor amend to License DPR 50, consisting of Tech 
Spec Change Request 192 

HUKILL.H D General Public Utilities Corp - GPU Service Corp 89/07/26 Document 
Control Branch (Document Control Desk) 2pp 50764 352-50764 360 


•8908020341 Application lor amend to License OPR-50, consisting of Tech Spec 
Change Request 192,revising Tech Spec Pages 4 2,4 5 & 4 5a, revising reactor pro 
tection sys channel testing schedule to make channel performances more equitable 
HUKILL.H D General Public Utilities Corp - GPU Service Corp 89/07/26 4pp 
50764 354-50764 357 


■8908020345 Proposed Tech Spec Pages 4-2,4 5 & 4 5a re reactor protection chan 
nels 

* General Public Utilities Corp - GPU Sorvice Corp 09/07/26 3pp 50764 350- 
50764'360 


8908080198 Certifies that SPDS implemented per Gononc Ltr 09 06 & meets require- 
ments of Suppl 1 lq NUREG 0737 SPDS made operational prior to start of Cycle 6 
operation in Mar 1907 New plant compuler will bo installed during 8R outage 
HUKILL.H D General Public Utilities Corp • GPU Service Corp 89/08/01 Document 
Control Branch (Document Control Desk) 2pp 50026163 50826 164 


O. Inspection reports, IE Bulletins & correspondence 


8907200019 NRC Into Notice 80 057, "Unqualified Electrical Splices in Vendor Supplied 
Envlronmanlally Qualified Equipment ” Svc list oncl 

ROSSI, C.E Division ol Operational Events Assessment (Post 870411) 09/07/26 
Consolidated Edison Co of Now York. Inc 106pp 5071 1 333-50712 078 

8908080141 Repts results ol emergency diosel generator loading calculations, per Insp 
Rept 60 209/86 16 Actual load data taken over winter & spring confirms that worst 
case loading ot generators would occur during winter due to healing 
HUKILL.H.O General Public Utilities Carp GPU Service Corp QB/07/31 Document 
Control Branch (Document Control Desk) 3pp 50836 007 50836 009 

8908100039 Revises schedule for completing responso to NRC Bullohn 08 Q0B, "Ther- 
mal Strossos In Piping Connected to RCS " As result of ovaluahon to dale, mods do 
termlnod not to bo needed NRC will bo informed by end of Aug of addl action 
HUKILL.H D Gonoral Public Utilities Corp • GPU Service Corp 09/07/31 Document 
Control Branch (Document Control Desk) 2pp 50885 319 50005 320 

8907270121 Suppl 1 to NRC Bullohn 80 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list encl 

ROSSI, CE Division of Operational Evonts Assessment (Post 870411) 09/00/03 
Consolidated Edison Co of Now York, Inc fOOpp 50904 140 50904 253 

8907200189 NRC Info Notice 89 050, "Disablement of Turbine Driven Auxiliary rood 
water Pump Duo to Closure of One of Parallel Stoam Supply Valves " Svc list oncl 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 09/08/03 
Consolidated Edison Co of Now York. Inc I06pp 50900 005 50900 110 

8908170237 Responds to NRC 800707 llr ro open items noted in Insp Rept 50 289/89 
00 on 090306 1 7 Disagrees w/comment in Insp rept that all of QA organization In 
votvemont was after factQA actively involved in initial meetings held in early 1080s 
HUKILL.H D General Public Utilities Corp • GPU Service Corp 09/08/14 Document 
Control Branch (Oocument Control Desk) 7pp 5093B 271 50938 277 

8908100128 NRC Info Notice 89 059, "Suppliers of Potentially Misrepresented Fasten- 
ers " Svc list encl 

ROSSl.CE Division ot Oporaiiona! Evonts Assessment (Post 070411) 89/00/16 
Consolidated Edison Co of New York, Inc 106pp 50992 315 50993 060 

8908250075 Forwards Insp Rept 50 209/09-12 on 890610 0714 No violations noted 
WEN2INGER.EC Region 1, Ofc of the Director 89/08/16 HUKILL.H, D Genoral 
Public Ulililios Corp GPU Service Corp 2pp 51035 174 51035 107 

-8908250078 Insp Ropl 50 289/89-12 on 890610 0714 No violations noted Ma|or 
areas Inspected power operations activities, plant operations & main!/ 

surveillance, control rod drive Indication problem S diesel generator fuel oil QA pro 
warn, 

COWGILL.C Region 1, Ofc of the Oiroctor 09/08/16 I2pp 51035176 51035 107 

8908140085 NRC Inlo Notice 89 060, "Main! of Teletherapy Units” Svc list encl 
CUNNINGHAM, R E Oivision of Industrial & Medical Nuclear Safety (Post 870729) 
99/08/16 Consolidated Edison Co of New York, Inc I07pp 50993 061 50993166 

890B160129 Suppl 2 to NRC Info Notice 80 048, Licensee Ropl of Defective Refur- 
bished Valves '* Svc list encl 

ROSSl.CE Oivision of Operational Evonts Assessment (Post 870411) 09/08/22 
Consolidated Edison Co of New York, Inc lOOpp 50990 039 50990 137 


R. Perlodtc operaling reports & related correspondence 


8908150006 Provides TMI status ropl tor 690619 07t7 
COWGILL.C J Region 1, Ofc of the Director 09/07/28 WENZINGEHEC Region 1. 
Ofc of the Director 4pp 50925 339 50925 342 

8908230373 Monthly operaling repl for Jul 19B9 for TMI 1 W/B90B15 Hr 
SMYTH, C W , HUKILL.H D General Public Ulililios Corp • GPU Service Corp 09/07/ 
31 8pp 51015340 51015 345 
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V Operator Examinations 

6 908230083 Advises that ^qualification program evaluation visit scheduled lor wks of 
891106 & 13 Rei mail requirements, administration of requalilication exams & NRC 
rules & guidance for examinees end 

ESELGROTH.PW Region 1, Ofc of the Director 89/08/15 HUKILL.H O General 
public Utilities Corp - GPU Service Corp 8pp 51000 049 51008 056, 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency A lire protection plans 

8908020231 Informs ol most recent results ol meetings w/ Commonwealth ol MA offi- 
cials & outstanding Issues re exercise preparation (tom perspective of FEMA Summary 
□I results ol 890819 meeting end Issues discussed at meeting listed 
KWIATKOWSKI.O Federal Emergency Management Agency 89/07/19 CONGEL.F 
Division ol Radiation Protection & Emergency Preparedness (Post 870411) 7pp 
50764 229 50764 236 

0908010443 Revised EPIPs, including Rev 4 to EP IP-110, "Unusual Event," Revs 2 to 
EP IP- 120, "Ar&rl," EP-IP-130, "Site Area Emergency." 8 EP IP-140, "General Emer- 

B ey" 8 Rev 4 to EP-IP-210, "Control Room Augmentation " W/890724 Itr 

RE,CK, LANDAHL.D A , BIRD.R G Boston Edison Co 89/07/24 83pp 
50755 001-50755 004 

8908020361 Forwards Rev 2 to "DCRDR Program Plan," addressing Suppl 1 to 
NUREG-0737,per Generic Llr 82-33.requlrement lor submittal ol program plan Actions 
do not constitute long lerm program 

BIRD.R G Boston Edison Co 69/07/24 Document Control Branch (Oocument Con- 
Irol Desk) 2pp 50764 016 50764 123 

-6908020372 Rev 2 to "DCRDR Program Plan " 

* Boston Edison Co 89/07/31 I06pp 50764 018 50764 123 

8908140159 Responds to 090626 ills re status ol emergency planning around plant 
CARR, KM Commissioners 89/08/07 THOMPSON. AC Plymouth, MA 2 pp 
50993 1 91-5099 3 196 

-8908170239 Objects to util appraisals ol local radiological emergency planning efforts 
THOMPSONS C Plymouth, MA 89/06/26 CARR.K M Commissioners 2pp. 
50993 193 50993 194 

8908140166 Comments on difficulties lacing community In developing radiological emer- 
gency response plans 

THOMPSON, AC Plymouth, MA 89/06/26 CARR.K M Commissioners 2pp 
60993 195 50993,196 

8908210212 Suppl 1 to Generic Llr 89 07 to all operating plants, applicants for OLs 8 
holders ol CPs re power reactor safeguards contingency planning tor surface vehicle 
bombs Svc list end 

PARTLOW.J G Associate Director lor Projects (Post 870411) 89/08/21 Consolidat- 
ed Edison Co of New York, Inc 65pp 51036 001-51036 056 


O, Adjudicatory correspondence 

6908030142 Potilion for rulomaking PRM-50 53 requesting NRC action to review undue 
nsk posed by BWA thermal hydraulic Inslability.NRR should issue order requiring all 
GE BWfls lo ba placed In cold shutdown tor slated reasons 
HIATT. S L Ohio Citizens for Responsible Energy 88/07/28, Office ot Nuclear Reac- 
tor Regulation, Director (Post 0704 tl) I0pp 50820143-50820 152 


H. General correspondence 

8908150383 Forwards excerpts from Insp Repts 50 293/82-16 8 50 293/69 05 to clarify 
why 1982 traversing in core probe (TIP) event resulted In declared emergency & why 
1989 TIP event did not W/o oncls. 

BLOUGH.AR Region 1. Ole of the Director 89/07/27 OTT.M International Union 
United Plant Guard Workers ol America 2pp 50926089 50926 090 


K. Utility Final Safety Analysis Report (FSAR) 8 amends 

8907310011 Rev 10 to updated FSAR ter Pilgrim Nuclear Power Station W/89072I Mr 
BIRD.R G Boston Edison Co 89/07/31 t,200pp 50725 001-50726 244 


P, Operating license slage documents & correspondence 

8907270207 Ack receipt ol Info sent In transmittal postmarked 890218 re NRC TLD 
Direct Radiation Monitoring Network 

PASCIAK.WJ Region t. Ole ol the Director 69/03/30 QUAID.O.L Affiliation Not As 
signed 38pp 50663 290 50683 324 

8907180211 Generic Llr 89 13 lo all holders ot OLs or CPs tor nuclear power plants re 
svc water sys problems affecting safely related equipment Svc list end 
PARTLOW.JG Associate Director tor Projects (Post 870411) 69/07/18 Consolidat- 
ed Edison Co ol Now York, Inc S3pp 50735 001-50735 054 

8908020334 Repsonds to Genenc Llr 89 08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning " Ulil developing formalized procedure lor implementation of long term ero- 
sion/corrosion monitoring program based on guidelines developed by NUMARC 
BIRD.R G Boston Edison Co 89/07/21 Document Control Branch (Document Con- 
trol Desk) 2pp 50772 121-50772 122 

8906090047 Application lor amend to License DPR 35.consistmg of changes lo Tech 
Spec Section 6 0, "Administrative Controls," deleting organization charts 8 specdying 
oneral requirements, per Generic Itr 88 06 

IRO.R G Boston Edison Co 89/07/31 Document Control Branch (Document Con- 
trol Desk) 5pp 50891 220 50891 233 

■9908099049 Proposed Tech Specs removing Figures 62-1 8 6 2-2 in Section 6 depict 
mg corporate 8 plant organizational charts 8 specifying general requirements in lieu of 
deleted charls 

* Boslon Edison Co 89/07/31 9pp 50891 225 50891 233 


890B180347 Forwards safety evaluation supporting util actions to comply w/NUREG 
0737, Item II E 4 2(7), ' ’Containment Purge 8 Vent Valves Receive Direct Radiation Ac- 
tuated Isolation Signal (2-Inch or Smaller Valves) ” 

MCDONALD.DG Project Directorate 1-3 89/08/16 BIRD.R G Boston Edison Co 
7pp 5096/289 50967 295 

B 908280238 Submits response to 890712 Itr re plant power ascension program Util pro 
posat to deter Phase 2 ot shutdown from outside control room test to planned Fall 
1989 mid cycle outage accepted 

RUSSELL, WT Region 1. Ofc of the Director 09/08/10 BIRD.R G Boston Edison 
Co 2pp 51042 246 51042 247 


Q Inspection reports, IE Bulletins & correspondence 

8907200019 NRC Info Notice 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipmenl " Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York, Inc I06pp 5071 1 333-50712 078 

6908140195 Forwards Insp Rept 50-293/69 06 on 090411 0524 No violations 
noted Licensee actions w/rospect to 890503 turbine trip/roactor scram demonstrated 
excellent approach to problem investigation 8 resolution 

COLLINS, SJ Region 1. Ole ot the Director 89/07/31 BIRD.R G Boston Edison Co 
4pp 50925 140-50925 207 

-8908140199 Insp Ropt 50 293/89 06 on 89041 1-0524 No violations noted Major 
areas inspected assessment ot liconsoe mgl controls, conducl of operation 8 licensee 
approach to Investigation 8 resolution of events during 5 • 25% power plateau 
BLOUGH.AR Region 1, Otc ol the Director B9/07/20 55pp 50925 152-50925 207 

8907270121 Suppl 1 to NRC Bulletin 08 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 070411) 89/08/03 
Consolidated Edison Co of New York, Inc 108pp 50904 140 50904 253 

8907280189 NRC Into Notice B9 058, "Disablement of Turbino-Onven Auxiliary Feed- 
water Pump Due to Closure of One ol Parallel Steam Supply Valvos " Svc list oncl 
ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edteon Co of New York, Inc 106pp 50900 005-50900 110 

8908100128 NRC Info Notice 09-059, "Suppliers of Potentially Misrepresented Fasten- 
ers " Svc list end 

ROSSI, CE Division ot Operational Events Assessment (Post 870411) G9/00/16 
Consolidated Edison Co of New York, Inc 106pp 50992 315-50093 060 

8908140085 NRC Info Notice 89 060, "Maml ol Tololherapy Units " Svc list onct 
CUNNINGHAM, R E Division ol Industrial 8 Medical Nuclear Saloty (Post 870729) 
89/08/18 Consolidated Edison Co ol New York, Inc. 107pp 50993 061 50993 166 

8908160129 Suppl 2 to NRC Info Notice 08 040, "Licenseo Rept of Defective Refur- 
bished Valves Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) BO/08/22 
Consolidated Edison Co of Now York, Inc lOOpp 50990 039 50990.137 


R. Periodic operating reports A rotated correspondence 

8908020147 Forwards summary ol changes, tests 8 experiments lor 080122 890121 
BIRD.R G Boston Edison Co 09/07/22 Documont Control Branch (Documenl Con 
trol Desk) 13pp 50772 286-50772 298 

8908030046 Forwards plant discharge monitoring rept for Apr-Juno 1909 
WAGNER, F J Boslon Edison Co 89/07/25 Environmental Protection Agency 4pp 
50793 24 B 50793 266 

-8908040212 "NPDES Discharge Monitoring Rept, Apr-Juno 1909 " 

ANDERSON, R A , KRAFT, E S Boston Edison Co 09/06/30 t5pp 50703 252 
50703 266 

8908180004 Monthly operating rept for Jut 1989 tor Pilgrim Nuclear Power Station W/ 
89081 1 llr 

MUNRO.W, HIGHFILL.KL Boston Edison Co 89/07/31 7pp 50960 194 50968 200 

8908150017 Forwards lacility biweekly status rept lor 890715-20 NRC Restart Stair in 
place 8 onsite monitoring licensee activities on oxlended day shift basis during report 
mg period 

BLOUGH.AR Region t, Ole ol the Director 89/08/01 JOHNSON, J R Region I, Ofc 
of tho Director 6pp 50926 315-50926 320 


S, Reportable occurrences, LERs A related correspondence 

8908020178 LER 89 021 00 on 8906 1 5, automatic actuation ol inboard 8 outboard 
RWCU sys portion ol primary containment isolation sys occurred Caused by cif in 
sensing lines ot RWCU sys How sensors Lines bled to eliminate airW/890717 Itr 
ELLIS, DW, BIRO, RG Boslon Edison Co 89/07/17 6pp 50758 139 50758 144 

8908140161 PNO 1-89 065 on 890802, structural damage occurred lo pump strainer box 
8 expansion joint on isolated condensate pump due to overprossunzation while per- 
forming filling 8 venting operation Caused by procedure not accurately followed 
WARREN, C, CERNE.A Region 1, Ole of the Director 89/08/02 Ip 50916 126 
50916 126 

8908110032 LER 89 014 01 on 8904 12, inadvertent overpressurization ol RCIC suction 
piping occurred during surveillance testing Caused by personnel error Personnel 
trained re procedural changes W/890803 Itr 

ELLIS, D W , BJRD.R G Boslon Edison Co 89/00/03 17pp 50878,252-50878 260 

8906160133 LER 89-022-00on 89071 1. automatic actuation ol inboard RWCU sys por 
(ion ol primary containment isolation sys occurred Caused by personnel error Main! 
work planning procedure revised W/890810 Itr 

BASILESCO.G , BIRD.R G Boslon Edison Co 89/08/10 6pp 50924 339-50924 344 
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B908230283 LER 89 023 00 on 89071 6, manually initialed reactor protection sys scram 
signal & reactor scram occurred, resulting in turbine generator trip & transfer of elecln 
cal loads Procedure re air ejector revised W/8908i7ltr 

ELLIS, DW, BIRD, R 6 Boston Edison Co 89/08/17 9pp 50970 140 50970 1*18 


V. Operator Examinations 

890B250286 Inlorms ot change in slatos of two licensed operators DW Hughes & W 
Green reassigned os ot 890717 

BIRD.R G Boston Edison Co 89/08/04 Document Control Branch (Document Con- 
trol Desk) 2pp. 51020 021-51020 022 


DOCKET £0*294 MICHIGAN STATE UNIV RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

8908170178 Forwards Safety Insp 50 294/89 01 on B90719 21 No violations noted, 
GREGER,LR Region 3, Ole of tho Director. 89/08/11 TERRY, S H Michigan Slate 
Univ , East Lansing, Ml Ip 50949 128-50949 133 

-8908170188 tnsp Rept 50 294/89 01 on 890719-21 No violations noted Maior areas 
Inspected records, logs.orgamzation, review & audit (unctlons.requalification 
training, open insp items, procedures, surveillance & malnl & radiation protection 
PAUL.RA, SCHUMACHER, M Region 3. Ole ol the Director 89/08/10 5pp 
50949 129 50949 133 


DOCKET 50-295 ZION NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8908030238 Revised EPIP 550 6, "Monthly Radiological Emergency Equipment Tests & 
Checks" 

* Commonwealth Edison Co 89/06/14 5pp 50793 031-50793 035 

8907310099 Revised generic generating station emergency plan manual, Including 
Table 6 3-1 .Figure 7 2-1 8 Figure 6 3-1 B to Rev 6b 

* Commonweal lb Edison Co 89/06/30 5pp 50743 190-50743 194 

8907310318 Forwards ropl lor unannounced oil hours drills on 881020 lor Slate ol 
WI,siiB-spectfic to Zion, Point Beach, Kewaunee & Prairie Island nuclear power 
stations No deficiencies or areas requiring corrective actions noted. 

KWIATKOWSK1.D Federal Emergency Management Agency 89/07/19 CONGEL.F J 
Division of Radiation Protection & Emergency Preparedness (Post 870411) Bpp 
60726 297-50726 304 

8907310296 Atk receipt ol 090518 response to NRC 890317 Itr ro Allegation RIII-88-A- 
0162 pertaining to lilness-lor-duty issue at plant Invesligallon found to be sufficient to 
support conclusions. 

NORELIUS.C E Region 3, Ofc of the Director 89/07/21, REED.C Commonwealth 
Edison Co 2pp 50737 073-50737 075 

-8907310305 Forwards response to Allegation Rill 88-A-102, Enel withhold (raf 
10CFR 2 790(a)) 

KOVACH, T J Commonwealth Edison Co 89/05/10 DAVIS, A B Region 3. Ole of the 
Director. Ip 50737 075 50737 075. 

8908100216 Revised EPIP index 

MAHONEY.K Commonwealth Edison Co 89/07/27, 4pp 60892 171-50892 174 

8908020135 Forwards response to safeguards Inadequacies noted In regulatory effec- 
tiveness review Insp on 890516-19 EncT withheld (ret 10CFR73.71) 

KOVACH.T J Commonweallh Edison Co 09/07/28 MURLEY.TE Office ol Nuclear 
Reaclor Regulation, Director (Post 870411) Ip 50772,124-50772.124. 

8908070375 Confirms 890817 meeting In Glen Ellyn, IL to discuss event Identified during 
890710 18 security insp, per 890725 letcon 

GREENMAN.EG Region 3, Ole ol the Director 89/08/01. REED.C Commonwealth 
Edison Co Ip. 50822 347-50822 347. 

B908 140167 Ack recolpt ot 890714 FEMA Hr transmitting rovlsod FEMA rept ol Juno 
1967 exercise at facilities No deficiencies noted Based on schedule ol corrective 
actions.FEMA concluded offsite radiological emergency preparedness adequate 
GREGER.L R Region 3, Ofc of the Director. 89/08/03 REED.C Commonwealth 
Edison Co 2pp 50914 324 50915,039 

8909110112 Advises that Rev 6b to generating stations emergency plan transmitted by 
ulif 690710 form acceptable & does not decrease olfectlveness of plan 
GREGER.L R, Region 3, Ole ol the Director 69/00/04 REEO.C Commonweallh 
Edison Co 2pp 50910 107-50910 100 

8908210179 Forwards safeguards Insp Repts 50-295/89-22 & 50-304/89-20 on 
890710 IB Violations noted Uhl will be notified by separate correspondence of NRC 
decision re enforcement action Enforcement conference scheduled lor 890B17. 
NORELtUS.C.E. Region 3, Ofc ol the Director 89/00/11 REED.C Commonwealth 
Edison Co 2pp 50964,264 50964 267 

-8908210182 Partially withheld Security Insp Repts 50 295/89-22 & 60 304/89-20 on 
690710-18 (re! 1QCFR73 21).Violalions noted Major areas Inspected.mgt 
supporl.prolected & vital area barriers, access control personnel & alarm stations 
CHRISTOFFER.G , MADEDA.T., FUNK.D E Region 3, Ole of the Director. 89/00/10. 
2pp, 5096 4 '266-50964 267 

8908210212 Suppl 1 to Generic Ur B9 07 to all operating plants, applicants for OLs & 
holders of CPs re power reactor safeguards contingency planning lor surface vehicle 
bombs Svc list end 

PARTLOW.J.G Associate Director for Projects (Post 870411) 89/08/21 Consolidat- 
ed Edison Co of New York, Inc 55pp 51036.001-51036 050. 


J. Insurance & Indemnity Information 

8908170059 Forwards listed policies.mcludmg Endorsements 24 8 25 to NEUA Policy 
NF 294. Endorsements 19 & 20 to MAELU Policy MF 128,Endorsements 36 & 37 to 
NELIA Policy NF-277 & Endorsements 29 8 30 to MAELU Policy MF-t 14 
OSTER.J Commonweallh Edison Co 89/08/09 DINITZ.I Office of Nuclear Reactor 
Regulation, Director (Post 870411) 49pp 50946 299 50946 347. 


P. Operating license stage documents & correspondence 

8907180211 Generic Ltr 89 13 to all holders ol OLs or CPs lor nuclear power plants re 
svc water sys problems allecting salety-related equipment Svc list end 
PARTLOW.J G. Associate Director for Projects (Post 870411) 09/07/18 Consolldal 
ed Edison Co of New York, Inc 53pp 50735 001 50735 054 

890B1 10376 Advises setpoints correct.adequate design basis provided & current con- 
trols adequate, based on review ol response lo Allegation Rill A 09 0039 Aclions com 
□lote & allegation closed 

SHAFER, W D Region 3, Ole ol the Director 89/07/20 REED.C Commonwealth 
Edison Co 2pp 50093 010-50893 026 

--89081 10386 Requests review 8 disposition ol Allegation Rill 89-A-0039 re nonremova- 
ble calculations associated w/changes to original setpoints lor APRM wilhln 60 days 
of Itr date 

GREENMAN.E G Region 3. Ole ol the Director 89/04/21 REED.C Commonwealth 
Edison Co 3pp. 50893 012-50893 014 

-B90811Q387 Forwards results ol evaluation of Allegation RII1-89A0039 re setpoint 
control 8 documentation practices at facilities Each facility adequately controls key 
satoly sys setpoints Selpoint controls methods will be upgraded 
KOVACH.T J Commonwealth Edison Co 89/06/22 DAVlS, A B Region 3. Ole of the 
Director 12pp 50893 015 50893 026 

8907310220 Ack receipt ol 690705 addl Info re 890526 response lo allegations re 
welders, per 690622 tolcon Accepts Allegation 5 per 890626 momo stating corrective 
actions Implemented Considers allegations closed 

SHAFER, W.D Region 3, Ole ol tho Director 69/07/24 REED.C Commonwealth 
Edison Co ?pp 50744 227-50744 233 

••8907310222 Responds lo 890622 requosl lor addl into re Allegation RIII-88 A- 
0032, providing Info lo substantiate Allegations 1-4 8 correclivo actions taken re Alle- 
gation 6.Allegations regard unsatisfactory porlormed work 

KOVACH.T J Commonweallh Edison Co 89/07/05 DAVIS, A B Region 3, Ole ol the 
Director 5pp. 50744.229 50744'233 

8908040202 Confirms 890726 tolcon re util intention lo withdraw Pagos 199a & 199b ot 
890613 application for amend to Tech Specs, rovislng guidance on RCS 8 contain- 
ment isolation valves per Generic Ltr 87-09, 

TRZYNA.G E Commonwealth Edison Co. 89/07/27 Office ol Nucloar Reactor Regu 
lation, Director (Post 870411) Ip 50800 046-50800 046 

8908080167 Provides status of util elforls lo address NRC request for oxam of current 
& previous labor sotttoment agreements to assure that restrictive clauses which would 
hinder employoos from providing info of safety Issues to NRC, not prosent 
RICHTER, MH Commonwealth Edison Co. 89/07/31 Project Directorate tll-2 2pp 
50855.007-50855 006 

8908140184 Forwards Amonds 117 8 106 to Licenses DPR-39 8 DPR 40, respectively 
& safety evaluallon.Amends revise Tech Spec Section 3 3 1 F, "Relief Valvos" to In- 
clude exception to Gonoral Limiting Condition 3.0.4, 

PATEL, CP. Project Directorate tll-2 89/08/01 KOVACH.T J, Commonwealth Edison 
Co 2pp. 60914 231-50914 251 

-8908140187 Amends 117 & 106 to Licenses DPR-39 & DPR 46, respectively, modifying 
Tech Spec Sections 4.03 8 404, "General Surveillance Requirements' 1 8 Section 
3 3 1 F, "Relief Valves" to Include exception to Limiting Condition 3 0,4 
SHEMANSKI.P.C Project Directorate tll-2 80/08/01 13pp 60014'233 50914 245 

■•8908140188 Safety evaluation supporting Amends 117 8 106 to Licenses DPR 39 & 
DPR 48.respeclively 

' Olhce of Nuclear Reactor Regulation, Director (Post 670411). 89/08/01 8pp, 
50914,246 60914'251. 

8908070174 Forwards SER re util 850612 response to Generic Hr 03-20, Item 4 63 
concerning online functional testing ol reaclor trip sys (RTS), Existing Intervals for sub) 
testing consistent w/achlovlng high RTS availability & acceptable 
PATEL, C.P Project Dlroctorato tll-2 09/06/02, KOVACH.T J Commonweallh Edison 
Co 3pp 50028,001-50026 019 

8908170597 Provides clarification re proposed amend to Tech Specs Section 3,15, 
"Auxiliary Electric Power Sys." Areas that warrant clarification can be grouped into 
Impact or risk assessment of diesel generator & use of LOCA events 
TRZYNA.G, E, Commonweallh Edison Co. 89/08/04 Olllce of Nucloar Reactor Regu 
lation, Director (Post 870411) 2pp 50955 111-50966.112 

8908220295 Rev 0 lo "Offsite Dose Calculation Manual." 

GOLDLUM,J C. Commonwealth Edison Co 89/08/07 1,200pp 50970:126 509Q1-196. 

8908170611 Provides addl Info re proposed amend lo Tech Specs Section 3 15, “Auxil- 
iary Electric Power Sys." Info answers 8 resolves questions raised by NRC re Tech 
Spec amend request. 

HUNSADER.S.C, Commonwealth Edison Co. 89/00/10 MURLEY.T E Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1) 3pp 50958 003 50958 005, 


Q. Inspection reports, IE Bulletins & correspondence 

8908140190 Responds to NRC 890526 & 0619 Itrs re violations noted In Insp Rept 60- 
285/89-19,Correctlve actions, standing order Issued on 890601 lo administratively con- 
trol future failures of 1(2)MOV-CS0049 or 1(2)MOV-CS00050 
KOVACHiT J. Commonweallh Edison Co, 89/07/21 DAVIS, A.B Region 3, Ofc of the 
Director. 6pp. 60925:138-50925:143 
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6907310233 Forwards Salety Insp Repts 50 295/89 15 & 50-304/89-15 on 890509 
0629 fi nolice of violation No response required re Item 1 ol notice of violation 
SHAFER WO Region 3, Ole ol Ihe Director 89/07/24 FtEED.C Commonwealth 
Edison Co 2pp 50742 095 50742 113 


-8907310234 Notice ol violation from insp on 890509-0629 Violation noted facility did 
not have appropriate prescriptive instructions or procedures for sampling of safety re 
fated fuel cul for emergency diesel generator storage tanks 

SHAFER W D Region 3. Ofc of Ihe Director 89/07/24 2pp 50742 097-50742 098 


-S907310238 Safety Insp Repts 50 295/89 15 & 50304/89 15 on 890509-0629 Viola- 
tions noted Major areas inspected action on previous insp findings, summary ol oper- 
ations & 890508 unplanned gas release due lo personnel error 
HINDS, JM Region 3. Ofc of Ihe Director 89/07/24 15pp 50742 099-50742113 


8907200019 NRC Info Notice 69 057, “Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment ’ Svc list end 

ROSSI CE Division of Operational Events Assessment (Post 870411} 89/07/26 
Consolidaled Edison Co of New York, fnc 106pp 50711 333 50712 070 


6908020135 Forwards response lo safeguards inadequacies noted in regulatory effec- 
tiveness review insp on 890515-19 Enel withheld (rel 10CFR73 71) 

KOVACH, T J Commonwealth Edison Co 69/07/28 MURLEY.TE Office of Nuclear 
Reactor Regulation, Director (Post 87041 1) Ip 50772 124-50772 124 


6906-070375 Confirms 890817 meeting in Glen Ellyn.fL to discuss event identified during 
890710 IB security insp, per 699725 tefcon 

GREENMAN E G Region 3, Ole ol the (Director 89/QB/OI REED.C Commonwealth 
Edison Co ip 50922 347-50822 347 


8996110119 Forwards Sarely Insp Repts 50 295/8920 & 50-304/89-18 on 890319 
0714 No violations noted 

GREGER.l R Region 3, Ole ol ihe Director B9/OB/OI REED.C Commonwealth 
Edison Co 2pp 50929 031-50929 048 

- 69081 10124 Insp Repts 50-295/89-20 & 50-304/69-18 on B90619 0714 No violations 
noted Major areas inspected liquid & solid radwaste mgt S transportation 
programs, including organization & mgl controls & compliance W/10CFR6 1 
SIAWINSKI.W J . GILL.CF. SNELL.W Region 3, Ofc ol Ihe Oireclor 89/07/28 
16pp 59929033-50929 048 

8907270121 Suppf 1 to NRC Bulletin 88 010, “Nonconforming Molded Case Circuit 
Breakers" Svc list end 

ROSSI CE Division ol Operational Evenls Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc 1O0pp 50904 148 50904 253 


8907280169 NRC Info Notice 89 058, "Disablement of Turbine Driven Auxiliary Feed 
water Pump Due to Closure ol One of Parallel Steam Supply Valves " Svc list end 
ROSSI, CE Division ol Operational Evenls Assessment (Post 870411) 89/08/03 
Consolidated Edison Co ol New York, Inc I06pp 50900005 50900 110. 


09OBO2OO35 LER 69 009 00 on B90620,equipment attendant at remoto shutdown panel 
inadvertently started auxiliary feedwater pump Caused by personnel error Pump con 
trot transferred to main control board & pump secured W/890727 Hr 
LEVY.GR, JOYCE, T P Commonwealth Edison Co 89/07/20 4pp 50760 295 
50760 298 

8908150380 LER 89 010 00 on 89071 1, unmarked lumper simulated open signal on lur 
bine slop valve, causing Tram A reactor trip Caused by not properly removing tost 
related jumper after testing Testing procedures revised W/890810 llr 
YUNKER.S, JOYCE, TP Commonwealth Edison Co 09/08/10 4pp 50924 054 
50924 057 

8908180416 LER 89 01 1-00 on 890712, several containment isolation valves inadveU 
ently actuated when test switch removed from test position Caused by personnel 
error Operator training & procedure revised W/090814 llr 

SODEN.B, JOYCE, TP Commonwealth Edison Co 89/08/14 4pp 50967 222 
50967 225 

8908280163 LER 89 012 00 on 890723,auxi!iary feedwater pump declared inoperable 
due to failing trip test Caused by administrative error ro plant interpretation of applica 
ble Tech Spec Proper llow settings valved in Procedure revised W/890622 Itr 
YUEN.SJ, JOYCE, TP Commonwealth Edison Co 89/08/22 4pp 51010350. 
51016 353 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection pinna 


8908090417 Fonvarris Suppl 1 to Rev 12 to physical socurily/contingoncy plan Rev 
wilhhetd (rel 10CFR73 21) 

RAY.MJ Tennessee Valley Authorily 89/00/03 Document Control Branch (Docu- 
ment Control Desk) 2pp 50882 104 50082 105 

8908220458 Forwards goals & objectives for Nov 1989 radiological emergency plan 
exercise Exercise currently scheduled on 091 101 

RAY.MJ Tennessee Valley Authorily 89/00/17 Document Control Branch (Docu- 
ment Control Desk) ?pp 50976 231 50976 237 

8908210212 Suppl 1 to Generic Llr 89 07 to all operating plants, applicants for OLs & 
holders ol CPs ro power reactor safeguards contingency planning lor surface vehicle 
bombs Svclislencl 

PARTLOW.JG Associate Director lor P»o|ects (Post 870411) 89/00/21 Consolidol 
ed Edison Co of New York, Inc 55pp 51036 001 51036 056 


G. Adjudicatory correspondence 


8908140257 Forwards Insp Repls 50 237/88-20.50 254/88 22.50-29S/60- 17, 50-373/ 
88-23,50 454/BB-15 & 50-456/BB 24.50-457/B8-24, 50 455/88 14.50-249/88 21.50 
374/88-22,50 265/8B-22 & 50-304/88-17 on 680610-890802 No violations noted, 
GREENMAN,E G Region 3, Ole ol the Director. 89/08/04 REED.C Commonwealth 
Edison Co 2pp. 50915 340 50915 347. 

-8908140261 Insp Repts 50 237/88 20,50 254/68 22,50 295/88-17. 50-373/88 23.50 
454/88 15,50 456/88 24,50-457/88-24, 50-455/8B-14.50 249/88 21,50-374/88 22.50- 
265/68 22 & 50 304/68 17 on 880816 B90802 No violaions noted 
SHAFER, WO Region 3. Ole ol the Director 69/08/04 6pp 50915 342-50916 347 

8903210179 Forwards safeguards Insp Repts 50-295/89-22 & 50 304/89-20 on 
890710 18 Violations noted Uhl will be notified by separate correspondence of NRC 
decision re enforcemenl action Enforcement conference scheduled lor 890817 
NOAELIUS.CE Region 3. Ofc ol Ihe Director 69/08/11 REEO.C Commonwealth 
Edison Co 2pp 50964 264 50934 267 

-B908210182 Radially withheld Security Insp Repts 50-295/69-22 & 60 304/89 20 on 
890710-18 (ref 10CFR73 21) Violations noted Major areas inspected mgt 
support, protected & vital area barriers, access control-personnel & alarm slalions. 
CHRISTOFFER.G , MADEDA.T , FUNK.D E Region 3, Ole ol Ihe Oireclor. 89/08/10 
2pp 50964 266 50964 267. 

890B100128 NRC Info Notice 89-059, "Suppliers ol Potentially Misrepresented Fasten- 
ers " Svc list end 

ROSSI, CE Division of Operational Evenls Assessmenf (Post 870411) 89/08/16 
Consolidated Edison Co of New York, Inc, 106pp. 60992 315 50993 060 

8908140085 NRC Info Notice 89 060, “Mamt of Tetelherapy Units " Svc II si end 
CUNNINGHAM, R E Division of Induslnal & Medical Nuclear Salely (Post 87072B) 
89/08/18 Consolidated Edison Co ol New York, Inc 107pp 50993 061-50993 166 

8908160129 Suppl 2 to NRC Info Notice 88-048, “Licensee Rapt of Defective Refur- 
bished Valves Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post B70411) 89/08/22 
Consolidated Edison Co of New York, Inc lOOpp 50990039 50990137. 


8908030142 Petition (or rulemaking PRM 50-53 requesting NRC action to roview unduo 
risk posed by 0WR thermal hydraulic Instability NRR should Issue order requiring all 
GE BWRs lo bo placed In cold shutdown for staled reasons 

HIATT, S L Ohio Citizens for Responsible Energy 88/07/20 Olfico of Nuclear Reac- 
tor Regulation. Director (Post 870411) 10pp 50820 143 50820 102 


P. Operating license slago documents & correspondence 


8908150020 Forwards Amends 169,169 & 140 (o Licenses DPR 33.DPR-52 & DPR- 
68,respeclively & safety evaluation Amends deteto certain surveillanco testing require 
meats on redundant emergency core cooling & reactor core isolation sys 
BLACK, S Assistant Director for Projects 89/06/30 KINGSLEY, OD Tennosson 
Valley Authorily 2pp 50918 309 50919 076 

-8908160022 Amends 169,169 & 140 to Licenses DPR-33.DPR 52 & DPR 68, 
respectively.deleting certain surveillance testing requirements on redundant emergen • 
cy core cooling & reactor core isolation sys during limiting condition lor operation 
BLACK, S Assistant Director for Projects 89/08/02 IIOpp 50910 311-50019,067 

-8908150025 Safety evaluation supporting Amends 169.169 & 140 to Licenses DPR' 
33.DPR-52 8 DPR-68, respectively 

* Office ol Nuclear Reactor Regulation, Director (Post 070411) 89/00/02, Opp 
50919 068 50919 076 

8907180211 Generic Ltr 09-13 lo all holders of OLs or CPs (or nuctoar power plants ro 
svc water sys problems affecting safety related equipment Svc list oncl 
PARTLOW.JG. Associate Oireclor for Projects (Post 070411) 89/07/18 Consolidat 
ed Edison Co o! New York, Inc 53pp 50735 001-60735 054 

8907310213 Requests response to potential discriminatory aclion against TVA employ 
ees within 30 days of ltr dalo.lo determine whether enforcemenl action necessary to 
ensure compliance w/ regulatory requirements 

CRUTCHFIELD, D Associate Director lor Special Projects (Post 090101) 09/07/20 
KINGSLEY.O D Tennessee Valley Authority. 4pp 50736 232 5073G 235 


R. Periodic operating reports & related correspondence 

80 5? 2 ?? 267 Won,hl Y forming rept for Jul 1989 for Zion Generating Station Unite 1 & 
2 W/8908Q1 ltr 

™OMAS,J, JQYCE.TP Commonwealth Edison Co. 89/07/31 I2pp 50977.092- 
50977 103 

S. Reportable occurrences, LERs & related correspondence 


8907270185 Advises that 890505 Rev 6 to corporate nuclear performance plan 
acceptable Changes given in Rev 6 to corporate nuclear performance plan do not 
affect conclusions of stall SER on corporate nuclear performance plan 
BLACK, S Assistant Director for Projects 89/07/21 KINGSLEY.O D Tennessee 
Valley Authorily 3pp 50683'325 50683 327 

8907310182 Forwards fevised Enel 3 re NSHC, submitted to NRC on 890620, providing 
addl clarification but no change to Tech Specs 

RAY.MJ. Tennessee Valley Authority 89/07/25 Document Control Branch (DoflU 
ment Control Desk) 4pp. 50726 343-50726 340 


8908140110 LER 88-006-01 on 880325,dunng review ol Procedure 16-88, noted that 
measured capacity lor Iwo svc waler pumps approx 32,000 gpm Caused by Incorrect 
P'ocedme change written to prevent reccurrence.W/890807 llr 
E ’ J0YGE - TP Commonwealth Edison Co 89/07/14 4pp 50B9 1.001- 

50Q9 1 004 


8907310418 Documents closure of PRA commitmenls in Rev 2,Section III 11 O of plnnl 
nucrear performance plan & PRA actions required for restart Util will address plnnl 
specific accident vulnerabilities per Generic Llr 88-20, 

RAY.MJ Tennessee Valley Authority 89/07/26 Document Control Branch {Docu- 
ment Control Desk) 2pp 50743 358-50743 359 
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£903020167 Comments on draft NPDES Permit AL0022080,per 890720 & 21 
tel cons Util continues to request approval to reroute 107 & 110 to OSN 111 in order 
to provide buffer between discharges & Tennessee River 

SCHMIERBACH.M Tennessee Valley Authority B9/07/26 HORN.G Alabama, Slate 
of 2pp 50757 229 50757 230 

8908090520 Responds to 890720 Hr re JW Von Weisenestem complaint under Energy 
Reorganization Act.Section 210 Uli! to lake action to seo that distribution of 890525 
memo not misused re blacklist of individuals raising safety concerns 
KINGSLEY, O D Tennesseo Valley Aulhority 09/07/27 CRUTCHFIELD, 0 Associate 
Director for Special Projects (Post 890101) 5pp 50881 330 50801 33d 

8903030309 Advises that based on completed exam & that ol conlractors to date.no 
restrictive clauses found which could prevent employee from contacting NRC about 
polential safety Issues 

KINGSLEY.OD Tennessee Valley Authority 09/07/31 CRUTCHFIELD, D Associate 
Director lor Special Projects (Post 090101) 3pp 50792 350-50792 360 

890S09Q271 Advises that 890721 revs lo ASME Section XI pump & valve testing pro- 

8 ram SER acceptable 

LACK.SC Assistant Director lor Projects B9/0B/01 KINGSLEY.OD Tennessee 
Valley Authority Bpp 50804 212 500B4 219 

8908110213 Summary ol 890710,11 & 12 meetings w/util at plant site ro electrical 
issues, including cable ampacity & ac/dc electrical distribution necessary la support 
full power operation Agenda, list ol allendees & handouts end 

DANIELS, T TVA Projects Division 09/08/02 TVA Projects Division 60pp 
509 IS 045-50916 104 

8903150289 Forwards Amends 169,169 & 140 to Licensos DPR-33.DPR 52 & OPR 
68,respaclively & salety evaluation Amends delete certain testing requirements on re 
dundant ECCS & RCIC sys during limiting condition of operation 
BLACK.S Assistant Director lor Projects 09/00/02 KINGS LEY ,0 D Tennessee 
Valley Authority 3pp 50917 219-50917 348 

-0908150274 Amends 169,109 & 140 to Licenses OPR-33.DPR-52 & DPR 68, 
respeclively.delelmg certain surveillance testing requirements on redundant ECCS & 
RCIC sys during limiting condition of operation 

BLACK.S Assislanl Director for Projects 89/00/02 117pp 50917 222-50917 339 

-0908150276 Salety evaluation supporting Amends 160,169 & 140 to Licenses DPR- 
33.DPR 52 & DPR 68,respecttvely 

* Office ol Nuclear Reactor Regulation, Diroctor (Post 870411). 09/00/02 9pp 
50917 340-50917,340 

8908110058 Forwards Amends 170,170 & 141 to Licenses DPR 33.0PR-52 4 DPR- 
68, respectively & salety evaluation Amend corrects Tech Spoc Surveillanco Require- 
ment 4 6 A 3 to comply W/10CFR50, App H & rovlsos Bases Section 3 6/4 6 
BLACK.S Assistant Diroctor lor Projects 89/08/03 KINGSLEY, 0,0 Tennessee 
Valtoy Authority 2pp 50893 209 50093 240 

-8908110062 Amends 170,170 8, 141 to Licenses DPR-33.DPR 52 & DPR 68, 
respectively, Amends correct Tech Spec Surveillanco Requirement 4 6 A 3 to comply 
w/10CFR50,App H & revises Bases Section 3 6/4 6 

BLACK.S Assistant Director lor Projects 89/08/03 35pp 50093 211-50803 245 

-8908110085 Safely evaluation supporting Amends 170,170 & 141 lo Licensos DPR- 
33, DPR 52 8. DPR 60 .respectively 

• Office ol Nuclear Reactor Regulation, Director (Post 0704 1 1) 09/00/03 3pp 
50B93 246-50603 24B 

8908140294 Forwards salety evaluation supporting use ol Code testing requirements ol 
AS ME, Section XI, Winter 1981 Addenda, lor sys pressure test program lor plant 
BLACK.SC Assistant Director lor Projects 09/08/03 KINGSLEY.OD Tennesseo 
Valley Aulhority 3pp 50925 225 50925 235 

-8908140298 Safely evaluation supporting use ol Codo losllng requirements ol 
ASME, Section XI, Winter 1981 Addenda, lor sys pressure test program for plant 
* Of lice ol Nuclear Roaclor Regulation, Director (Post 870411), 09/00/03 Opp 
50925 228 50925 235 

8908140323 Responds lo 890709 Itr to Chairman Carr ro concerns Concerns havo tech- 
nical merits but do nol constitute nuclear saloty issues 

UAW.B D TVA Projects Division 89/08/03 BUGGS.E D Affiliation Not Assigned 
7pp 50944 171-50944 178 

-8908140326 Requests assistance in determining why util mgt does nol want author lo 
see proposed corrective actions lor four condition adverse lo quality repts issued 
while employed at facility 

BUGGS.E D Affiliation Not Assigned 09/07/09 LIAW.B D TVA Projects Division ip 
50944 178 S0944 178 

6908090180 Application lor amends 10 Licenses DPR-33.DPR 52 & DPR 68, consisting 
of Tech Spec Change 273, revising Tech Spoc Limiting Condition lor Operation 3 7 F & 
bases to relied operalion ol primary containment purge sys operation 
RAY.MJ Tennessee Valley Authority 89/08/04 Document Control Branch (Docu 
manl Control Desk) 2pp 50091 166 50891 181 

-6908090182 Proposed Tech Specs, consisting ol Limiting Condition (or Operations 
3 7 F & Bases Section 3 7,F ro primary containment purge sys 
* Tennessee Valley Authority 89/08/04 14pp 50891 168-50091 101 

B90818Q082 Summary ol 890721 meeting w/util & Impell in Rockville MD re licensee 
employee concerns programs, 

CRAIG, J,W Associate Director for Special Projects (Post 890101) B9/08/04 Associ- 
ate Director lor Special Projects (Post 890101) 67pp 50969.010 50969 077 

B908 170368 Application for amends lo Licensos DPR 33, DPR 52 & DPR-68, consisting 
of Tech Spec 274, changing Tech Specs 3/4 5 E & 3/4 5 F to revise reactor pressure 
requirement al which HPCI & RCIC sys must be operable 

RAY.MJ Tennessee Valley Authority 89/08/09 Document Control Branch (Docu 
ment Conlrol Desk) 3pp 50947'341-50948 005 

-8908170377 Proposed Tech Specs 3/4 5 E & 3/4 5 F, revising reactor pressure ro 
quirennenl at which HPCI & RCIC sys must bo operable 
’ Tennessee Valley Aulhority 89/08/09 22pp 50947 344-5094B 005 

6908220123 Responds to 890718 request re results of 890628 performance audit insp 
SCHMIERBACH.M Tennessee Valley Aulhority 89/08/11 PI2NAR.TG Alabama. 
Stale Pi, 3pp 50999 034 50099 036 


8908160215 Advises that annual NRC confirmatory sample received at plan! on 090724 
damaged Requests that new sample & all subsequent samples be addressed as 
slated & that packages receive radioactive matls label 

RAY.MJ Tennessee Valley Aulhority. 09/00/14 Document Control Branch (Docu 
ment Conlrol Desk) 2pp 50937 126-50937-127 


Q. Inspection reports, IE Bulletins 4 correspondence 

8900010174 Ack receipt of 890614 Itr informing NRC ol steps taken to correct violations 
noted in Insp Repts 50 259/69 10, 50-260/89-10 & 50 206/89-10 NRC comments on 
denial of violation end 

WILSON, BA Assistant Director for Inspection Programs 89/07/18 KINGSLEY ,OD 
Tennessee Valley Aulhority 3pp 50753 314-50763 316 

8908070230 Forwards Insp Repts 50 259/09 10,50-260/09 19 & 50-296/89-19 on 
090415 0515 Unresolved Item ro work control idenlilied 

WILSON, B A Assistant Director for Inspeclion Programs 60/07/18 KINGSLEY.OD 
Tennossoo Valley Aulhority 2pp 50825 203-50625 284. 

-8900070235 Insp Repls 50 259/80-19,50-260/89 19 & 50-296/89-19 on 890415 
0515 No violations noted, Unresolved Hem re control work activities noted Major areas 
inspected operational safety verification & surveillance & main) observations 
CARPENTER, D R , PATTERSON, C S . LITTLE, WS Region 2, Ole ol the Oireclor 89/ 
07/18 27pp 50025 205 50825 311 

6908080178 Ack receipt ol 890707 Hr mlormlng NRC ol steps laken to correct violations 
noted in Insp Repls 50-259/89 06, 50-260/89 06 & 50-296/89 06 
WILSON, B A Assislanl Direclor for Inspection Programs 09/07/ 18 KINGSLEY.OD 
Tennessee Valley Authority 2pp 50855 009-50055 010 

8908080185 Ack receipt ol 890512 Hr informing NRC ol steps taken to correct violations 
noted in Insp Repts 50 259/80 08, 50-260/89 08 & 50 296/09 08 
WILSON, B A Assislanl Director for Inspeclion Programs 09/07/18 KINGSLEY.OD 
Tennessee Valley Aulhority 2pp 50857 268-50657 269 

8907200019 NRC Into Notice 80 057, "Unqualilied Electrical Splices In Vendor Suppliod 
Envlronmenlally Qualified Equipment " Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of Now York, Inc 106pp 50711333-50712 078 

8908150260 Ack receipt ol 890705 S 10 Itrs Informing NRC ol steps taken to correct 
violations nolod In Insp Repts 50 259/09-11, 50-260/39-tl & 50 296/89-1 1 NRC con- 
siders util 090705 responso as official response 

WILSON, BA Assistant Direclor for Inspection Programs 89/07/31 KINGSLEY.OD 
Tennessee Valley Aulhority 2pp 50926 260-50926 261. 

8907270121 Suppl 1 to NRC Bulletin 88 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/03/03, 
Consolldo led Edison Co of New York, Inc lOOpp 50904-148-50904 253 

8907280169 NRC Into Notice 89 056, "Disablement of Turbine Driven Auxiliary Feed 
water Pump Duo to Closure ol One of Parallel Steam Supply Valves," Svc list end 
ROSSI, CE Division ol Operational Events Assessment (Post 070411) 09/08/03 
Consolidated Edison Co of Now York. Inc t06pp 50900 005-50000110 

8908180169 Forwards Insp Repls 50 250/00-20,50-260/89 20 & 50-296/89-20 on 
890515 0615 & notices of violation & deviation Insp findings Indicate certain activities 
appear lo deviate from nuclear performance plan Unresolved items also idenlilied 
WILSON, B Assistant Director lor Inspeclion Programs WILSON, B Region 2, Ole ot 
tho Diroctor 89/08/04 KINGSLEY, O.D Tonnesseo Valley Authority 3pp 50956 333- 
50957 015 

—8908180177 Insp Repls 50 269/89 20,50-260/69 20 & 50 296/89-20 on 890515 
0616 Violation & deviations noted Major areas Inspected operational safety 
VGtilicalion. surveillance & main! observations & CRO housing seismic roanalysis 
CARPENTER, D R , PATTERSON, C A Region 2, Ole of the Director. LITTLE, WS As 
sislant Direclor Tor Inspection Programs 60/08/03 36pp 50956 340 50957 015 

8908210033 Forwards Insp Repls 50-259/09-17,50-260/09-17 & 50 296/09 17 on 
890522-26 8 notice ol violation Unresolved item re assessntenl ol EA audit ol design 
control idenlilied 

WILSON, BA Assislanl Director for Inspection Programs 09/08/10 KINGSLEY.OD 
Tennossoo Valley Authority 3pp 50971 001-50971026 

—8908210036 Notice ol violation Irom Insp on 890522 26 Violalion nolod procedures 
modifying facility piocossed w/o wntton safety evaluation lo provide basis that unro- 
viowed safely question nol being creatod. 

WILSON, BA Assistant Direclor for Inspeclion Programs 09/08/10 2pp 50971 004 
50971 005 

-8908210041 Insp Repls 50 259/09-17,50-260/89 17 S 50 296/89-17 on B90522 
26 Violations noted Major aroas Inspected transitional design change program 
review, ECN close out & review ol 10CFR50 62 (ATWS Rule) implementation 
BRANCH, M , LITTLE, W Region 2, Ole ol the D.reclor, 09/08/10 23pp 50971.006 
50971 020. 

8906160352 Responds to NRC 090713 Itr re violations noted In Insp Repts 50 259/89 
18,50 260/89 10 & 50-296/89 18 Corrective actions applicable portion ol nuclear OA 
manual will be reviewed & revised belore next roluelmg operation 
MEDFORD, MO. Tennessee Valley Aulhority 09/08/14 Document Control Branch 
(Document Control Oesk) 9pp 50929 267-50929 275 

890B10012S NRC Into Nolice 89 059, "Suppliers ol Potentially Misrepresented Faslon 
ers," Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co ol New Yolk, Inc 106pp 50992 315-50993 060 

8908250166 Forwards Insp Repts 50-259/99-12,50-260/89 12 8 50 296/89 12 on 
890410-14 & 890508-12 No viola lions, deviations or unresolved items noted Corrective 
actions lor noncited violalion considered Unit 2 restart Homs 
WILSON. B A Assistant Director lor Inspection Programs 89/08/16 KINGSLEY.OD 
Tennessee Valley Aulhority 3pp 51020 274-51020,321 
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--890B250168 Insp Repts 50-259/89-12,50 260/89 12 & 50 296/89 12 on 890410-14 & 
0508 12 No violations, deviations.unresolved items or inspector followup items 
noted Major areas inspected quality verification 

J ENISON, KM. LITTLE, 1 W Region 2. Ole ol the Director 89/08/16 45pp 51020 277 
51Q20’321 

8908240088 Documents agreement lor extension on due date for revising Site Director 
Sid Practice 7.9, ‘'Integrated Schedule 8 Work Control " Rev needed to improve use 
ol impact evaluation sheet for maint or mod on Tech Spec equipment 
RAY,M Tennessee Valley Authority 89/06/17 Document Control Branch (Document 
Control Desk) 2pp 51016095 51016 096 

8908140085 NRC Into Notice 89 060, "Maint of Teletherapy Units ” Svc list end 
CUNNINGHAM, R E Division ol Industrial & Medical Nuclear Safely (Post 870729) 
89/08/18 Consolidated Edison Co of New York, Inc 107pp 50993 061 50993166 

B9081 60129 Suppl 2 to NRC Tnlo Notice 68-048, "Licensee flept of Defective Refur- 
bished Valves Svc list end 

ROSSI, CE. Division ol Operational Events Assessment (Post 070411) 89/08/22 
Consolidated Edison Co of New York, Inc lOOpp 60990 009 50990 137 

8908250322 forwards response to open items in tnsp Repts 50 259/89 07, 50 260/89 
07 & 50 296/89-07 Corrective actions rigorous analysis handbook will be revised to 
require equipment nozzle thermal displacements to be considered 
RAY,M J Tennessee Valley Aulhority 88/08/22 Document Control Branch (Docu 
menl Control Desk) 7pp 51035 273 51035 279 


R. Periodic operating reports & related correspondence 

8908188383 Revised monthly operating repl lor Feb 1989 for Browns Ferry Uml 3 
RATLlFF.SA Tennessee Valley Aulhonly. 69/02/28 Ip 50956 191 50956 191 

8908159153 Revised monlhly operating repl (or Mar 1989 lor Browns Ferry Unrt 3 
RATLIFF, S A Tennessee Valley Aulhority 69/03/31 2pp 50925 264-50925 265 

8908239322 Forwards monlhly operating rept (or Jut 1989 for Browns Ferry Units 1.2 8 
3 S corrected rept for June 1989 

RAY.M J Tennessee Valley Aulhority B9/0B/15 Document Control Branch (Docu 
menl Control Desk) Ip 51005 282-51005 293 

-• 89 68230382 Monthly operating repts for Jut 1989 for Browns Ferry Nuclear Plant Units 
1,2 A 3 

RATLIFF, 5A Tennessee Valley Authority 69/97/31 6pp. 51005 283-5 1 0135 290 

-890B230383 Revised monthly operating repts (or June 1969 lor 8rowns Ferry Nuclear 
Plant Units 1,2 & 3 

RATLIFF, SA Tennessee Valley Authonty 69/06/30 3pp 51005 291-51005 293 


DOCKET 50-297 NORTH CAROLINA STATE UN IV. PULSTAR REACTOR 


Q, Inspection reports, IE Bulletins A correspondence 

8908150282 Forwards Insp Rept 50-297/89-01 on 890628-30 & notice ol violation 
CLINE.WE Region 2, Ole ol the Director 89/06/02 ELLEMAN.T.S Norlh Carolina 
Stale Umv, Raleigh, NC 2pp 50917 036 50917 049 

••8908150288 Notice ol violation from insp on 890628-30 Violations noted failure to pro- 
vide adequate training to radiation safety ofc personnel performing contamination sur- 
veys & failure to follow environ procedures tor collecting air filters 
CLINE, WE Region 2. Ole ol the Director 89/08/02 2pp 50917 038 50917 039 

-8908150295 Insp Repl 50-297/89-01 on 890626-30 Violation noted Maior areas 
inspecled stall organization, training, radiation conlrot & surveillance ac tivilies.fi nvuon 
monitoring & transportation activities 

BASSETT.CH, DECKER, T R Hegion 2, Ofc ol the Director 89/08/01 tOpp 
50917 040 50917 049 


DOCKET 50-298 COOPER NUCLEAR STATION 


F. Security, medical, emergency & lire protection plans 

8908070980 Rev 10 lo "Cooper Nuclear Station Emergency Plan" W/890717 Hr 
KRUMLAND.KM, TREVORS.G A Nebraska Public Power District 89/07/12 400pp 
50B27 001-50827 359 

8907280083 Rev 12 lo EPIP 5 7 16, "Release Rata Determination " W/ 690720 Itr. 
HAYDFN.R . SAYER.J , TREVORS.G A Nebraska Public Power Oistnct 89/07/13 
21 pp 50706 083-50706 103 

8906090102 Forwards objeclives lor 1989 emergency preparedness exercise lor com- 
ment by 890828 

TREVORS.G A Nebraska Public Power District 39/07/31. Document Control Branch 
(Document Control Desk) 6pp 50B61 299-60681 304 

89081B005S Revised EPIPs, including Rev 11 to 5 7,1, "Emergency Classification," & 
Rev 10 (o 5 7 18, "Olfsite S Site Boundary Monitoring " W/890609 Hr 
TREVORS.G A Nebraska Public Power District 80/08/09 42pp 50959 226- 
50959 271 

8908180164 Advises ol maml leam insp scheduled for wks ol 691113-1204, per 890807 
lelcon Purpose ol meeimgs is to define scope ol insp.lo discuss interlaces between 
team S stall & lo receive mlo to support badgmg leam members for unescorted 
access 

MILHOAN.J L Region 4. Ofc of the Director 89/08/09 TREVORS.G A Nebraska 
Public Power District ?p p 50967 220-50967.221 

8908210212 Suppl 1 to Generic Llr 89 07 lo all operating plants, applicants tor OLs & 
holders of CPs re power reactor safeguards contingency planning tor surface vehicle 
bombs Svc list end. 

PARTLOW.JG Associate Dirac lor lor Propels (Post 670411) 89/08/21 Consolidat- 
ed Edison Co ol New York, Inc 55pp 51036 001-51036 056 


G Adjudicatory correspondence 

8908030142 Petition for rulemaking PRM-50 53 requesting NRC action to review undue 
risk posed by BWR thermal hydraulic instability NRR should issue order requiring all 
GE BWRs to be placed in cold shutdown lor stated reasons 

HIATT, S L Ohio Citizens lor Responsible Energy 88/07/28 Office ol Nuclear Reac 
tor Regulation, Director (Post B70411) ICpp 50820 143 50820 152 


J. Insurance & Indemnity Information 

8908140255 Forwards info demonstrating util ability to obtain funds lor payment of pre 
miums within specified 3-monlh period, including renewed credit agreement & 5 yr fi- 
nancial forecast lor 1989 1993 

TREVORS.G A, Nebraska Public Power District 89/07/31 Document Control Branch 
(Document Control Desk) 88pp 50916 250 50916 337 

8908160375 Forwards Endorsement 69 to MAELU Policy MF-70 & Endorsement 85 lo 
NELIA Policy NF-200 Endorsements retlect return premium based on 1986 final premi- 
um credit lor decrease in engineering rating factor lor nuclear liability insurance 
TREVORS.G A Nebraska Public Power District 89/08/07 Qllice of Nuclear Reactor 
Regulation, Director (Post 870411) 5pp 50937 326 50937 330 


P, Operating license stage documents A correspondence 

B907180211 Generic Llr 89-13 to all holders ol OLs or CPs for nucloar power planters 
svc water sys problems affecting safety-related equipment Svc list end 
PARTLOW.JG Associate Director lor Projects (Post 07041 1) 89/07/10 Consolidat 
ed Edison Co of New York, Inc 53pp 50735 001 50735 054 

8908070241 Responds to NRC 890517 request for addl info re Generic Ur 88 01. 
"IGSCC m BWR Austenitic Stainless Steel Piping " Accepts NRC stall positions on 
processes. water chemistry, wold overlay, clamping devices & sample expansion 
TREVORS.G A Nebraska Public Power District 89/07/24 Documont Control Branch 
(Document Conlrol Desk). 16pp. 50823 281 50823 206, 

6908080112 Application lor amend to License DPR-46, consisting ot proposed Change 
73 to administrative controls Amend revises Tech Specs to delete listing of job posi- 
tion titles tor membership ot plant operations review committee 
KUNCL.LG Nebraska Public Power District 89/07/31 Document Control Branch 
(Document Conlrol Desk), 9pp. 50855 349-50856 003 

--89D80B01 14 Proposed Tech Specs re administrative controls 
* Nebraska Public Power District 89/07/31 6pp 50855 358 50856 003 

8908090054 Submits updated response to station blackout rule. 
10CFR50 63 Emergency diesel generator mm target reliability revised lo 0 95 per 
NUMARC 87 00 guidelines lor 4 h coping duration 

TREVORS, G A Nebraska Public Power District 89/08/03 Documont Control Branch 
(Document Control Dask) 2pp 50884 0118-50884 089 

8908110193 Notification of 890810 significant licensee meeting w/ulil m Arlington, TX lo 
discuss DCRDR, slates ol simulator & offsite safety review enhancement, including sys 
engineer program internal communications 

CONSTABLE.GL Region 4. Otc of the Director 89/08/04 Region 4. Ofc ol the Di- 
rector 2pp 50894 1 00-50894 100 

8908160368 Forwards response to Generic Llr 89 06 re SPDS, Including responses 10 
checklist questions 8 SPDS photographs SPDS will be modified to fully meel NUREG- 
0737.Suppl 1 & NUREG-1342 requirements 

KUNCL.L G Nebraska Public Power District 89/08/07 Document Control Branch 
(Document Conlrol Desk) 57pp 50953 066 50953 123 

8908210226 Conlirms 890808 conversation in which util agreed to participate in B91012 
NRC regulatory impact survey Into re survey provided 

MARTIN, RD Region 4. Ole of the Director 09/08/11 PARRIS, HG Nebraska Public 
Power District 3pp 50964 291 50964 293 

8908230402 Inlorms thal acceptance criteria lor slarlup physics tests met lor Cycle 13 
slartup Detailed lesting results available at plant lor review Cora loading 
verification, control rod operability & subcnlicality check & tip signal test end 
TREVORS.G A Nebraska Public Power District 89/08/15 Document Control Branch 
(Document Conlrol Dask) 4pp 51005 115-51005 1)8 

8908250040 Forwards "Cooper Nuclear Station OCROR Suppl III to Summary Repl," 
per NRC 8 8071 4 request that Suppl III address activities of both 1988 & 1909 
oulagos Rept also provides status ol individual human engineering discrepancies 
TREVORS.G A Nebraska Public Power Oistnct 89/08/16 Document Control Branch 
(Oocument Conlrol Dask) 2pp 51020 322-51021 188 

-8908250042 Cooper Nuclear Station DCRDH Suppl III to Summary Rept " 

’ Nebraska Public Power District 89/08/31 250pp 51020 324-51021 188 

8908250313 Forwards Rev VIII ol Reg Guide 197 instrumentation listRav rollecls 
actual instrumentation used to comply w/terms of reg guide & to fulfill cornmiimenl 
made during tnsp 89 19 to upgrade instrument list 

TREVORS.G A Nebraska Public Power District 89/08/21 Document Conlrol Branch 
(Document Conlrol Desk) 35pp 51020 025 51020 059 


Q. Inspection reports, IE Bulletins A correspondence 


B907310488 Forwards Insp Rept 50 298/89 23 on 890626-30 No violations or ctevi 
at ions noted 

MILHOAN.J L Region 4, Ole ol the Director 89/07/24 TREVORS.G A Nebraska 
Public Power District 2pp 50736 188 50736 194 

—8907310492 Insp Repl 50 298/89 23 on 890626 30 No violations or deviations 
noled Major areas inspected plant mods & licensed operator training program 
MCKERNON.TO, SEID1.E.W C Region 4, Ole of (he Director 89/07/20 5pp. 
50736 190 50736 194 
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6908010391 Forwards Insp Repl 50 290/09 22 on 890601 30 & notice of vrolalion 
MILHOAN.J L Region 4. Ole ol the Director 89/07/24 TREVORS, G A Nebraska 
Public Power District 2pp 50756 145 50756 159 

- 8908010394 Notice of violation from insp on 890601-30 Violation noted inadequate 
design control ro requirement lor evaluation to determine if procedure changes or 
training required due to on the spot changes 

* Region 4, Ofc ol the Director 89/07/24 Ip 50756 147-50756 147 

-8908010397 Insp Repl 50 298/89 22 on 890601 30 Violations noted Maior areas 
inspected operational safety verification, monthly surveillance & main! observations & 
onsite lollowup ol events 

PICK.G A , BENNETT, W R , CONSTABLE, G L Region 4, Ole of the Director 89/07/ 
20 12pp 50756 148 50756 159 

8907200019 NRC Info Notice 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co ol New York, Inc 106pp 50711333-50712 078 


V. Operator Examinations 

8907310408 Forwards Insp Rept 50-298/89-23 on 890626 30 No violations or devi 
alions noted 

MILHOAN.J L Region 4, Ole ol the Director 89/07/24 TREVORS, G A Nebraska 
Public Power District 2pp 50736 1BB-50736 194 

-8907310492 Insp Repl 50 298/89 23 on 890626 30 No violations or deviations 
noted Major areas inspected plant mods & licensed operator training program 
MCKERNON.TO, SEIDLE.W C Region 4, Ole of the Director 89/07/20 5pp 
50736 190-50736 194, 


DOCKET 50 301 POINT BEACH NUCLEAR PLANT, UNIT 2 


F, Security, medical, emergency & fire protection plans 


8908010461 Forwards Insp Repl 50 298/89 21 on 890626 30 No violations Of devi 
alions noted 

MILHOAN.J L Region 4, Ole ol Iho Director 89/07/27 TREVORS, G A Nebraska 
Public Power District 2pp 50745 260-50745 269 

- 8908010462 Insp Ropt 50 298/89-21 on 890626-30 No violations or deviations 
noled Major areas inspected licensee liquid, gaseous & solid radwaste sys 
NICHOLAS, J B , BAER.R E Region 4. Ole ol the Direclor 89/07/26 16pp 
50745 270-50745 285 


8908030011 Ack receipt ol 890630 Itr Informing NRC ol steps taken 1o correct violalions 
noled In Insp Ropt 50-290/88 29 

MILHOAN.J L Region 4, Ole ol the Director 09/07/27 TREVORS, G A Nebraska 
Public Power District 2pp 50793 215 50793 210 

8907270121 Suppl 1 to NRC Bulletin 08 010, "Nonconforming Molded Case Circuit 
Breakers ” Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Po9l 870411) 89/00/03 
Consolidated Edison Co of New York, Inc 108pp 50904 148-50904 253 

8907280169 NRC Into Nolice 09 058, "Disablement of Turbine Driven Auxiliary Feed- 
water Pump Duo lo Closure ol One ol Parallel Stoam Supply Valve9 " Svc Ii6t end 
ROSSI.C E Division ol Operational Events Assessment (Post 870411) 09/08/03 
Consolidated Edison Co ol Now York, Inc 106pp 50900 005 50900 110 

8908090458 Ack recelpl ol 890705 Mr In rosponse to 090608 nolico ol violation re Insp 
Ropt 50 298/89 ID Util basis lor denial ol violation not substantiated & NRC con- 
cludes that violation did occur 

MILHOAN.J L Region 4, Ole of Iho Director B9/0D/O3 TREVORS.G A Nebraska 
Public Power District 2pp 50801 305-50801 309 


8908160318 Ack receipt ol 890719 Mr inlorming NRC ol steps taken to correct violations 
noted In Insp Ropt 50-298/B9-1O 

MILHOAN.J L Region 4, Ole ol Iho Director 09/08/04 TREVORS.G A Nebraska 
Public Power District Ip. 50936 335-50936 339 

8908180164 Advises of maiol team insp scheduled for wks ol 091 1 13-1204, por 890007 
tolcon Purpose ol meelings is to delino scope of insp, to discuss Interfaces between 
loam & stall & to receive Inlo to support hedging team mombors lor unescorted 
access 

MILHOAN.J L Region 4, Ole ol the Director 09/08/09. TREVORS.G A Nobraska 
Public Power District 2pp 50967 220 50967 221 


8908100128 NRC Inlo Notice 89 059, "Suppliers ol Potentially Misrepresented Fasten 
ers.*' Svc list end 

ROSSI.C E Division ol Operational Evonts Assessment (Post 870411). 89/00/16 
Consolidated Edison Co ol Now York, Inc 106pp 50992 315-50903 060 


8908140086 NRC Inlo Nolico 89 060, "Maml ol Tolethorapy Units ’’ Svc list end 
CUNNINGHAM.R E Division ol Industrial & Medical Nuclear Salaty (Post 870729) 
89/08/18 Consolidated Edison Co ol New York, Inc 107pp 50993,061-50993.166 


6907310318 Forwards rept lor unannounced oil hours drills on 881020 for Slate ol 
Wl, site-specific to Zion. Point Beach, Kowaunoo & Prairie Island nuclear power 
stations No deficiencies or areas requiring corrective actions noted 
KWIATKOWSKI.D Federal Emergency Man a gemenl Agency 89/87/19 CONGEL.FJ 
Division of Radiation Protection & Emergency Preparedness (Post 070411) Opp 
50726 297 50726 304 

8908080116 Forwards Safety Insp Ropt9 50 266/89-20 & 50-301/89 19 on 890601- 
0715 Some issues unresolved 

KNOP.R C Region 3, Ofc of the Director 89/07/28 FAY.C W Wisconsin Eleclric 
Power Co 2pp 50856 176 50856 186 

--8908080118 Insp RoptB 50-266/09 20 & 60-301/69-19 on 890601 0715Some issues 
unresolved Major areas Inspecled previous Insp fmdings.operationa! salaty 
verification, radiological coni rola, main t & surveillance & emergency preparedness 
DEFAYETTE.R.W Region 3. Ofc ol the Direclor 89/07/25 9pp 50856 178- 
50856 188 


8906080213 Revised emergency plan.lnctudlng Rev 26 lo EP 4 0,Rov 31 to EP 5 0, Rev 
29 to EP 6 0 & Rev 9 to App A W/8908O1 Itr 

FAY.C W Wisconsin Eleclric Power Co 09/07/28 I08pp 50029,319-50830066 


8908140227 Responds lo NRC 890621 Hr ro violations noted in Insp Ropts 50 266/09- 
13 & 50 30 1/89- 12 Corrective actions persons Identified as requiring specialized (rain- 
ing will participate annually fn at least one training activity, 

FAY.C.W. Wisconsin Electric Power Co 69/08/03 Document Control Branch (Docu- 
ment Conlrol Desk). 5pp. 50016.340-50915 352 

8908100280 Forwards Salety Insp Repls 50 266/89 19 & 50 301/89 18 on 090619- 
30.No violation Issued lor violation re failure to provide conlrol over emergency oper- 
ating procedures since ulil Identified concern in rocent Internal audit, 

WRIGHT, G C. Region 3, Ole of Iho Direclor 99/00/04, FAY.C W Wisconsin Electric 
Power Co. 2pp 50801,208 50891:333 


-8908100290 Insp Repls 50 260/89-19 & 60-301/89 18 on 890819-30 Violation 
noted MBlor areas inspoclod.emergoncy operating procedures 
HASSE.R , PHILLIPS, M P. Region 3, Ofc of the Director. 89/00/03 34pp 50891 300- 
50801 333 


B908180224 Ack rocelpt ol 090706 Hr providing addl info ro changes lo 890126 plant 
security plan & requests addl Info Response must be provided wllhln 30 days from 
receipt of Itr 

GREGER.L R Region 3. Ofc ol the Director 89/08/08 FAY.C W Wisconsin Electric 
Power Co 2pp. 50956 204-50950.265 

8908220199 Forwards Safely Insp Ropts 50 266/09-23 & 50 301/00-22 on 090710-14 
& 0803, No violations noted 

GREGER.L R Region 3, Ole of the Director, 09/08/14 FAY.C W Wisconsin Eleclric 
Powor Co 2pp. 50994-140 50094.152 


8908250313 Forwards Rev VIII ol Reg Guido 1 97 Instrumentation list Rev ro/locls 
aclual Instrumentation used to comply w/lerms ol reg guide & to fulfill commitment 
made during Insp 89 10 to upgrade instrument list 

TREVORS.G A Nebraska Public Power District 89/08/21 Document Conlrol Branch 
(Documenl Control Desk) 35pp 51020 025-51020 059 

8908160129 Suppl 2 to NRC Inlo Notice 08 048, "Llconsoo Ropt of Defective Refur- 
bished Valves •' Svc list end 

ROSSI.C E Division of Operational Evonla Assessment (Post 070411) 89/00/22. 
Consolidated Edison Co of New York, Inc 100pp. 60990 030-50990 137 


-6908220216 Insp Repls 50 266/89-23 & 50-301/09 22 on 890710-14 & 0803. No 
vlolatlons.dalicienclea or deviations noted.Major areas inspecled licensee emergency 
preparedness program & followup on aclual emergency plan actuations, 

FOSTER, J.E. Region 3, Ofc ol the Director 89/00/14. 10pp. 60904-142 50994.152. 

8900210212 Suppl 1 lo Gonerlo Ur 89-07 to all opaiating plants, applicants lor OLs & 
holders ol CP9 re power reactor safeguards conlingency planning lor surface vehicle 
bombs. Svc list end 

PARTLOW.J.G, Associate Director lor Projects (Post 870411). 69/08/21 Consolidat- 
ed Edison Co, ol Naw York, Inc. 65pp, 51036,001-51036 056. 


R. Periodic operating reports & related correspondence 

8908150154 Forwards operating rept for Jul 1989 & correcled unit shutdown data for 
June 1989 lor Cooper Nuclear Station, 

HORN,G R Nebraska Public Powor District. 89/08/09 Documenl Conlrol Branch 
(Documenl Control Desk) Ip 50926 038 50926 043 

-8908 1 501 93 Monthly operating repl lor Jul 1989 lor Cooper Nuclear Station 
THOMPSON, JE Nebraska Public Power District 89/07/31. 4pp 50928,039- 

50926 042, 

-8908150195 Correcled unit shutdown data lor June 1989 lor Cooper Nuclear Siallon 
THOMPSONS E Nebraska Public Power District 09/06/30. Ip 50926 043 

50926.043 


S. Reportable occurrences, LERs & related correspondence 

8908260324 LER 89 023-00 on 09O522.durlng Insps.wall thickness below required 
design min observed on RHR Loop A Injection throtllo valve Caused by erosion due to 
throttling Wall Ihlckness measurements performed more often W/890818 Itr. 
KRAUSE.R.W, HORN.GR. Nebraska Public Power District 89/08/17, 5pp. 
51016:161-51016 165, 


K. Utility Final Safety Analysis Report (FSAR) A amends 

8907270171 Forwards Spring 1989 rev to FSAR lor Point Beach Units 1 & 2 Changes 
made per 10CFR60.69 & previously Identified In 1988 annual results & dala repl 
FAY.C W Wisconsin Eleclric Power Co 89/07/21. Document Control Branch (Docu- 
ment Control Desk). 2pp 50708 201-50709-142 

-8907270201 June 1989 FSAR update, Poinl Beach Units 1 & 2 
* Wisconsin Eleclric Power Co. 89/06/30. IDOpp 50708-203-50709.142. 


P, Operating license stage documents & correspondence 

8907180211 Generlo Ltr 89 13 to all holders ol OLs or CPs for nuclear power plants re 
svc water sys problems affecting safety-related equipment Svc list end. 

PARTLOW.J.G Associate Director lor Projects (Post 070411). 89/07/18. Consolidat- 
ed Edison Co of New York, Inc 63pp 60735 001-50735, 054. 

8908010218 Advises that 890830 revs to Section 1 B ol OA program consistent w/provl- 
slons ol App B lo 10CFR50 & acceptable 

WRIGHT, GC, Region 3. Ole of the Director. 89/07/27 FAY.C.W. Wisconsin Electric 
Power Co, Ip 50753-298 50753.290 
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8908020264 Discusses course ol action lor unacceptable design of auxiliary feedwater 
sys lor loss ol instrument air lor mam steam line break inside containment, per suppl to 
Bultetin 80 04 fi Generic Ur BB 14 Defective components replaced 
FAY.CW Wisconsin Electric Power Co 89/07/27 Document Control Branch (Docu 
men! Control Desk) 3pp 50772 136-50772 130 

8908030205 Forwards Amends 123 & 126 to Licenses D PR-24 S OPR-27, respectively 
& safety evaluation Amends revise Tech Spec 15 2 3 1 B(5) to eliminate l-della t func- 
tion Irom overpower della T setpoint to increase flexibility ol operation 
SWENSON, V/H Protect Directorate 111-3 89/07/31 FAY.CW Wisconsin Electric 
Power Co 4pp 50793 107-50793 120 

- 8908039207 Amends 123 & 126 to Licenses DPR 24 & DPR 2 7, re spec lively, revising 
Tech Spec 15 23 1 B(5) to eliminate f della I (unction from overpower della T set- 

{hANNON.JN Protect Directorate 1 1 1-3 89/07/31 7pp 50793 111-50793 117 

-8908030208 Safety evaluation supporting Amends 123 fi 126 to Licenses DPR 24 & 
DPR 27,respeclively 

* Oltice ol Nuclear Reactor Regulation Director iPost 870411) 89/07/31 3pp 
50793 118 50793 120 


8908040260 Confirms dales ol 890615-18 (or review ol backup documentation support- 
ing response to station blackout rule, 1OCFR50 63,lor plant NUMARC-8700 guidelines 
will be used to evaluate station blackout assessment 

SWENSON WH Project Directorate 111-3 89/07/31 FAY.CW Wisconsin Electric 
Power Co 3pp 50799 330-50799 332 


8908090038 Forwards mod to 671230 application lor amend to Licenses DPR 24 & 
D PR-27, consisting ol Tech Spec Change Request 120 Amend adds Section 15 S.1 2 
to document changes to stall organization 8 remove organization chart s.per NRC re- 
quest 

ABDOO.R A Wisconsin Electric Power Co 89/08/01 Document Control Branch 
(Document Control Desk) 7pp 50891 143 50891 162 


-8908090042 Proposed Tech Spec Charge Request 120, adding new Section 1561 2 
to document changes in stall organization fi remove organization charts. 

• Wisconsin Electric Power Co 89/08/01 I3pp 50091 150 50891 162 


8908100111 Applicalion far amends lo Licenses DPR-24 S OPR-27. consisting of Tech 
Spec Change Hequesl 126, revising heatup & cooldown limit curves 
BRITT, R W Wisconsin Electric Power Co 89/00/03 Document Control Branch (Doc- 
ument Control Desk) 6pp 50892 085 50892 105 


■89081001 16 Proposed Tech Specs re heatup a cooldown Irmil curves 
* Wisconsin Electric Power Co 09/08/03 16pp 50892 090-50092 105 


8908100132 Notification ol 890810 meeting w/util in Rockvilte.MD to discuss plant reac 
tor vessel integrity. 

SWENSON.W H Project Directorate 111*3 89/08/03 HAN NON, J N Pro|ecl Directorate 
1 1 1-3 3pp 50886 01 1-50BB6 013 

8908150205 Application for amend to License DPR-2 7, consisting of Tech Spec Change 
Request 134, revising Tech Spec Table 15 3 1-2, ’'Point Beach Nuclear Planl.Uml 
2, Reader Vessel Surveillance Capsule Removal Schedule " 

FAY,C W Wisconsin Electric Power Co 89/08/08 Document Control Branch (Docu- 
ment Control Desk) 4pp 50925 316 50925 320 


-89980B0118 Insp Repls 50 266/89-20 fi 50-301/89-19 on 890601 0715 Some issues 
unresolved Maior areas inspected previous in9p findings, operational safety 
verification, radiological controls, main! & surveillance & emergency preparedness 
DEFAYETTE.R W , VANDERNIET.C L , LEEMONRJ Region 3, Ole of the Director 
89/07/25 9pp 50856 178 50856 186 

0907270121 Suppl 1 to NRC Bulletin 88-010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) B9/08/03 
Consolidated Edison Co oINew York, Inc 108pp 50904 148 50904 253 

8907280169 NRC Info Notice 89 058, "Disablement of Turbine-Driven Auxiliary Feed 
water Pump Due to Closure of One of Parallel Steam Supply Valves" Svc list end 
ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co ol New York, Inc 106pp 50900 005-50900 110 

8908140227 Responds to NRC S90621 Hr re violations noted in Insp Repts 50 266/89 
13 & 50 301/89-1 2 Corrective actions persons identified as requiring speciatized tram 
mg will participate annually in at least one training activity 

FAY.CW Wisconsin Electric Power Co 89/08/03 Document Control Branch (Docu 
menl Control Desk) 5pp 50915 348-50915 352 

8908100280 Forwards Safely Insp Repts 50 266/89-19 & 50 301/89 18 on 690619 
30 No violation issued lor violation re failure lo provide control over emergency opor 
atlng piocedures since util identified concern in recent internal audit 
WRfGHT.G C Region 3. Ofc of fhe Director 89/08/04 FAY.CW Wisconsin Electric 
Power Co 2pp 50891 298 50091 333 

-8908100290 Insp Repts 50 266/89-19 & 50-301/09-18 on 890819 30 Violation 
noted Major areas inspected emergency operating procedures 
HASSE.R , HOPKINS.J , VANDERNIET.C Region 3, Ofc of the Director 09/08/03 
34pp 50891 300 50891 333 

8908170440 Responds to NRC B90706 Itr re violations noted in Insp Repts 50 266/69 
04 & 50-301 /89-04 Corrective actions evaluation ol 15 piping supports w/lntogra! 
welded attachments on local pipe stress performed utilizing different techniques 
FAY.C W Wisconsin Electric Power Co 09/08/04 DAVIS, A B Region 3, Olo of Iho 
Director 7pp 50954 004 50954 108 

-8908170616 Rev 2 to Calculation AC 601 R 2-R38, "Evaluation ol Pipe Support " 

‘ Bechtel Corp AC-601 R-2-R38 R02 89/06/23 96pp 50954 011-50954 100 

6908220199 Forwards Safety Insp Repls 50 266/89 23 & 50-301/89 22 on 690710 14 
& 0603 No violations noted 

GREGER.L R Region 3, Ole ol the Director 89/08/14 FAY.CW Wisconsin Electric 
Power Co 2pp 50994 140-50994 152 


■8908220215 Insp Repls 50 266/89 23 & 50 301/09 22 on 090710 14 & 0803 No 
violations, deficiencies or devialions noted Major areas inspected licensee emergency 



50994 152 


-890B 180344 Proposed Tech Spec Table 15 31-2, “Point Beach Nuclear Planl.Umt 
2, Reactor Vessel Surveillance Capsule Removal Schedule " 

* Wisconsin Electric Power Co 69/08/00 Ip 50925 320-50925 320 

890B 160248 Forwards entena lor determining justification for continued operation when 
encountering major discrepancies in as-built safety related piping at 
facilities Allowables used in criteria based on ASME Seclion III.App F values 
FAY.CW Wisconsin Electric Power Co. 89/OS/OB SWENSON r W Project Directorate 
III 3 7pp 59935 235-50935 241. 


8908100128 NRC Info Notlco 89 059. "Suppliers ol Potentially Misrepresented Fasten 
ers ’’ Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/00/16 
Consolidated Edison Co of New York, Inc 106pp 50992 315*50993 060 


8908240399 Conlirms mgl meeting between J Zach & EG Greenman at plant on 
890B24 lo discuss routine events ol interest as agreed at SALP 7 meeting 
GREENMAN.EG. Region 3, Ofc of Iho Oirector 89/00/17. FAY.CW Wisconsin Elec- 
tric Power Co Ip 51028 270 51028 270 


Q. Inspection reports, IE Bulletins & correspondence 

6907270301 Responds to NRC 890626 Hr re violations noted in fnsp Repfs 50-266/89* 
15 & 50-301/89*14 Corrective actions qualified red taggers list will be removed from 
standing order & be directly controlled by superintendent of operations 
FAY.CW Wisconsin Eleclric Power Co 89/07/21 Document Control Branch (Docu- 
ment Control Desk) 3pp 50704 289-50704 291. 

8907310043 Forwards app to SALP 7 Repts 50 266/69 01 fi 50-301/89-01 for Oct 
1987 through Mar 1989 Conclusions presented In app based on In depth discussions 
dunng 890627 meeltng A review of ulil 890717 Itr ol repsonsa 
DAVIS, A B. Region 3, Ofc of the Director 89/07/24 FAY.C.W Wisconsin Electric 
Power Co 3pp 50742 114-50742 134 

-8907310045 App to SALP Repts 50-266/89-01 & 50-301/89-01 for Ocl 1987 through 
Mar 1989.0vera1l ratings unchanged 

• Region 3. Ofcol the Director 09/07/24 14pp 50742.117-50742 130 

-8907310046 Responds to SALP Repts 50-266/89 01 & 50-301/89 01 for Ocf 1987 - 
Mar 1989 Redundancy In repl noled Issues associated w/ si ah on battery replacement 
mentioned in three separate places in rept 

FAY.CW Wisconsin Electee Power Co. 69/07/17 DAVIS, A B Region 3, Ofc of the 
Director 4pp 50742 131-50742 134 

8907200019 NRC Info Notice 89 057, "Unqualified Electrical Splices (n Vendor Supplied 
Environmentally Qualified Equipmenl " Svc list end 

ROSSI.CE Division ol Opera lie na I Evenls Assessment (Post B70411). 89/07/26. 
Consolidated Edison Co of New York, Inc 106pp 5071 1 333 50712 078 

8908020284 Discusses course of action for unacceptable design of auxiliary feedwater 
sys for loss of instrum enl air lor mam steam line break inside conlainmenl.per suppl to 
Bulletin 80 04 fi Generic Ur 88-14 Defective components replaced 
FAY.CW Wisconsin Electric Power Co 69/07/27. Document Control Branch (Docu- 
ment Control Desk). 3pp 50772 136 50772 138 

89080601 16 Forwards Safety Insp Hepts 50-266/89 20 & 50-301/89 19 on 890801* 
0715 Some Issues unresolved 

KNQP.RC Region 3, Ofc of the Director. 89/07/28 FAY.CW. Wisconsin Electric 
Power Co. 2pp 50856,176 50B56 186 


6908140085 NRC Into Nolice 89-060, “Maml ol Teletherapy Units," Svc list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 070729) 
89/08/16 Consolidated Edison Co of New York, Inc 107pp 50993 061-50993166 

8908160129 Suppl 2 to NRC Into Notice 88 048. "Licensee Repl ol Defective Rofw 
bished Valves ‘ Svc list end. 

ROSSI.CE Division ol Operational Events Assessment (Post 8704 ft) 89/08/22 
Consolidated Edison Co of New York. Inc lOOpp 50990 039-50990 137 


R. Periodic operating reports & related correspondence 


9908150036 Monthly operating repts for Jut 1989 tor Point Beach Units t & 2W/ 
890810 Itr 

KRAUSE, CW, FAY.CW. Wisconsin Electric Power Co 89/07/31 9pp 50017-113* 
50917121 


S, Reportable occurrences, LERs & related correspondence 


8908140349 NPDES noncompliance nolilicatlon on 890718 & 24 .daily max total residual 
chlorine ellluenl limitation was exceeded Investigation into evenls commenced 
FAY.C W Wisconsin Electric Power Co 09/00/04 SWENSON.W Project Directorate 
1113 3pp. 50915 358-50915 360 

6908160233 NPDES noncompliance notilication.on 890804,daily max total residual chlo- 
rine effluent limitation in cooling water discharge (Outfall 002) exceeded Investigation 
underway Results of Investigation will be submitted 

FAY.CW Wisconsin Electric Power Co 89/00/08 Wisconsin, State of 5p 
50929 227*50929,227 

8900170496 LER 89 003 OO.on 8907 12, level channel 2LE-934 declared Inoperable & fill 
operation suspended when channel Indicated spuriously Caused by moisture Intrusior 
between hatar insulator & sensing rod Detector replaced W/890809 Itr 
FAY.C.W. Wisconsin Electric Power Co 89/08/09 7pp 60941 001*5094 1-007 
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V. Operator Examinations 

89DB170354 Advises that Contirmatory Action Hr Rill 09-009 re remedial aclion for li 
censed operator requalilication program considered closed since licensee mot all 
commitments noted Actions taken resulted in successful re exam of individuals 
DAVIS, A B Region 3, Ole of the Director 89/08/04 FAY.C W Wisconsin Electric 
Power Co tp 50940 023-50940 020 

--8908170361 Discusses unsatisfactory plant requalitication program & lists util commit- 
ments lor accelerated remedial training for personnel who failed exam 
DAVIS, A 8 Region 3, Ofc of the Director 89/03/28 FAY.C W Wisconsin Electric 
Power Co 2pp 50948 026 50948 028 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F. Security, medical, emergency & fire protection plans 

B9QB100224 Rev 27 lo Sue Nuclear Svcs Dept Procedure REP 02, "Activation & Notifi 
cation of Corporate Emergency Support Organization" & Rev 41 to index 
STEPHENSON, J D , HICKLE.B I , WILGUS,W S Florida Power Corp (subs of Florida 
Progress Corp) 89/07/20 30pp 50086 111-50806 140 

B90B1B0283 Forwards Insp Rept 50-302/89 15 on 890603 0707 & notice of 
violation Violation B2 In notice similar to violation contained In NRC 890311 
Itr Particular attention should bo dirocled toward root cause of problem & corrective 
actions 

SINKULE.M Region 2, Ofc of the Director 89/00/01 WILGUS.WS Florida Power 
Corp (subs of Florida Progress Corp ) 2pp 50964 323 50964 340 

■0903180295 Notice of violation from insp on 890603 0707 Violation noted on 
890621. several colls of station batteries A & B had olectrolyle levels greater than max 
level mark & lour unqualified personnel assigned duly on firo bngado 
SINKULE.M V Region 2, Ofc ol Iho Director 09/00/01 2pp 50964 325-50064 326 

-8908180267 Insp Rept 50 302/09-15 on 090603 0707 Violations nolod Ma|or areas 
inspected plant operations, security, radiological controls, LERs & nonconforming oper- 
ations repts, facility mods.onsito events & annual emergoncy drill 
HOLMES RAY.P , TEDROW.J , CRLENJAK.R Region 2, Ole ol the Director 09/08/ 
Ot 14pp 50964 327-50964 340 

8908090006 Forwards Insp Rept 50-302/09-16 on 890625 30 & notice of 
violation Notice & details of rept withhold (rot 10CFR2 790 & 73 21) 

CLINE, W E Region 2, Ole of the Diroctor 09/00/02 WILGUS.WS Florida Power 
Corp (subs of Florida Progress Corp) 2pp 50003 150 50803 160 

- 690B090007 Partially w.lhhold Insp Ropl 50-302/09 16 on 000625-30 (rol I0CFR2 790 
& 73 21) Violations noted Major areas inspected mgt support, security program plans 
& audits.dolection & assessment aids & packages & vehicles 
THOMPSON, D, MCGUIRE, DR Region 2, Ole ot the Director 09/00/01 tp 
508B3 160 500B3 160 

09081 5024 1 Foiwards Insp Repl 50 302/09 12 on 890620 23 No violations or dovi 
ahons noted Exerciso woaknoss notod in Paragraph 5 ol ropl 
COLLINS, D M Region 2, Ole of the Director 09/00/02 WILGUS.W S Florida Power 
Corp (subs of Florida Progress Corp ) 2pp 50926 013-50926 029 

-8908150243 Insp Rept 50-302/B9-12 on 890620 23 No violations or deviations 
noledMaior areas inspected observation & evaluation of annual emergoncy 
exeicise, emergency operations facility & emergency nows clrOno weakness notod 
SARTOR, W M . RANKIN, WH Region 2, Ofc ol the Diroctor 09/00/01 I5pp 
50926015 50926 029 

8908280384 Rev 4 lo EPIP EM-210, "Duties ot Emcrnency Repair Team " 

STEPHEN SON, J O Florida Power Corp (subs ol Florida Progress Corp) 09/08/15 
6pp 51035 354 51035 359 

8903280383 Rev 8 to EPIP AR-501, "ICS I Annunciator Rosponso " 

' Florida Power Corp (subs ol Florida Progress Corp) 89/08/16 tOpp 51041 315- 
51041 324 

0908250293 Application lor amend to Liconso DPR 72, consisting ol Tech Spec Change 
Request 165, deleting liro protection & remote shutdown Instrumentation raquiremonts 
Irom Tech Specs, per Generic Ltr 86 10 

BOLOT.G Florida Power Corp (subs ol Florida Progross Corp ) 89/08/18 Document 
Control Branch (Document Control Desk) 7pp 51019 329 51019.361 

-8908260294 Proposed Tech Specs, deleting lire protection & remoto shutdown Inslru 
monlation requirements 

• Florida Power Corp (subs ol Florida Progress Corp) 89/00/18 26pp 510t9 336- 
51019361 

8908210212 Suppl 1 lo Generic Ltr 89 07 to all operating plants, applicants for OLs & 
holders ol CPs re power reactor safeguards contingency planning lor surface vohlcle 
bombs. Svc list and 

PARTLOW.JG Associate Director for Protects (Post 870411) 89/08/21 Consolidat- 
ed Edison Co of Now York. Inc 55pp 51036 001-51036 056 


P. Operating license stage documents & correspondence 

8008210040 Advises that valves in photographs & mlg records forwarded to licensee 
identified as mfg by Velan.lnc Marking info provided by Florida Power Corp malchos 
perfectly w/licensee mfg records 

DAVIS.A Velan Valve Co 89/06/06 PETROSINO.J J Office of Nuclear Reaclor Reg- 
ulation, Director (Post 87041 1) 5pp 50993 356 50993 360 

8907 1802 11 Generic Llr 89-13 to all holders ol OLs or CPs for nuclear power plants ro 
svc water sys problems aflecling salely related equipment Svc list encl 
PARTLOW.JG Associate Diroctor lor Projects (Posl 87041 1) 89/07/18 Consolidat- 
ed Edison Co, of New York, Inc 53pp 50735 001 50735 054 

8907270294 Responds lo live NRC concerns & roquests for assurances re high energy 
line break, per NRC 8906 1 5 llr 

WILSON.K R Florida Power Corp (subs of Florida Progress Corp ) 89/07/19 Docu- 
ment Conlrol Branch (Document Control Desk) 3pp 50705 108 50705 1 10 


8907280331 Requests addl into re emergency diesel generator upgrade program for 
plant by 890804 Items discussed in detail listed.lncluding components requatifled by 
testing 

SILVER, H Project Directorate 11-2 89/07/21 WILGUS.WS Florida Power Carp 
(subs ol Florida Progress Corp ) 4pp. 506B9 269-50689 27 2 

8908150152 Notification of poslponement of 890010 meeting w/util in Rockville, MD to 
discuss electrical power sys problems, including recenf loss of olfsite power ovenls & 
emergency diesel generator modsMeeling will Be rescheduled 
SILVER, H Project Directorate II 2 09/07/21 BERKO W.H N Project Directorate 11-2 
3pp 50926 030 50926 032 

8908010361 Application lor amend lo License DPR -72 .consisting ol Tech Spec Change 
Request 169, removing organizational charts, per Generic Llr 08 06 
BOLOT.G Florida Power Corp (subs of Florida Progress Corp ) 89/07/26 Document 
Conlrol Branch (Document Conlrol Ds3k) 9pp 60755 1 89-50755 202 

-8908010365 Proposed Tech Specs, removing organizational charts per Generic Ur 08 
06 

* Florida Power Corp (subs of Florida Progress Corp ) 89/07/26 5pp 50755 1 0B- 
50755 202 

B 908010446 Appticalion for amend lo License DPR-72, consisting of Tech Spec Change 
Request 1 70, removing lluence-dependent pressure/ temp limits from Tech Specs & 
relocating to prossura/temp limits ropl Rept encl 

BOLDT.G Florida Power Corp (subs of Florida Progross Corp ) 89/07/26. Document 
Conlrol Branch (Documonl Conlrol Desk) 7pp 50754 325-50754 331. 

-890B010451 Rov 0 lo "Prassura/Tomp Lunils Rept " 

* Florida Power Corp (subs of Florida Progress Corn) 69/07/26 7pp 50754 332- 
50754 33B 

8908020179 Application (or amend (o Liconso DPR-72.consisting of Tech Spec Change 
1 72, adding requirements for core exil lliormocouples S ro actor vessel level instrumen 
lation 

BOLDT.G Florida Powor Corp (subs ol Florida Progress Corp ) 09/07/26 Document 
Conlrol Branch (Document Control Desk) 5pp 50763 241-50763 24B 

-6908020183 Proposed Tech Specs adding requirements (or core exit thermocouples & 
reaclor vossol levol Instrumentation 

■ Florida Power Corp (subs of Florida Progress Corn) 89/07/26 3pp 50763 246 
50763-248 

8900010306 Responds lo 800705 meeting & 090712 llr re alternate olfsite power supply 
enhancements, Util actively pursing plans to upgrade current alternate offsite power 
source lo ono which will have high capacity 

WIDELL.RC Florida Powor Corp (subs ol Florida Progress Corp) 89/07/27 Docu- 
ment Conlrol Branch (Document Conlrol Desk) 6pp 50754 276 50754 281 

8908110340 Forwards corrected pages to Amend 117 lo License DPR-72 re addl ro 
quiremonls lor DHR redundancy Correction covers Pago IV ro toxic gas ays 
SILVER, H Project Directorate II 2 89/00/07 WILGUS.W S Florida Power Corp 
(subs ol Florida Progress Corp ) 3pp 50893 261-60893 267 

-8908110341 Corroded Amond 117 lo License OPR-72 ro reactor coolant loops & 
coolanl circulation, ro II ol valvo - shutdown & relief valves - operatlnq 

* NRC • No Dolailed Alliliation Given 89/06/07 4pp 50 893 264-50893 267 

8908100327 Responds lo BD0721 llr ro constituent, JM Deisch, Inquiry about condition ol 
ODE nuclear plant norlh of Tampa, FL NRC doos not have mlo on DOE 
facilities, however NRC facility In FL in acceptable conformance w/mgulahons & slds 
TAYLOR, J M Ofc of the Executive Director for Operations 89/08/07. GRAHAM, B 
SenalO 5pp 50956 105 50956 201 

-8908180331 Forwards llr from J Diesch ro condition ol nuclear power plant on west 
coast ol Florida 

GRAHAM, B Sonato 39/07/21 KAMMERER.C Congressional Affairs 2pp, 
50956 200-50956 201 

8908170603 Application for amond to License DPR-72, consisting of Tech Spec Change 
Request 167, changing diesol generator surveillance requirement lo allow ono time 
extension to )8 monlh survelllanco lor diesel generator lull load lost 
WILGUS.WS Florida Power Corp (subs o( Florida Progress Corp ) 09/08/09 Docu 
mont Conlrol Branch (Oocument Conlrol Desk) 7pp 50947 289 50947 297 

-8908170666 Proposed Tech Specs.changmg diesel generator surveillance require 
ments to allow one time extension to 10 month surveillance (or diesel generalor lull 
load lost 

' Florida Power Corp (subs ol Florida Progress Corp) 89/08/09 5pp 50947 296 
50947 297 

8908170676 Requests temporary exemption lo certain applicable portions ol 
1QCFR50,App A, Cnlorion 2 Exemption will alow noodod work to proceed on schodulo 
w/o aflecling operability ol diesol generators 

WIDELL.R C Florida Power Corp (subs of Florida Progress Corp) 89/08/09 Docu 
menl Conlrol Branch (Documonl Conlrol Desk) 6pp 5 0946 0 18 50948 022 

8908150042 Submits daily highlight notifying ol 090817 meeting w/util in Rockvillo.MD 
to discuss qualification ol decay heat pump at low flows 

SILVER.H Protect Directorate 11-2 09/08/10 MURLEY.T , SNIEZEK.J , MIRAGLIA.F 
NRC - No Delailed Alliliolion Given 3pp 50952 343-50952 345 

8908160309 Forwards response to NRC 090721 request lor addl info re plant emergen- 
cy diesel generator upgrade program Uhl anticipates finalizing resolution of NRC con- 
cerns at meeting 

WIDELL.R, C Florida Power Corp (subs of Florida Progress Corp ) 89/08/lf Oocu 
menl Conlrol Branch (Document Conlrol Desk) IBpp 50929 249-50929 286 

8938160255 Revised response lo Generic Llr 88 11. "NRC Position on Radiation Em 
battlement of Reactor Vessel Mall & Impact on Plant Operations " Util pfans lo submit 
pressure tomp curve 8 low temp overpressure protection curve together 
WiDELL.RC Florida Power Corp (subs of Florida Progress Corp ) 89/QB/ld Docu 
ment Conlrol Branch (Document Control Desk) 2pp 50937 t to 50937 1 1 1 
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6S0B 170427 Notification of 890831 mealing w/utd in Rockville.MD to discuss electrical 
power sys problems at facility,! ncluding recent loss of offsite power evenls, electrical 
distribution sys, battery & emergency diesel generator mods 

StLVER.H Proiecl Directorate 11-2 69/08/14 BERKOW.H N Propel Directorate il-2 
3pp 60953 357-50953 359 

890B210129 Forwards info to be discussed at 89083 1 meeting re issues principally as- 
sociated w /electrical sys at plant Brief status & plan for other nonelectrical issues ol 
Interest end 

WILGUS.WS Florida Power Corp (subs ol Florida Progress Corp ) 09/08/14 Docu- 
ment Control Branch (Document Conlrol Desk) 7pp 50993 349 50993 355 

6908250293 Application lor amend to License DPR-72, consisting ol Tech Spec Change 
Request 565,daleting fire protection & remote shutdown instrumentation requirements 
from Tech Specs,per Generic Hr 86-tO 

BOLDT.G Florida Power Corp (subs ol Florida Progress Corp ) 89/08/18 Document 
Conlrol Branch (Document Control Desk) 7pp 51019 329 51019 361 

--6908250294 Proposed Tech Specs, deleting lire protection S remote shutdown instru 
mentation requirements 

* Florida Power Corp (subs of Florida Progress Corp ) 89/08/18 26pp 51019336 
51019 361 

6908280386 Forwards environ assessment & finding ol no significant impacl re 881223 
request tor amend to License DPR-72, increasing allowable percentage ol enrichmenl 
of fuel to be stored In dry fuel storage racks & storage pool A to 4 
SILVER, H Project Directorate 112 89/08/22 WILGUS.W S Florida Power Corp 
(subs of Florida Progress Corp ) 2pp 51035 348-51035 353 

--89Q82803B9 Environ assessment & lindmg of no significant impacl re 8BI223 & 
690712 applications lor amend (o License DPR-72, increasing allowable percentage 
Of enrichment cl fuel to be stored in dry fuel storage racks & storage pool A lo 4 5°o 
B5RKOW,HN Prelect Directorate II 2 69/ 0B/ 22 4pp 51035 350 51035 353 


Q. Inspection reports, IE Bulletins & correspondence 

6907200019 NRC Info Nolico 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equrpmenl " Svc list end 

ROSSI.CE Division of Operational Evenls Assessment (Posl 870411) 89/07/26 
Consolidated Edison Co of New York, Inc 1Q6pp 50711 333 50712 078 

6908180283 Forwards Insp Rept 50 302/89 15 on 690603 0707 & notice ol 
violation Violation B2 In notice similar to violation contained in NRC 890311 
Hr Particular allention should bo directed toward root cause ol problem & corrective 
actions 

SINKULE.M Region 2. Ofc ol Ihe Director 89/08/01 WILGUS.WS Florida Power 
Corp (subs ol Florida Progress Corp ) 2pp 50964 323 50964 340 

••8908180285 Nonce ol violation from insp on 890603 0707 Violation noted on 
890621, several cells ol station batteries A & B had electrolyte levels greater than max 
level mark & lour unqualified personnel assigned duly on tire brigade 
SINKULE.MV Region 2, Ole ol Ihe Director 39/08/01 2pp 50964 325 50964 326 

--89Q81B0287 Insp Repl 50 302/89 15 on 890603 0707 Violations notedMaior areas 
inspected plant operations.security, radiological controls, LERs & nonconforming opor- 
alions repl s, facility mods, onsite events & annual emergency drill 
HOLMES RAY.P, TEDROW.J , CRLENJAK.R Region 2, Ole ol the Director 69/08/ 
01 14pp 50964 327-50964 340 

6908090006 Forwards Insp Repl 50 302/89 16 on 890625 30 & notice of 
violation Nolice 8 details ol repl withheld (ret 10CFR2 790 & 73 21) 

CLINE, W E Region 2, Qlc ot the Director 89/08/02 WILGUS.W S Florida Power 
Corp (subs ol Florida Progress Corp) 2pp 50083 153 50683 160 

-8908090007 Partially wilhheld Insp Rept 50-302/39 16 on 890625 30 (rol 10CFR2 790 
& 73 21). Violations noted Ma|Or areas inspected mgt support, security program plans 
& audits, detection & assessmonl aids 8 packages & vehicles 
THOMPSONS, MCGUIRE.DR Region 2, Ore ol Iho Director 89/08/01 Ip 
50883 160 50683 160 

8908150241 Foiwards Insp Rept 50 302/89 12 on 890620 23 No violations or devi 
alions noted Exercise weakness noted in Paragraph 5 or rep! 

COLLINS, DM Region 2, Ole of Ihe Director 09/08/02 WILGUS.WS Florida Power 
Corp (subs ol Florida Progress Corp ) 2pp 50926 013 50926029 

*6906150243 Insp Rept 50-302/89-12 on 890620 23 No violations or deviations 
noted Major areas inspected observa lion & evaluation ol annual emergency 
exercise, emergency operations facility & emergency news ctrOne weakness noted 
SARTOR.WM, RAN KIN, WH Region 2, Ofc of Ihe Director 89/08/01 !5pp 
5092601550926029 

0907270121 Suppl t to NRC 8utletm 88 010. "Nonconforming Molded Case Circuit 
Breakers" Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 09/08/03 
Consolidated Edison Co of New York, Inc I08pp 50904 148 50904 253 

0907280169 NRC Info Notice 89 056. "Disablement ol Turbine Driven Auxiliary Feed 
water Pump Due to Closure ol One ol Parallel Steam Supply Valves" Svc list end 
ROSSI.CE Division ol Operaiional Evenls Assessment (Post 8704 H) 89/08/03 
Consolidated Edison Co ol New York, Inc I06pp 50900 0 0 5 50900 1 10 

8908110013 Forwards Exam Rept 50 302/OL-89 01 of exams administered on 890417- 
20 

PEEBLES, T A Region 2. Ofc ol Ihe Director 89/08/03 WILGUS.WS Florida Power 
Corp (subs of Florida Progress Corp ) 2pp 50896 101 50897 076 

-8908110014 Exam Repl 50 302/OL 89 01 on 8904 17 20 Exam results four of five re- 
actor operators & all ihree senior reactor operator candidates passed written exams & 
operating tests Master exam end 

BALDWIN, R S , BROCKMAN K E Hegion 2, Ofc of the Director 89/08/01 200pp 
50696 103-50897.023 

890 8 0901 B1 Responds lo violations noted in Insp Rept 50 302/89 11 Corrective 
action misplaced fag re hung on correct valve Valve identification label repositioned 
lo more suilabla location Individual counseled 

WIDELL.R C Florida Power Corp (subs of Florida Progress Corp ) 89/08/04 Docu- 
ment Conlrol Branch (Documeni Control Desk) 5pp 50B90 041 50890 045 


8900090186 Responds to violations noted In Insp Rept 50 302/89-14 Corrective 
actions short term instruction issued to on-duty operators emphasizing conditions nec- 
essary to perform procedural steps w/o presence ol procedure 
WIDELL.HC Florida Power Corp (subs of Florida Progress Corp) 89/06/04 Docu- 
ment Control 8ranch (Document Control Desk) 3pp 50889 258-50009 260 

8908210044 Ack receipt ol 890523 Itr informing NRC of steps taken to correct violations 
noted in Insp Repl 50 302/89 06 Implementation ol corrective actions will bo exam 
ined during future msps 

SINKULE.MV Region 2, Ofc of Iho Director 89/08/09 WILGUS.WS Florida Power 
Corp (subs ol Florida Progress Corp ) Ip 50970 359-50970 359 

8908180382 Forwards Insp Rept 50-302/89-17 on 8908 19 20 & nolica of 
violation Expresses concern re interface between nonnuclear aclivilios & plan! oper- 
ations 

JULIAN.C A Region 2, Ole ol the Director 89/OG/tl WILGUS.WS Florida Power 
Corp (subs of Florida Progress Corp ) 2pp 50956 208-50956 227 

••8900180386 Notice ol violation (rom insp on 090619 & 20 Violation noled no surveil- 
lance procedure written or implemanted to test automatic slart logic paths for motor- 
operated emergency feedwater pump 

JULIAN.C A Region 2, Ole ol the Director 89/08/1 1 2pp 50956 210 50956 21 1 

••0908180390 Insp Ropt 50-302/89 17 on 890619 20 Violallons noled Major areas 
inspected lollowup to evenls surrounding 890616 loss of off-site power transient 
review ol plant & operator response to Iransienl.root cause & corrective actions 
CASTO.C, RUFF, A, CONLON.T Region 2, Ole o! the Director 89/00/10 1 6pp 
50956 212-50956 227 

8908170472 Forwards Insp Repl 50-302/69 200 on 890424-0505 Results of insp Indi 
cale that deficiencies exist In areas ol procurement & dedication of commercial grade 
ilems procured lor used in safely-related applications 

VARGA, S A Oivision ol Reactor Projects - I/ll (Post 870411) 89/08/14 

WILGUS.WS Florida Power Corp (subs ol Florida Progress Corp) 6pp, 50942083- 
50912 117 

•-8S0B170477 Insp Repl 50 302/89 200 on 890424 0505 Weaknesses nolod Major 
areas Inspecled implementation ol licensee vendor interlaco program S program lor 
procurement of Hems lor use in safety related applications 
PETTIS, R L , BRACH.E W Vendor Inspection Branch 89/08/04 29pp 50942089 
50942 117 

8908 10D 128 NRC Info Notice 09 059, "Suppliers of Potentially Misrepresented Fasten- 
ers '' Svc list end 

ROSSI.CE Division ol Operaiional Evenls Assessment (Posl B70411) 89/08/18 
Consolidated Edison Co. ol Now York, Inc 106pp 50992 315-50993 060 

0908140085 NRC Into Notice 89 060. "Malnl ol Telolhorapy Units " Svc list end 
CUNNINGHAM.R E Division ol Industrial & Medical Nuclear Safety (Posl 070729) 
09/00/18 Consolidaled Edison Co ol New York, Inc 107pp, 50993 061-50993 168 

8908160129 Suppl 2 to NRC Info Notice 80-048, "Licensee Ropt ol Deleclivo Refur- 
bished Valves Svc list end 

ROSSI.CE Division ol Operational Evenls Assessment (Post 870411) 39/08/22 
Consolidated Edison Co ol Now York, Inc 100pp. 50990 039-50990 137 


R, Periodic operating reports & related correspondence 

8900250256 "Semiannual Radioactive Ellluenl Release Rept, Jan June 1909" W 
890817 Itr 

JOHNSON.SG , WIDELL.R C Florida Power Corp (subs ol Florida Progross Corp) 
89/06/30 19pp 51027 337-51027 355 

B900I60402 Forwards monthly operating repl lor Jul 1909 lor Crystal River Unit 3 8 <0 
vised June 1989 monthly operating rept 

WIDELL.R C Florida Power Corp (subs ol Florida Progress Corp ) 89/08/14 Docu- 
ment Conlrol Branch (Documeni Control Desk) Ip 50949 033 50949 038 

--8908210260 Monthly operating repl lor Jul 1989 (or Crystal River Uml 3 
LANE.J Florida Power Corp (subs ol Florida Progress Corp) 89/07/31 4pp 
50949 034-50949 037 

-8908210261 Revised monthly operating repl lor June 1989 lor Crystal River Uml 3 
BINKOWSKI.JA Florida Power Corp (subs ol Florida Progress Corp ) 89/06/39 Ip 
50949 038-50949 038 


S Reportable occurrences, LERs 4 related correspondence 

8908010251 LER 89 025 00 on 890629, plant separated Irom norma! offsite power 
source Electrical storm was in progress Caused by electrical fault In 230 kV 
switchyard Damaged current transformer replaced W/890727 Itr 
MOFFATT.LW, WIDELL.R C Florida Power Corp (subs ol Florida Progress Corp) 
89/07/27 4pp 50749 292-50749 295 

8906010256 LER 89-021 01 on 890614, during surveillance test, reactor protection sys 
actuation received Cause unknown Monitoring program instituted lo look at switch 
alter any reactor protection sys actuation W/G9Q727 Hr 

MOFFATT.LW , WIDELL.R C Florida Power Corp (subs ol Florida Progress Corp) 
89/07/27 4pp 50745 260 50745 263 

8908040210 Forwards summary ol 890705 meeting In Region II re licensee response lo 
690616 & 29 loss o! offsite power events, corrective actions being proposed lo 
reduce probabilities ol recurrence 8 into re emergency diesel generator upgrade 
EBNETER.S O Region 2, Ole ol Ihe Director 89/07/28 WILGUS.W, S Florida Power 
Corp (subs ol Florida Progress Corp ) 4pp 50790 323-50799 326 

8908070184 LER 89-016-01 on 890426, deficiencies re environ qualification ol coniaiq 
men! isolation valves lound Caused by deficiencies in development 8 Implementation 
ol environ program Review ol past activities performed W/890731 Hr 
MOFFATT.LW., WIDELL.R C Florida Power Corp (subs of Florida Progress Corp) 
89/07/31 6pp 50803 196 50803 201 



DOCKETED ITEMS 75 


8906070212 LER 60 026-00 on 800629, plant shutdown initiated due Co inability to repair 
emergency diesel generator IB m time remaining in action statement Cause of mad 
equate crankcase vacuum undetermined Oil separator cleaned W/690731 Itr 
MOFFATT.LW WIDELL.R C Florida Power Corp (subs of Florida Progress Corp ) 
89/07/31 4pp 50803 202 50B03 205 

8908160281 LER 69 027 00 on 090713, discovered that containment hydrogen monitor 
monthly functional tests overdue on both trains Caused by personnel error on part ot 
depls responsible lor writing & issuing new surveillance procedure VV/89081 1 Mr 
MOFFATT LW , WIDELL.R C Florida Power Corp (subs ol Florida Progress Corp ) 
89/03/1 1 4pp 50924 357 50924 360 


V Operator Examinations 

8908110013 Forwards Exam Rept 50 302/OL-B9 01 of exams administered on 090417- 
20 

PEEBLES, T A Region 2, Ole ot the Director 09/08/03 WILGUS.WS Florida Power 
Corp (subs of Florida Progress Corp ) 2pp 50696 101 50897 076 

••8906110014 Exam Rept 50 302/OL 89-01 on 890417-20 Exam results lour ol live re 
actor operators & all three senior reactor operator candidates passed written exams & 
operating tests Master exam end 

BALDWIN, RS, BROCKMAN, KE Region 2, Ofc of the (Director 09/08/01 200pp 
50896 103-50097 028 

••8998110015 Forwards review ol technical conlent of 890417 reactor & senior reactor 
operator exams given at facility, including comments & recommended actions for each 
question under review 

KELLEY, LC Florida Powor Corp (subs ol Florida Progress Corp) 89/04/24 
BALDWIN, R Region 2, Ole of the Oireclor 60pp 50897 029 50897 076 
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F. Security, medical, emergency & fire protection plans 

6908030238 Revised EPIP 550 6, "Monthly Radiological Emergency Equipment Tests & 
Checks ” 

’ Commonwealth Edison Co 89/06/14 5pp 50793 031-50793 035 

8907310099 Revised generic generating station emergency plan manual, Including 
Table 6 3 1, Figure 7 2-1 & Figure 6 3 IB to Rev 6b 
• Commonwealth Edison Co 89/06/30 5pp 50743 190-50743 194 

8907310318 Forwards rept tor unannouncod oil hours drills on 081020 for Slate of 
Wl, site specific to Zion, Point Beach, Kewaunee & Prairie Island nuclear power 
slalions No deficiencies or areas requiring corrective actions noted 
KWIATKOWSKI.D Federal Emergency Management Agency 80/07/19 CONGEL.FJ 
Division ot Radiation Protection & Emergency Preparedness (Post 870411) 8pp 
50726 297 50726 304 

8907310206 Ack receipt ol 690510 response to NRC 890317 llr re Allegation Rill 68 A- 
0162 pertaining to Illness for duty Issue at plant Investigation lound to bo sufficient to 
support conclusions 

NORELIUS.CE Region 3, Ofc of the Oirector 89/07/21 REED.C Commonwealth 
Edison Co 2pp 50737 073 50737 075 

• 8907310305 Forwards response to Allegation Rill 8B A-162 Enel withhold (rat 
10CFR2 790(a)) 

KOVACH, TJ Commonwealth Edison Co 80/05/18 DAVIS, A B Region 3. Otc ol the 
Director tp 50737 075-50737 075 

8908100216 Rovisod EPIP index 

MAHONEY, K Commonwealth Edison Co 89/07/27. 4pp 50892 171-50892 174 

8908020135 Forwards response to safeguards Inadequacies noted in regulatory oflec- 
iwoness review msp on 890515-19 EncT withhold (ref 10CFR73 71) 

KOVACH, T J Commonwealth Edison Co 89/07/28 MURLEY.T E Olfice of Nuclear 
Reactor Regulation, Director (Post 870411) Ip 50772 124 50772,124 

8908070375 Confirms 890817 mooting in Glen Ellyn.IL to discuss event Identified during 
890710 18 security insp.per 890725 telcon 

GREENMAN,EG Region 3, Otc of the Director. 89/08/01 REED.C Commonwealth 
Edison Co Ip 50822 347-50822 347 

8906140167 Ack receipt of 690714 FEMA Itr transmitting revised FEMA rept ot June 
1987 exorcise at facilities Mo deficiencies noted Based on schedule of corrective 
actions, FEMA concluded offsito radiological emergency preparedness adequate 
GR£GER,L.R Region 3. Qfo of the Director 89/08/03 REED.C Commonwealth 
Edison Co 2pp. 50914324 50915039 

8903110112 Advises that Rev 6b to gonorating stations emergency plan transmitted by 
util B90710 lorm acceptable & does not decrease effectiveness of plan 
GREGER.L R Region 3, Ofc ol the Director 89/08/04 REED.C Commonwealth 
Edison Co 2pp 50910 107-50910 <08 

8909210179 Forwards safeguards Insp Repts 50 295/89-22 & 50-304/89 20 on 
890710-18 Violations noted Util will be notified by separate correspondence ot NRC 
decision re enforcement action Enforcement conference scheduled for 890617 
NORELIUS.CE Region 3, Ofc of the Director. 89/08/11 REED.C Commonwealth 
Edison Co 2pp 50964 264-50864 267 

--B908210182 Partially withheld Security Insp Repts 50-295/69 22 & 50-304/69 20 on 
890710-fB (ref 10CFR73 21) Violations noted Ma|or areas inspeclodmgt 
support, protected & vital area barriers, access control personnel & alarm stations 
CHRISTOFFER.G,, CREED, J R Region 3, Ofc of the Director 89/08/10 2pp. 
50964 266 50964 267 

8908210212 Suppl 1 to Generic Llr 69-07 to all operating plants, applicants for OLs & 
holders of CPs re power reactor safeguards contingency planning for surface vehicle 
bombs. Svc list end 

PARTLOW.JG Associate Director for Projects (Post 870411) 89/08/21 Consolidat- 
ed Edison Co. of New York, Inc 55pp 51036001-51036 056 


P Operating license stage documents & correspondence 

8907180211 Generic Ltr 89 13 to all holders of OLs or CPs lor nuclear power plants re 
svc water sys problems alfectmg safety related equipment Svc list oncl 
PARTLOW.JG Associate Director for Projects (Post 87041 1) 69/07/18 Consolidat 
ed Edison Co of New York, Inc 53pp 50735 001-50735 054 

8908110376 Advises setpoints corrocl.adequate design basis provided & current con 
trots adequate, based on review ol response lo Allegation Rlll-A 30 0039 Actions com 
plote & allegation closed 

SHAFER, WD Region 3. Ole ol the Director 89/07/20 REED.C Commonwealth 
Edison Co 2pp 50893010 50893 026 

--890B1 10385 Requests review & disposition of Allegation Rill 89-A-0039 re nonretrieva 
ble calculations associated w/changes to original seipoints lor APRM within 60 days 
of Mr date 

GREENMAN.E G Region 3, Otc ot the Director 69/04/21 REED.C Commonwealth 
Edison Co 3pp 50893 012 50893 014 

—8908110367 Forwards results of evaluation of Allegation RIII-89-A 0039 re setpoint 
control & documentation practices at facilities Each facility adequately controls key 
safety sys setpoints Setpoint controls methods will be upgraded 
KOVACH, TJ Commonweallh Edison Co 89/06/22 DAVlS, A B Region 3, Ole ol the 
Director 12pp 50893 015 50893 026 

8907310220 Ack receipt of 890705 addl info re 690526 response to allegations re 
welders, per 890622 lelcon Accepts Allegation S per 690826 memo stating corrective 
actions implemented Considers allegations closed 

SHAFER, WD Region 3, Ole of the Director 89/07/24 REED.C Commonweallh 
Edison Co 2pp 50744 227 50744 233 

-8907310222 Responds to 890622 request ter addl into re Allegation Rill 08 A- 
0032, providing info to substantiate Allegations f-4 & corrective actions taken re Alio 
gaticn 5 Allegations regard unsatisfactory performed work 

KOVACH, T / Commonwealth Edison Co 09/07/05 DAVfS.A B Region 3, Ole of the 
Director 5pp 50744 229-50744 233 

8908040202 Confirms 890725 telcon re ulil intention to withdraw Pages 199a & 199b ol 
890613 application for amend to Tech Specs, revising guidance on RCS & contain 
men! isolation valves per Generic Ltr 07-09 

TRZYNA.GE Commonwealth Edison Co 89/07/27 Oltice ol Nuclear Reactor Rogu 
lation, Director (Post 870411) tp 50800 046 50800 046 

8906080167 Provides status ol util efforts to address NRC request for exam of current 
& previous labor settlement agreements to assure that restrictive clauses which would 
hinder employees from providing into ol safely issues to NRC, not present 
RICHTER, MH Commonwealth Edison Co 09/07/31 Project Directorate III 2 2pp 
50855 007 50955 006 

B908140164 Forwards Amends 117 & 106 to Licenses DPR-39 & DPR-48, respectively 
& solely evaluation Amends revise Tech Spec Section 3 3 I F, “Relief Valves” to in- 
clude exception to General Limiting Condition 3 0 4 

PATEL, CP Project Directorate III 2 B9/08/0I, KOVACH, T J Commonweallh Edison 
Co 2pp 50914 231 60914 251 

-8908140187 Amends 1 17 & 106 to Licenses DPR-39 & DPR 40, respectively, modifying 
Tech Spec Sections 4 0 3 & 4 0 4, "General Surveillance Requirements' 1 & Section 
3 3 t F, "Relief Valves” to include exception to Limiting Condition 3 0 4 
SHEMANSKI.PC Project Directorate III 2 69/08/01 13pp 50014 233 50914 245 

• •8906140108 Safely evaluation supporting Amends 117 & 106 to Licenses OPR-39 & 
DPR-48, respectively 

* Office ol Nuclear Reactor Regulation. Director (Post 870411) 89/OB/OI 6pp 
50914 246 50914 251 

8908070174 Forwards SGH re util 050612 response to Genoric Ltr 63-29, Item 4 53 
concerning ontine functional testing of roaclor trip sys (RTS) Existing Intervals (or subj 
testing consistent w/achloving high RTS availability & acceptable 
PATEL, CP Project Directorate ITI 2 69/08/02 KOVACH, TJ Commonweallh Edison 
Co 3pp 60826.001 50826019 

8900170597 Provides clarification re proposed amend to Tech Spocs Section 3 15, 
"Auxiliary Electric Power Sys" Areas Inal warrant clarification can bo grouped into 
Impact or risk assessment of dissal generator & use ol LOCA ovonls 
TRZYNA.G E Commonwealth Edison Co 89/00/04 Office ol Nuclear Reactor Regu- 
lation. Director (Post 07041 1) 2pp 50955 111-50955 112 

9908220295 Rev O to "Offsite Dose Calculation Manual " 

GOLDLUM.JC Commonwealth Edison Co 89/00/07 1,200pp 50979 126-50981 196 

6908170611 Provides addl info re proposed amend to Tech Specs Section 3 15, "Auxil- 
iary Electee Power Sys" Info answers & resolves questions raised by NRC ro Tech 
Spec amend request 

HUNSADER.SC Commonweallh Edison Co 09/08/10 MURLEY.T E OHIco of Nu- 
clear Reactor Regulation, Director (Post 67041 1) 3pp 50958 003-50958 005 


Q. Inspection reporls, IE Bulletins & correspondence 

8907310233 Forwards Safely Insp Repts 50-295/89 15 & 50-304/89-15 on 890509 
0629 & notice ol violation No response required re Item 1 of notice of violation. 
SHAFER, WO Region 3, Ole of the Director 09/07/24 REED,C Commonwealth 
Edison Co 2pp 60742 095 50742 113. 

-8907310234 Notice of violation from insp on 890509-0629. Violation noted facility did 
not have appropriate prescriptive instructions or procedures (or sampling of safely re- 
lated fuel oil lor emergency diesel generator storage tanks 

SHAFER, WD Region 3. Ofc ol the Director. 09/07/24 2pp 50742 097-50742 090 

-8907310238 Safety Insp Repts 50-295/89-15 & 50 304/89-15 on 890509 0629.Viola 
lions noted Major areas inspected action on previous insp findings, summary of oper- 
ations & 690508 unplanned gas release dtre to personnel error 
HINDS, J M Region 3, Ofc of the Director 89/07/24 15pp. 50742 099 50742 113 
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B907200019 NRC info Notice 89 057 Unqualified Electrical Splices m Vendor Supplied 
Environmentally Qualified Equipment ' Svc list encl 

ROSSI.CE Division ol Operational Events Assessment {Post 870411) 89/07/26 
Consolidated Edison Co ol New York Inc lOBpp 5071 1 333 50712 078 

8908020135 Forwards response to safeguards inadequacies noted in regulatory etfec 
tiveness review msp on 890515-19 Encl withheld (rel IOCFR73 71) 

KOVACHJJ Commonwealth Edison Co 89/07/20 MURLEY.TE Office ol Nuclear 
Reactor Regulation Director (Post B704ti) ip 50772 124-50772 124 

8908070375 Confirms 890817 meeting in Glen Ellyn, IL to discuss event identified during 
890710-18 security msp.per 890725 lelcon 

GREEN WA-N.E G Region 3, Ofc ol Ihe Director 89/08/01 REED.C Commonwealth 
Edison Co ip 50822 347-50822 347 

8908110119 Forwards Safely Insp Repls 50 295/89 20 & 50 304/89 16 on 690619 
0714 No violations noted 

GREGER.LR Region 3, Ole ol Ihe Oireclor 89/08/01 REED.C Commonwealth 
Edison Co 2 pp 50929 031 50929 046 

-8908110124 Insp Repls 50-295/89 20 & 50 304/69 18 on 890619 0714 No violations 
noted Ma|t>r areas inspected liquid & solid radwasle mgl & transportation 
programs.includinq organization & mat controls 4 compliance W/10CFR6I 
SLAWINSKI.W J , GILL.Cf , SNELL, W Region 3. Ole of Ihe Oireclor 89/07/28 
16pp 50929 033-50929048 

8907270121 Suppl 1 lo NRC Bulletin B8 010, "Nonconforming Molded Case Circuit 
Breakers ' Svc list encl 

ROSSI, C E Division ol Operational Events Assessment (Posl 870411) 89/08/03 
Consolidated Edison Co ol New York, Inc 108pp 50904 148-50904 253 

8907280169 NRC Inlo Notice 89-058, ‘ Disablement ol Turbine Oriven Auxiliary Feed 
water Pump Duo to Closure of One ol Parallel Sleam Supply Valves" Svc list encl 
ROSSI, CE Division ol Operational Events Assessment {Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc 106pp 50900 005-50900 110 

8908140257 Forwards Insp Repls 50 237/88-20, 50-254/8B-22.50 295/88-17, 50 373/ 
88-23, 50-454/88-1 5 & 50-456/08-24,50 457/88-24, 50 455/88 14,50 249/88-21,50 
374/88-22,50-265/88 22 & 50-304/88-17 on 8B0816 890802 Noviolalions noted 
GREEN MAN, E G Region 3, Ole ol Ihe Director 89/08/04 REED.C Commonwealth 
Edison Co 2pp 50015 340-50915 347 

-BS08U0261 Insp Repts 50 237/88 20,50-254/86-22.50 295/88-17, 50 373/88-23,50 
454/88-15,50-456/88 24.50-457/88-24, 50-455/88-14.50 249/88 21,50 374/88 22,50 
265/88-22 & 50 304/68-17 on 080816 890802 No violations noted 
SHAFER, W O Region 3. Ofc ol Ihe Director 89/08/04 6pp 50915 342-50915 347 

8908210179 Forwards safeguards Insp Repts 50-295/89 22 6 50 304/89-20 on 
890710 tB Violations noted Util will be notified by separate correspondence of NRC 
decision re enlorcemenl action Enforcement conference scheduled (or 890817 
NOREUUS.CE. Region 3, Ofc ol Ihe Director 89/08/11 REED.C Commonwealth 
Edison Co 2pp 50964 264 50964 267 

-6908210162 Partially withheld Security Insp Repls 50 295/09 22 & 50-304/89-20 on 
890710 18 {ref 10CFR73 21) Violations noted Major areas inspected mgl 
Support, protecled & vital area barne is, access con irol- personnel & alarm stations 
CHRISTOFFER.G . MADEDA.T , FUNK.D E Region 3, Ofc ol Ihe Direclor 89/08/10 
2pp 50964 266 50964 26? 

8909100128 NRC Info N-o lice 8 9 059, "Suppliers ol Potentially Misrepresented Fasten 
ers " Svc list encl 

ROSSI.CE Division ol Operational Events Assassmont (Posl 870411) 89/08/16 
Consolidated Edison Co ol New York. Inc 106pp 50992 3(5 50993.060 

8908140085 NRC Info Notice 89 060. "Main! of Tetetherapy Units ” Svc list encl 
CUNNINGHAM, RE Division ol Industrial & Medical Nuclear Safofy (Post 870729) 
89/08/18 Consolidated Edison Co of New York, Inc 107pp 50993 061-50993'166 

890B160129 Suppl 2 fo NRC Into Notice 88 048, "Licensee Rept of Defective Refur- 
bished Valves Svc list encl 

ROSSI.CE Division ol Operational Events Assessmonl (Posl 870411) 09/08/22 
Consolidated Edison Co of New York, Inc 100 pp 50990 039-50990 137 


R. Periodic operating reports & related correspondence 

8908220257 Monthly operating rept for Jul 1989 (or Zion Generating Station Units 1 & 
2.W/890801 Ur, 

THOMAS, J, JOYCE.T P Commonwealth Edison Co 69/07/31 I2pp 50977 092- 
50977 103. 


S Reportable occurrences, LERs & related correspondence 

8908030203 LER 89-00B 00,on 890624 .breaker 27 opened causing power loss to NSSS 
annunciators In control zoom Caused by binding ol breaker mechanism resulting in in 
sullicienl contact pressure Breaker 27 removed & replaced W/890728 Ur 
YUNKER.S, JOYCE.T P, Commonwealth Edison Co 89/07/24 4pp 50786 356- 
5078S359. 

5908150320 LER 88 013-01 on 88l21fl.discovered that shilliy grab samples not taken 
during two containment venls which were performed while radiation monitor 2RIA- 
PR40 oul ol svc Caused by poor communication Procedure ZRP 1720 1 revised W/ 
890807 Hr 

BLESS, A. JOYCE.T P Commonwealth Edison Co 89/08/07. 4pp 50924005- 
50924 006. 

8906250027 LER 85 029-03 on 851 201, containment purge inlel & outlet Isolation valves 
& air exhaust stack radiation high annunciator alarmed Caused by spurious spike on 
monitor 2RT-PH09C Value of capacitor changed W/890817 Hr. 

GREAVES.C. JOYCE.T P Commonwealth Edison Co 89/08/17. 4pp 51017.215- 
51017 218 

8908250306 PNO III 89 055 on 8S0817, security guard arrested lor robbeiy.Guard site 
access badge terminated on 890817 alter plant police notified licensee ol planned 
interview of suspeef re robberies 

PIRTLE.G , AXELSON.W Region 3, Ole ol Ihe Director 89/08/18 2pp 51029 234- 
51029 235 


8909290218 LER B0 011 Ol.on 861 1 1 1, incorrect installation ol wires on second level 
undervollage conlaci resulted in inability ol 480 volt transformer leod breaker to 
closa Caused by inadequate mod testing Wiring corrected W/890B23 llr 
SODEN.R JOYCE.T P Commonwealth Edison Co 09/08/23 4pp 51043 036 
51043 099 
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F Security, medical, emergency & fire protection plans 

8907310318 Forwards rept lor unannounced oil hours dulls on 881020 for Slate ol 
Wi.sile specific lo Zion, Point Beach, Kewaunee & Prairie Island nuclear power 
stations No deficiencies or areas requiring corrective actions noted 
KWIATKOWSKI.D Federal Emergency Management Agency 89/07/19 CONGEL.FJ 
Division ol Radiation Protection & Emergency Preparednoss (Post 870411) Bpp 
50726 297 50726 304 

8907280369 Forwards Safeguards Insp Repl 50 305/09 09 on 890620 26 & nodes of 
violation Corrective actions tor weaknesses re testing ol security power supply sys & 
metal detectors requested within 30 days Notice withheld (ref 10CFR73 21) 
GREGER.LR Region 3, Ofc ofthe Oirector 89/07/25 STEINHARDT.C R Wisconsin 
Public Service Corp 2pp 50707 128 50707 131 

-69 07280372 Partially withheld Physical Security Inso Repl 50 305/09 09 on 890620 23 
(rel 10GFR73 21) Violations noted Ma|or areas inspected mgt support, security progiam 

S ans & audits, protected & vital area physical barriers & testing & main! 

ADEDA.T J , FUNK.D E , CREED, J R Region 3, Ole ol Ihe Direclor 89/07/24 2pp 
50707,130 50707 131 

8908040311 Informs that 890511 request to change status ol certain safety related 
equipment from vital to nonvital denied SR P lor review ol SAR for nuclear power 

S lants, NIJREG 0600, lists review Guideline 17 as acceptable 
ANNON.JN Project Directorate 111 3 89/07/31 EVERS, K H Wisconsin Public Sorv 
ice Corp 4pp 50914 035 50914 038 

890 8 21 02 1 2 Suppl 1 lo Generic Llr 89 07 to all operating plants, applicants tor OLsA 
holders ol CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc list encl 

PARTLOW.JG Associate Direclor tor Projects (Posl 870411) 09/00/21. Consolidat 
ed Edison Co of New York, Inc 55pp 51036 001 51036 056 

8906280225 Forwards response to Insp Rept 50-305/89 00 Response withheld (ref 
10CFR73 21) 

EVERS, KH Wisconsin Public Service Corp 89/08/24 Document Control Branch 
(Document Control Desk) Ip. 51040 314 51040 314 


I. Financial Information 


8907310100 Provides financial into re util on bohall ol owners ol plant por requirements 
of 10CFR140 21 

STEINHARDT.C R Wisconsin Public Servico Corp 09/07/24 Document Control 
Branch (Document Control Desk) 2pp 50726 262 50726 263 


J. Insurance 4 Indemnity Information 

8908090288 Forwards Endorsements 73 & 74 to MAELU Policy MF-71 & Endorsements 
89 A 90 lo NELIA Policy NF-204, respectively 

EVERS. K H. Wisconsin Public Service Corp 89/08/01 Document Control Branch 
(Document Control Desk) 5pp 50891 271 50891 275 


K Utility Final Safety Analysis Report (FSAR) & amends 

8907270367 Forwards replacement Table 4 4-2 to 1989 rev to updated SAR modvort 
ently omilled Irom 090719 Iransmitlal 

STEINHARDT.C R Wisconsin Public Service Corp 09/07/21 Documonl Control 
Branch (Document Control Desk) Ip 50704 096-50704 098 

-8907270370 Etrala to 1989 rev to updated SAR consisting ol Table 4 4-2, “Surveil 
lance Capsule Withdrawal Schedule '* 

* Wisconsin Public Service Corp 89/07/01 2pp 50704 097-50704 098 


P, Operating license stage documents & correspondence 

8907180211 Generic Llr 89-13 lo all holders ol OLs or CPs lor nuclear power plants re 
svc water sys problems allectlng safely related equipment Svc list encl 
PARTLOW.JG Associate Director lor Projects (Post 87041 1) 89/07/18 Consolidat 
ed Edison Co ol New York, Inc 53pp 50735 001-50735 054 

89 07270334 Responds to Generic Llr 80 08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning" Util implemented long-term monitoring program In 1903 lo encompass all 
single phase & Iwo phase high energy secondary steel piping sys 
STEINHARDT.C R Wisconsin Public Service Corp 89/07/21, Document Control 
Branch (Document Control Desk), 2pp 50704 1 17-50704 1 18 

8907310041 Forwards Rev 8a of operational QA program description. Rev based on 
comments arising Irom Region III review ol Rev 8, submitted on 890609 
STEINHARDT.C R Wisconsin Public Service Corp 89/07/25 Document Control 
Branch (Document Control Desk) 4pp 50738 083-50730 117 

-8907310055 Rev 8a lo "Operational QA Program Description 11 
‘ Wisconsin Public Service Corp 89/07/25 3lpp 5073B 087-50738 117 

8908170247 Responds lo NRC concern re ability of employees & contractors to tarsa 
safety issues to NRC & licensee mgl No restrictions (ound that would (nhibll employ 
ees Irom conla cling NRC on potential safely Issues 

STOLL.L M Wisconsin Public Service Corp. 89/07/28 GQDY.A T Project Directorate 
1113 Ip 50949.074-50949.074. 
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8908090136 Forwards listed piping & instrumcnlalion diagrams for Region III incident 
response ctr ref library per 000320 request W/livo oversize ends 
EVERS.KH Wisconsin Public Service Corp 09/08/01 Document Control Branch 
(Document Control Desk) 2pp 50891 296 50891 297 

8908140115 Ack receipt ol 090609 8 0725 Revs 0 8 Oa to QA program 
description, respectively New exception to Item 5 2 2 of ANSI NIG 7-1976 constilutcs 
reduction ol previous commitmenls Change should nol be incorporated in program 
WRIGHT, GC Region 3, Ole ol the Direclor 89/08/03 STEINHARDT.C R Wisconsin 
Public Service Corp 2pp 50911 018 50911 019 

8908210230 Application I or Proposed Amend 87a to license DPR-43, reflecting organi 
zational changes involving nuclear saloly review 8 audit committee 8 assistant vice 
presidcnl - nuclear power 

STEINHARDT,CR Wisconsin Public Service Corp 89/00/15 Document Control 
Branch {Document Conlrol Desk) 5pp 50971 075 50971 008 

—9908210232 Proposed Tech Specs ro composition 8 line ol reporting lor nuclear 
sataty review 8 audit committee 

* Wisconsin Public Service Corp 09/08/15 4pp 50971 080 50971 083 

-8908210246 Advises ol recent organizational changes 8 personnol Idle changes within 
ulil organization Senior vice president, supply 8 engineering promoted to new position 
ol executive vice president power 

STEINHARDT.C R Wisconsin Public Service Corp 80/11/02 GUTTER, JG Projocl 
Oireclorale III 3 2pp 50971 004-50971 085 

-9908210240 Advises ol recent hllo change wilhln util organization On 890301, vico- 
presidonl-power production promoted to senior vice president-power production 
STEINHARDT.C R Wisconsin Public Sorvice Corp 09/03/15 GUTTER, JG Pro|ect 
Directorate III 3 Ip 50971 086 50971 008 

6906220200 Application lor proposed Amond 90 to License DPR 43, increasing oper- 
ational flexibility ol luol handling crano mam hook 8 load block assembly, per NUREG- 
0812 re conlrol ol heavy loads 

STEINHARDT.C R Wisconsin Public Sorvico Corp 09/08/17 Document Conlrol 
Branch (Documenl Conlrol Desk) 2pp 50999 329-50999 341 

-8909220212 Proposed Tech Spec 90 lo Section 3 8, "Retuoting" lo pormit mam hook 
& load block ol luel handling crano lo Iravcrso over sponl luol, provided main hook 
disconnect switch in oil position 

' Wisconsin Public Servico Corp 89/08/17 llpp 50999 331-50999 341 


Q. Inspection reports, IE Bulletins 8 correspondence 

8907260369 Forwards Safeguards Insp Rept 50 305/89 09 on 090620-26 8 notico ol 
violation Corrective actions lor weaknesses ro toslino ol security power supply sys 8 
meinl detectors requested within 30 days Notico withheld (rof 10CFR73 21) 
GREGER.LR Region 3, Ole ol the Direclor 09/07/25 STEINHARDT.C R Wisconsin 
Public Service Corp 2pp 50707 120 50707 131 

-6907200372 Partially wilhheld Physical Security Insp Repl 50 305/89 00 on 890620-23 
(ret 10CPR73 21) Violations noted Major areas Inspected mgt support, security program 
plans 8 audits, protected 8 vital area physical barnors a testing & mninl 
MADEDA.T J , FUNK.D E , CREED, J R Roginn 3, Ole ol Iho Director 09/07/24 2pp 
50707 130 50707 131 

8907200019 NRC Into Notice 09 057, "Unqualified Electrical Spllcos in Vondor Supplied 
Environmental ly Qualified Equipmanl " Svc list unci 

ROSSI CE Division ol Operational Evonts Assossmonl (Post 070411) 89/07/26 
Consolidated Edison Co of Now York, Inc 106pp 50711 333 50712 070 

0908080321 Responds lo NRC 090629 Mr ro violations noted in Insp Repl 50 305/09 
08 Corrective actions review ol insorvico testing program plan conduclod 8 rov made 
to relied intent ol inclusion of IA 101 

STEINHARDT.C R Wisconsin Public Servico Corp 09/07/31 Document Conlrol 
Branch (Document Control Desk) 4pp 50054 265 50054 260 

8908210229 Advises that emergency operating procedure insp schedulod lor 0900 IB- 
29 Documents listed on oncl should be provided by 890904 Insp will cover review of 
10CFR50 59 analysis lor safety significant deviations 8 QA audits 
WRIGHT, G C Region 3, Ole ol the Director 09/08/02 EVERS, K H Wisconsin Public 
Service Corp 6pp 50976 121 50976 126 

8907270121 Suppl t to NRC Bullotm 00 010, "Nonconforming Molded Caso Circuit 
Breakers " Svc list end 

ROSSI, CE Division ol Operational Events Assossmonl (Post 070411) 09/00/03 
Consolidated Edison Co of New York, Inc tOBpp 50904 140 50904 253 

8907280169 NRC Inlo Notice 89 05B, "Disablement ol Turbino-Dnvon Auxiliary Food- 
water Pump Due to Closure ol One ol Parallel Steam Supply Valves" Svc list oncl 
ROSSI, CE Division ol Operational Events Assessment (Post 870411) 09/08/03 
Consolicialed Edison Co ol New York, Inc I06pp 50900 005-50900 1 10 

89081001 2B NRC Info Notice 89 059, 'Suppliers ol Potentially Misrepresented Fasten 
ers " Svc list end 

ROSSI, CE Division ol Operalional Evonts Assessment (Post 070411) 89/08/16 
Consolidated Edison Co of Now York, Inc I06pp 50992 315 50093 060 

690B140086 NRC Inlo Notice 09 060, "Main! of Tolelherapy Units" Svc list end 
CUNNINGHAM, R E Division ol Industrial 8 Medical Nuclear Saloly (Post 870729) 
B9/Q0/16 Consolidated Edison Co ol New York, Inc 107pp 50993 061 50S93 166 

8908160129 Suppl 2 lo NRC Inlo Notice 88-048, ‘Licensee Rept of Deleclivo Refur- 
bished Valves ” Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 89/08/22 
Consolidated Edison Co ol New York, Inc lOOpp 50990 039-50990 137 

B9082B0225 Forwards response lo Insp Rept 50-305/89 09 Response withhold (rof 
10CFR73 21) 

EVERS, K H Wisconsin Public Service Corp 89/08/24 Documenl Control Branch 
(Documenl Control Desk) Ip 51040 314-51040 314 


R Periodic operating reports & related correspondence 

8908160005 Monthly operaling rept for Jul 1989 for Kewaunee Nuclear Power Plant W/ 
890810 Itr 

RUITER.G H , EVERS, KH Wisconsin Public Service Corp 89/07/31 5pp 50935 280 
50935 284 


S Reportable occurrences, LERs & related correspondence 

8907310214 LER 89 012 00 on 890622 .failure to satisfy safeguard cable separalion re- 
uiremonls resulted in plant being outside design basis Caused by design 
eficiency Normal cables replaced w/appropriate safeguard cable W/090724 Hr 
BERGMANN.J W , STEINHARDT.C R Wisconsin Public Service Corp 89/07/24 6pp 
50736 200-50736 205 

0906280030 LER 89 013 00 on 890720, insertion of drawer R- 13 caused Tram A ol auxil 
iary bldg special ventilation sys actuation Caused by failure ol input signal wire due (a 
stress applied during drawer removal Lug replaced W/0 90321 Itr 
BERGMANN.J W, EVERS, K H Wisconsin Public Service Corp 89/06/21 4pp 
51030 292-51030 295 

B9OB3G0Q31 LER 89 014 00 on 890724, auxiliary bldg special ventilation sys started 
when technician grounded power lead lo monitor R-24 Caused by age & design of 
sys Mods will be made lo monitors to allow Individual de energization W/890023 Hr 
WE8B.TJ. EVERS.KH Wisconsin Public Service Corp 89/08/23 6pp 51054 066 
51054 071 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F Security, medical, emergency & fire protection plans 

0907310079 Rev 10 lo "Pralno Island Nuclear Generating Plant Emergency Plan" W/ 
890721 Hr 

SCHUELKE.D A , FEY.F L Northern States Power Co 89/06/29 223pp 50730 230 
50739 093 

8907310318 Forwards rept lor unannounced oil-hours drills on 001020 lor Stale ol 
Wl.site specific to Zion.Poinl Beach.Kowaunee & Pralno Island nuclear power 
stations No deficiencies or areas requiring corrective actions noted 
KWIATKOWSKI.D. Federal Emergency Management Agency 89/07/19 CONGEl,FJ 
Oivislon of Radiation Protection & Emergency Preparedness (Post 070411) Opp 
50726 297-50726 304 

8907310032 Rev 18 to EPIP 1.1 5, “Startup & Operation ol Emergency Operations Fa 
crtity " W/Rov 27 to lable ol contents & 090724 Hr. 

LARSON, C E , FEY.F L Northern States Power Co 89/07/21. 39pp 50742 056- 
50742 094 

8908210212 Suppl 1 lo Generic Llr 89-07 to all operaling plants, applicants lor OLs & 
lioldo/s of CPs ro power roaclor safeguards contingency planning for surface vehicle 
bombs Svc list end 

PARTLOW.J G Associate Director lor Pro|ects (Post 870411) 09/00/21 Consolidat- 
ed Edison Co of New York. Inc 55pp 51036 001-51036 056 


K. Utility Final Safely Analysis Report (FSAR) & amends 

8900150321 Forwards Rev 7 lo updated SAR lor Prairie Island Units 1 & 2 Rev 13 lo 
operational OA plnn also oncl 

PARKER, T M Northern Stales Power Co 09/06/30 Document Control Branch (Doc- 
ument Control Desk) 0pp 50921 307-50923 114 

-8908150326 Rev 7 lo updatod SAR lor Prano Island Gonoraling Plant 
• Norlhern Slates Power Co 88/12/31 200pp 50921 316-50923 114 


P. Operating license stage documents & correspondence 

B90815022S "Unit 2 Roaclor Containment Bldg Integrated Leak Rale Test" W/890724 
Hr 

SCHUELKE.J L , PARKER, T M Norlhern States Power Co 09/04/30 43pp 
50917 124-60917 166 

8907180211 Generic Hr 89-13 lo all holders ol OLs or CPs for nuclear power plants re 
svc water sys problems affecting saloty-rolaled equipment Svc list oncl 
PARTLOW.J G Associate Director lor Propels (Post 070411) 89/07/18 Consolidat 
ed Edison Co of New York, Inc 53pp 50735 001-50735 054 

8907310175 Forwards response lo Generic Llr 89 08. "Erosion/Corrosion- Induced Pipe 
Wall Thinning." Administrate procedure, defining erosion/corrosion monitoring 
activities, issued on 890220 & NUMARC tocommondallons adopted 
PARKER.T M Northern Slates Power Co 89/07/24 Office of Nuclear Roaclor Regu 
I all on. Director (Post 8704 If) 4pp 50726 321-50726 324 

8907310489 Forwards Amends 08 & 01 lo Licenses DPR 42 & DPR-60, 
respectively. safety evaluation & notice ol Issuance Amends add provision lo allow 
transfer of byproduct malls to facilities from other ulil |Ob sites 
DtlANNI.DC Pro) eel Directorate 111-1 89/07/25 PARKER.T M , MUSOLF.D M North 
ern Stales Power Co 3pp, 50755 203 50755 218 

-8907310485 Amends 88 & 81 lo Licenses OPR-42 & DPR 60,respeclively, changing 
licenses by adding provision lo allow transfer ol byproduct malls lo lacililies from 
other ulil job sites 

VANDELL.LA Project Direclorate 111-1 89/07/25 0pp 50755 206 50755 213 

-8907310486 Safely evaluation supporting Amends 88 & 81 lo Licenses OPR 42 & 
DPR 68, respectively 

’ Office of Nuclear Reactor Regulation. Direclor (Post 870411) 89/07/25 3pp 
50755 214-50755 216 
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"^A 7310515 Mollce o< issuance ol Amends 88 & 81 to Licenses DPR 42 & OPR- 
60, respectively Amends modify licenses to add provision for transferring byproduct 
malls to facilities from other util job sites 

OIIANNI.DC Project Directorate llf-1 89/07/25 2pp 50755 217-50755 218 

8908070329 Advises that util unaware of any clauses in setllement agreements which 
would restrict employees, or former employees, from communicating potential safety 
issues to NRC, m response to V Stello 890427 Itr 1 

PARKER, TM Northern Stales Power Co 89/07/31 Document Control Branch (Doc- 
ument Control Desk) Ip 50B22 136 50822 136 

8908140233 Advises that util B90724 response to Generic Ur 89 08 re pipe wall thin- 
ning induced by erosion/corrosion acceptable Records ol program & results from im- 
Pf 1 TAim, S n ^ 01 'required monitoring program should be maintained for potential audit 

ss' 2 , D iT 0 s,r pAnxER ™ 

8988170224 Requests closure of outstanding Action Item 87-0198, per 870617 request 
re review & evaluation ol acceptability ol Faubanks-Morse diesel generator 
nu^', n ?r-V\ c . I £ compl e!ed w/submittal of iransler of lead responsibility to NRR 
P flir L S S,W P Res ' on 3 ' ° ,c 01 ,he Sector. 89/08/04 MARTIN, TO Reqion 3 Ofc 
ol the Director Ip 50949 224-50949 224 y 

89 c°oi!w° 26 ^brnits supplemental into re NRC audit of West.nghouse median signal 
seiecl signal validalion Operability of modian signal selecl function will bo demonstral 
M rl A ,hal ,ailed charmel not selected lor use in level conlrol 
PARKER, TM Northern Slates Power Co 89/08/14 Office ol Nuclear Reactor Pecu- 
lation, Director (Post 87041 1) 2pp 50977 194 50977 195 9 

“C MdTOSBS&'.WStf s,3n " lc * nl ,e 891,1 12 

as'.SM 1 -’ 89,o8 ' ,6 n “«»" *«« 

“ 8 ,?5! 80312 ass6ssn l e / | j l & finding ol no significant impacl re 6901 12 applica- 

tion for amend to Licenses DPR-42 & DPR-60, revising Tech Specs lo modify pres- 
ni^Kr' u taking into consideraho n irradialion effects ol embrittlement * P 
DIIANNI.DC Project Direcloraie 111-1 89/08/16 4pp 50970 133 50970 136 

Q. Inspection reports, IE Bulletins & correspondence 

s " s, T ent r«POnse time Unresolved 
P? s 4a^'aBUi2 02 & 306/fi80t2 02, per nsp Reps 50-282/88 12 H On in ft /hr 
i ApqcK?r S p T e i e5lin g lS5ue also determined lor kionhcello & 50306/88 

88/,0/3 ‘ DAV ' S ' AB ^3,Olco..he 

TSSKS Sp,lces " Vendor *«*- 

coSSf-wSs & sw&Wott Wafiassi 1 * 69/07/26 

«» Forwards Enforcement Conference Repis 50 262/89 21 & 50 306/fld 21 
one9°713 re apparent violations no.ed ,n Insp R P 6 p,s 50282/58 200 I 5 0 3 06/88 

SSSSfapS^I’tSF^iar 1 " 89/07/26 LARS0N ' CE N ^hem Slates 

C °H n,erfiflce Repls 50 282/89-21 & 50 306/89-21 on 
Bnuai«^=ic ? s discussed apparent violalions ol App B lo 10CFR50 % mad 
ed funchons °' selec " on & review for suitability ol mails installed in safely refat 

K'Ko^aTe^ 1 - 00 Re910n 3 ' 0,c 01 ,he •»« 2i PP 

liSSESpEs3SS?= 

T”™ l&'Z NRC B “ m " 88 0, °- MM Cm c«m 

saws: a afB^trT^rswEafflS’' m ° m 

,!| R .S,r NM, “ 88 059 s ™“«" « PotenualJy F»s, e „ 

go 0 „ s s?!,Sa?.<. D s ^ 8 “™ 

■w® i®? KSn M «M,7 s hk» r» • ?« .« — 

B9/oB„ a EOIS „ n c *#bj; ttriss: is ass 

*’b”S'v ! ! I , S .;?! , S > V£K * N ““ 8 * 088 U— Rep. 0. Reljr- 

R Periodic operating reports 4 related correspondence 

69 89O808 Vr Wonlhly 0pe ' a!in9 ,epls ,or Jul 'M9 lor Praine Island Umls 1 & 2W/ 
50994255'° PARhER ™ Northern Stales Power Co 89/07/31 9pp 50994 247- 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 

F Security, medical, emergency & flro protection plans 

8908070229 Forwards Insp Repl 50 300/89 09 on 890518 0621 No violations noted 
WIGGINS, JT Region 1, Ole ol the Director 89/07/20 FRIZZLE.CD M/nno Yankee 
Atomic Power Co 2pp 50825 182-50825 183 

--89D8070233 Insp Repl 50 309/89 09 on 090510 0621 No violalions nolcd Major 
areas inspected lollowup on previous insp findings, operational safely 
verification, mainl, surveillance, physical security, radialion protection & mid cycle assess 
men! 

TRIPP, LE Region 1, Ole ol the Director 09/07/27 8pp 50025 184-50825 193 

8908100157 Forwards Rev 1 lo security plan Rov withhold 
WHITTIER.G D Maine Yankee Atomic Power Co 89/00/07 Document Conlrol 
Branch (Document Conlrol Desk) 2pp 50885 251 -500B5 252 

89 °®240252 Forwards corroded pages lo 090807 Rov 1 lo socunly plan Errata with 

WWTTIER.GD Maine Yankee Atomic Power Co 89/08/17 Documcnl Conlrol 
Branch (Documont Conlrol Desk) ip 51016 148-51016 140 

8908210212 Suppl 1 to Generic Llr 09-07 lo all operating plants, applicant lor OLs 4 
noiders ol CPs re power reactor safeguards conlingoncy planning lor stirfaco vehicle 
bombs Svc list end 

!hcI!- 0W ^ G Associate Director lor Propels (Post 070411) 09/00/21 Consolidat- 
ed Edison Co ol New York, Inc 55pp 51036 001 51036 056 

H General correspondence 

8908090273 Comments on draft reg guide, "Assuring Availability of Funds for Oocom- 
so urce^of^ecormnis s?<fmng° lu nds ^ Sh ° L " t ' perm, ‘ US ° °' polon,,al ,ox ,cfu,1d al 
E,oc,r ' c Co 89/00/02 Regula,ory Publlcallons 

P Operating license stage documents & correspondence 

89 ooerahnn 9 J u , o'7nn S Mu?. l i l |) , l 0 <e ^ ll1 C0 ™P pnQn ' cooling waior lioal balance io supporl 
afl^OoTvIWl 2,700 MW U ' condL, ctod consorvaliva analyses which jus lily opoiation 

S55SI^3 D i!^e^.'jo7£gr 00 88,1,5/30 WESSUANRH Pf °i ecl 

89 s 0 v 7 c , w a (er\«Zhi o L l 8 i 1 i 1 10 a " 5““** °' 0Ls 0f CPS lor nuclear power plants re 
PART?nw y r P *“ ems a ^cchng safety rolaled equipment Svc list end 

ed Erimnn rnni V e u°‘i rec ,or Pf °l ec| S (Post 070411) 09/07/18 Consolidal- 
ea Edison Co ot Now York, Inc 53pp 50735 001-50735 054 

8908 °m C ° n, r s i ^’P | i errar '*a'ion ol longterm monitoring program, assuring that 

C p ol ^vSaintn l n n :nn , inmn C K 0 r ,r015 p L ace ,0 9 UB,d «0*M* orosion/corrcsfon m 

GAnniTv i m li. T? , hlgb enB W ca, bon sled sys 

D ° cum ” n ' o °® 01 B,a ™ B 

89 w 8 e° 7 ofemp A o d vTe e |bikw te,m , s or conc,,l,ons ol omploymoni resfnc- 

K&n’fSJ/S !?M8SS 5 § S O 22 % 0M ' ^ 

89 nJ e' ° F TtMui mm oni c Bf 0 *" suppo /' o( ul1 ' 090510 rosponso lo ATWS 

PFIZ2LE.CD Maine Yankee Atomic 

Q Inspection reports, IE Bulletins & correspondence 

89 n 0 o 73 ed° 092 FOrWa,dS Salely lnsp R2p ‘ 50-309/89-10 on 090612-16 No violations 

YAnhOQ 

50723 !00-50723 A 106 R0SNlDEH ' J R Re 9 l0n ’• Ole ol the Diroclor 09/07/10 7pp 

™VS^Tpe c , 8 S Surge L,ne T,,efmal 

spring hangers found pe,fT,anenl datamation or distress lo either surge lino or 

■Ss S8I ““ - “ ^ 

c™*« e“s & ssSyS, .^ n ?o6^ e s5?f, n ys^?,Vfio7i' > m,mm 

rr m te ' 1 ^ 50 

[Documeni Conl.ol Ctesk) ?“507M3a3® ;8 S 337'“ Doc "" ,onl Conl ™' 
Alomic Power Co 2pp 5C825 182 50825 C i83 89/07/20 FR !Z2LE,C D Maine Yankee 
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- 6908070233 Insp Rept 50 309/89 09 on 890518 0621 No violations noted Major 
areas inspected followup on previous insp findings, operational safety 
venlicalion.maint.surveillance, physical secunly.radiation protection 8 mid cycle assess 
men! 

TRIPP, L E Region t, Ofc ot the Director 09/07/27 Opp 50025 104 50825 193 

8906070353 Advises that no compensation terms or conditions ol employment reslric- 
live ol employee ability to contact NRC re potential safety concerns identified.based 
on review of existing contractual agreements 8 personnel policies 
WHITTIER, GO Maine Yankee Atomic Power Co 89/07/31 Document Control 
Branch (Document Control Desk) tp 50822 240 50822 240 

6907270121 Suppl 1 to NRC Bulletin 08 010, "Noncontorming Molded Case Circuit 
Breakers " Svc list end 

ROSSI, C E Oivision ot Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc I08pp 50904 148 50904 253 

8907280169 NRC Into Notice 89 058, "Disablement of Turbine Driven Auxiliary Feed 
water Pump Duo to Closure ol Ono of Parallel Steam Supply Valves " Svc list end 
ROSSI, C E Division of Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc t06pp 50900 005 50900 1 10 

8908160239 Provides final response to NRC Bulletin 88 010, "Non Conforming Molded 
Case Circuit Breakers " Review ol purchasing 8 audit records for eight remaining cir- 
cuit breakers verified traceability to original mig 

WHITTIER, GD Maine Yankoe Atomic Power Co 89/00/04 Document Control 
Branch (Document Control Desk) Ip 50936 282-50936 282 

8908230306 Ack receipt ol util 890706 Itr informing NRC of noed for addl time to pre- 
pare response to notice of violation ro Insp Rept 50 309/88-20 Addl time granted 
GALLO, RM Region 1, Ofc ot the Director 09/08/11 FRIZZLE, CD Maine Yankee 
Atomic Power Co 2pp 51007 213 51007 215 

990B10D128 NRC Into Notice 09 059, "Suppliers of Potonlially Misrepresented Fasten 
ers " Svc fist end 

RQSSt.CE Division of Operational Events Assessment (Post 070411) 89/08/16 
Consolidated Edison Co of Now York, Inc I06pp 50992 315 50993 060 

8908140086 NRC Into Notice 89 060, "Main! ol Tolelhorapy Unils " Svc list end 
CUNNINGHAM, R E Division ol Industrial 8 Medical Nuclear Safely (Post 870729) 
89/08/18 Consolidated Edison Co ol New York, Inc 107pp 50993 061-50993 166 

8908160129 Suppl 2 to NRC Info Notice 08 040, "Licenseo Rapt ol Oefoclivo Refur- 
bished Valves 11 Svc list end 

ROSSI, C E Division ol Operational Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of New York, Inc lOOpp 50990 039-50990 137 


R. Periodic operating roports & rolnted correspondence 

8908150165 Monthly operating rept (or Jul 1980 lor Mamo Yankoe Atomic Power 
Station W/ 09080 7 Itr 

HALL.SL, WHITTIER, G D Maine Ynnkoo Atomic Powor Co 89/07/31 12pp 
50926 223 50926 234 


V Operator Examinations 

8908160241 Forwards oporalor licensing oxnm into roquoslod in Genoric Ur 89-1 2, con- 
sisting ol number ol roaclor operator & senior reactor operator exams scheduled In 
FY90 to FY93, 

WHITTIER, GD Maine Yankoo Atomic Power Co 89/00/01. Document Control 
Branch (Documont Control Desk) 3pp 50936 203-50936 205 


DOCKET 60-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F Securlly, medical, emergency 8 fire protection plans 

8907270291 Forwards exemption Irom requirements of 10CFR50,App R, Section III G In 
13 lire areas 8 satoly evaluation Exemption also allows use ol non-3 h lire rated fea- 
tures in 3 h lire barriers Demos exempllon re upper eloclrical area 
STONE, JC Project Directorate 1-2 09/07/20 MILTENBERGER.S. Public Service 
Electric & Gas Co ol Now Jersey 3pp 50703 307-50703'35G 

-8907270300 Exemption from roquiromonls ol 10CFRG0,App R, Section IMG for 13 fire 
areas Exemption also allows use of non-3 It lire rated features in 3-h fire 
barriers ExempHon re upper electrical penetration area denlod 
VARGA, S A Division ol Reactor Projects -I/ll (Post 8704 II) 09/07/20 Public Serv- 
ice Electric & Gas Co of Now Jersey 27pp 50703 310-50703.336 

-8907270317 SER supposing util 000715 roquesls lor exemption from 10CFR50,App 
R, Section II G requirements in 13 fire areas. 

' NRC ■ No Detailed Aflilialion Given 09/07/20 22pp 50703 337-50703 358 

8908030042 Forwards FEMA Region III ropt of 801129 exorcise (or plant. No deficien- 
cies observed during exercise although areas requiring corrective action 8 areas rec- 
ommended lor Improvomonl identified 

BELLAMY.RR Region 1, Ofc of the Director 89/07/25 MILTENBERGER.S Public 
Service Eleclric 8 Gas Co ol New Jersey 3pp 50793 059-50793 101 

890B1S0263 Forwards Safety Insp Repts 60 272/09-15 & 50-311/89-14 on 890606- 
0724 & notice ol violation Adequacy ol corrective action program in general re preven- 
tive recurrence ol previously Identified problems should be addressed. 

LINVILLC.J C Region 1. Ole ol Iho Director 09/08/04 MILTENBERGER.S Public 
Service Electric & Gas Co ol New Jersey 2pp 60044 293-50044 314 

-8908160266 Insp Repts 50-272/80 15 & 60-311/89-14 on 090606 0724. Violations 
noted Major areas inspecled operations, mamt. radiological conlrols.survelllance 
testing, securlly, safety assessment/assurance ol quality & emergency preparedness 
SWETLANO.PD Region 1, Ole ol the Director 89/08/03 18pp. 50044 297- 
50944 314 

8908170525 Forwards correction to 890720 exemption from 10CFR50,App R re Section 
9 3,Page 23, Line B, changing word smoke lo lire 

STONE, JC Project Directorate 1-2 89/0B/15 MILTENBERGER.S Public Service 
Electric & GaB Co ol New Jersey 3pp 50953 170-50953 174 


--8908170527 Corrected exemption Irom 10CFR50,App R, changing word smoke to fire 
on Page 31 275, Section 9 3, Column 2 on Line 2 

BUTLER, W Project Directorate I 2 89/08/15 Public Service Eleclric 8 Gas Co ol 
Now Jorsoy 2pp 50953 173-50953 174 

6908240357 Forwards Saleguards Insp Repts 50 272/69 19,50-311/89 17 8 50 354/ 
09-15 on 890710-14 No violations noted 

BELLAMY.RR Region I.OIcoMhe Director 69/08/15 MILTENBERGER.S Public 
Service Electric & Gas Co ol Now Jersey 2pp 51016 107-51016 116 

--6908240358 Partially deleled Insp Repts 50 272/89-19,50 311/89 17 8 50 354/89 15 
on 890710-14 (ref 10CFR73 21) Ma|or areas inspected lollowup on actions taken m 
response lo regulatory ollectivoness roview on 8904 10 14 

CAMERON.D F Region 1, Ole ol Ihe Director 89/08/15 Opp 51016 109 51016 1 16 

8908210212 Suppl 1 to Generic Ltr 89 07 lo all operating plants, applicants for OLs & 
holders ol CPs re power reactor saleguards contingency planning (or surface vehicle 
bombs Svc lisl end 

PART LOW, J G Associate Director for Protects (Post 8704 11) 89/08/21 Consolidat 
ed Edison Co ol New York. Inc 55pp 51036 001 51036 056 


H. General correspondence 

B908180309 Requests addition ol Ole of Peoples Counsel to NRC svc fisls for 
rnsps, events 8 mgl of facilities Ole ol Peoples Counsel represents residential custom 
ors ol utils regulated by State ol MD PSC 

GLYNN.J M Maryland, Slate ol 89/00/11 MURLEY.T Ollico ol Nuclear Reactor 
Regulation, Director (Post 870411) Ip 50967 280-50967 280 


P, Operating license stage documents & correspondence 


8907180211 Generic Ltr 09 13 to all holders ol OLs or CPs lor nuclear power plants ro 
svc water sys problems allecting salety-related equipmonl Svc list end 
PARTLOW.J G Associate Director lor Projects (Post 87041 1) 09/07/18 Consolidat- 
ed Edison Co ol New York, Inc 53pp 50735 001-50735 054 

8908020106 Forwards response to Generic Ur 09 08, "Erosion/Corrosion Induced Pipe 
Wall Thinning," per 890502 request Util instituted erosion/ corrosion monitoring pro 
gram to preclude potential lor catastrophic failures 

CRIMMlNS.T M Public Service Eleclric & Gas Co ol Now Jersey 89/07/24 Docu 
ment Cohtrol Branch (Documont Control Dosk) 6pp 50764 295 50764 300 

6908080214 Advises that util unaware of any clauses, included in settlement 
agreements, which restrict employees Irom providing Inlo re potential satety issues to 
NRC, in response to 090427 Itr 

FERLAND.E J Public Service Electric 8 Gas Co ol New Jersey 89/07/28 Document 
Control Branch (Documont Control Desk) 4pp, 50057 335-50857 338 

B908080230 Forwards addl Inlo re pressure lamp limits, per NRC 890526 request 8 dis- 
cussion w/Tsao of NRC on 890724 Capsula 2 did nol contain any wold metal 
specimens Therotore, discussion ol spoclmons not Included in WCAP-11955 
LABRUNA.S Public Service Electric 8 Gas Co of Now Jersey 09/07/31 Document 
Control Branch (Document Control Dosk) 7pp 50050110-50056 125 

8908140203 Forwards Amends 09 8 76 to Licenses DPR-70 & DPR-75, respectively 8 
solely evaluation Amends replace organization charts in Tech Spec Figures 6 2-f 8 
6 2-2 w/moro gone ml organizational requirements 

STONE, JC Prolecl Directorate 12 89/07/31 MILTENBERGER.S Public Service 
Efectnc & Gos Co ol New Jersey 3pp 50915 200-50915 241 

-•8908140207 Amends 99 & 76 to Licenses DPR 70 & DPR-75, rospoclivoly, deleting 
Tech Spec Figuros 6 2-1 8 6 2-2 organization lo bo replaced by more general orgnm 
zallonal requirements. 

BUTLER.W R. Project Directorate 1-2 89/07/31 36pp 50916 203 50915 238 

-•8908140211 Saloly evaluation supporting Amends 99 & 76 lo Licenses DPR 70 8 
DPR-75, respectively, 

* Ollico ol Nuclear Roaclor Regulation, Director (Post 870411) 09/07/31 3pp 
50915 230-50916 241 

8908080038 Forwards responses (o Questions 1-10 8 13 ol NRC 090104 request lor 
addl Inlo re NUREG 0737,110m IID.I Questions 6 8 7 withdrawn by NRC during 
B90222 lelcon 

MILTENBERGER.S. Public Service Electric 8 Gas Co ol New Jersey 09/00/01 Dec 
umenl Control Branch (Oocumonl Control Desk) 26pp 50857 121-50857 146 


Q. Inspection reports, IE Bulletins 8 correspondence 


8907270373 Ack receipt ol 890622 llr informing NRC ol slops taken to correct violation 
noted in Insp Reels 50-272/09-10 8 60-31 1/89 09 

BELLAMY, R.R. Region 1. Ole ol the Director 89/07/20. MILTENBERGER.S Public 
Service Electric 8 Gas Co ol New Jersey 2pp 50683 346 50683 352 

8907200019 NRC Inlo Notice 09-057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipmonl " Svc list on cl 

ROSSI, C,E Division ol Operalional Events Assessment (Post 070411) 09/07/26 
Consolidated Edison Co. ol New York. Inc 106pp. 507 1 1 333-50712 078 

8908140169 Responds lo ulil 090522 response lo notice ol violation dmagreoing w/por- 
tlon re gear case grease reliel valvo.per Insp Repts 50-272/66-23 8 50 311/86 
23.NRC determined vlolalion stands as originally written after reexam 
BOGER.B. Region 1, Ole ol the Director 89/07/28 MILTENBERGER.S Public Serv- 
ice Electric 8 Gas Co ol New Jersey, 2pp 50925 001-50925 006 

8908180268 Notification ol Significant Licensee Meeting 89-118 w/utit on 890815 lo tfis 
cuss SALP 

SWETLAND.P D Region 1, Ole ol the Director. 89/07/28 Region 1. Ole of the Diroc 
lor 2pp 50960 349-50968 356 
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6903080155 Forwards supplemental response lo violations noted m Insp Repls 50-272/ 
80 01 a 50 31 1/89 01 Procedure 00-15 re use of operalions dept procedures revised 
to provide greater detail on use 8 application of procedures 
MILTENBERGER S Public Service Electric & Gas Co of New Jersey 89/08/01 Ooc 
unient Control Branch (Document Control Desk) llpp 50856 103 50856 113 

6903030325 Suppl s response to NRC 890310 Hr re violations noted in Insp Repls 50- 
272/88 24 8 60 315/68 27 Collective actions procedure compliance emphasized 8 
procedure upgrade program implemented to evaluate mainl related activities 
LABRUNA.S Public Servico Electric 8 Gas Co of New Jersey 89/08/02 Document 
Control Branch (Document Control Desk) 5pp 50356227-50656 231 

8907270121 Suppl t to NRC Bulletin 88-010, ' Nonconforming Molded Case Circuit 
Breakers ' Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 89/03/03 
Consolidated Edison Co of New York, Inc 1Q8pp 50904 148-50904 253 

8907280169 NRC Info Notice 89 058, Disablement ol Turbine Driven Auxiliary Food 
water Pump Due to Closure of Ono of Parallel Steam Supply Valves " Svc list end 
ROSSICE Division ol Operational Events Assessmenl (Posl 870411) 89/08/03 
Consolidated Edison Co or New York, Inc lOSpp 50900 005 50900 HO 

8908160064 Forwards Safely Insp Repls 50-272/89-13 8 50311/39 12 on 890522-26 
8 notice ol deviation Requests that ulil address use of resistors as isolation devices 
between !E 8 non IE sys in accordance vv/commitments to IEEE 279 
DURR.JP Region t, Ofc ol the Director 69/08/04 MILTENBERGER.S Public Serv 
ice Erecirtc 8 Gas Co ol New Jersey 2pp 50929 229-50929 240 

-•3903160069 Notice ol deviation from insp on 890522 26 Deviation noted variables 
idenlilied did not meet redundancy criteria in that no redundant or diverse channels 
provided to ensure adequate post accident monitoring available to operators 
‘Region) Ofc oflhe Director 89/08/04 Ip 50929 231-50929 231 

- 6908160071 insp Repts 50 272/89-13 8 50311/89 12 on 690522 26 Devialions 
noted Major areas inspected licenses implementation ol Reg Guide 1 97. Rev 2 for 
post-accidenl monitoring instrumentation 

PAOUNO.R J . OELLA GRECA.A , ANDERSON.C J Region 1, Otc ol the Director 39/ 
07/31 17pp 50929 232-50920 248 

8908160233 Forwards Safely Insp Repts 50 272/89 15 A 50-311/89-14 on 690606- 
0724 8 notice ol violation Adequacy of corrective action program in general re preven- 
tive recurrence of previously identified problems should be addressed 
LINVILLE.J C Region 1, 0!c or the Oireclor 89/08/04 MILTENBERGER.S Public 
Service Electric 8 Gas Co ol Now Jersey 2pp 50944 203-50944314. 

-8903160265 Notice of violation from insp on 890606 0724 Violation noted general 
plant operating procedures, proceduros lor calibr of safety related equipment 8 radi- 
ation procedures not properly implemented 

■ Region 1, Ofc of the Director 89/06/04 2pp 50944 295 50944 296 

- 6908160266 Insp Repls 50-272/89-15 & 50 311/89-14 on 890606 0724 Violations 
noted Major areas Inspected operations, maint, radiological conlrols.surveilfance 
testing.secunty.salety assossmenl/assurance ol quality A emergency preparedness 
SWETLAND.PD Rogion 1, Ole of the Director 89/08/03 18pp 50944 297- 
50944 314 

6908170088 Responds to violations noted in Insp Repls 50 272/89 11 & 50-311/89 
10 Collective actions reactivity computer racks romoved trom conlrol rooms ol facrli 
lies 8 will remain out pending permanent Installation during next refueling 
LABRUNA.S Public Servico Electric 8 Gas Co of Now Jersey 09/08/07 Document 
Control Branch (Documonl Conlrol Desk) 5pp 50953 311-50953 315. 

B0Q822O371 Forwards Exam Repts 50 272/89 12(01.-00) 8 50 31 1/89-11 (OL-RQ) ad 
mustered on 890517 

GALLO, fl M Region 1. Ofc of the Director, 89/08/07 MILTENBEflGER.S. Public 
Service Electric 8 Gas Co. of New Jersey 2pp 50976 164-50976 167 

-8906220374 Rcqualificatlon Program Audit Repls 80-272/89 12(OL HQ) 8 50-311/89 
1 2(01 RQ) on 890517 Audit results reactor operator successtully completed all re 

S irlred actions during conduct of two Simula lor scenarios 
ISSETT.P Region 1, Ofcol Iho Oireclor 89/07/31. 2pp 50976 166-50976 167 

8903180011 Forwards SALP RopIS 50 272/88-99 & 60-311/88 99 for Jan 1986 - Apr 
1989 A 50 354/86-99 for 8801 18 - 890430 Meeting lo discuss assessments sched- 
uled lot 890815 at plant silo In Hancocks Bridge, NJ 

RUSSELL.WT Region 1, Ole ol the D.roclor 89/08/09 MILTENBERGER.S. Public 
Servico Electee A Gas Co of New Jersey. 2pp 5096B 001 50968 065 

-3908180014 SALP Repls 50-272/68-99 A 50 31 1/63 99 lor Jan 1988 - Apr 1989 
’ Region 1, Ofc of Iho Director 89/04/30. 31pp. 50966 003-50966 033 

8903210011 Discusses Safely Insp Repls 50 272/89-16 A 50 311/89 15 on 890527- 
07 1 0, enforcement conference moo ling on 890726 A forwards notice of violation 
COU.INS.SJ. Region 1. Ofc of the Director 89/08/09 MSLTENBERGER.S. Public 
Servico Electric & Gas Co, ol New Jersey 4pp 50975 161-50975 196 

-8908210082 Notice of violation Irom insp on 890627-0710 Violation noted feedwater 
Isolation actuation sys inoperable during previous plant operations as result of inad- 
equate response time lasting A failures to meet specified max response lime. 

* Region 1, Ole of the Director 69/08/09 32pp 50975165-50975.196 

6903240357 Forwards Safeguards Insp Repls 50 272/89 19,50-311/69 17 A 50-354/ 
89-15 on 890710 14, No vlotallons noted 

BELLAMY, FIR Region 1. Ofc of Iho Director 89/08/15 MILTENBERGER.S. Public 
Service Electric A Gas Co, ol New Jersey 2pp 51016:107-51016 1 16 

-6908240358 Partially deleted Insp Repts 60 272/89 19,50 31 1/89 17 A 50-354/89-15 
on 890710-14 <ref 10CFR73 21) Major areas Inspected followup on actions taken In 
response lo regulatory effectiveness review on 890410-14 

CAMERON.D F-. LANCASTER.W-K . KEIMIG.R R Region 1, Ofc of the Director. 89/ 
08/15 0pp 51016 109-51016.116 

8908100126 NRC Info Notice 89 059. “Suppliers ol Potentially Misrepresented Fasten- 
ers '* Svc list end. 

ROSSi.C.E Division ol Operational Events Assessment (Post 870411). 89/08/16 
Consolidated Edison Co ol New York, Inc 106pp 50992.315 50993060 

8908 14 00 B 5 NRC Info Notice 89 060. “Mainl of Teletherapy Units " Svc list encl 
CUNNINGHAM, R E. Division ol Industrial A Medical Nuclear Safety (Post 870729). 
89/08/1 B Consolidated Edison Co. ol New York, Inc 107pp 50993061-50993166. 


69082B0377 Advises lhat 899531 response lo NRC Bulletin BB 011, 'Pressurizer Surgo 
Lino Thermal Stratification," sufficient to allow continued operation while detailed la 
tigue analysis being prepared 

STONE.J C Project Directorate 12 89/08/21 MILTENBERGER.S Public Service 
Electee & Gas Co ol New Jersey 3pp 51041 312-51041 314 

8908160129 Suppl 2 lo NRC Into Notice 86 04B, 'Licensee Repi of Defective Refur 
bished Valves Svc list on cl 

ROSSI, CE Division of Operational Events Assessment (Post B704I1) 89/03/22 
Consolidated Edison Co ol New York, Inc lOOpp 50990 039-50990 137 


R Periodic operating reports & related correspondence 

8908020162 "Discharge Monitoring Rept for Juno 1989 " W/890719 Ilf 
MOHLER.D Public Service Electric A Gas Co ol New Jersey 89/06/30 
CAPORALE.G New Jersey, State ol 22pp 50764 260 50764 261 

8908230291 Monthly operating rept tor Jul 1989 for Salem Generating Station, Unit 2 W 
890811 Itr 

ORTICELLE.A, WHITE.P, MILLER, LK Public Servico Electric A Gas Co ol New 
Jersey 89/07/31 9pp 51007 204 51007 2 !2 


S Reportable occurrences, LERs & related correspondence 

8987310237 Notifies lhal on 890701, one loggerhead sea lurllo impinged on circulating 
water sys inlake trash bars Turtle recovered during cleaning ol trash racks Turtle re 
teased 6 miles offshore of Brigantine, NJ 

MILTENBERGER.S Public Service Electric A Gas Co ol New Jersey 09/07/21 Doc- 
ument Conlrol Branch (Document Control Desk) 2pp 50724 358 50724 360 

8908110016 LEfl 89-011-01 on 890522 determined lhat Tech Spec 4 32 1 1 had not 
been fully complied with Caused by inadequate design review Design change modify 
mg circuitry to allow continuity lo sting will be completed next outage W/090804 Hr 
POLLACK, M J , MILLER, L K Public Service Electee A Gas Co ol New Jersey 89/08/ 
04 6pp 50878 242-50078 247 

8908170042 ROon 890725, sea turtle became impinged on circulating water sys inlako 
trash bars Caused by lurllo migrating in lower Delaware River near plant Turtle rocov 
ered A brought lo marine mammal slrandmg ctr lor loading A mainl 
MILTENBERGERS Public Service Electric A Gas Co of New Jersey 89/OB/OQ, Doc- 
ument Control Branch (Document Control Desk) 4pp 50953 335 50953 338 


V, Operator Examinations 

B90B220371 Forwards Exam Repls 50-272/89-1 2(OL RQ) A 50 311/80-11 (OL-RO) ad- 
ministered on 890517 

GALLO, RM Region 1, Ole ol Ihe Director 89/00/07 MILTENBERGER.S Public 
Service Electric A Gas Co of New Jersoy 2pp 50976 164-50976 167 

- 8908220374 Requalilicabon Program Audi! Repls 50-272/09 12(OL-RQ) A 50 31 1/89 
12(OL RO) on 890517 Audit results reactor operator successfully completed all re 
quirod actions during conduct of two simulator scenarios 

BISSETT.P , ESELGROTH.P Region 1, Ole of Ihe Director 89/07/31. 2pp 
50976 166-50976167 


DOCKET 60-312 RANCHO SECO NUCLEAR GENERATING STATION 


C. Utility Environmental Report (EH), amends A correspondence 

8908070197 Response to 681103 FOIA request for documents addressed to A roforred 
to NRC by DOJ Forwards App A documents made available in PDR 
GRIMSLEY.DH Division of Freedom of Information A Publicalions Services (Posl 
890205) 89/03/03 FRIEDMAN, M L Friedman, Collard A Poswatl 2pp 50809004- 
50809 013 

-8908070217 Discusses how NRC evaluation ol radioactive effluent releases from plant 
affected licensee representatives act A conduct during time of concern, per 
request NRC decision not to issue variance for conlinued operation affirmed 
SCARANO.R A Rogion 5, Ole of Ihe Director. 87/11/12 MARSH, RG Region 5, Ofc 
of Ihe Director 2pp 50809 006 50809 007 


F. Security, medical, emergency A fire proteclion plans 

8907310224 Forwards Insp Rept 50-312/89-08 on 890422 0602 No violations or dovi 
ations noted 

RICHARDS.SA. Region 5, Ole of Ihe Director 89/07/12 KEUTER,DR Sacramento 
Municipal Utility Doled 2pp 50737 001-50737 019 

-8907310232 Insp Rept 50-312/89-08 on 890422-0602 No violations or deviations 
noted. Two non-ciled violations discussed Major areas Inspected operational safoty 
verifies lion .health physics & security observations A ESF sys walkdown 
RICHARDS ,S Region 5. Ole of the Director 89/07/11 17pp 50737 003 50737010 

8908070280 Temporary Change TC-03 to Attachment 2, Pages 17,18,43 A 44 to Rev 1 
to EPIP-5001, ‘'Recognition A Classification of Emergencies " 

* Sacramento Municipal Utility District 89/07/19, 8pp 50802 150 50802 157 

8908020092 Requests exemption from t0CFA50,App E.Sectlon IV F 2 to allow util not 
to perform annual emergency plan exercise tor 1989 Request results from transitional 
mode of plant from operating plan! to plant preparing for decommissioning 
KEUTEfl.D R Sacramento Municipal Utility District 89/07/24 KNIGHTON, G Docu- 
menl Control Branch (Document Control Desk) 2pp 50772 188-50772'189 

6908100262 Foiwards proposed generic Itr requesting voluntary licensee participation In 
ERDS A requests that proposed generic Itr be sent to all licensees of power 
reactor s.excepl for participants & licensees of listed plants 

JORDAN.E L Office for Analysis A Evaluation of Operational Data, Oireclor. 09/07/ 
27 MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 870411) Ip 
51074'359-SI 074 360 
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8906170120 Requosls exemption (tom Generic Llr 89 07, 'Power Reactor Safeguards 
Contingency Planning lor Surfaco Vehicle Bombs” because on 09O6O7,ulil board of 
direclors ordered that plant cease operation 

KEUTER.D R Sacramento Municipal Utility Oislrict 09/08/10 Documont Control 
Branch (Document Control Dosk) 2pp 50955 133 50955 134 

890-8240156 Rev 3 to EPIP-5300, ' Activation & Operation of Operational Support Ctr" 
• Sacramento Municipal Utility District 09/00/17 tOpp 51035 130 51035 147 

890B210212 Suppl 1 to Generic Ltr 69 07 to all operating plants, applicants lor OLs & 
holders of CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc list end 

PARTLOW,JG Associate Director lor Projects (Post 07041 1) 89/08/21 Consolidat- 
ed Edison Co of Now York, Inc 55pp 51036 001 -5103G05G 


H General correspondence 

8908220023 Informs that official correspondence must be directed to listed individuals 
duo to reorganization of ulil following 89060G election 

KEUTER.D R Sacramento Municipal Utility District 89/00/00 MARTIN, J B Region 5, 
Ole oft ho Director Ip 51015 294-51015 294 


P Operating license stage documents & correspondence 

690 B0 70 191 Forwards ML Friedman 001 103 FOIA request for documents ro US Altor 
ney investigation into possible criminal indictmonl6 of tacilitv employees following dis- 
charge of rarlioaclivo liquid effluents at plant smeo 1900, lor NRC rosponso 
’ Justice, Dopl ol 09/05/10 NRC No Dotailed Affiliation Given 3pp 50809001- 
50B09 003 

6906280311 Staff requirements memo ro 000601 briefing on oporatmg roactors & fuol 
facilities in Rockvilte,MD Commission expressed disappointmonl in long lerm operating 
peilormance of Turkey Pomi Nuclear Power Plant 

CHILK.S J Qlfice of the Secretary ol tho Commission 09/00/19 STELLO.V Ole of 
the Executive Director lor Operations 3pp 51043 013 51043 015 

8907270202 Requosls that complolion dalo lor addl training ol personnel involved in 
peilorming work on environ qualified equipment bo oxlendod from 890GI6 lo 091215 
CRUNK, SL Sacramento Municipal Utility District 89/07/14 ANG.W P Region 5, Ole 
Ol 1110 Director Ip 50603 342 50603 342 

890718021 1 Generic Ui 89 13 lo all holders ol OLs or CPs lor nuclear power plants ro 
svc water sys problems affecting safety rotated equipment Svc list end 
PARTLOW.JG Associate Director lor Protects (Post 070411) 09/07/18 Consolidat- 
ed Edison Co of Now York, tnc 53pp 50735 001-50735 054 

8906070197 Response lo 001103 FOIA request lor documents addrossod to & rolorrod 
lo NRC by DOJ Forwards App A documents made nvailablo in PDR 
GRIMSLEY.O H Division ol Eroodom of Information & Publications Services (Post 
890205) 09/00/03 FRIEDMAN, M L Friodman, Collard & Poswall 2pp 50009 004- 
50009 013 

-8908070224 Forwards NRC memo lo author, admimstoriny health & safely aspocts of 
NRC license al plan! W/o oriel 

MARSH, RG Region 5, Ole ol the Director 07/11/27 FLYNN, T Justice. Dopt of Ip 
50803 000-50000 000 

-8900070226 Confirms BB0226 meollng w/US Attorneys, T Flynn & J Goldstoln In 
Walnut Creek, CA to discuss info on roloaso of radionclivo ellluonls in plant 
MARSH R G Region 5, Ole of Iho Director 00/02/17 YUHAS.G P Rogion 5. Ole of 
Iho Director Ip 50B09 009 50009 009 

8306140165 Updates status following SMUD ralopayor vote on 090G06 lo close 
plant, por 090619 stall requirements memoEliniblo votors voted 53 to 47°.o lo closo 
plant NRC evaluating util closuro process & will moot w/liconsao ro decommissioning. 
TAYLOR, J M 01c ol Iho Executive Dimeter lor Opornlions 09/00/09 CAnR, ROB- 
ERTS. ROGERS Commissioners 0pp 50946 18? 50946 189 

8908160280 Notification of 090829 meeting w/SMUD in RockvIllo.MD to discuss clasura 
& decommissioning plans & preliminary dolails of potential license transfer lor facility 
REYNOLDS, S A Project Dircctorato V 09/08/09 KNIGHTON, G W Pro|oct Director- 
ate V 4pp 50937 144 50937 147 

0908220271 Forwards plant closuro organizational charts & Administrative Procoduro 
RSAP 0101, per 090002 roquost 

CRUNK S Sacramento Municipal Utility District 80/00/15 Documont Control Branch 
(Document Control Dosk) Opp 50977 000 50977 046 

-8906220275 Rev 5 lo Administrative Procoduro RSAP 0101, "Nucloar Organization 
Responsibilities & Authorities " 

' Sacramento Municipal Utility District 80/07/18 30pp 50977 017 50977 046 

8908220452 Forwards Rov 5 lo Inservico Testing Program Plan ” Changes identified 
consistent w/gutdanco provided by Generic Llr 09 04 

KEUTER.D R Sacramento Municipal Utility District 09/00/16 Document Control 
Brandi (Document Control Desk) 3pp 50973 290 50974 070 

-8906220454 Rev 5 to "Insorvice Testing Program Plan " 

• Sacramento Municipal Utility District 09/00/10 I24pp 50973 301-50974 070 


Q Inspection reports, IE Bulletins & correspondence 

6907310224 Forwards Insp flept 50 312/09 08 on 890422 0002 No violations or dovi 
alions noted 

RICHARDS, S A Region 5, Ole ol tho Director 09/07/12 KEUTER.D R Sacramento 
Municipal Utility District 2pp 50737 001 50737 019 

-8907310232 tnsp Repl 50-312/09 08 on 890422-0602 No violations or deviations 
noted Two non cited violations discussed Maior arons inspected operational safety 
vGnlicaUon.hoatlh physics & security observations & ESF sys walkdown 
RICHARDS.S Rogion 5, Ole of the Director 89/07/11 17pp 50737 003 50737 019 

6907310063 Advises that util 890511 response to SALP Meeting Repl 50 312/88 39 ap- 

B ropriale & no changes lo 090320 SALP Board ropt deemed nocessary 
IARTIN.JB Region 5, Ofc of tho Director 89/07/21 KEUTER DR Sacramento Mu 
mcipal Utility District 3pp 50743 290 50743 351 


8907200019 NRC Info Notice 89-057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment" Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post G7041I) 89/07/26 
Consolidated Edison Co ol New York, Inc 106pp 50711 333 50712 070 

6908 010380 Provides revised responso lo NRC 001228 ltr re violations noted m Insp 
Repl 50 312/03 33 Corrective action portable shield walls inspected every 6 months 
lo ensure all salety tactors mot & aroa surveys conducted on weekly basis 
KEUTER.D R Sacramento Municipal Utility District 89/07/26 KNIGHTON, G Docu- 
ment Control Branch (Documont Control Desk) 3pp 50745 340 50745 342 

6907270121 Suppl 1 lo NRC Bulletin 06 010, '‘Nonconforming Molded Case Circuit 
Broakers " Svc list end 

ROSSI.CE Division ot Operational Events Assessment (Post 870411) 89/00/03 
Consolidated Edison Co of New York, Inc 108pp 50904 14C 50904 253 

0907280169 NRC Into Notice 89 058, ''Disablement o( Turbine Driven Auxiliary Feed 
water Pump Due to Closure of One ol Parallel Steam Supply Valves " Svc list end 
ROSSI.CE Division ot Operational Events Assessment (Post 070411) 89/08/03 
Consolidated Edison Co of Now York, Inc I06pp 50900 005 50900 110 

8908100128 NRD Into Notice 89 059, "Suppliers of Potentially Misrepresented Fasten 
ors" Svc list end 

ROSSI.CE Division ot Operational Evonl9 Assessment (Post 070411) 09/08/16 
Consolidated Edi9on Co ol Now York, Inc 106pp 50992 315 50993 060 

890B 140085 NRC Into Notice 09 060, "Mainl of Tolelherapy Units " Svc list end 
CUNNINGHAM, R E Division ot Industrial & Medical Nuclear Safely (Posl 0/0720) 
O9/OB/10 Consolidalod Edison Co of New York, Inc 107pp 50993 061 50993 166 

0908160129 Suppl 2 to NRC Inlo Notico 00-040, "UconsGQ Repl of Oelectivo Rofur 
bishod Valves ' Svc list end 

ROSSI.CE Division of Operational Evonts Assessment (Posl 070411) 09/00/22 
Consolidated Edison Co ol Now York, Inc tOOpp 50990 039 50990 137 


R Periodic operating roporls & related correspondence 

8908230312 Monlhly operating rept lor Jut 10OD for Rancho Soco Nuclear Generating 
Station W/890814 ltr 

MUELLER, M. CRUNK, S L Sacramento Municipal Utility District 09/07/31 7pp 
51020 067-51020 073 


S. Reportable occurrences, LERs & related correspondence 

8007310200 PNO-V 09 044 on 690720, util board voted by 4-t vote to onter exclusive 
negotiations w/Ouadrox Corp tor possible sale ol plant Koy milestone dates 
llslod Board maintain od that several koy issuos must be addrossod bolore voting on 
sale 

RICHARDS.S Region 5, Ofc of tho Diroctor 89/07/21. Ip 50737 000 50737 000 

8008020059 LER 09 001 01 on 090131 .auxiliary feedwater pump P-3 1 0 roachod over 
spood condition resulting in overprossunzation ol auxiliary feedwater trains Caused by 
falluto ol luiblno governor to control turbino spood W/090724 llr 
SCHUMANN. D , FIRLIT.JF Sacramonlo Municipal Utility District 09/07/24 Opp 
50750 1 45 50758 152 

0903140304 Forwards LER 69 005 01 ro potential inoperability ol flow transmilters duo 
to unqualified conligurallon w/plaslic conduit opening plugs As discussed m util 
009714 llr, complolion dalo lor correctivo actions oxtendod to 091215 
KEUTER.D R Sacramonlo Municipal Utility District 89/00/07 Document Control 
Branch (Document Control Desk) Ip 51042 153-51042 157 

-890B170127 LER 09-005 Of on 8902 10, discovered that six ossontlal flow transmitters 
in auxiliary teedwalor sys Mad plastic plugs installed in spare conduit connection 
oponing Caused by porlormanco ol work outside scope ol aclivo work requesl 
RUTTER, S Sacramonlo Municipal Utility District 69/06/07 4pp 50913 300 
50913 303 

6900250023 LEfl 09 000 00 on B90720,d'iscoveiQd that alternate sampling equipment 
connected lo cpernblo reactor bldg duct & not lo auxiliary bldg stack Caused by 
chemistry technician orror Sampling lo auxiliary slock reinstated W/890017 Hr 
JONES. R , KEUTER.D R Sacramonlo Municipal Utility Oislrict 89/00/17, 5pp 
51017 242-51017 246 


V. Operator Examinations 

8906160346 Notilio9 ol change m oporalor/semor operalor slates J Oaitoy & J Reyn- 
olds terminated employment on G9072I & 890602, respectively 
KEUTER.D R Sacramento Municipal Utility District 89/08/09 Document Control 
Branch (Documont Control Dosk) Ip 50030 249-50930 249 


DOCKET 50-313 ARKANSAS NUCLEAR ONE. UNIT 1 


F. Security, medical, emergency & fire protection plans 

8907310443 Forwards Safeguards Insp Repls 50 313/89 27 & 50 360/09 27 on 
000605 09 No violations or deviations noted 

M1LHOAN.J L Region 4. Ole ol the Director 09/07/12 CAMPBELL, G Arkansas 
Power & Lighf Co 2pp 50744 306 50744 309 

-0997310450 Partially withheld Safeguards Insp Repls 50-313/09 27 & 50 360/09-24 
on 890605 09 (roi 10CFR73 21)No violations or deviations noted Major areas 
inspected physical security program including mgl support & security program plan 
KELLY.R A , C ALOW ELL, R A , EVERETT, R J Region 4, Ole ol the Director 09/07/ 
07 2pp 50744 308-50744 300 

8906070310 Rev 17 lo Pages 4 & 5 to EPIP 1903 61, 'Communications Equipment 
Tests " 

* Arkansas Power & l ight Co 89/07/tB 4pp 50022 040 60822 043 
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8908QB0075 Re/.s:d EPIPs including Rev IS 10 1904 I 002 SI Ha* | 1904 004 

• Mansas Power 8 Light Co 89/07/18 2Jpp 50857 296 50857 319 


8908030088 Forwards msp Repts £0 313/89 2B & 50 366/89-28 on 890501-30 8 notice 

MlLHOANJL Region 4 Ole of Ihe D.rector 89/07724 CAMP BELL ,G Arkansas 
Power & Lighi Co 2PP 50764 175 50764 191 


-89QB030095 notice ol violation Irom msp on 690601 30 Violations noted corrective 
action ass gned to prevent recurrence of level differences Irom RCS mdicalors not 
comp'ctvd & lire door 375 propped fully open 
■ Rcq'an 4 Qic of the D rector 69/07/24 2pp 50764 177-50764 178 

-8968030099 lr\ 5 p Repts 50-313/89 28 & 50 366/89 28 on 890601-30 Violations 
noted Majcr areas inspected plant status followup ol evenls operalional safely 
ifetdcaiion la'iqwup on previously icJenlilied items maint & surveillance 
CHAMBERLAIN D Reg on 4, Ole ol Ihe Director 89/07/21 13pp 50764 178- 
50764 191 


8908020032 Ack rccepl ol 890707 Hr informing NRC ol steps taken to correct violations 
noted in Insp Repts 50 313/69 20 8 50-368/09 20 

MfLHOAfJJL Region 4 Ole ol the Director 89/07/28 CAMPBELL, G Arkansas 
Power 8 Light Co 2pp 5Q772 331 50772 333 


-89Q8D20037 Forwards response lo violations noted in Insp Repts 50 313/80 20 & 50- 
363/83 20 Response Withheld (ref I0CFR2 790) 

EWING E C Arkansas Power & Light Co 89/07/07 MILHOAN.J L Region 4. Ofc of 
Iho Director Ip 50772 333 50772 333 


8908150065 Rev 23 10 EPIP 1903 60 Emergency Supplies 8 Equipment " 
• Arkansas Power 8 Light Co 89/08/03 77pp 50918 232 50918 308 


8908170349 Wilhdraws 871204 application (or amend to License DPR SI, consisting cf 
Proposed Change 2 to Tech Specs, modifying responsibilities of plant safety rc-v-e* 
committee 

3URK.CH Arkansas Power 8 Light Co 69/08/03 HARBUCK.C Office of Nucfcar 
Reactor Regulation, Director (Post 07041 1) Ip 50954 332-50954 332 

8908170565 Forwards summary of 890725 quarterly performance meeting ro aciwDei 
aulhonzed under Licenses DPR-51 & NPF-6, Viewgraphs end 
MILHOAN.J L Region 4, Ofc. of Ihe Director 89/08/00 CAMPBELL, G Mansis 
Power & Light Co 128pp 50942 110 50942 255 

8908170449 Discusses withdrawal ol 890227 & 0323 applications for amends to Li- 
censes DPfl-51 8 NPF 6 re snubber surveillance 

HARBUCK.C C , POSLUSNY.C Projacl Directorate IV 89/08/09 CAMPBELL.TG 4/ 
kansas Power 8 Light Co 3pp 50948 052-50948 054 

890B240152 Application lor amend to License DPR-51, revising Tech Spec Secton 
351 13, basis lor Section 3 5 1 13, Table 3 5,1-1, Hem 14,Action 27 & Table 4 1-1, Item 
42 re addition ol seismic monitoring Instrumentation, per NUREG-O80O 
CAMPBELL, T G Arkansas Power 8 Light Co 89/08/09 HEBOON.F J Project Or« 
lorateiv 7pp 51028144-51028157 

-8908240153 Proposed Tech Specs revising Section 35 113, basis for SccWn 
3 5 1 13. Table 3 5 i-i.ltem i4,Aclion 27 8 Table 4 1-1, Hem 42 re addilron ol seismc 
monitoring instrumentation 

• Arkansas Power 8 Light Co 89/08/09 7pp 51020 151-51028 157 

8908180431 Forwards notice ol withdrawal ol application for amends lo Licenses 0 PR- 
51 8 NPF 6,modilying Tech Specs re review responsibilities ot plant saloty committee 
HARBUCK.CC, POSLUSNY.C Project Directorate IV 89/08/10 CAMPBELL, TG Ar 
kansas Power 8 Light Co 3pp 50956 237-50956 241 


8908 160319 Forwards Insp ReplS 50 313/89 29 8 50 368/89 29 on 890626-29 No vio 
laiions or deviations noted 

MILHOAMJL Region 4 Ole ol Ihe Director 89/08/07 CAMPBELL.G Arkansas 
Power 8 Light Co 2pp 50936342 50936 347 


-8908180433 Nolice of withdrawal ol application lor amends to Licenses OPR51 S 
NPF-6 re rev to Tech Specs to decrease review requirements ol plant safety commit- 
tee 

HEBDON.FJ Project Directorate IV 89/08/10 2pp 50956 240 50956 241 


-8908160326 Insp ReplS 50-313/89 29 8 50 368/89 29 on 890626 29 No violations or 
daviaticns noted Maior areas inspected operational status ol emergency prepared- 
ness program including changes to emergency plan 8 facilities 
TERC.NM POWERS D Region 4, Ofc of ihe Director 89/07/28 4pp 50936 344- 
50936 347 

8908140322 Responds to concern noted in Insp Repts 50-313/89 27 8 50 368/89- 
27 Corrective actons amount ol f rearm framing to security force will be 
mcreased £valua»an of firearms tram.ng program withheld (re) 10CFR7J21 8 2 790) 
EWING EC Arkansas Power 8 Light Co 89/08/11 Document Conlrol Branch (Docu 
ment Ccnirol Desk) Ip 50914 060 50914 064 

8908210212 Suppl 1 to Generic Ltr 89 07 lo all operating plants, applicants for OLs & 
no'ders of CPs re power reactor safeguards contingency planning lor surface vehicle 
Combs Svclsiencl 

PARTLQW J G Assoc ala D.rcdor for Projects (Post 870411) 89/08/21 Consolidat- 
ed Ed.son Co of New York, Inc 55pp 51036 001 51036 056 


P Operating license stage documents A correspondence 

8908010008 Forwards partial response lo questions re seismically qualified, partially tor- 
nado protccind condensate storage tank Final response lo be subrndled by 900115 
JAMES DE Arkansas Power 8 Lghl Co 89/07/10 HARBUCK.C Office of Nuclear 
Reaclor Rcguiahon, Director (Post 87041 1) 4pp 50753 185 50753 188 

8908010088 Responds to Generic Ur 09 06 requesting certification that plant SPDS 
meets requtements ol NUREG 0737, Suppl Making into account info in NUREG- 
1342 Belief that requirements ol NUREG 0737,Suppl 1 tully mei, based on review to 
dale staled 

TURK.C H Arkansas Power 8 L<ghi Co 89/07/17 Document Control Branch (Docu- 
ment Comm! Desk) 3pp 50745344 50745 346 


8908180424 Forwards SER accepling corrective actions taken in response to plant 
890120 high pressure Injection sys backllow event TAC 71972 considered closed 
HARBUCK.CC Project Directorate IV 89/08/ It CAMPBELL,! G Arkansas Power 8 
Light Co 3pp 50956 266 50956 271 

-8908180425 Salely evaluation accepling licensee actions in response to 890120 firgh 
pressure injection backllow even! 

• Office ol Nuclear Reactor Regulation, Director (Post 870411) 09/09/11 3pp 
50956 269 50956 271 

8908210217 Forwards application lor amends lo Licenses DPR-51 & NPF-6. requeuing 
approval for Entergy Operations, Inc to assume responsibility lor planl operation 
CAMPBELL, TG Arkansas Power 8 Light Co 89/00/15 Document Conlrol Branch 
(Document Control Desk) 5pp 50976 047-50976 101 

-8908210223 Applicalion tor amends lo Licenses DPR-51 8 NPF S.requosling approval 
for Entergy Operations, Inc to assume responsibility for mgl & operation of 
facility Entergy will succeed Arkansas Power 8 Light Co as planl operator 

• Arkansas Power 8 Lighi Co 89/08/15 32pp 50976 052-50976 003 

-8908210252 Proposed Tech Specs, consisting of revised licenses, reflecling changom 
ownership of facilily from Arkansas Power 8 Light Co lo Entergy Operations.lnc. 

• Arkansas Power 8 Light Co 89/08/15 IBpp 50976 084-50976 101 


Q. Inspection reports, IE Bulletins & correspondence 

8908010353 Responds lo violations noted In Insp Repts 50-313/89-18 8 SO 360/89 
18 Corrective action individual reprimanded lor failing to adhere lo procedure 
requirements Individual who prepared mail ticket no longer employed on site 
EWING, EC Arkansas Power 8 Light Co 89/07/11 MILHOAN.J L Region 4, Ofc of 
Ihe Director 3pp 50745 313-50745 315 


8908010278 Forwards summary ol mgl meeting on 890707 re util response to Generic 
Ltr 68 17 8 attendance l.st Subjs discussed include repair ol Uml 2 reaclor head vent 
'•ne Marge & organizational interfaces 

M'LHOAN J L Region 4 Ofc of ihe Director 89/07/17 CAMPBELL.G Arkansas 
Power 8 Lighi Co 4pp 50766026 50756 029 

8907180211 Gcrenc Llr 89 13 lo an ho'de-s ol OLs or CPs for nuclear power plants re 
l\nv?r^? > i S rF c0 ' em * a,,ec,,rl 3 saf 6iy relaied equ.pmem Svc list end 

Director for Propels (Post 870411) 89/07/18 Consolidat- 
ed Edisor Co of New Vork, Inc 53pp 50735 001 50735054 

8907310449 Requests withdrawal ol proposed Tech Specs re visual msp periods for in- 

zsss ste? oij,aoes & 

D0 “ Comro1 Bw,ch ,0ocu 

££5?* 1° Gene,lC Ur 89 08 E'osion/Corrosion Induced Pipe Wall 
SKESK SQ-ern,ng secondary p,pe wall thinning msp criteria revised to 
** ' w -matct,pe fnocedue that provides guidance lor choosing msp loca 

c "®«> 


B907310443 Forwards Safeguards Insp Repts 60-313/89-27 8 50 368/89 27 on 
890605 09 No violations or deviations noted 

MILHOAN.J L Region 4, Ofc ol the Director 89/07/12 CAMPBELL.G Arkansas 
Power 8 Light Co 2pp 50744 306 50744 309 

-8907310450 Partially withheld Safeguards Insp Repts 50-313/89 27 & 50-368/B9'24 
on 890605-09 (ref 10CFR73 2l)No violations or deviations noted Maior areas 
inspected physical security program including mgl support & security program plan 
KELLY.R A , CALDWELL, R A , EVERETT.R J Region 4, Ofc of the Director 89/07/ 
07 2pp 50744 308-50744 309 

8908010370 Responds to violations noted In Insp Repts 50-313/89 24 8 50-368/83- 
24 Correclivo actions operator reentered area 8 egressed in accordance w/procedural 
requirements 8 operator counseled by operations manager 

EWING.EC Arkansas Power 8 Light Co 89/07/14 MILHOAN.J L Region 4, Ole ol 
the Director 3pp 50755 091-50755 093 

8907310449 Reguests withdrawal ol proposed Tech Specs re visual msp periods for in- 
accessible snubbers submitted in 890227 Itrs Unplanned outages 8 scheduled midcy- 
cle oulage lor Unit 1 eliminated need lor changes 

TURK.C H Arkansas Power 8 Light Co 89/07/21 Document Control Branch (Docu- 
ment Conlrol Desk) Ip 50737 076-50737 076 


*«Sf« on £° ncludlI, 9 lhal isolation devices proper! 

SS 3 ? Sssssjissisr ■*' » 

e ^ | u8ton concluding thai isolation devices acceptable lor use i 

H'C SC 1 3c'^was C r andamhf n rYJSant !S* 01 ,0 "° Aup Evaluation ventying thal failure < 
• niVTf. !i J ifr 1 ou Crfnt device poor to testing 

50733 223 £3793 234 RCaC ° f Rl3g ‘ Jat ' Qn Ql ' et,w 670411) &9/Q7/35 2 P] 


890B020364 Responds to Generic Ltr 89 00. "Erosion/Corrosion Induced Pipe Wall 
Thinrung" Procedure governing secondary pipe wall thinning msp criteria revised lo 
implement systematic-type procedure thal provides guidance for choosing msp loca- 
tion 

TURK.C H Arkansas Power 8 Light Co 89/07/21 Document Conlrol Branch (Docu 
ment Conlrol Desk) 2pp 50773 007-50773 008 

8908080026 Responds lo NRC ltr re deviations noted In Insp Repts 50-313/89 26 8 50- 
368/88-26 Corrective actions completion date lor safety related 8 other components 
procedures established, program status reviewed 8 scope defined 
EWING.EC Arkansas Power 8 Light Co 89/07/21 MILHOAN.J L Region 4, Otc of 
Ihe Director 4pp 50055 268-50855 271 
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8906030088 Forwards Insp Repls 50-313/89 28 8 50 368/89 28 on 890601 30 8 notice 
ol violalion 

MILHOAN.J L Region -1 Ofc ol Ihe Director 09/07/2-1 CAMPBELL, G Arkansas 
Power 8 Light Co 2pp 5076-1 175 5076-1 191 

-6908030095 Notice ol violation from insp on 090601-30 Violations noted corrective 
action assigned to prevent recurrence ol level differences from RCS indicators not 
completed 8 fire door 375 propped fully open 

1 Region 4, Ofc ol Ihe Director 89/07/2-1 2pp 5076-1 177-5076-1 178 

-3908030099 Insp Ropts 50 313/09 28 & 50 368/09-28 on 890301-30 Violations 
noted Ma|or areas inspected plant status, followup ol events.operational safety 
venlicalion.lollowup on previously identified items, mainl 8 surveillance 
CHAMBERLAIN, D Region 4, Ofc ol the Director 09/07/21 13pp 50764 179 
50764 191 

6907200019 NRC Into Notice 89 057, ' Unqualitied Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list encl 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 09/07/26 
Consolidated Edison Co of New York, Inc I06pp 50711 333 50712 078 

8908030256 Discusses special insp re past util efforts to establish compliance w/IE But 
lehns 79 02 8 79 14 Util intends to examine issues which led to discrepancies in 
anchor bolt sampling sizes per IE Bulletin 79 02 

EWING, EC Arkansas Power 8 Light Co 89/07/27 Document Control Branch (Oocu- 
menl Control Dosk) 2pp 50793 213-50793 214 

8900020032 Ack receipt of 890707 Itr informing NRC ol slops taken to correct violations 
noted in Insp Ropts 50 313/89 20 8 50 360/09 20 

MILHOAN.JL Region 4, Ofc of the Director 89/07/20 CAMPBELL, G Arkansas 
Power 8 Light Co 2pp 50772 331 50772 333 

-0908020037 Forwards response to violations noted in Insp Repts 50 313/09-20 & 50 
368/89 20 Response withheld (ret 10CFR2 790) 

EWING, E C Arkansas Power 8 Light Co 89/07/07 MILHOAN.J L Region 4, Ole ol 
the Director Ip 50772 333 50772 333 

0906000247 Ack receipt ol 090711 Hr informing NRC of steps taken to correct violations 
noted in Insp Ropts 50 313/00-10 8 50 368/09 10 

MILHOAN.J L Region 4, Ole ol the Director 09/07/20 CAMPBELL, G Arkansas 
Power 8 Light Co Ip 50850 095 50850 090 

0907270121 Suppl 1 to NRC Bulletin 88 010, “Nonconforming Molded Caso Circuit 
Breakers " Svc list end 

ROSSI.CE Division ot Operational Events Assessment (Post 0704 It) 09/08/03 
Consolidated Edison Co ol New York, Inc 108pp 50904 140 50904 253 

6907280109 NRC Info Notice 00 050, “Disablement ot Turbine Driven Auxiliary Food 
wator Pump Duo to Closure of One of Parallel Stoam Supply Valvos " Svc list end 
ROSSI.CE Division of Operational Events Assossmonl (Post 070411) 09/08/03 
Consolidated Edison Co of Now York, Inc 106pp 50900 005 50900 110 

0908170556 Ack receipt ol 800714 Hr informing NRC ol stops inken to correct violations 
notod in Insp Ropts 50 313/09 24 8 50-360/09-24 

MILHOAN.JL Region 4, Ofc ol tho Director 89/00/04 CAMPBELL, G Arkansas 
Power 8 Light Co 2pp 500-15 230 50945 242 

8908160319 Forwards Insp Ropts 50 313/00 29 & 50 360/80-29 on 090026 20 No vio 
lalrons or deviations noted 

MILHOAN.JL Region 4, Ole of the Director 00/00/07 CAMPBELL, G Arkansas 
Power 8 Light Co 2pp 50036 342 50036 347 

-0908160326 Insp Ropts 50 313/00-29 8 50 360/09 20 on 090626-20 No violations or 
deviations noted Major areas inspected operational status ol emergency prepared 
ness program, including changos to emergency plan 8 facilities 
TERC.N M , POWERS, D Region 4, Ofc of tho Director 09/07/20 4pp 50936 344 
50936 347 

0908170356 Responds to violations noted In Insp Roots 50-313/69 23 8 50-368/09 
23 Collective actions lorrnal training to sonsltizo omployeos re 10CFR50 0 planned & 
responso to Gonorlc Ltr 00 17 conlalncd commitment to l0CrR50 9 
CAMPBELL, TG Arkansas Power 8 Light Co 09/00/07 MILHOAN.JL Roglon 4, Ole 
Ol tho Director 4pp 50939 093 50939 090 

8908180209 Ack receipt ol 890425 8 0616 lira informing NRC ol stops taken to correct 
violations notod In Insp Repts 50 313/00 35 8 50 360/08 35 
MILHOAN.JL Region 4, Ole ol tho Diroctor 09/00/09 CAMPBELL.G Arkansas 
Power 8 Light Co 2pp 50968 090 50960 101 

0908140322 Responds to concorn noted in Insp Ropts 50-313/09-27 8 50 360/89- 
27 Corrective actions amount ol firoarm training to security force will be 
increased Evalualion ol firearms training program withhold (ref 10CFR73 21 8 2 790) 
EWING, E C Arkansas Power 8 Light Co 09/08/1 1 Document Control Branch (Docu- 
ment Conlrot Dosk) tp 50914 060 50914 064 

0908210244 Forwards addl info ro util 890622 rosponso to notice ol violation & pro- 
posed imposilion ol civil penally ro equipment qualification Only two dovlcos remain 
which may requiro T drain for long term drainage provisions 

CAMPBELL, T G Arkansas Power 8 Light Co 09/00/11 Document Control Branch 
(Document Control Dosk) 3pp 50975 350-50975 360 

8908180119 Ack recolpt ol 090721 Hr informing NRC ol stops taken to correct devi- 
ations noted in Insp Repls 50 313/89 26 8 50 368/09 28 

MILHOAN.JL Region 4, Ole of Ihe Director 09/08/14 CAMPBELL.G Arkansas 
Power 8 Light Co 2pp 50967 354 50907 359 

6908100128 NRC Inlo Nolico 09 059, "Suppliers of Polontlally Misrepresented Fnslon 
ors " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 09/08/16 
Consol idated Edison Co of Now York, Inc 106pp. 50992 315 50993 060 

B9DB28QC45 Informs that preliminary bounding evaluation ol C-E Owners Group (CEOG) 
sorgo linos using actual data collected from CEOG plants perlormed.addresslng IE 
Bulletin 80 01 1.Aclion 1 b Results encl 

TURK.CH Arkansas Power 8 Light Co 69/08/16 Document Control Branch (Docu- 
ment Control Desk) 19pp 51040 255-51040 273 

8908140085 NRC Inlo Nolice 89 060, "Maint of Telelhorapy Units " Svc list encl 
CUNNINGHAM, R E Division ol Industrial 8 Medical Nuclear Safety (Po9t 870729) 
89/08/ tO Consolidated Edison Co ol Now York, Inc 107pp 60993 061-50993 166 


8908160129 Suppl 2 to NRC Inlo Nolice 08 04B Licensee Rept o( Defective Relur 
bished Valves Svc list encl 

ROSSICE Division ol Operational Events Assessment (Post 870411) 09/00/22 
Consolidated Edison Co ol New York. Inc tOOpp 50990 039-50990 137 


R. Periodic operating reports 4 related correspondence 

8907310294 '10CFR50 59 Rcpt for 1966 W/090721 Itr 
TURK.C Arkansas Power & Light Co 08/12/31 37pp 50724 171-50724 207 

8907270173 Monthly operahng repl lor Juno 19B9 lor Arkansas Nuclear One Unit 1 W/ 
890717 Hr 

SCHAUBROECK.D , TURK.CH Arkansas Power 8 Light Co 89/06/30 6pp 
50683 3 28-50683 333 

8908230365 Monthly operating repl for Jul 1989 for Arkansas Nuclear One Unit 1 W/ 
0900 1 5 Hr 

SCHAUBROECK.D. TURK.CH Arkansas Power 8 Light Co 09/07/31 6pp 
51016038 51016043 


S Reportablo occurrences, LERs & related correspondence 

8900010216 LER 8B 020-00 on 8BOB31.discovered that piping span lengths between 
containment bldg penelralions 8 lust piping supports unacceptable Caused by inad- 
equate judgement ol original designer Piping roqualilied W/890609 Itr 
TAYLOR, L A, EWING.EC Arkansas Power 8 Light Co 89/06/09 4pp 50749 324 
50749 327 

8907280042 Confirms B90724 date (or submittal ol LERs 88 029 00 8 80 030-00 re 
piping support discrepancies.per 090711 discussion LERs lor 800620 8 0923 events 
will thus exceed 30 days from determine lion ol sy9 potential inoperability 
EWING.EC Arkansas Power 8 Light Co 09/07/14 MILHOAN.JL Region 4. Ofc of 
tho Director 2pp 50706 104 50706 105 

0908080021 Corrects errors in evont dates lor LERs 08 029 00 8 00 030 00 Piping sup 
port discrepancies lor borated wator storage lank discovered on 800520 & discropan 
cios for letdown piping discovered on 080923 

EWING.EC Arkansas Power 8 Light Co 09/07/21 MILHOAN.J L Region 4, Ole ol 
the Diroctor Ip 50056 265-50056 265 

8907280174 Forwards LER 09 030 00 re piping support discrepancies caused by use of 
unacceptable modeling techniques LER date, versus date ol determination ol potential 
inoperability ol piping.discussed in ulil 090714 8 21 llrs 

EWING.EC Arkansas Power 8 Light Co 09/07/24 Document Conlrol Branch (Docu 
mont Conlrol Dosk) 3pp 50720 208 50720 21 1 

-8908010406 LER 80 030 00 on 890620,dolormined that unacceptable modotmg tech 
mnue used in stress calculalions.polontially adocting seismic capabilities ol 
ECCS Mods ol alfectmg piping completed 

JACKS, JD Arkansas Powor 8 Light Co 69/07/24 3pp 50720 209 50720 211 

8908020347 LER 09 026 00 on 890627,1our Tech Spec liro barnors found not included 
in liro barrier ponelrallon log 8 omitled from insp Causod by personnel error Firo bar- 
tior visual insp procedure & peneiralion tog revised W/Q90727 Hr 
JACKS, J D , EWING, E C Arkansas Power 8 Light Co 89/07/27 4pp 50705 320 
50705 323 


V. Operator Examinations 

8908230129 Forwards into ro licensing oxams lo bo administered during wk of 
0911 13.1 ncluding list of rot mall requirements lor roactor/somor reactor operator li- 
censing oxams & requirements lor administration ol written exams 
MILHOAN.JL Roglon A, Ofc ol tho Dsroctor, 89/08/14 CAMPBELL.G Arkansas 
Powor 8 Light Co 12pp 51006 240 51006 251 


DOCKET 50-315 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plena 

8908070390 Forwards Insp Repls 50 315/89-10 8 50 310/09 10 on 090426- 0606 No 
violations noted 

AXELSON.Wl Region 3, Ole ol the Director 09/06/20 ALEXICH.MP Indiana Miclil 
gan Power Co (formerly Indiana 8 Michigan Electric Co ) 2pp 50024 106 50024 212 

-8908070392 Insp Ropts 50-316/89-10 8 50 316/89-10 on 690426 0606 No violations 
noted, Major areas inspected actions on previously identiliod Homs, plant 

operations, radiological controls, maint, surveillance, socurily, outages 8 reportable 
ovenls 

BURGESS, B L, Region 3, OIc ol tho Diroctor 80/06/20 25pp 50624,108 50024 212 

8908110150 Forwards Safely Insp Repls 50 315/09-21 8 50 316/89 21 on 890607- 
0718 8 notlco ol violation 

AXELSON.WL Region 3. Ofc of Iho Director 89/08/01 ALEXICH.MP Indiana Michl 
gan Powor Co (formorly Indiana & Michigan Electric Co ) 2pp 50893 307-50093 327 

-8908110163 Insp Repls 50-316/89 21 & 60 316/80-21 on 890607 0718 Violalions 
notod Major areas inspected aclions on previously Icfontilled items.plont 

oporations.ESF actuations. radiological controls, emergency preparedness 8 maint, 
BURGESS, B L Region 3, OIc ol the Director 69/00/01 18pp 50893 310 50893 327 

8908150189 Rev 3 to EPIP PMP 2081 EPP 304, "Ollaite Dose Projection " 

GIBSON.L Indiana Michigan Powor Co (lormerly Indiana & Michigan Electric Co) 
89/08/03 37pp 50927 070 50927-106, 

8008100164 Forwards Rev 19 to modilied amended security plon.rellecling changos lo 
access authorization program.App B, training 8 qualification plan 8 several editorial 
changos Rev withheld (ref 10CFH73 21), 

ALEXICH.M P Indiana Michigan Power Co (lormorly Indiana 8 Michigan Electric Co) 
89/08/08 DAVIS.AB. Document Control Branch (Document Conlrol Dosk) 3pp 
50892-163-50892 165 
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8908230299 Changa Sheet 2 10 Rev 0 to Procedure PMP 2080 EPP 108, Initial Dose 

• S |n j^nThlrCh gan Power Co (formed/ Indiana & Michigan Electric Co) 89/08/10 
tlpp 51006 212 51006 222 


8908220033 Ad.ises that 650808 Rev 19 to DC Cook Modified Amended Security 

Plan consistent w /pro. i si onsoM0CFR50 54(p) & acceptable . h 

GREGER LR Rag on 3 Otc of the Director 89/08/15 ALEXICHMP Indiana Michi- 
gan Power Co (formed/ Ir.dana & Michigan Electric Co) 2pp 50983 253 50983 254 


8908210212 Supcl 1 to Generic Ur 89 07 to all operating plants applicants for OLs & 
ho'ders O* CPs re power reacior safeguards contingency planning for surface vehicle 

PARTLOWJG* Associate Director tor Projects (Post 870411) 89/08/21 Consolidat- 
ed Edison Co of New fork Inc 55pp 51036 001-51036 056 


K Utility Final Safety Analysis Report (FSAR) 4 amends 

8907270183 Re.ised updated FSAR for DC Cook Nuclear Plant Units 1 & 2 W/B90721 

ALEaICH M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 
89/07/31 MURLEYTE Document Control Branch (Document Control Desk) 300pp 
50686 001 50639060 


P Operating license stage documents 4 correspondence 


8S0718D211 Generic Ur 89 13 to all holders ot Ots or CPs lor nuclear power plants re 
sve water sys problems affecting sately related equipment Svc list end 
PARTLOW J G Associate Director lor Proiects (Post 870411) 89/07/18 Consolidat- 
ed Edison Co ot New York Inc 53pp 50735 001 50735 054 

6908030206 Ack receipt ot 890509 ttr submitting proposed change to QA 
program Understanding that procedures have own rev control elements for change 
when affected by changes in source documents, based on 890622 

meeting, staled Change acceptable 

MILLER, HJ Region 3 Otc of the Director 89/07/25 ALEXICH.M P Indiana Michigan 
Power Co (formerty Indiana & Michigan Electric Co ) 2pp 50775 223-50775 230 

8908090187 Forwards response to Genenc Ur 89 06, Task Action Plan Hem 10 2, 
SPDS " Based on vintage of SPDS.util cannot certify to meeting all requirements ol 
Suppl t to NUREG 0737, considenng into provided in NUREG-1342 
ALEYICHMP Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
89/08/01 MURLEY.TE Document Control Branch (Document Control Desk) 22pp 
50884 268 50884 289 

6S0SI 10250 Notification ot 890829 meeting w/util in Rockville, MD to discuss potential 
charging (tow imbalance at plant 

GUTTER, J Protect Directorate III t 89/08/01 YANDEll.LA Project Directorate 111-1 
3pp 50907 219 50907 221 

8908160280 Forwards errata tor Amends 125 8 112 to Licenses DPR-58 8 DPR- 
74, respectively Amends corrects error in Index Page IX for Unit t, incorrectly duplicat- 
ed 8 used in Unit 2 Tech Specs changes 

GUTTER, J Protect Directorate HI-1 89/08/03 ALEXICH.M P Indiana Michigan Power 
Co (formerly Indiana 8 Michigan Electric Co ) 3pp 50937 148-50937 152 

-•6908160291 Errata to Amend 1 12 to License DPR-74, removing Index Page IX 3/4 8-1 
through 8 16 8 replacing w/3/4 8-1 through 8 20,B3/4 8 2 

‘ Indiana Michigan Power Co (formerly Indiana 8 Michigan Electric Co) 89/08/03 
2pp 50937 151-5093? 152 

8908160403 Forwards errata to Amends 127 & 113 to Licenses OPR 58 8 DPR- 
74, respectively Amends correct errors in text ot Table 3 3 8, "Meteorological Monitor- 
ing Instrumentation" 

GUTTER, J Project Drectorate llf-1 89/08/03 ALEXICH.M P Indiana Michigan Power 
Co (formerly Indiana 8 Michigan Electric Co ) ALEXICH M P Amencan Electric Power 
Service Corp 3pp 50935 163 50935 189 

-6906170006 Corrected Amends 127 8 113 to licenses DPR-58 8 DPR-74. 
respectively.changing Table 33 8, "Meteorological Momtonng Instrumentation " 

* NRG - No Detailed Affiliation Gwen 89/08/03 4pp 50935 180-50935 1 89 

8908180243 Requests response to end details of Allegation Rtlt-89 A 0093 within 30 
days of Itr dale Details withheld (ref 1 0CFR2 790(a)) 

NOREUUS.CE Region 3. Ole of the Director 89/08/00 ALEXICH.M P Indiana 
Michigan Power Co (formerly Indiana 8 Michigan Electric Co) 2pp 50965 291- 
50965 292 

8908160401 Comments on util response lo Genenc Ur 88-17 re expeditious actions for 
toss of DHR Areas not fully understood by NRC may be covered in audit of expedi- 
tious actions No response to observations necessary 

GLITTER, J G Project Directorate llt-1 89/08/10 ALEXICH.M P Indiana Michigan 
Power Co (formerly Indiana 8 Michigan Electric Co ) 5pp 50944 288-50944 292 

8908170265 Clanftes nomenclature in 890414 SER on ATWS mitigating sys actuation 
circuitry design SER should be amended to reflect that armed condition will be con 
Sinuously indicated by control room annumcator 

ALEXICH.M P Indiana Michigan Power Co (formerly Indiana 8 Michigan Electric Co ) 
89/08/11 MURLEY.TE Document Control Branch (Document Control Desk) 2 dp 
50939 091-50939092 


8908170506 Forwards notice of consideration of issuance ot amends to OLs & opportu- 
nity for hearing re 890127 application 

GIITTER.J Project Directorate III- 1 89/08/11 ALEXICH.M P Indiana Michigan Power 
Co (formerly Indiana & Michigan Electric Co ) 3pp 50958 144-50958 150 


-6908170508 Notice ot consrderalion of issuance ol amend to License DPR-58 & DPR- 
74 proposed NSHC determination 8 opportunity lor hearing 
YANDELL.L A Project Directorate MI-1 89/00/11 4pp 50958 147-50958150 


8908220465 Forwards SER accepling ulit 830909 8 1104 responses lo Generic Ur 81 
M.ltam 4 53/ Reactor Tup Sys Reliability, On-Line Functional Testing of Reactor Tn 
Sys Actons on generic ttr complete 

GUTTER, J Project Directorate III i 89/08/16 ALEXICH.M P Indiana Michigan Powr 

i!JiS , SS'3SnSlS7 l g?S:?lS9 E 7r ! oSS CO> A ^ x '™ “P-A™nc.n EImVpow, 


•8908220466 SER concluding that existing intervals, recommended in topical repts for 
on tme functional testing of reactor trip s>ys consistent w/achioving high reactor ino 
sys availability per Generic Ltr 03 20,1 tern 4 5 3 v 

'NRC NO Detailed Affiliation Given 09/00/16 3pp 50976 336-50977 005 


Q, Inspection reports, !E Bulletins & correspondence 

8908070390 Forwards Insp Repts 50 315/89 10 & 50 316/09-18 on 890426 0606 No 
violations noted 

AXELSON.W L Region 3, Ofc ol the Director 89/06/20 ALEXICH.M P Indiana Michi 
gan Power Co (formerly Indiana & Michigan Electric Co ) 2pp 50024 186 50824 2)2 

-8908070392 Insp Repts 50-315/09 18 8 50-316/09-18 on 090426 0606 No violations 
noted Major areas inspected actions on previously identified items plant 
operations.radiological controls, mamt, surveillance, security, outages 8 reportable 
evenis 

BURGESS.B L Region 3. Ofc of the Director 09/06/20 25pp 50824 188 50824 212 

8907200019 NRC Info Notice 09 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York. Inc 106pp 50711 333 50712 078 

8908030167 Responds to violations notod in Insp Repts 50 315/89 19 8 50-316/69- 
19 Long-term trending of secondary water chemistry parameters using chemistry mon 
itorina computer program will be performed on monthly basis 
ALEXICH.M P Indiana Michigan Power Co (formerly Indiana 8 Michigan Electric Co) 
89/07/31 DAVIS, A B Document Control Branch (Document Control Desk) 2pp 
50793 272-50793 273 

8908110150 Forwards Safely tnsp Repts 50 315/09 21 8 50 316/89-21 on 890607 
0718 8 notice ot violation 

AXELSON.W L Region 3, Otc oflho Director 09/00/01 ALEXICH.M P Indiana Michi 
gan Power Co (formerly Indiana 8 Michigan Electric Co ) 2pp 50803 307-50893 327 

-8908110152 Notice of violation from insp on 090607-0718 Violation notod inoperable 
channels not placed in trip condition, pending data evaluation 
AXELSON.W L Region 3, Otc of the Director 09/00/01 tp 50093 300 50893309 

-8908110153 Insp Repts 50-315/89-21 8 50 316/09-21 on 890607-0718 Violations 
noted Major areas inspected actions on proviously identified items, plant 
operations.ESF actuations, radiological controls, omergoncy preparedness 8 malm 
BURGESS.B L Region 3, Ofc ot tho Director 89/00/01 Iflpp 50093 310 50B93 327 

8907270121 Suppl 1 lo NRC Bulletin 00 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 09/08/03 
Consolidated Edison Co of Now York, Inc 100pp 00904 148 50904 253 

8907280160 NRC Info Notice 09 058. "Disablement of Turbine Driven Auxiliary Feed 
water Pump Due to Closure of One of Parallel Steam Supply Valves " Svc list end 
ROSSI.CE Division of Operational Evenis Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York. Inc lOSpp 50000005 50D00 110 

8908150128 Describes actions taken In response lo Action Items 2 & 3 ol NRC Bulletin 
88 008. "Thermal Stresses in Piping Connected to RCS " Telltale connection 8 
manual globe valve SI-219 installed lo ascertain teakago integrity of upstream valve 
ALEXICH.M P Indiana Michigan Power Co (lormorly Indiana 8 Michigan Electric Co ) 
89/08/08 Document Control Branch (Documenl Control Desk) 6pp 60927 331 
50927 338 

8908 1708 IS Forwards Safety Insp Rept 50-315/89-20 on 890522-25 & 0707 8 notice ot 
violation 

COOPER.R W Region 3. Ofc of the Director 09/08/09 ALEXICH.M P Indiana Michi 
gan Power Co (formerly Indiana & Michigan Electric Co ) 2pp 60945 061-50945 069 

-8908170620 Nolice ol violation from insp on 890522-25 8 0707 Violation 
noled approval (or testing CD emergency diesel generator not signed prior to starting 
work 8 work performed per job order not within scope of order form 
COOPER.R W Region 3. Ole ol the Director. 89/06/00 Ip. 50945 063-50945 063 

-890S170624 Insp Repl 50 315/89-20 on 090522-25 & 0707 Vrolalions noted Maior 
areas inspected licensee main! lo correct recent Incidents of overspend on emergency 
diesel generators 

WALKER, H A , JABLONSKI.F.J Region 3. Ole of tho Director 89/08/09 6pp 
50945 064-50945 069 

8908100128 NRC Info Notice 89 050, "Suppliers of Potentially Misrepresented Faston 
ers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co of New York, Inc lOBpp 50992 316-50993 060 

8908 140085 NRC fnfo Notice 09 060, "Main! of Teletherapy Units " Svc list end 
CUNNINGHAM, R E Division of Industrial 8 Medical Nuclear Safety (Post 870729) 
89/08/18 Consolidated Edison Co of New York. Inc 107pp 50993 061-50993166 

8908160129 Suppl 2 lo NRC Info Notice 88 048. "Licensee Rept of Detective Relur- 
bished Valves Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 6704 11) 89/08/22 
Consolidated Edison Co of New York. Ino lOOpp 50990 039 50990 137 


R, Periodic operating reports & relaled correspondence 

890B1 50181 Forwards monthly operating rept (or Jut for DC Cook Unit 1 & corrected 
rept for June 1089 

SMITH. W G Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
89/08/04. Document Control Branch (Document Conlrol Desk). Ip 50927'147- 


Monthly operating repl for Jul 1089 for DC Cook Unit 1. 
t'ftRTT.W Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co). 
89/07/31 5pp 50927:148 50927 152 
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•8908150 198 Revised monthly operating ropl (or Juno 1900 (or DC Cook Unit 1 
' Indiana Michigan Power Co (tormerly Indiana & Michigan Electric Co ) 09/06/30 
Ip 50927 153 50927 153 


S Reportable occurrences, LERs 8 related correapondence 

6908 140028 Special repion 09021 7, gap between top ol removable walls & permanent 
slrucliue separating (ire zones 63A.63B & 63C from (ire zone 5 discovered during 
inspPlant mods will be completed A tiro walls restored to operability by mid 1990 
SMITH.WG Indiana Michigan Power Co (lormorly Indiana A Michigan Electric Co) 
89/07/28 DAVIS, A B Document Control Branch (Document Control Desk) 2pp 
50916 200 50916 201 

8908090474 LER 09 009 00 on 090705, discovered that post main! testing document.! 
lion tor tob order on valvo 1 CS 442 2 not signed olf as completed Unit entered hot 
shutdown w/Type C testing not perlormod on 890620 W/890004 Itr 
DROSTE.JB, SMITH.WG Indiana Michigan Power Co (formerly Indiana & Michigan 
Electric Co ) 09/08/04 5pp 50072 350 50072 354 

6908 1 401 70 LER 09 010 00 on 090 705, determined that 414 seismic/ expansion gap 
seals should have been included in lormal tiro seal insp program Caused by failure to 
recognize seals as requiring surveillance per Tech Specs W/090804 Itr 
SAMPSON JR, SMITH.WG Indiana Michigan Powor Co (formerly Indiana A Mlchl 
<jan Electric Co ) 09/06/04 5pp 50014 000 50014 034 


V Operalor Examinations 

8908 1 10293 Advises that requnlification program evaluation scheduled for wk of G9121 1 
fi requests that omployoo be provided to complete exam loam 
WRIGHT, G C Region 3, Ole ol the Director 09/00/03 ALEXICH.M P Indiana Michi 
gan Power Co (tormerly Indiana & Michigan Electric Co ) Opp 50893 355 50094 001 


DOCKET 50-310 DONALD C COOK NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, cmcrgoncy & lire protection plans 

8908070390 Forwards Insp Ropls 50 315/09 10 & 50 316/00 10 on 6904 26 0606 No 
violations noted 

AXELSON.Wl Region 3 Ole ol the Director 09/06/20 ALEXICH.M P Indiana Michi 
gan Power Co (lormorly Indiana A Michigan Electric Co) 2pp 50024 106 50024 212 

- 8906070302 Insp Rcpts 50 315/09 10 A 50 316/09 10 on 090420 0606 No violations 
noled Maior areas inspocled actions on previously Idanliliod itums, plant 
operations radiological conlrols, mainLsurvoillanca.sccuriiy.ouIngas A ropoitabto 
events 

BURGESS, B L Region 3, Ofc ol the Director 09/06/20 25pp 50024 166 50D24 212 

6908110150 Forwards Safety Insp Ropts 50 315/09 21 A 50 316/09 21 on 690607- 
0718 A notice of violation 

AXELSON.WL Region 3, Ofc ol the Director 09/00/01 ALEXICH.M P Indiana Michi 
gan Powor Co (lormorly Indiana A Michigan Eloclrlc Co) 2pp 50093 307-50093 327 

••69081 10153 Insp Repls 50315/09 21 A 50316/09 21 on 090607-0716 Violnlions 
noted Major areas inspocled actions on previously idonldiod iloms, plant 
operations, ESF acluations, radiological conlrols.emorgoncy propnrednoss A main! 
BURGESS, B L Region 3, Ole ol lha Diroctor 60/00/01 I8pp 00093 310 50093 327 

8908150189 Rov 3 10 EPIP PMP 20B1 EPP 304, "Ollsito Doso Projection " 

GIBSON, L Indiana Michigan Power Co (tormerly Indiana A Michigan Eteclnc Co) 
09/ QB/03 37pp 50927 070 50927 100 

8906100164 Forwards Rov 19 lo modiftod amended security plan, roflechng changos lo 
access authorization program, App B.traminq A qualification plan A sovoral editorial 
changes Rov withheld (rol I0CFR73 21) 

ALEXICH.M P Indiana Michigan Powor Co (formorly Indiana A Michigan Electric Co) 
B9/03/Q0 DAVIS, A B Document Control Branch (Document Control Desk) 3pp 
50692,163 50092 165 

8908230299 Change Sheet 2 lo Rev 0 lo Procedure PMP 2000 EPP 100, "Initial Doso 
Assessment " 

• Indiana Michigan Power Co (lormerly Indiana A Michigan Electric Co ) 09/00/10 
1 tpp 51006 212-51006 222 

8906220033 Advises that 090000 Rov 19 to “DC Cook Modified Amended Security 
Plan" consistent w/provisions ol IDCFR50 54(p) A accoplablo 
GREGER.LR Rogion 3, Ole ol tho Diroctor 09/00/15 ALEXICH.M P Indiana Michi- 
gan Power Co (formerly Indiana A Michigan Electric Co ) 2pp 50903 253 50003 254 

8908210212 Suppl 1 to Generic Llr 09 07 to all opornlmg plants, apphcnnls for OLs A 
holders of CPs re power reaclor safeguards conlmgoncy planning for surlaco vohlclo 
bombs Svc list end 

PARTLOW.JG Associalo Director for Proiecls (Post 0704 tl) 09/08/21 Consolidat- 
ed Edison Co of New York, Inc 55pp 51036 001-51036 056 


K. Utility Final Safely Analysis Report (FSAR) A amends 


6906030206 Ack receipt ot 090509 llr submitting proposed change to OA 
program Understanding that procedures have own rev control elements for change 
when allectod by changes In source documents, basod on 890622 
mealing .staled Change acceptable 

MILLER.H J Region 3. Ole ol the Director 89/07/25 ALEXICH.M P Indiana Michigan 
Power Co (formerly Indiana A Michigan Electric Co ) 2pp 50775 223-50775 2J0 

8906090107 Forwards response lo Generic Llr 89 06, Task Action Plan Item I D 2, 
"SPDS " Based on vintage ol SPDS.util cannot certify to meeting all requirements of 
Suppl 1 lo NUREG 0737, considering into provided in NUREG-1342 
ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
09/08/01 MURLEY.T E Document Conlrol Branch (Document Control Desk) 22pp 
50084 268 50864 289 

890B1 10250 Nohhcation of 890829 meeting w/ulil in Rockville, MD to discuss potential 
charging flow imbalanco ai plan! 

GUTTER, J Project Directorate 111-1 09/08/01 YANDELL.l A Project Directorate lll-t 
3pp 50907 219-50907 221 

0906140231 Summary of 890612 meoling w/util A Westmghouse in Hockville.MD re 
Cycle B reload analysis A associated Tech Spec changes to be proposed List of at- 
tendees A viewgraphs oncl 

G1ITTER.JG Projocl Directorate III 1 89/06/03 Proioct Directorate llf-1 26pp 
50915 174 50915 199 

8906140265 Forwards summary ol 690612 meeting w/util A Westmghouse re proposed 
Tech Spec change concerning unit reload analysis lor Cycle 8 Seven add! ovents ana 
lyzed for Cyclo 6 not part ol licensing basis & not required lo be analyzed 
GlITTEn.J G Project Directorate ifi 1 09/08/03 ALEXICH.M P. Indiana Michigan 
Power Co (formerly Indiana A Michigan Elociric Co ) 3pp 50915 049 50915 076 

8906160208 Forwards crrnla for Amends 125 A 112 lo Liccnsos DPR 50 A DPR 
74, respectively Amends corrects error in Index Page IX (or Unit 1 .incorrectly duplicnt 
od & used in Unll 2 Tech Specs changos 

GUTTER, J Proiecl Directorate III 1 89/08/03 ALEXICH.M P Indiana Michigan Power 
Co (lormorly Indiana a Michigan Electric Co) Opp 50937 146-50937 152 

. .B9061C0291 Errata lo Amend 1 12 lo License DPR 74.rcmoving Indox Pago IX 3/4 8 1 
through 0 16 A replacing w/3/4 O-l through 0-20, B3/4 8-2 
■ Indiana Michigan Powor Co (tormerly Indiana A Michigan Electric Co) 09/08/03 
2pp 50937 151-50937 152 

0906100403 Forwards errata to Amends 127 A 113 to Licenses OPR 50 A DPR 
74, rospoclively Amends correct errors in text ol Tablo 3 3 6, "Meteorological Monitor 
Ing Instrumentation •• 

GUTTER, J Project Directorate III 1 89/08/03 ALEXICH.M P Indiana Michigan Powor 
Co (formerly Indiana A Michigan Electric Co) ALEXICH.M P American Electric Power 
Soivico Corp Opp 50935 183 50935 109 

-89DB17000B Corrected Amonds 127 a 113 to Licenses DPR 58 A DPR-74, 
rospectivoly, changing Tablo 3 3-6, Meteorological Monitoring Instrumentation ’’ 

• NRC - No DolaiTcd Affiliation Given 60/06/03 4pj> 50035 166 50935 109 

0908180243 Roquosts rosponso lo oncl dolmls ol Allegation Rill 09 A 0093 within 30 
days ol llr dnlo Details withhold (rol 1QCFR2 790(a)) 

NORELIUS.CE Roqion 3. Ole ol the Director 09/08/09 ALEXICH.M P Indiana 
Michigan Powor Co (lormorly Indiana A Michigan Electric Co) 2pp 50965 291 
50065 202 

0900160401 Comments on util rosponso to Generic Llr 86 17 re expeditious actions for 
loss of OHR Areas not fully understood lay NRC may bo covered in audit ol oxpotli 
Lous actions No response to obsoivalions necessary 

GLITTER.J G Projocl Directorate lilt 69/00/10 ALEXICH.M P Indiana Michigan 
Powor Co (formerly Indiana A Michigan Electric Co ) 5p p 50944 206 50944 292 

0908170265 Clarities nomenclature in 090414 SER on ATWS mitigating sys actuation 
circuitry dosign SEn should be amended to rolled Oral armed condition will bo con 
linuously indicated by control room annumcator 

ALEXICH.M P Indiana Michigan Power Co (lormorly Indiana A Michigan Electric Co) 
09/00/1 1 MURLEY.T E Documom Control Branch (Document Control Desk) 2pp 
50930 001 50939 092 

8908170506 Forwards notice of consideration ol issuance ol amends to OLs A opportu- 
nity lor hearing re 890127 application 

GlITTEn.J Project Directorate III 1 09/08/ tl ALEXICH M P Indiana Michigan Power 
Co (lormorly Indiana & Michigan Elociric Co ) Opp 50908 144 50950 150 

••0908170500 Notice ol consideration ol issuance of amend lo License DPR 50 A OPR- 
74 proposed NSHC determination A opportunity far hearing 
YANDELL.L A Project Directorate til 1 89/00/11 4pp 50956 147 50950 150 

6908220465 Forwards SER accopling util 030909 A 1 104 responses to Generic Ur 83- 
20,llom 4 5 3. "Reaclor Trip Sys Reliability On Line Functional Testing ol Reaclor Trip 
Sys " Actions on genone llr complete 

GUTTER, J Project Directorate III I 09/00/16 ALEXICH.M P Indiana Michigan Powor 
Co (formerly Indiana A Michigan Elociric Co ) ALEXICH M P American Electric Power 
Service Corp 3pp 50976 333 50977 005 

"8908220466 SER concluding that existing intorvals.rocommendod in topical repls, lor 
online functional testing ol roactor trip sys consistent w/achiovmg high reactor tup 
sys availability per Generic Ltr 83-20, Item 4 5 3 

• NRC - No Detailed /Affiliation Given 89/08/ 16 3pp 50976 330 50977 005 


9907270163 Revised updated FSAR lor DC Cook Nuclear Plant Units I A 2 W/890721 
llr 

ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 
09/07/31 MURLEYJE Documom Control Branch (Document Conlrol Oosk) 300pp 
50606 001-50609 060 


P. Operating license stage documents & correspondence 

89071SC211 Genone Llr 89-13 lo all holders ol OLs or CPs lor nuclear powor plants ro 
svc water sys problems alfecling safety related equipment Svc list oncl 
PARTLOW.JG Associalo Director for Projocls (Post 070411) 89/07/18 Consolidal 
c<! Edison Co ol Now York, Inc 53pp 50735 001 50735 054 


Q. Inspection reports, IE Bulletins A correspondence 

8908070390 Forwards Insp Repts 50-315/89-18 A SO 316/89 18 on 890426- 0606 No 
violations noted 

AXELSON.WL Region 3. Ofc ol the Director 89/06/20 ALEXICH.M P Indiana Michi 
gan Power Co (formerly Indiana A Michigan Electric Co ) 2pp 50624 186 50824 212 

-8900070392 Insp Repls 50 315/89 18 & 50-316/09 10 on 690426 0606 No violations 
nolod Major areas inspected actions on previously idenlilied items, plant 
oporalions.radiological conlrols, maint. surveillance, security, outages A reportable 
evenls 

BURGESS.B L Region 3 Ole of the Dimeter 09/06/20 25pp 50024 108 50624 212 
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890720 D0 19 NRC Inlo Notice 89-057. Unqualified Electrical Splices in Vendor Supplied 
environ menially Qualified Equipment ” Svc list end. „ A14 ., 

ROSS1.CE Division of Operational Events Assessment (Post 8704 1 1) 89/07/26 
Consolidated Edison Co ol New York [nc lOBpp 50711 333 50712 078 


8906020213 Provides response to NRC Bulletin 88 010. "Traceabilily Update lor Molded 
Case Circuit Breakers" installed in Unit 2Evalua!ion identified 36 molded case circuit 
breakers that could not be traced to circuit breaker mfg 

ALEXICH M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 
89/07/27 MUHLEYJE Document Control Branch (Document Control Desk) 7pp 
50772 201-50772 207 

8908030167 Responds to violations noted in /nsp Repts 50 315/89 19 & 50 316/89- 
19 Long term trending of secondary water chemistry parameters using chemistry mon 
itormg computer program will be performed on monthly basis 
ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 
89/07/31 DAVIS, A B Document Control Branch (Document Control Desk) 2pp 
50793 272 50793 273 


8908110150 Forwards Safely Insp Repts 50 315/89 21 & 50-316/69 21 on 890607- 
0718 & notice o' violation 

AXELSON.W L Region 3, Ofc of tbs Director 89/08/01 ALEXICH.M P Indiana Michi- 
gan Power Co (formerly Indiana & Michigan Electric Co ) 2pp 5Q&93 307-50893327 


-8908110152 Notice ol violation Irom insp on e90507-0718 Violation noted inoperable 
channels not placed in trip condition, pending data evaluation 

AXELSQN.WL Region 3, Q(c ol the Creclor 89/08/01 Ip 5QQ93 309 50893 309 


■8908110153 Insp Repts 50 315/89 21 & 50 316/89 21 on 690507 0716 Violations 
noted Maior areas inspected actions on previously identified items, plant 
operations ESF actuations, radiological controls emergency preparedness & maml 
BURGESS.8L Region 3, Ofc Ot the Director 89/08/01 18pp 50893 310 50893 327 


8907270121 Suppl 1 to NRC Bulletin 88 010, 'Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI, C E Division ol Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc 108pp 50904 148 50904 253 


8907280189 NRC Info Notice 89 068. "Disablement of Turbine-Driven Auxiliary Feed 
waler Pump Due to Closure of One of Parallel Steam Supply Valves" Svc list enct 
ROSSf.CE Division ol Operational Events Assessment (Post 870411) 89/0B/03. 
Consolidated Edison Co ol New York, Inc I06pp 50000005 50900 110 


8908150128 Describes actions taken in response to Action Items 2 & 3 of NRC Bulletin 
88 008. “Thermal Slresses in Piping Conn ec led lo HCS" Telltale conneclion & 
manual globe valve Sl-219 installed to ascertain leakage integrity of upslream valve 
ALEXICH.M P. Indiana Michigan Power Co (formerly Indiana 8 Michigan Electric Co ) 
89f<56fOe Document Control Branch tOocument Convert Desk) 6pp 50927 331- 
50927 336 


8908100128 NRC Info Notice 89-059. 'Suppliers of Potentially Misrepresented Fasten- 
ers " Svc list enct 

ROSSI, CE Division of Operational Events Assessment (Posi 870411) 69/08/16 
Consolidated Edison Co of New York, tnc tQ6pp 50992 3t5 50993 060 


8908140085 NRC Info Nonce 89 060. 'Maim ol Toteiherapy Unis' Svc kst end 
CUNNINGHAM, fl E Division ol industrial 4 Medical Nuclear Safety (Post 870729) 
89/08/18 Consolidated Edison Co ol New York, Inc t07pp 50993 061-50993 166 


8900 1601 28 Suppl 2 lo NRC Into Nonce 8B04B, "Licensee Rept of Defective Refur- 
bished Valves ' Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of New York, Inc lOOpp 50990039-50990 137 


R. Periodic operating reports & related correspondence 


8908150190 Forwards monthly operating repl lot Jul 1989 lor DC Cook 2 & correded 
rept foi June 1989 re monihly operating activities & major safely related main! 

SMITH WG Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
09/08/04 Document Control Branch (Document Conlrof Desk) tp 50925 331 
50925 338 


8908240332 Forwards documentation of 090815 telcon belween Region III, NRR 4 
American Electric Power Svc Carp re aclions underway or planned in response lo re- 
actor trip on 090814 All aclions will be completed prior to restart except for Item 3 
ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 
09/08/16 Document Control Branch (Document Control Desk) 3pp 51016 262 
51016264 


V. Operator Examinations 

890B1 10293 Advises that requalification program evaluation scheduled for wk of 891211 
& requests that employee be provided to comptalo exam loam 
WRIGHT, G C Region 3. Ofc of the Director 89/00/03 ALEXICH.M P, Indiana Michi 
gan Power Co (formerly Indiana & Michigan Electric Co ) Bpp 50893 356 50894 001 


DOCKET 50-317 CALVERT CUFFS NUCLEAR POWER PLANT, UNIT 1 


F Security, medical, emergency & lire protection plana 

8909010349 Forwards Insp Repts 50 317/09 06 & 50 318/09 06 on 890404- 0515 & 
notice of violation Lack ol adequate instructions in control procedures lo identify whai 
represents changes to safety related sys requiring prior review 8 approval 
WIGGINS, JT Region 1, Ofc of the Director 89/07/21 CREEL, GC Baflimore Gas 4 
EleciricCo 2pp 50755 119-50755 151 

--89O801C352 Notice ol violation from insp on 090404-0515 Violation poled change Ol 
intent lo operating procedure made to allow throttling of sail water sys discharge 
valves w/o wnllen salely evaluation per 10CFR5D 59 

• Region t, Ofc of the Director 09/07/21 Ip 50755 121-50755 121 

-8908010354 Insp Repts 50 317/89-06 & 50 318/09 06 on 090404-0515 VrOtaben 
noted Major areas inspected lacility activities, licensee action on previous insp 
findmgs.operational safety, physical secunty.plant operattons.maint & LERs 
TR1PP.LE Region 1. Ofc otthe Director 09/07/07 30pp 50755-122-50755151. 

8908080346 Forwards Emergency Operating Procedures Insp Repts 50-317/89 80 & 
50-318/89 80 on 890515-25 Potential restart issue concerns noted 
GALLO, R M Region 1, Otc ot the Director 89/08/02 CREEL, GC Baltimore Gas 4 
EleciricCo 2pp 50855 313-50865 348 

--89O808O347 Emergency Operating Procedures tnsp Repl 50-317/89 80 & 50-318/89- 
00 on 890515-26 Potential restart issue concerns noted Major areas 
inspected adequacy & completeness of plant emergency operating procedures 
MORRIS, B S . ESELGROTH.PW Region 1. Otc ot the Director B9/07/27 34pp 
50855 316 50055 348 

8908150176 Change I.Rev 13 to Emergency Response plan Implementation Procedure 
ERPlP 3.0, ' Personnel Injury .Fire & LNG Incident " 

• Baltimore Gas 4 Electric Co 89/08/03 13pp 50925 251-50925 263 

8908160337 Rev 11 to ERPlP 4 1 14, "Dosimetry" 

• Baltimore Gas 8 Electric Co 89/08/07 7pp 50930 203 50930209 

8908170494 Advises lhat Iwo facsimile machines installed in technical support eti S 
emergency operations facility to improve incident response ctr data handling 
capabitiv/.per NRC 890123 lit 

OENTON.RE Baltimore Gas 4 Electric Co 69/00/07 Document Control Branch 
(Oacument Control Desk) 2pp 5Q953 168-50953 169 

8908240354 Forwards Safety Insp Repts 50-317/e9-16 & 50-3tB/89 17 on 890710-13 
4 notice of violation 

BELLAMYS R Region t.Qtc at the Ouector 89/08/15 CREEL, GC Baltimore Gas & 
EleciricCo 2pp 51016 097 51016 106 

-8908240355 Notice of violation from insp on 890710-13 Violation noted interim radio- 
logical director not able to perform dose assessment (tom releases which may resuU 
from steam generator tube rupture due lo lack ol procedure & training 
•Region 1, Ole of Ihe Director 89/08/15 Ip 51016 099 51016 099 


-8908150172 Monthly operaling rep! for Jut 1989 for DC Cook Unit 2 
EVERETT ,TW Indiana Michigan Power Co (formerly Indtana 8 Michigan Electric 
Co) 89/07/31 4pp 50925 332-50925 335 

-8908150177 Corrected monthly operating repl for Jun 1989 for DC Cook Unit 2 re 
monthly operating activities 8 maior salely- related mamt 

STEPHENS TR Indiana Michigan Power Co (formerly Indiana & Michigan Electric 
Co) 89106/30 3pp 59925336 50925 338 


S Reportable occurrences, LERs 4 related correspondence 


— 890824Q35S Emergency Preparedness Insp Repts 50 317/89-16 & 50 318/89-17 on 
890710 13 Violation noted Major areas inspected changes lo emergency prepared- 
ness program 4 emergency facilities .equipment.instrumentahcm 4 supplies 
CONKLIN, C , LAZARUS, W Region 1 Ole of the Director B9/0B/15 7pp 51016 100- 
51016 106 

8908210212 Suppl 1 to Generic Ur 89 07 to all operating plants, applicants lor OLs & 
holders ol CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc list encl 

PARTLOW.JG Associate Direcfor for Projects (Post 070411) 89/08/21 Consolidat- 
ed Edison Co of New York, Inc 55pp 51036001 51036 056 


8908140023 Sj>ecial rept on 89021 7, gap between top of removable walls 4 permanent 
structure separating tire zones B3A.63B & 63C trom fire zone 5 discovered during 
insp Pfam mods will be completed & fi re walls restored lo operability by mid i 990 
SMSTHWG Indiana Michigan Power Co (tormeriy Indiana & Michigan Electee Co) 
69/07/28 DAVIS A B Document Control Branch (Documenl Control Desk) 2pp 
509 1S2Q0 50916 2Q1 

8908220414 PNO-Ul 89-053 on 89081 4, reactor trip caused by instrumentation 
circuitry Control room instrument distribution returned to alternate power supply & rndi 
caiors & instruments restored 

BURGESS.B , AXELSON.W Region 3, Ote ol the Director 89/08/15 ip 50977 125- 
60977 125 


H. General correspondence 

8908180309 Requests addition ol Ole of Peoples Counsel lo NRC svc lisls tor 
InspS, events & mgt of facilities Ofc ol Peoples Counsel represents residential custom- 
ers of utils regulated by Slate of MD PSC 

GLYNN, JM Maryland. State ol 89/08/11 MURLEYJ Office of Nuclear Reactor 
Regulation Director (Post 87041 1) Ip 50967 280 50967 288 


1. Financial information 


8908220449 PNQ III 89 053A on 8908 15.augmen led insp team established to review 
890814 reactor trip & loss o! safety related instrumentation & control functions Team 
will determine cause ol electrical problems Slate ot Ml will be informed 
BURGESS B AXELSON.W Region 3, Ofc ol the Director 69/08/16 Ip 50D99 001- 
50999 001 


890804C131 Forwards annual rept to stockholders, quarterly linancrat statement as oi 
890630, project cash flow for yr ending 900731 & narrative statement on curtailment/ 
deferment ot capi'al expenditures to ensure retrospective premiums 
BRADY.T F Baltimore Gas & Electric Co. 89/07/28 DINITZ.l Policy Development 8 
Technical Support Branch (Post 8704 1 1) 10pp 50799 337-50800 Q45 
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J Insurance & Indemnity information 

6908040191 Forwards annual rept to stockholders, quarterly financial statement as of 
890630, project cash llow for yr ending 900731 A narrative statement on curtailment/ 
determent ol capital expenditures to ensure retrospective premiums 
BRAOY.TF Baltimore Gas & Electric Co 89/07/20 DINITZ.I Policy Development A 
technical Support Branch (Post 070<1 1 1 ) lOpp 50799 337 50000 045 


K, Utility Final Safety Analysis Report (FSAR) & amends 

B90B250170 Forwards Rov 9 to updated FSAR tor Calvert Cliffs Nuclear Power 
Plant, Units 1 & 2 Summary lor each QA program change also included, per 800316 
tetcon 

CREEL, GC Baltimore Gas A Electric Co 09/08/10 Documont Control Branch (Doc 
ument Control Desk) 2pp 51024 267 51027 179 

••B908300032 Rev 9 to updated FSAR for Calvert Cliffs Nulcear Power Plant Units t A 
2 

• Baltimore Gas A Electric Co 09/08/ to I.OOOpp 51024 269-51027 179 


P. Operating license stage documents A correspondence 

8908240311 Staff requirements memo re 090601 briefing on operating reactors & tuol 
facilities in Rockville, MD Commission expressed disappointment in long term operating 
performance of Turkey Point Nuclear Power Plant 

CHILK,S J Office ol the Secretary ol the Commission 09/06/19 STELLO.V Ofc of 
the ExaciilwB Director lor Operations 3pp 51043 013 51043 015 

8907310388 Forwards safely evaluation accepting util responses lo Genoric Lir 08 
28, Item 2 2 1, "Equipment Classificalion Programs for all Safoly Rotated Compo 
nents" 

MCNEILL.S A Project Directorato I 2 09/07/17 CREEL, GC Baltimore Gas A Elec- 
tric Co 3pp 50723 144 50723 150 

--6907310392 Safoly evaluation supporting util responses lo Generic Ltr 83 28,ltom 
2 21, "Equipment Classification Programs lor all Snfoly-Rolatod Components " 

• Office of Nuclear Roaclor Regulation, Director (Post 070411) 09/07/17 4pp 
50723,147 50723 150 

8907 IB 92 11 Gonoric Ltr 09 13 lo all holders ol OLs or CPs for nucloar power plants ro 
sve water sys problems affocling saloty rolatod oquipmenl Svc list oncl 
PARTLOW.JG A9sociato Diroctor lor Projects (Post 070411) 09/07/10 Consolidat- 
ed Edison Co ol Now York, Inc 53pp 50735 001 50735 054 

690B070374 Forwards EG&G Idaho, Inc technical evaluation rept ro util compliance w/ 
NUREG 0737.110m II D 1 ro roliol A safety valvo loslmg Except lor Issuo of operability 
of PORV block valves, all requirements mol 

MCNEIL, SA Project Directorate II 09/07/10 CREEL, GC Baltimore Gas & Eloctrlc 
Co 3pp 50822 143 50822 174 

8987270042 Responds to NRC Gonoric Ur 09 00, "Erosion/Corroslon • Inducod Pipo 
Wall Thinning " Util will maintain long torm progam consisting ol systematic monsuros 
to ensure non degradation ol high onorgy carbon stool sys 

CREEL, GC Bollimoro Gas & Electric Co 09/07/19 Documont Conlrol Branch (Doc- 
ument Conlrol Desk) 2pp 50705 272 50705 273 

8907310 091 Informs ol intention to implomont adminislrntivo controls governing use of 
proposed Tech Spec 3 04 ro 001101 amond application 

CREEL, GC Baltimore Gas A Electric Co 09/07/21 Oocumont Conlrol Branch (Doc 
ument Conlrol Desk) 3pp 50715 167 50715 169 

3908030923 Clarifies definition of hoi sponl luol ro NUREG-0012, "Conlrol ol Heavy 
Leads al Nuclear Powor Plants " Fuel should bo basod on limo after shutdown ol 
plant, not removal ol last assombly, 

CREEL, GC Ballimoro Gas & Eloctric Co 09/07/26 Documont Control Branch (Ooc- 
umonl Control Desk) 2pp 50773 113-50773 1 14 

8908020150 Forwards "Calvert Cliffs Nuclear Powor Station Porformanco Improvement 
Plan rmplomontation Program " 

MCGOWAN, G V Ballimoro Gas & Electric Co 09/07/31 TAYLORJ Ofc ol tiro Exec- 
utive Director for Operalions 2pp 50756 190 50756 346 

-8908020152 "Calvert Cliffs Nucloar Powor Plant Porformanco Improvement Plan Im- 
plementation Program " 

CREEL.QC Ballimoro Gas & Eloctrlc Co 09/07/31 OOpp 50756,200 50756 346 

8908 140247 Forwards request for addl info needed to resolve potential ambiguities In 
631101 request to odd reactor vessel lovol monitoring sys operability A survolllanco 
requirements lo Tech Specs Into requested within 20 (lays 

MCNEIL, S A Project Direclorato 1-1 09/00/03, CREEL, G C Baltimore Gas A Eloclnc 
Co 4pp 50916 207 50916 210 

8908140175 Notification ol 090810 meeting w/ulil in Rockvillo.MD to discuss current A 
planned licensing actions lor plant 

MCNEIL, S, A Protect Directorato I 1 89/00/04 CAPRA, R A Pro|ocl Directorate 1-1 
3pp 50916 184-50916 106 

8908140180 Notification of 090017 mealing w/util In Rockvillo.MD lo resolve remaining 
issues re const grinding flaw in main steam linos 

MCNEIL, S A, Project Direclorato I 1 09/08/04 CAPRA, R A Pro|ecl Directorate 1-1 
3pp 50915 112-50915-114, 

8906170589 Discussos suppl lo "Phase I,” ro safoly ovalualion of "Control of Heavy 
Loads al Nuclear Power Plant" NRC concurs w/proposod change In definition of 
"hot" spent fuel 

MCNEIL, S A Pro|scl Direclorato I 1 89/00/07 CREEL, G C Ballimore Gas A Eleclrlc 
Co 3pp 50948 049 50940 051 

8906280085 Requests addl into ro util 000616 application lor Tech Spec change for 
core exit lliermocouple sys Info requested within 20 days of Mr date 
MCNEIL, S A Project Directorale 1 1 89/00/21, CREEL, G C Bollimoro Gas A Eleclric 
Co 4pp 51043 004 51043 007 

8906280092 Notification ol 090028 meeting w/ulil in Lusby.MD to discuss 
plansmroarams A schedules re performance Improvement plan 
MCNEIL, S A Project Directorale 1-1 89/08/21 MURLEY.T , SNIEZEK.J , 

MIRAGUA.F NRC • No Detailed Affiliation Given 3pp 51043 001-51043 003 


Q Inspection reports, IE Bulletins & correspondence 

8908010349 Forv/ards Insp Repls 50 317/69 06 & 50 31 8/09-06 on 890404- 0515 A 
notico of violation Lack of adequate instructions in control procedures to identify what 
ropresenfs changes to salety-relaled sys requiring prior review A approval 
WIGGINS.J T Region 1. Ole of the Director 89/07/21 CREEL.G C Baltimore Gas A 
Eloctric Co 2pp 50755 119 50755 151 

--89080 10352 Notice ol violation Irom insp on 090401 0515 Violation noted change of 
intent to operating procedure made to allow throttling ol salt water sys discharge 
valves w/o written safely evaluation per !0CrR50 59 
* Region 1. Ole ol the Director 89/07/21 Ip 50755 1 21 50755 121 

--B90B0 10354 Insp Repls 50317/0906 & 50 318/69-06 on 090404 0515 Violation 
noted Major areas inspected facility activities, hcenseo action on previous insp 
findings, operational saloty, physical security, plant operalions.maml A LERs 
TRIPP, LE Region 1, Ole of the Director 69/07/07 30pp 50755 122-50755 151 

0907200019 NRC Info Notico 69 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualilied Equipment " Svc list enc! 

ROSSI, CE Division ol Operational Events Assessment (Post 070411) 09/07/26 
Consolidated Edison Co of New York, Inc I06pp 5071 1 333 50712 070 

8900020304 Rosponds to NRC 890616 ltr re violations noted in Insp Repls 50 317/89 
12 S 50 316/89-12 Corrective actions planl prevent ivo mmnt procedures lor NRC Bui 
lolm 05 003 molor operalod valves will be revised 

CREEL.G C Baltimore Gas A Electric Co 09/07/27 Document Conlrol Branch (Doc 
ument Control Desk) 7pp 50772 095 50772 101 

8908080041 Forwards Exam Repls 50 31 7/89-09OL S 50 316/89 09OL administered 
during wk of 890612 

GALLO, RM Rogion 1, Ofc of tho Diroctor 09/07/27 CREEL.G C Baltimore Gas A 
Electric Co 2pp 50857 290 50057 295 

--B90B000045 Exam Repls 50317/09090L A 50 318/09 09OL on G90613Exam 
results both candidates passed exam & issued licenses 

NORflIS.BS, ESELGROTH.PW Region t, Ole ol the Oireclor 09/07/27 4 pp 
50857 292-50057 295 

8908080100 Provides summary ol completed actions ro NRC Bulletin GO 01 1 concerning 
prossurizor surgo lino thermal slratification Discernible) distress or structural damage 
in prossurizor surge lino pipmg.pipo supports or anchor bolts not found 
CREEL.G C Ballimoro Gas A Eleclric Co 89/07/3 1 Document Control Branch (Ooc 
umonl Conlrol Desk) 3pp 5005C 163 50056 165 

8900090374 Ack receipt ol 090707 Hr informing NRC of steps lakon to correct violations 
notod in Insp Ropls 50 317/69 10 & 50 318/89 10 

BELLAMY.R R Region 1 , Ole of Iho Director 09/00/01 CREEL.G C Ballimoro Gas A 
Eloclnc Co 2pp 50902.338 50902 342 

B908080346 Forwards Emergency Operating P/ocoduros Insp Repls 50 317/09 00 A 
50-310/09 80 on 890515 25 Potential rostart issue concerns noted 
GALLO, RM Rogion t. Ofc ol iho Diroclor 99/08/02 CREEL.G C Ballimoro Gas A 
Eloclnc Co 2pp 50055 313 50BB5 348 

- 8908000347 Emergency Oporating Procedures Insp Ropl 50 317/09 80 A 50 310/89- 
00 on 890515-26 Potonlial restart Issue concerns notod Major area9 
inspected adequacy A completeness ol plant emergency oporating procedures 
NORRIS, BS. ESELGROTH.P.W Region 1, Ole ol ins Director 89/07/27 34pp 
50055,315-5085 5 348 

8907270121 Suppl 1 lo NRC Bui lot in 08 010, "Nonconforming Molded Case Circuit 
Breakers." Svc list oncl 

ROSSI, CE Division of Operational Evonls Assessment (Post 870411) 09/08/03 
Consolidated Edison Co of Now York, Inc I08pp 50904 148-50904 253 

8907280169 NRC Info Notice 09-058, "Disablement ol Turbina Onvon Auxiliary Feed 
water Pump Duo lo Closure ol One ol Parallol Sloam Supply Valves " Svc list oncl 
ROSSI.CE Division of Operational Evonls Assessment (Post 870411) 09/00/03 
Consolldaled Edison Co, of New York, Inc 106pp 50900 005-50900 110 

8908180445 Responds to NRC 090712 ltr ro violations noted in Insp Repls 50 317/89- 
11 A 50 310/89-11 Corrective aciions containment boundary valves administratively 
controlled w/caulion tags to prccludo inadvertent operation 

CREEL.G C Baltimore Gas A Electric Co 89/08/10 Ofc ol Gnlorcomont (Post 
870413) Opp 50969 001-50969 009 

8908240354 Forwards Salely Insp Repls 50-317/09-16 & 50 318/09 17 on 090710 13 
A notree ol violation 

BELLAMY, R R Rogion 1, Ole ol lire Diroctor 09/00/15 CREEL.G C Baltimore Gas A 
Electric Co 2pp 61016 097-51016 106 

•-Q908240356 Nolice of violation from Insp on 090710 13 Violation notod interim radio 
logical diroctor not ablo to perform dose assessment from releases which may result 
from steam generator lube rupture duo to lock of procedure & training 
' Region 1. Ofc of the Director 89/08/15 Ip 51016 099-51016 099 

--8S08240356 Emergency Proparednoss Insp Ropls 50 317/89-16 & 50 310/89 17 on 
890710-13.Vlolatlon noted Major areas Inspected changes to omorgency prepared 
ness program & emergency lacllilies.equipment, instrumentation A supplies 
CONK UN, C. LAZARUS, W. Region l. Ole ol Iho Director 09/08/15 7pp 51010,100- 
51018 106 

8908100120 NRC Info Notice 09 059, "Suppliers of Potentially Misrepresented Faston- 
ors " Svc list end 

ROSSI.CE Division of Operational Evonls Assessment (Post 070411) 09/08/ 16 
Consolidated Edison Co of New York, Inc 106pp 50992 315-50993 060 

8908140085 NRC Into Notice 89 060, "Mainl ol Telatherapy Units " Svc list end 
CUNN INGHAM, R E. Division of Industrial S Medical Nuclear Safely (Post 870729) 
89/08/10 Consolidated Edison Co ol New York, Inc I07pp 50993 061 50993 166 
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&S08250307 fl. =c-nds ’5 f.RC 653721 IT re ■ C<atons noted m Insp Repts 50 317/89 
c! A ” jie'«C6Cc£j.e a:t srs daf n.*on ol change of intent revised & 
fra"' — a l j &' c.a'cd'-i'Ca tr rg cedonred in accordance w/ Plant instruction 101 
‘rWlGC af' TC'aGw i III::': Co 69.08/18 Document Control Branch (Doc- 
~T.nt CcrVrcl Des-i 5fp 51020 1 1S 51020 120 

6308160129 Scppl 2 I: NRC fn'o Nyce 83 048 Licensee Repl of Defective Refur 

ROS'SicV^Ci.son c* "operat ona' E.snts Assessment (Post 870411) 89/08/22 
Ccr^c'oa cJ SdsonC: clftewYO Ire lOOpp 50990 039 50990 137 

5908280304 Fcrws'js supp'cmcnsst respcnse to NRC Bullelin 88 004, Potential 
£,• - r-i 3 23 Putd Loss S.c water pump operating instructions revised re min 
T -a' ra-u"'- mem to preclude acncrmai opera'mg configuration or s>s moo 
l FFCLOW J Balt.n'ore Gas 4 E'scfn: Co 89/03 '22 Document Control Branch 
(Dd-uv-'-l Ccnird Dc-S«l ■IPP 51042 217 51042 220 


R Periodic operating reports 5 related correspondence 


8908160337 Rev 11 lo ERPIP 4 114, "Dosimetry ” 

* Baltimore Gas 8 Electric Co B9/OB/07 7pp 50930 203 50930 209 

8908170494 Advises that two facsimile machines installed in technical support ctr 4 
emergency operations facility to improve incident response clr dala handling 
capability, per NRC 890123 Hr 

DENTON, RE Ballimore Gas & Electric Co 89/00/07 Document Control Branch 
(Document Control Desk) ?pp 50953 16B 50953 169 

8908240354 Forwards Safety Insp Ropls 50 317/89 16 & 50 310/89 17 on 890710-13 
& nonce of violation 

BELLAMY.RR Region 1,01c ol the Director 89/08/15 CREEL, GC Baltimore Gas 8 
Electric Co 2pp 51016 097-51016 106 

-890B240355 Notice of violation from insp on 890710 13 Violalion noted interim radio- 
logical director not able to perform dose assessment from releasos which may result 
from steam generator tube rupture duo to lack ol procedure & training 

• Region 1, Ole of Ihe Director 09/08/15 ip 51016 099-51016 099 


5308240031 M;"h'y operating repts far Jol 1939 for Calved Cliffs Nuclear Power Plant 

Se'hVpEC ' RUSSELL l B Balt more Gas 4 Electric Co 69/07/31 llpp 51019 174- 
51015 134 


-8908240356 Emergency Preparednoss Insp Repls 50 317/89-16 & 50 318/89 17 on 
890710 13 Violation noted Major areas inspected changes to emergency prepared 
ness program & emergency fact tides, equipment, instrumentation A supplies 
CONKLIN, C Region t, Ole of the Director 89/08/15 7pp 51016 100 51016 106 


S Reportable occurrences, LEfls S related correspondence 

5308030222 LER f3-0t100on 830330 mSSing fi/e damper discovered in spent fuel 
pcol vent 'a* on s,5Caussd by error in faofties change request that installed fire 
dampers Ac' on statement entered 4 t h repl madeW/890731 Itr 
M.LBRADT M 0 RUSSELL L B Baltimore Gas 4 Electric Co 89/07/31 5pp 
£0920127-50320131 


8908210212 Suppl 1 to Generic Llr 89 07 to all operating plants, applicants lor OLs & 
holders ol CPs re power reactor safeguards conlmgency planning for surface vehicle 
bombs Svc list end 

PARTLOW.J G Associate Oirector for Projects (Posl 870411) 89/08/21 Consolidat 
ed Edison Co of New York, Inc 55pp 51036 001 51036 056 


H General correspondence 


5305140172 Special repten B 90630 d 'covered f.re damper physically missing in spent 
fuel pocl vernation S/S Caused by mod during instaiialion of damper failing to identify 
damper Fire patrol eslabSshed 4 f dd change request generated 
RU5SELLLB Bad more Gas 4 Electric Co 89/08/03 Document Control Branch 
iCccumem Control Desk) 3pp 50914 093 50914 095 

5908250240 LER 69 012 00 on 690720 technician discovered solenoid disconnected 
from associated Halcn cylnder Cause unknown Ha'on Sys declared inoperable 4 
hourly I, re wa'ch es'ab shed Solenoid reconnected 4 verified W/890B2I llr 
BELL G L RUSSELL LB Ba'timore Gas 4 Electric Co 89/03/21 7pp 51016 154- 
51016160 


T Hearing transcripts on non-antitrusl mailers 

8908280028 Transcrpt ol 890816 briefing on plant status in Rockville, MDPp 1 82 Sup- 
porting documentation end 

* Commissioners e9/08'l6 83pp 51033 290 51039 051 


8908180309 Requests addition of Ole of Peoples Counsel lo NRC svc lists for 
msps, events & mgt ol facilities Ofc of Peoples Counsel represents residential custom 
ers of utils regulated by State of MD PSC 

GLYNN, JM Maryland, Slate of 89/08/11 MURLEY.T Office ol Nuclear Roaclor 
Regulation, Director (Post 870411) Ip 50967 288 50967 208 


I. Financial Information 


8908040191 Forwards annual rept to stockholders, quarterly financial slatement as of 
890630, project cash How lor yr ending 900731 & narrative stntemenl on curia ilmenl/ 
deferment ol capital expondilures lo ensure retrospective premiums 
BRADY.T F Baltimore Gas & Electric Co 89/07/28 DINITZ.I Policy Development 4 
Technical Support Branch (Post B70411) lOpp 50799 337-50800 045 


J. Insurance 4 Indemnity Information 


V Operator Examinations 


8308080041 Forwards Exam Repts 50 317/89 09OL 4 50-318/89 09OL administered 
during wk of 690612 

GALLO R M Reg.on 1, Ofc of the Director 89/07/27 CREEL.GC Baltimore Gas & 
E'ectnc Co 2pp 50857 290 50857 295 

-8908080045 Exam Repts 50-317/89 09OL 4 50 318/89 09OL on 890613 Exam 
resu'ts both candidates passed exam 4 issued licenses 

NOflRiSBS ESEIGROTHPW Region 1, Ole ol the Director 89/07/27 4pp 
5-0857 292 50357 295 


8908170409 Forwards antedated number of exam candidates 4 scheduled dates for 
requalitaaton exams in FY90 

DENTON R E Baltimore Gas 4 Electee Co 89/08/09 Document Control Branch 
(Document Control Desk) 3pp 50953 290-50953 291 


DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PUNT, UNIT 2 


8908040191 Forwards annual ropt to stockholders, quarterly financial slatomenl as of 
890830, project ca9h How lor yr anding 900731 & narrative statement on curtailment/ 
delermenl of copitol expondilures to ensure retrospective premiums 
BRADY.T F Baltimore Gas & Electric Co 09/07/28 DINITZ.I Policy Davelopmonl 4 
Technical Support Branch (Post 070411) lOpp 50709 337-50600,045 


K. Utility Final Safety Analysis Report (FSAR) 8. amends 

8908250170 Forwards Rev 0 to updated FSAR for Calvert Cliffs Nuclear Power 
Plant. Units 1 4 2 Summary for each QA program change also included, par 860316 
telcon 

CREEL.GC Baltimore Gas & Electric Co B9/0B/1B Document Control Branch (Doc- 
ument Control Desk) 2pp 51024 267-51027 170 

-8908300032 Rev 9 lo updated FSAR lor Calvert Cliffs Nulcear Powor Plant Units 1 & 
2 

• Baltimore Gas & Electric Co 89/08/10 I.OOOpp 51024 269 51027 179 


F Security, medical, emergency 4 lire prelection plans 

8908010349 Forwards Insp Repts 50-317/89-06 4 50 318/89 06 on 890404- 0515 t 
notice of violation Lack ol adequate instructions in control procedures to identify wha 
f?0KS!S;*. e 5 , S 9es t0 sately-'elated sys requiring prior review 4 approval 

KS IpfW.KsW 0 " ' s?0 ™ CflEEL - 0<? 

-8908010352 Notice of notation from insp on 890404-0515 Violation noled change o 
intent to operating procedure made to allow throttling ol salt water sys discharai 

valves w/o written safety evaluation per 10CFR50 59 1 y 

• Region 1, Ofc of the Director 89/07/21 Ip 50755 121-50755 121 

,nsp Rep,s 50 3,7/89 06 4 50 318/83 06 on 890404 0515 Violate 
notextMajor areas inspected facility activities, licensee action on previous msi 
tru?S 1 security, plant operations, main! 4 LERs 

TRIPPLE Regon 1, Ofc of the Director 89/07/07 30pp 50755 122-50755 151, 

89LWOM346 Forwards Emergency Operating Procedures Insp Reots 50-317/RQfln > 
ri? «*» concerns^ ° 2 

GALLORM Regon 1, Ofc of Ihe Director 89/08/02 CREEL G C Baltimore Ran f 
Electnc Co 2pp 50855 313 50B55 348 ^ Baltimore Ras l 

-490$«403-<7 ^rergency operaing Procedures Insp Rept 50 317/89 80 4 50 iia/aq 
NORRIS, BS Region I.Ofcol the Duector 89/07/27 34pp 55855315 50855348 

■aw'j" "" ft-ta 

Baltimore Gas 4 Electee Co 89/08/03 13pp 50925 251-50925 263 


P. Operating license stage documents 4 correspondence 


8908280311 Staff requirements memo re 690601 briefing on operaling reactors 4 fuel 
facilities In Rockville, MD.Commlsslon expressed disappointment in long torm operating 
performance ol Turkey Point Nuclear Powor Plant 

CHILK.S J Office ol Ihe Secretary ol the Commission, 89/06/10 STELLO.V Ofc Of 
the Exoculive Director for Operations 3pp 51043 013 51043 01 5 

8907310388 Forwards safely evaluation accepting util responses lo Gen one Lit 88 
28,ltem 2 21, "Equipment Classification Programs lor ail Safely Related Compo- 
nents " 

MCNEILL.SA Project Directorate 1-2 89/07/17 CREEL.GC, Baltimore Gas & Elec 
Inc Co 3pp 50723 144-50723,150 

-•8907310392 Saloly evaluation supporting util responses to Generic Ur 83 28, Horn 
2 21, "Equipment Classification Programs lor all Safety-Related Components " 

Office of Nuclear Reactor Regulation, Director (Post 870411) 89/07/17 4pp 
50723 147-50723 150 

8907180211 Generic Llr 89-13 to all holders of OLs or CPs lor nuclear power plants re 
svc water sys problems affecting salety-relaled equipment Svc list end 
PARTLOW.J G, Associate Director for Projects (Post 870411) 89/07/10 Consolidat 
ed Edison Co of New York, Ino. 53pp 50735 001-50735 054 

8 9 P 8 07 037 4 Forwards EG8G Idaho, Inc technical evaluation rept ro ulii compliance w / 
NUREG 0737,11am II D 1 re relief & safely valve testing Except for issue ol operability 
ol PORV block valves, all requirements met 

MCNEIL, S A Project Directorate M. 80/07/18, CREEL.GC Baltimore Gas & Electnc 
Co 3pp 50822 143-50022.174 



DOCKETED ITEMS 89 


3907270042 Responds lo NRC Generic Llr 09 00, "Erosion/Corrosion • Induced Pipe 
Wall Thinning " Util will maintain long term progam consisting ol systematic measures 
lo ensure non degradation ol high enorgy carbon sloe! (>ys 
CREEL GC Baltimore Gas 8 Electric Co 09/07/19 Documont Control Branch (Doc 
umcnt Control Desk) 2pp 50705 272 50705 273 

3907310091 Informs of intention to implement administrative controls governing uso of 
proposed Tech Spec 3 0 4 re 001 101 amend application 

CREEL GC Baltimore Gas & Electric Co 09/07/21 Documont Control Branch (Doc- 
ument Control Desk) 3pp 50715 167-50715 169 

3906030023 Clarifies definition of hot spent fuel ro NUREG0612, "Control of Heavy 
Loads at Nuclear Power Plants " Fuol should bo based on timo atlor shutdown of 
plant, not removal of Inst assemhly 

CREEL.G C Baltimore Gas 8 Eloclnc Co 09/07/26 Document Control Branch (Doc- 
ument Control Desk) 2pp 50773 113 50773 1 14 

3906020150 Forwards "Cnlvort Cliffs Nuclear Power Station Performance Improvement 
Plan Implementation Program " 

MCGOWAN, G V Baltimore Gas & Eloclric Co 89/07/31 TAYLOR, J Ofc of the Exec 
utive Director for Operations 2pp 50756 198 50756 346 

- B 90 60 20152 “Calvert Cliffs Nuclear Power Plant Performance Improvement Plan Im 
plementation Program " 

CREEL.G C Baltimore Gas S Eloclnc Co 89/07/31 90pp 50756 200 50756 346 

3908140247 Forwards request (or arfdl info noodod lo resolve potential amblguitlos in 
831101 request to add reactor vessel lovol monitoring sys oporability & surveillance 
requirements to Tech Specs Info rnquostod within 20 days 

MCNEIL.SA Protect Directorate I t 09/09/03 CREEL.G C Baltimore Gas 8 Electric 
Co 4pp 50916 207 50916 210 

BS08140175 Notification ol 890818 mooting w/util in Rockvillo.MD to discuss current 8 

K lanned licensing actions for plant 

ICNEIL.SA Protect Dirocloralo I I 09/00/04 CAPRA, R A Project Directorate II 
3pp 50916 184-50916 186 

B9081705BB Discusses suppl lo "Phaao I," ro snfoly evaluation of "Control ol Heavy 
Loads at Nuclear Power Plant " NRC concurs w/proposod change in dotmllion of 
"hot" spent fuol 

MCNEIL.SA Protect Directorate I- 1 09/08/07 CREEL.G C Baltimore Gas 8 Eloclric 
Co 3pp 50940 049 50940 051 

8908230005 Requests nddl info ro util 000616 application for Tech Spec chango for 
cora exit thermocouple sys Info requested within 20 days of Itr dato 
MCNEIL.SA Protect Dirocloralo t t 00/00/21 CREEL.G C Baltimore Gas 8 Electric 
Co 4pp 51043 004 01043 007 

8908280092 Notification of 090020 mooting w/titil in Lusby.MD to discuss 
plans programs 8 schedules ro porformanco improvomont plan 
MCNEIL.SA Pro|oct Dirocloralo II 09/00/21 MURLEY.T , SNIEZEK.J , 

MIRAGLIA.F NRC No Dotailod Allilialion Given 3pp 51043 001-51043 003 


O Inspection reporls, IE Buflotlns & correspondence 

8908010349 Forwards Insp Ropts 50 317/00 06 8 00 315/09 06 on 000404 0515 8 
notice ol violation Lack ol adoquato instructions in control procedures to identify what 
roprosonis changes lo snfoly rolntod sys requiring prior review 8 approval 
WIGGINS, JT Region I. Ofc of the Diroctor 09/07/21 CREEL.G C Baltimore Gas 8 
Electric Co 2pp 50755 1 lO 50755 151 

-9903010352 Notico ol violation from insp on 090404 0515 Violation noted chango of 
mtont to operating p/ocoduro mndo lo allow throttling ol salt water 9ys discharge 
valves w/o written safoly evaluation per 10CFR50 59 
• Region 1, Ole ol Iho Director 09/07/21 Ip 50755 121 50755 121 

..8903010354 Insp Ropts 50 317/09 06 8 50 310/09 06 on 090404-0515 Violation 
noted Major areas inspected facility activities, llconsco action on previous Insp 
findings oporalional safoty, physical security.plnnl operations, maint 8 LERs 
TRIPP, LE Region t, Ole ollho Director 09/07/07 30pp 50755' 122 50755 151 

8907200019 NRC Into Notice 09 057, "Unqualified Electrical Spllcos in Vondor Supplied 
Environmentally Qualified Equipment ’ Svc list oncl 

ROSSI.CE Division ol Operational Evonls Assessment (Post 070411) 09/07/26 
Consolidated Edison Co of Now York, Inc tOGpp 50711 333-50712 070 

8908020304 Responds to NRC 090616 Ur ro violalions noted in Insp Ropts 50 317/09- 
12 & 50 318/09 12 Corrective actions plant preventive maint procedures lor NRC Bui 
lolm 85 003 motor operated valves will bo revised 

CREEL.G C Bnltimoro Gas 8 Electric Co 09/07/27 Document Conlrol Branch (Ooc 
ument Control Desk) 7pp, 50772 095-50772 101 

8908030041 Forwards Exam Ropts 50 317/09 09OL 8 50 310/89 09OL administorod 
during wk ol 090612 

GALLO, RM Region 1, Ofc ol the Director 69/07/27 CREEL.G C Baltimore Gas 8 
Electee Co 2pp 50057 290 50057 295 

-890B08D045 Exam Ropts 50-3(7/09 09OL 8 50 310/09 09OL on 000613 Exam 
results both candidates passed exam 8 issued licenses, 

NORRIS, BS Region 1, Ofc of the Director 89/07/27 4pp 50057 292-50057 205 

3903000180 Provides summary ot competed actions ro NRC Bulletin 00-01 1 concerning 
pressunzer surge line thermal stratilicatlon Discernible distress or structural damage 
m pressunzer surge line piping, pipe supports or anchor bolts not found 
CREEL.G G Baltimore Gas 8 Electric Co 89/07/31 Document Control Branch (Doc 
ument Conlrol Oosk) 3pp 50056 163 50856 165 

0908090374 Ack receipt of 090707 Itr informing NRC of steps taken to correct violations 
notod In Insp Repts 50-317/09-10 8 50-310/09 10 

BELLAMY, RR Rogion 1, Ofc of the Director OD/OB/Ot CREEL.G C Baltimore Gas 8 
Eteclric Co 2pp 50902 338 50902 342 

8906080346 Forwards Emergency Operating Procedures tnsp Flopls 50 317/09 00 8 
50-31 B/B9 80 on 890515 25 Potential restart issuo concerns noted 
GALLO, R M Region 1, Ofc ot the Director 09/08/02 CREEL.G C Baltimore Gas 8 
Eteclric Co 2pp 50855 313 50855 340 


-8903000347 Emergency Operating Procedures Insp Rept 50-317/89 00 8 50 310/89 
00 on 00051 5-26 Potential restart issue concerns notod Ma|or areas 
Inspected adequacy & completeness of plani emergency operating procedures 
NORRIS.BS, ESELGRQTH.P W Region 1, Ofc of the Director 89/07/27 34pp 
50855 315 50055 348 

8007270121 Suppl 1 lo NRC Bulletin 00 010. "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI.CE Division of Operational Evonls Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York. Inc tOOpp 50904 148 50904 253 

8907280169 NRC Info Notice 80 058, "Disablement of Turbine-Driven Auxiliary Feed 
water Pump Due to Closure of One ot Parallel Sloam Supply Valves " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/00/03 
Consolidated Edison Co of Now York. Inc 106pp 50000 005 50000 1 10. 

B008180445 Responds to NRC 090712 Itr re violations noted In Insp Repts 50 317/89- 
11 8 50 310/89-11 Corrective actions containment boundary valvos administratively 
controlled w/caution tags to preclude Inadvertent operation 
CREEL.G C Baltimore Gas 8 Electric Co 09/08/10 Ofc of Enforcement (Post 
870413) 9pp 50969 001-50969 009 

090B250176 Ack receipt of 890710 llr informing NRC of steps taken to correct violatons 
notod In Insp Rept 50 316/89 15 

SOGER, (3 A Region 1. Ofc of the Director 89/08/14 CREEL.G C Baltimore Gas 8 
Electric Co 3pp 51020 270 51020 273 

800B240354 Forwards Safoty Insp Ropts 50 317/89 16 8 50 318/89 17 on 890710-13 
8 notice ol violation 

BELLAMY.R.R Rogion 1 , Ofc of the Diroctor 09/08/15 CREEL.G C Ballimore Gas 8 
Eloclnc Co 2pp 51016 Q97 51016 105 

-8908240355 Notico ol violation from insp on 090710 13 Violation notod interim radio 
logical director not able to perform doso assessment from releases which may result 
from stoam gonorator tube rupture due to lack Of procedure 8 training 
* Rogion I.Qfc of tho Director 09/08/15 tp 51016099 5)016099 

-8900240350 Emergency Preparedness Insp Repls 50 317/09 16 8 50 310/89 17 on 
890710 13 Violation noted Major areas Inspected changes to emergency proparod 
noss program 8 emergency facilities, equipment, Instrumentation 8 supptios 
CONKLIN.C , LAZARUS, W Rogion 1, Ofc of Iho Diroctor 00/08/15 7pp 5 1 o 1 6 too 
51016 106 

6000100128 NRC Info Notice 89 059, "Suppliers of Potentially Misrepresented Fasten 
ors ” Svc list oncl 

ROSSI.CE Division of Operational Evonls Aasessmonl (Posl 8704 It) 09/00/ 1 6 
Consolidated Edison Co of Now York, Inc 106pp 50992 315 50993 060 

8900140005 NRC Info Notice 89 060, "Main! of Tololhorapy Umis ’’ Svc list end 
CUNNINGHAM, R E Division of Industrial 8 Medical Nuclear Safoly (Post 870720) 
80/08/18 Consolidated Edison Co ol Now York, Inc 107pp 50993 061-50993 166 

8908250307 Responds to NRC 890721 Itr ro violations notod in Insp Ropts 50-317/09 
06 8 50-318/89 06 Corroctlvo actions dobnUlon ot "chango of intenl" rovised 8 
changes to all procedures being peiformorl in accordance w/Plant Instruction 101 
CREEL.G C Baltimore Gas 8 Lloclric Co 89/08/10 Documont Control Branch (Doc 
ument Control Dosk) 3pp 51020 1 18 51020 120 

B90B 100 129 Suppl 2 lo NRC Info Notice 00 048, "Licensee Ropt of Dofoclivo Rofur 
bisliod Valves *' Svc list oncl 

ROSSI.CE Division ot Operational Evonls Assessment (Post 870411) 89/00/22 
Consolidated Edison Co of Now York, Inc lOOpp 50990 039 50090137 

8900280304 Forwards supplemental response lo NRC Dullotin 88 004, "Potonlial 
Safety Rolalod Pump Loss " Svc water pump operating instructions rovised ro mm 
flow requirement to preclude abnormal operating configuration or sys mod 
LIPPOLO.W J Baltimore Gas 8 Electric Co 00/08/22 Documont Control Branch 
(Document Control Dosk) 4pp 51042 217 51042 220 


R. Periodic operating reports & related correspondence 

8908240031 Monthly operating repls lor Jul 1989 for Calvort Cliffs Nucloar Powor Plant 
Units 1 8 2 W/Q90B1Q llr 

BEHNKE.C , RUSSELL, L B Ballimoro Gas 8 Electric Co 89/07/31 llpp 51019 174- 
51019 1B4 


S. Reportnbfo occurrences, LERs & rolalod correspondence 

890B1400B8 1 ER 89 011 00 on 8907 10, discovered condition which could havo prevont 
ed fulfillment ol safety function ol structures or sys needed to miligato consoquencas 
ot accident Caused by nut failure duo to Inadequate mail properties W/89081 1 Hr 
SLY.CD, RUSSELL, L 8 Ballimoro Gas 8 Eloclric Co 89/08/11 6pp 50913 354 
50913 359 


T. Hearing transcripts on non-antltrost matters 

8908200028 Transcript of 090816 briefing on plant stalus in Rockville MD Pp 1 62 Sup 
porting documentation encl 

•Commissioners 89/08/16 83pp 51038 290 51039 051 


V, Operator Examinations 

8908080041 Forwards Exam Repts 50 3I7/B9 090L 8 50 318/89 09OL administered 
during wk of 090612 

GALLO, RM Rogion t. Ofc of the Diroctor 89/07/27 CREEL.G C Ballimoro Gas 8 
Electric Co 2pp 50857.200 50857 295 

-8908060045 Exam Repls 50 317/89-09OL 8 50 318/09 Q901 on 090613 Exam 
rosults both candidates passed exam 8 issued licenses 

NORRIS.BS, ESEIGROTHPW Region I, Ole of tho Director 69/07/27 4pp 
50B57 292-50857 295 



90 DOCKETED ITEMS 


890B170409 Forwards anticipated number of exam candidates & scheduled dates tor 
requaMicatiort exams in FY90 

DENTON, RE Baltimore Gas S Elgctnc Co 89/08/09 Document Control Branch 
(Document Control Desk) 3pp 50353 290-50953 291 


89QB2B0179 Forwards request tor add I mfo re evaluation of post- deluding monitored 
storage SAP 

MASNIK.M T Project Directorate 1-4 89/00/22 ROCHE.M B General Public Utilities 
Corp - GPU Service Corp 4pp 61041 265 61041 260 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


F Security, medical, emergency & lire protection plans 

8907270191 Rev 2 lo Emergency Preparedness Administrative Procedure 9472-ADM- 
130002 "Emergency Equiprnenl Readiness " 

• General Public Utilities Corp - GPU Service Corp 89/07/17 8pp 50705 207- 
50705 294 

8900150106 R8V 1 to EPIP 9471-IMP-130OO9. "In Plant Radiological Controls During 
Emergencies, Applicability/Scope " 

MILLER.AW General Public Utilities Corp - GPU Service Corp 89/08/07 15pp 
50927 055 50927 069 

8908210212 Suppl I to Generic Ur 89 07 to all operating plants, applicants for OLs & 
holders of CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc list end 

PART LOW, J G Associate Director for Projects (Post 870411) 89/08/21. Consolidat- 
ed Edison Co of New York. Inc 55pp 51036 001-51036 056 


G Adjudicatory correspondence 

8958170092 Forwards US Court of Appeals for Third Circuit Court 890804 order extend 
mg briefing schedule, per Susquehanna Valley Alliance, TMI Alert & F Skolmck 
elilton.for mfo Svc list end 

AXTER.T A General Public Ulifilies Corp GPU Service Corp BAXTER ,T A Shaw. 
Pittman, Polls A Trowbridge #389 9039 89/08/11 MOORE.TS, KOHL.CN, 
WILBER.H A Atomic Safely and Licensing Appeal Panel 6pp 50899 288-50899 293. 


Q. Inspection reports, IE Bulfellns & correspondence 


6907200019 NRC Info Notice 89-057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equiprnenl " Svc list end 

ROSSI, CE Division of Operational Events Assessmonl (Post 870411) 89/07/26 
Consolidated Edison Co of New York, Inc 106pp 50711 333 50712 078 

0907270121 Suppl 1 to NRC Bulletin 80 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Posl 070411) 89/08/03 
Consolidated Edison Co of New York. Inc lOOpp 50904 140-50904 253 

8907280169 NRC Into Notice 89 058, "Disablement of Turbine Driven Auxiliary Feed- 
water Pump Due to Closure of One of Parallel Steam Supply Valves " Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 09/08/03 
Consolidated Edison Co of New York, Inc 106pp 50900 005-50900 110 

8998100128 NRC Info Notice 89 059, "Suppliers of Potentially Misrepresented Fasten 
ers " Svc list end 

ROSSf.CE Division of Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co of New York, Inc 106pp 50092 315 50993 060 

8908140085 NRC Info Notice 89 060, "Malnl of Teletherapy Units ” Svc list oncl 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
89/08/18 Consolidated Edison Co of New York, Inc 107pp 50993 061-50993 166 

6908160129 Suppl 2 to NRC Info Notice 00 048, "Licensee Rept Of Dofeclivo Refur- 
bished Valves " Svc fist end 

ROSSI, CE Oivislon of Oporalional Events Assessment (Post 070411) B9/0B/22 
Consolidated Edison Co of New York, Inc lOOpp 50990 039 50990 137 


H, General correspondence 

8908100141 Requests deletion ol JE Frew & addition of S Levin.defuelmg director, to 
distribution list 

ROCHE.M B General Public Utilities Corp - GPU Service Corp 89/07/28 Document 
Control Branch (Document Control Desk) Ip 50885 318 50885 318 


R, Periodic operating reports A related correspondence 

B907310223 Advises that util performed annual review of dowatering sys description for 
deluding canisters No update required 

ROCHE.M B Genoral Public Utilities Corp - GPU Service Corp 89/07/19 Document 
Control Branch (Document Control Desk) Ip 50736 172 50736 172 


P Operating license stage documents A correspondence 


890B040246 Notification of contract execution, Mod 6, to "Test Specimens From Dam- 
aged TMI 2 Reactor Bottom Head " Contractor MPR Assocs.lnc 
BRENNAN, PA Contract Admimslration Branch NRC 04 88 006 B9/06/27, 

SHE RON, B W Division of Systems Research (Post 800717) VAN HOUTEN.R NRC - 
No Detailed Affiliation Given Ip 50799 255 50799 259 

"8908040250 Mod 6, revising statement of work & provisional indirect rates lor CY89 & 
increasing total estimated amount of contract, to "Test Specimens From Damaged 
TMI-2 Reactor Bottom Head " 

CHAPIN, DM MPR Associates, fnc BELL.S Division of Contracts A Properly Manage- 
ment (Post 890205) NRC 04-88-006 89/06/27 4pp 50799 258 50799 2S9 

8907180211 Generic Ltr 89-13 to all holders of OLs of CPs for nuclear power plants re 
svc water sys problems affecting safety related equiprnenl Svc list end 
PARTLOW.JG Associate Director for Projecls (Post 870411} 89/07/18 Consolidat- 
ed Edison Co of New Yo/K, Inc 53pp 50735 001 -50735 054 

8906010233 Informs that licensee found no restrictive clauses re notification of employ 
ees potential safety issues Two employment settlement agreements found to eliminate 
further monetary claims Attached ltr sent lo individuals involved 
CLARK, PR General Public Utilities Corp - GPU Service Corp 89/07/21 Document 
Control Branch (Document Control Desk) 3pp 50756 069 50756 071 

8907310199 Responds to Generic Ltr 69-10 re implementation of long- lerm.safely- 
related, motor operated valve testing 

ROCHE.M B. General Public Utilities Corp - GPU Service Corp 89/07/24 Document 
Conhot Branch (Document Control Desk) 2pp 50766 004 50766 005 

8907310263 Forwards Rev 7 to "Div Sys Description for Auxiliary Bldq Emergency 
Liquid Cleanup Sys (EPICOR II) " 

ROCHE M B General Public Utilities Corp - GPU Service Corp 89/07/24 Document 
Control Branch (Document Control Desk) Ip 50715074 50715 155 

--89073 10260 Rev 7 to "Div Sys Description for Auxiliary Bldg Emergency Liquid Clean 
up Sya lEPICOR II)' 

RICHFELD.S J General Public Utilities Corp - GPU Service Corp SD 3526 004 R07 
89/07/31 Blpp 50715 075-50715155 

5908070253 Notilication ol 890808 meeting w/util in Middletown, PA to fo discuss post 
deluding monitored storage SAfl 

MASNIK.M T Project Directorate I 4 89/08/01 STQLZ.JF Proiecl Directorate I 4 
4pp 50822 358 50B22 361. 

8903100294 Forwards Rev 4 to SD 3184-007 "Div Sys Description for Solid Waste 
Staging Facility " W/ona oversize drawing 

ROCHEjM B Genera) Public Utilities Corp • GPU Service Corp 89/08/08 Document 
Control Branch (Document Control Desk) Ip 50956 311-50956 329 

—8908 18030 4 Rev 4 lo SD 3184 007, "Div Sys Description for Solid Waste Slagmq Fa- 
cility ’’ 9 

HESSJE General Public Utilities Corp • GPU Service Corp 89/08/02 iBpp 
50950 312*50956 329 


8908280337 Forwards corrected Sections 2,3 1 & 2 3,4 lo annual update to solid waste 
staging facility sys description 

ROCHE M B General Public Utilities Coip • GPU Service Corp 89/08/21 Document 
Control Branch (Document Control Desk) 3pp 51039 111-51039 1 13 


6900150006 Provides TMI status rept for 890619 0717 
COWGILL.CJ Region 1,01c oflhe Director 89/07/28 WENZINGER.EC Region), 
Ole ofl he Director 4pp 50925339-50925 342 


T. Hearing transcripts on non-antitrust matters 

6807270310 Transcript of oral argument on 890726 in Bethosda.MD re disposal of acci 
deni generated water Pp 1 65 Supporting info end 

* Atomic Safety and Licensing Appeal Panel 09/07/26 73pp 50765 291-50766003 


V. Operator Examinations 


09OB22O413 Advisos that LE Ryan resigned from util & no longer participating in li- 
censed operator ^qualification program required by 10CFR55 53(h) Operator license 
terminated 

ROCHE.M B General Public Utilities Corp - GPU Service Corp 89/08/14 Documenl 
Control Branch (Document Control Desk) Ip 50998 326-50998 326 


DOCKET 50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8907270112 Forwards annual amends to updated FSAR & Rev 4 to fire hazard analysis 
(filed in Category F) for Hatch Units 1 & 2 FSAR & fire hazards analysis updates re- 
flect changes through 890122 

HAIRSTON, WG Georgia Power Co 09/07/07 Document Conlrot Branch (Document 
Control Desk) 19pp 5D814 001 50820 022 

■ •8907270133 "Edwin I Hatch Nuclear Plant, Units 1 & 2 Fire Hazards Analysis Update 
Rev 4 " 

* Georgia Power Co 89/07/31 400pp 50818 072-50820 022 

8906020226 Revised emergency implementing procedures.tncludmg Rev 3, Ed 1 to 
73EP-EIP-00 1 -OS.flev 1 lo 73EP-EIP 005 OS.Rev 1 to 73EP-EIP-009.0S,Rev I to 
73EP-EIP-01I-OS & RavO to 73EP-EIP-019 OSW/B90727 ltr 
HAIRSTON, WG Georgia Power Co 89/07/2/ 103pp 50759 156-50759 258 

8908030159 Ack receipt of 890622 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-321/88 37 & 50 366/88 37 Violation occurred as staled In 
notice of violation Asssssmenl withheld (ref 10CFR73 21) 

EBNETER.SD Region 2, Ofo of the Director 89/07/27 HAIRSTON, WG Georgia 
Power Co 2pp 50793 132-50793 133 

0906250201 Advises that Apr 1989 Rev 9 to emergency plan meets planning stds of 
10CFR50 47(b) & requirements of t0CFR50,App E 

COLLINS.D.M Region 2, Ofc of fhe Director 89/08/16 HAIRSTON, WG Georgia 
Power Co 2pp 51020 138 51020 139 

8908210212 Suppl 1 lo Generic Ltr 89 07 lo all operating plants, applicants for OLs & 
holders ot CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc fist end 

PARTLOW.JG Associate Director for Projects (Post 87041 1) 89/08/21 Consolidat- 
ed Edison Co of New York, Inc 55pp 51036 001-51036 056 
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espondence 

(or rulemaking PRM 50 53 requesting NRC action lo review undue 
1 Ihermal hydraulic instability NRR should issue order requiring all 
iced in cold shutdown lor staled reasons 

tizens lor Responsible Energy 08/07/28 Ollice ol Nuclear Rcac 
clor (Post 870411) lOpp 50820 143 50820 152 


y Analysis Report (FSAR) & amends 

s annual amonds lo updated FSAR a Rev 4 io fire hazard analysis 
) lor Hatch Umls I 8 2 FSAR & lire hazards analysis updates ro 
gh 890122 

eorgia Power Co 89/07/07 Documonl Control Branch (Document 
l 50814 001 50820 022 

amends lo updated FSAR lor Hatch Unit 2 
} 89/07/07 1500pp 50814 020 50818071 


8907270121 Suppl 1 to NRC Bulletin 88 010 Nonconforming Molded Ca9e Circuil 
Breakers Svc lisl end 

ROSSI C 6 Division ol Operational Events Assessment (Post 870411) 89/08703 
Consolidated Cdison Co Ol New York Inc lOOpp 50904 148 50904 253 

8907280169 NRC Info Nonce 89 050 Disablement ol Turbine Driven Auxiliary Feed 
water Pump Due to Closure ol One ol Parallel Steam Supply Valves Svc lisl oncl 
ROSSI CE Division ol Operational Events Assessment (Post 67041 1) 39/08/03 
Consolidated Edison Co ol New York Inc lOGpp 50900 005 50900 110 

8900090250 Summary ol 690725 interlace mealing w/ulil in Birrnungliam AL re SON 
OPCO/ulH corporate organization including generic activities S initiatives re 
plants Agenda & viewgraphs oncl 

REED.T A Protect Directorate II 3 89/08/OJ Proioci Directorate II 3 24pp 
50891 062 50891 065 

8908230102 Forwards Insp Ropls 50 321/89 M & 50 360/89 14 on 890717 20 No vio 
lations or deviations noted 

JULIAN C A Region 2, Ole of Iho Director 89/08/08 HAIRSTON, WG Georgia 
Power Co 2pp 51007 244 51007 250 


1 1 Hatch Nuclear Plant Umls 1 & 2 Firo Hazards Analysis Uptime 
> 89/07/31 400pp 50818 072 50820 022 


8908230115 Insp Repls 50 321/89 14 8 50 J6G/B9-14 on 890717 20 No violations or 
deviations noted Maior areas inspected licensee actions on previous insp findings 
COLEY JL BLAKE JJ Region 2, Ole of the Director 89/06/03 5pp 51007 246 
51007 250 


stage documonts & correspondence 

nls mlo reccivod during discussions belwcon Region II personnel 8 
il Enel withhold (rol !0CrR2 790(a)) 

n 2. Ole ol the Director 09/07/13 HAIRSTON.W G Georgia 
99 023 50799 024 

Lit 89-13 to all holders ol OLs or CPs tor nuclear power plants ro 
oms allecling safely rolatod equipment Svc list oncl 
.ocialo Director tor Projecls (Post 070411) 09/07/18 Consolidat 
zw York Inc 53pp 50735 001-50735 054 

Js to 090427 lit re nolilicalion ol NRC ol employees potential 
's 8 practice made clear to employees & contractor employees liy 
■dures 8 repealed reminders & NRC contacts posted 
tabamn Power Co 89/07/25 Documont Conlrol Branch {Dock 
7pp 50706 018 50706 024 

•s> status ol work ro rosolulion ol USI A 46 
eorgia Power Co 89/07/27 Documonl Control Branch (Document 
50705 350 50785 355 


8900100128 NRC Into Notice 89 059 Suppliers ol Poleniially Misrepresented Fasten 
ers ' Svc lisl oncl 

ROSSt.C E Division ol Operational Events Assessment (Post 870411) 69/08/16 
Consolidated Edison Co ol New York Inc 106pp 50992 315 50393 060 

8908140005 NRC Into Notice 89 060, Main! ol Totolhprapy Units ' Svc list oncl 
CUNNINGHAM.R E Division ol Industrial & Medical Nuclear Safety (Posl 8707291 
89/08/18 Consolidated Edison Co ol New York Inc 107pp 50993 061 50393 166 

0908160129 Suppl 2 to NRC Into Nohco 88 046, "Licensee Repl of Defective Rotor 
bishod Valves Svc list end 

ROSSt.C E Division ol Operational Events Asscssmont (Post 870411) 89/08/22 
Consolidated Edison Co ol New York, Inc lOOpp 50990 033 50990 137 


R. Periodic oporallng reports & rclalod correspondence 

8908140235 Monthly operating repls lor Jul 1969 tor Hatch Units 1 & 2 W/090007 Itr 
BEARD.RM. HAIRSTON.W G Georgia Power Co 09/07/31 12pp 50944 179 
50944 190 


^JONRC request lor add) info re 89062? request to revise Li DOCKET 50-322 SHOREHAM NUCLEAR POWER STATION 

4Pr 5,romovinq cerlnln fuel 8 core operating limits 8 placing limits 
ruts ropt per Generic Ltr 88 16 Ornll Gyclo 8 rept oncl 

00 ® 7 nm f rn 2 r?no°n /31 0ocun,<,n ‘ Conlro1 l° ocumonl F . Socuri , yi mo dlcnl. omorgoncy & fire protection plans 

) DUUu/ \JU 1 UcU 


zs ulil complinnco w/ATWS rule ( lOCFFlGO G2) Design cliango to 
. to block actuation signal lo alternate rod injection solonoid volvo 
Jtablo 

•joct Dircciornlo II 3 89/08/01 HAIRSTON.W G Goorgia Power 
50826 171 


0908020355 Informs ol discrepancies nolod in Rev 1 1 lo focal omorgoncy tosponse or 
ganlzaHon plan covering Suffolk County interface proceduro & potassium mdido distri 
button a adminisi ration 

TOREN.H Long Island Lighting Co 89/07/21 HOGAN, R NRC - No Detailed Aflili 
ation Given 5pp 50758 184 50758 188 


y ol 890725 mlorlnco mooting w/ulil in Birrmmgham.AL ro SON 
do orgamzalion including generic nchvilios & inilmlivos ro 
twqrophs oncl 

Directorate II 3 09/08/03 Projecl Directorate II 3 24pp 
05 


0900100420 Submits guidelines lo be used for submittal & review ol objeclives & see 
nano packages prior lo cmornoncy exorciso & provides list ol individuals lo receive 
sconnrio in lieu ol normal distribution 

LA2ARUS.WJ Region 1, Ole ol Iho Director 09/00/03 LEONARD, J D Long Island 
Lighting Co 3pp 50969 003 50369 085 


s corrected Tech Spec changes ro reactor protection sys inslru- 
icc requirements, per NRC rcquosl 

oorgla Power Co 89/00/22 Documonl Control Branch (Documonl 
51042 209-51042 294 


8900220372 Exprossos concorn ro apparoni dismantling & imminent decommissioning 
ol plant Boloro NRC permits dismantling, environ review, required by NEPA, should bo 
carriod out through preparation ol EiS 

MOORE, WH Energy, Dept ol 09/00/15 CARn.KM Commissioners 2pp 
50090 359 50938 360 


ed Tech Specs ro pago cliango requests on roacior prolcclion sys 
zeillnnco roquircmonis 
3 09/08/22 3pp 51042 292 51042 294 


s, IE Bulletins 8c correspondence 


0908210212 Suppl 1 lo Generic Ur 89 07 to all operating plants, applicants lor OLs & 
holdors of CPs re powor roacior safeguards contingency planning tor surface vohiclo 
bombs Svc lisl encl 

PARTLOW.JG Associate Director lor Projects (Post 07041 1) 09/00721 Consolidat 
oil Edison Co ol Now York, Inc 55pp 51036 001-51036 056 


a Nolico 09 057, "Unqualified Electrical Splicos in Vendor Supplied 
aliliod Equipment " Svc list oncl 

n ol Operational Events Assessment (Posl 070411) 09/07/26 
n Co ol Now York, Inc I06pp 50711 333 50712 070 

‘ipl ol 890622 Ur informing NRC ol stops taken lo corrccl violalions 
ts 50-321/88 37 a 50 366/00 37 Violation occurrod as slalod in 
issessment withhold (rol 10CFR73 21) 

gion 2, Ole ol the Director 00/07/27 HAIRSTON.W G Goorgia 
’93 132 50793 133 


G. Adjudicatory correspondence 

8908030142 Polition tor rulemaking PRM 50 53 requosling NRC aclion lo review unduo 
risk nosed by BWR thormal hydraulic inslabilily NRR should issue order requiring all 
GE OWRs lo bo placed in cold shutdown tor slalod reasons 

HIATT.SL Ohio Citizens tor Responsible Energy 88707/28 Olfice ol Nuclear Reac- 
tor Regulation, Director (Posl 670411) lOpp 50820 143-50020 152 


P. Operating license stage documonts & correspondence 


Js to Suppl 3 to NRC Builotin 80 000, "Thermnl Stresses in Piping 
" For masons stated significant cyclic thormnl slrossos similar to 
ij suppl will nol occur at planl 

eorgia Powor Co 09/00/01 Documonl Conlrol Branch (Document 
50855 265 50855 267 


8907180211 Generic Llr 09 13 lo all holders ol OLs or CPs for nuclear power plants to 
svc water sys probloms affecting saloty related equipment Svc lisl oncl 
PARTLOWJG Associate Director lor Projects (Posl 8704 1 1 ) 89/07/16 Consolidat- 
ed Edison Co ol Now York, Inc D3pp 50735 001-50/35 054 


s Insp Ropls 50 321/89 12 & 50 366/89 12 on 890624 0721 Viola- 
n nol boing cited due to licensee mcoling all ol criteria lor calegori 
Jen lit led violalions 

in 2, Ole ol Iho Director 09/00/02 HAIRSTON.W G Goorgia 
192 110 50802 125 

lepls 50 321/89 12 & 50 366/09 12 on 890624 0721 Llconsoo 
nolod Maior areas Inspectod operational solely vonlicallon.moinl 
surveillance procedures a records 

JSSER.R A , HERDT.A R Region 2, Ole ol Iho Director 89/00/02 
0802 125 


0907310198 Requests Immediate reconsideration ol 890720 preliminary review ol Shor- 
oham-Wadmg River Cenlral School District tOCFR2 206 requost lo provonl toil her de 
lonoration ol valuable aloclnc resourco 

MCGRANERY.jp Dow. Lohnes a Alberlson MCGRANERY.J P Shore ham Wading 
Rivor Central School Dislncl, NY 89/07/21 MURLEY.TE Ollice ol Nuclear Roacior 
Regulation, Director (Posl 07041 1) 6pp 50737 066-50737 072 

8908110139 Forwards Long Island Assoc petition for order suspending ulil nun posl uro 
activities pending investigation & onviron review 

BICKWIT.L Millor a Chovalior 09/08/04 MURLEY.T E Oflico ol Nuclear Reactor 
Regulation, Director (Post 970411) tp 50804 144-50894 163 
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8908110179 PaMion lor order suspending util mn posture activities ponding invostiga 
tion & on. iron review 

B'CKWiTL Miller 8 Chevalier 89/OB/04 Commissioners 19pp 50891145 
50891 163 

8908180262 Suppi 15 to Startup Repl for Period 690501 0B01 W/890815 Hr 
STEIGER WE Long Island Lighting Co 89/08/ 1 5 15pp 50967 260 50367 274 

8908220372 Expresses concern re apparenl dismantling & imminent decommissioning 
ol plant Before NRC permits d smarming environ review required by NEPA should be 
earned out through preparation ol EIS 

MOORE 'V H Energy Dept ol 63-00/15 CARR K M Commissioners 2pp 
50398 359 5099B 360 

8908240303 Ad recepl ol 890726 petition requesting same action be taken as request 
ed >n 890714 petition 

MUflLEYTE Office of Nuclear Reactor Regulation Director iPosl 87011 1) 89'08/ 
21 MCGRANERWP Dow Lohnes & Albenson 3pp 51016085 51016087 


8908090176 LER 89 006 00 on 090707, hydraulic transient in.idveilently initialed wh 
resulted in automatic ESF 8 roaclor trip Caused by personnel error Reactor Z i 
analog inp alarms reset Personnel involved counseled W/090B04 Itr ip & 

SMITH DA SCAL1CE J A Long Inland Lighting Co 09/00/04 6 dd 80R77 me 

60(177 iin uo " IU3 


V Operalor Examinations 


8908170270 Inlorms that T Hart no longer needs lo maintain 
license Hart resigned Irani l ILCO on 090624 
STEIGER WE Long Island Lighting Co 09/00/04 Document 
meni Control Desk) Ip 50940 059 50940 360 


NRC reactor operator 
Control Branch (Docu 


8908280213 Notifies dial R Edens resigned 8 License 10377 1 no longer needed 
STEIGER.W E Long Island Lighting Co 09/06/21 Document Control Branch iDnn. 
ment Conlrol Oesk) ip 51012351 51042351 ' u 


O Inspection reports, IE Butlelms & correspondence 


8908070005 FQlA request for final open ilem transmittal Itrs per NRC Insp Procedure 
943000 for listed plants 

WiLLIAMSOG JRA Associates 89/05/17 GRiMSLEYOH NRC No Detailed Alfili 
at-on Given 2pp 50809 279 50809 280 


DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 
F. Security, medical, emergency & lire protection plans 


8907200019 NRC Info Notice 89 057 Unqualified Electrical Splices m Vendor Supplied 
Environmentally Qualified Equipment Svc list end 

ROSSlCE Division of Operational Events Assessment (Post 870411) 89/07/26 
Consol dated Edison Co of New York Inc 106pp 50711333 50712 078 


8907310039 Forwards public version of revised EPIPs includmq Rev II to EP G 2S1 on 
spot change lo Rov 6 to EP RB 15 A 8 Rov 2 lo EP EF 8 W/890725 release memo 
FUJIMOTO.W H Pacific Gas S Eloctnc Co 09/07/05 Oocumonl Control Branch 
(Documenl Control Desk) 5pp 508G2 279 50062 362 


S 907270121 Suppi 1 lo NRC Bulletin 88 010 Nonconforming Molded Case Circuit 
Breakers Svc fist end 

ROSSlCE Division ol Operational Evenis Assessment (Post 870411) 89/08/03 
Consolidaled Edison Co of New York Inc lOSpp 50904 148 50904 253 


8907310054 Public version ol revised EPIPs.mcludmg Rov 1 1 lo EP G-2SI Notilica 
lion of Onsilo Emergency Organization, on spot change to Rov 6 to EP RB 15 A 
’Posl-Accidenl Sampling Sys Initial Actions & Rov 2 lo EP EF 8 "Ears " 
TOWNSEND JD Pacific Gas S Electric Co 09/07/05 Q3pp 50862 204 50062 362 


8907280169 NRC Info Notice 89 058 Disablement of Turbine Driven Auxiliary Feed 
water Pump Due to Closure of Ono ol Parallel Steam Supply Valves Svc list end 
ROSSl.C E Division of Operational Events Assessmenl (Post 870411) 89/08/03 
Consolidated Edison Co of New York fnc 106pp 50900 005 50900 110 


8907270205 Forwards Insp Repls 50 275/09 17 3 50 323/89 1 7 on 890605 00 No wo 
lalions noicd 

KIRSCHDF Region 5 Ofc ol Iho Oiroclor 69/07/10 SHIFrER.J D Pacific Gas S 
Electric Co 2pp 50705 274 50705 266 


8908100128 NRC Info Notice 89 059 Suppliers ol Potentially Misrepresented Fasten 
ers Svc list end 

ROSSlCE Division of Operational Events Assessment iPosl 870411) 89/08/16 
Consolidated Edison Co ol New York, tnc I06pp 50992 315 50993 060 

8908140085 NRC Info Notice 89 060 Maint ol Teletherapy Units ’ Svc list end 
CUNNINGHAM fl E Division ol Industrial & Medical Nuclear Safely (Posl 870729) 
89/00/16 Consolidaled Edison Co ol New York Inc 107pp 50993 061 50993 168 

8908160129 Suppi 2 lo NRC Info Nolice 88 048 Licensee Repl of Defective Refur 
bished Valves " Svc list end 

ROSSlCE Division ol Operational Events Assessment (Posl 670411) 89/08/22 
Consolidaled Edison Co of New York Inc lOOpp 50990 039 50990 137 


•8907270209 Insp Repls 50 275/80-17 & 50 323/80 17 on 890605 09 No violalions 
noted Major areas inspected assessmenl of roulmo lira pioleclion program 8 followup 
on previous NRC 8 liconsee identified open items 

RAMSEY, C Region 5 Ole oftho Director 89/07/10 tfpp 50705 276 50705 286 


8908110348 Forwards public version of revs lo corporate EPIPs.mcludmg Rev 5 lo 
3 4 Rev 9 lo IP 3 2 8 Rev 6 to 4 6 W/800807 release 
FUJIMOTOW Pacific Gas 8 Electric Co 89/07/25 NRC • No Detailed 
Given 4pp 50692 229 50092 25 


—8900110351 Public version of EPIPs including nov 9 to IP 3 2 8 Rov 5 lo IP 3 4 
• Pacific Gas a Electric Co 69/07/01 21pp 50892 234 50802 254 


R Periodic operating reports & related correspondence 


8908150037 Monthly operating rapt for Jan 1989 lor Shoreham Nuclear Power 
Station W/e90203 Itr 

STE| GERWE Long Island Lighting Co 89/01/31 4pp 50927 179 

50927 102 

89 SlVtln°W/ 690306 ! f, r ope ra,,ng repl ,or Feb 1989 ,or Shoreham Nuclear Power 
50927 325 ** ' SCALICE J A Lon9 ls,and Ll fl min 9 Co 89/02/28 4pp 50927 322- 

8988189 , 182 Monthly operating repl lor Apr 1989 for Shoreham Nuclear Power Plant W 
flyU5U*4 Hr 

SCAllCEJA Long Island Lighting Co 89/04/30 4pp 50926 142- 


8908080113 Forwards Safeguards Insp Ropts 50 275/09 20 & 50 323/89 20 on 
890710 14 No violalions noted 

PATE.RJ Region 5 Ofc ollho Diroctor 09/07/31 SHIPPER, J D Pacific Gas 8 Etec 
tnc Co 2pp 50884 055 50884 057 


••™ «r“ martially witnneid Insp Ropls 60 275/09 20 8 50 323/89 20 on 890710 18 
(ref 10CFR2 790(d) 8 73 21) No violalions notod Noncded violation noted re compen 
iSEttcel™?? Ma l pr aroas mspoctcd physical security program 
SCHAEFER, DW Region 5, Ofc of the Director 09/07/31 Ip 50804 057 50884 057 


8908180143 Forwards public version ol revised EPIPs, consisting of Rov 15 lo EP R6 
Emergency Procedure Radiological Firo" & Rev 16 to EP M6, Nonradiological 
Fire W/890816 release memo 

FUJIMOTO.W Pacific Gas 8 Eloclnc Co 09/08/07 Document Control Branch (Docu 
ment Conlrol Desk) 2pp 50955 199 50956 190 


89 Sta 1 t^?> 3 W/S9<W05 r Ttr opera,ing ,epl ,0f Ma * 1989 ,or Shoreham Nuclear Power 
5093CH7fl R SCAUCEJA Long Island Lighting Co 89/05/31 4pp 50930 175 


-bsusibuik ruunc version oi revised tPIPs.consisltng ol Rev 15 to EP R 6 f 
gency Procedure Radiotagmoi Fire' 8 Rev 16 lo EP M 6. "Nonradiological Fire ” 
Pacific Gas 8 Electric Co 89/07/14 lOOpp 50955 201 50956 190 


89 S 0 taS 3 /aW05'ltr Ope,a,,n9 reP ' ,0f JU " e 1989 '° r Sf,ofeham Nuc,eaf Power 

59937 299 ' R SCALICE J A Lon9 ,sland L'SMing Co 89/09/30 4pp 50937 298- 


89 pani°v 2 d 9 fepl ,0f Jul 1999 for Shoreham W/890804 Itr 

51029239 SCAUCEJA lon9 ls,and Lighting Co 89/07/31 4pp 51029 231 


^n Ppl 1 10 Goneric Llr 89 07 to all operating plants applicants for OLs 8 
bombs Svc I si enS° WOf r0aclor sa,e 0 uaf d s conimgency planning for surface vehicle 

P ^I L0W ^ J G Ass °c' ale Director for Proiocls (Post 87041 1) 89/08/21 Consolidal 
ed Edison Co ol Now York. Inc Sbpp 51036001-51036056 


G. Adjudicatory correspondence 


S Reportable occurrences, LERs & related correspondence 

89 abtem 0 pDH Pa ' Ual ,esponse 10 F0IA re9l!0st ,or records App A records end 8 avail- 

nS mn " aa '* tt fe TDI & Co ">"" s 
HAYES B8 Off.ce ol InvesUgalions (Pre 880201) 84/03/12 CUNNINGHAM rh 
O ffxte of the Executive Legal Director (Pre 860701) 2pp 50809 208 50809 2t0 ’ 

lha .‘ le . ad reapoflS,bll "Y hr investigation of Case 5 84 008 bans 
aNCLArn r n LSW* 01 ? Headquarters to Ofc ol Investigations Region V 

JR , OI,ca of Investigatons (Pre 880201) 85/06/06 SHACKLETONfir 
Office of Inveslrgalions (Pre 880201) 4pp 50809228 50809 231 UN0G 


blerra Clllb reqi,esl lo withdraw contentions • Requests that all outstanding 
e^n u? 10 ? urrerU Proceedings be withdrawn w/undersfanding that further discus 
rren S b D e, " eer1 s l®' ra Club & NRC re NEPA W/Certilicale of Svc 

Pane's 8 ?!?-!'£ ?' ub #309 096 2 89/07/24 Atomic Safely and Licensing 

Hoard Panel 5pp 50745 138-50745 142 

& 0fdQr (dismissing proceeding) * Dismisses procecdmgper 
habro S < ^.StS9* J0s ' 10 withdraw’ contentions Served on 890731 
Pan*! *nrm ' R nFF N D B n E ,F?, E „ R ' G • BLOCH, P 8 Atomic Safely and Licensing Board 
50744 3M?507 8 44 7 321 89/07/28 0 ,IC ® ° ( lhe General Counsel (Post 860701) Ip 

*ino 8 «Smip2hr.nB ,,a Clllfa r , equ6Sl 10 withdraw contentions * Requests that all outsland 
cltaSpr curr f n P f0Ceedin pa bo withdrawn w/undorslandmg that further dis 
FFRfiURnN RC re imptemontahon of NEPA will occur, W/Cerllficato of Svc 
7pp 5074°4 N 3 R 5 50 S 74432? Ub B9/07/3/> • Al0fai ° Safety wd Ucenstng Board Panel 
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,ory Committee) on Reactor Safeguards reports & correspondence 

172 Summarizes 890612-16 meetings w/NRC 8 ulil in San Francisco, CA ro 
y/geophysics & plant long-term seismic program Meeting agenda & list ot al- 
■s oncl 

PSON.G A Affiliation Not Assigned 89/06/30 IGNE.A ACRS • Advisory Com- 
on Reactor Safeguards 7pp 50882 259 50082 265 


itlng license stage documents & correspondence 

t89 Requests renewal of approval of QA programs lor radioactive matl pack- 

ER,J D Pacific Gas 8 Electric Co B9/05/30 BERNERO.R M Olfico of Nuclear 

11 Safety 8 Safeguards, Director 2pp 5100/ 047-51007 040 

012 Forwards update ot plant drawings W/o oncl 

DTO.W Pacific Gbs 8 Electric Co 09/05/30 MARTIN, J B Region 5. Ole of 
eclor fp 5 10-12 350-5 10<1 2 35B 

211 Generic Ur 09 13 to all holders ol OLs or CPs for nuclear power plants ro 
ter sys problems affecting saloty related equipment Svc list oncl 
OW,JG Associate Director lor Projects (Post 070-11 1) 09/07/10 Consolidat- 
ion Co ol New York, Inc 53pp 50735 001 -50735'05-t 

576 Notification of 090000,09 8 10 moellngs w/utll in Rockvillo, MD to discuss 
jako source characterization, long term solsmlc program 
,H Project Directorate V 09/07/21 KNIGHTON.GW Project Directorate V 
>723 151-50723 155 

254 Summary ol 090720 moeling w/utlt In Rockvillo, MD ro util program for in 
nn of sixth emorgency diesel generator (EDG) at planl 8 plans (or dedication & 
ol sixth EDG List of attendees 8 viewgraphs prosontod oncl 
,H Project Diroctorato V 09/07/24. Projoct Diroclorato V 24pp 50793,225 
247 

284 Summary of 090720 public mooting w/ulil In Rockvillo, MD ro potonlial li 
amend roquesi to permit disabling ol ono prossunzor safoty vatvo in event ol 
at of attendees 8 viewgraphs end 

,H Projocl Diroctoralo V 09/07/2-1 Project Diroclorato V 3lpp 60774 205 
315 

103 Forwards viowgrnphs used In Long-Torm Solsmlc Program mootings during 
100812 in San Francisco, CA 

ER,J D Pacific Gas 8 Eloctnc Co 09/07/25 Documonl Control Branch (Docu 
.onlrol Desk) 5G3pp 50712 203-50714 046 

204 Towards 9afely ovaluallon concluding that Allogallon NRR 07-A0000 ro 
chor bolls rosolvod 

,H Projocl Diroclorato V, 09/07/20 SHIFFER.J.D Pacific Gas 8 Electric Co 
>790 350-50798 356 

0208 Safety evaluation concluding that Allegation NRR-07-A-0000 ro Hiltl 
bolts nl plants rosolvod 

,o of Nuclear Reactor Regulation, Diroctor (Post 070411) 09/07/26 4pp 
353 50790 356 

292 Discusses notification to NRC ro omployoos potential safoty i9suo8.por 
90427 Itr Liconsoo sont clarifying llrs to omployoos stating that omployoos Iroo 
act NRC ot any sntoty concorns w/o foar of rotribullon In any form 
ER.J.D Pacific Gas & Electric Co 09/07/20 Documonl Control Branch (Docu 
lonlrol Dosk) 2pp 50775 130 50776 139 

134 Notification ol 090000 mooting w/ulil In Rockville, MD to discuss potential 
Spec change to romovo cyclo-specilic parameters In accordance w/Gonorlc Ur 

,H Project Diroclorato V 09/00/01 KNIGHTON.GW Projoct Diroctoralo V 
>026 104-50026 111, 

168 Summary of 890612-16 moollngs w/PG&E 8 other listed companlo9 In San 
sco,CA ro noology/selsmology/ goophyslcs/loctonlcs long-term 
n Agenda 8 aUendoo list oncl 

,H Project Diroclorato V. 09/00/01. Projocl Diroctoralo V 10pp 50915.252- 

201 . 

0313 Llsls questions remaining to bo answered from mid Juno mooting w/ 
udlng documentation ol calculallon ol uplift rotas for Hosgrl Fault & logic tree 
s for ramp forming beneath Point San Luis Incline 

N.RD Inlorlor, Dept of. Goologlcal Survey 89/07/18 ROTHMAN. R, NRC • No 
d Affiliation Given 2pp 50015 262-50915 263 

0315 Forwards K Akl 090612 Itr ropl on ulil Q90G13-t<1 mooting on goology/ 
cs of ulil long-term solsmlc program 

J.B Lawronco Llvormore National Laboratory. 00/06/30. ROTHMAN, R L Slruc- 
Geosclencos Branch (0704 11 090026) 3pp. 6091 5'267-50915'269 

134 Summary of 80061 3-1 5 mootings w/ulil In San Francisco, CA ro PRA long- 
slsmlc program List of attendees & agonda oncl 

.H Projoct Directorate V, 09/00/07 Project Diroclorato V 8pp, 60065 090 

104 

0141 Provides followup to 090613-15 moollngs Updalod BNL sensitivity calcu- 
:n plant initiator Irequoncy.LOSW oncl In response to Horns that nood to bo ad- 

YTRICK.R Brookhaven Nalional Laboratory, 09/06/29. CHOKSKI.N NRC • No 
d Affiliation Given 26pp, 50965,090-50965,104 

265 Forwards response to Region V 090727 request lor Info re util activities 
ated w/vondor audiis A9 discussod In 890726 meeting w/NRC, util initiated on- 
sffojis to evaluate 8 resolve Issues Identified In sub) Hr 
ER.J D. Pacific Gas 8 Electric Co 89/08/07 MARTIN.J B Region 5, Ole of tho 
>r 37pp 50916 349 50917,026 

274 Confirms 89081 1 telcon ro util participation in NRC Regulatory Impact 
■ on 600925 at plant slto Agenda oncl 

IN.JB, Region 5, Ole ol tho Director 09/08/11 SHIFFER.J D, Pacific Gas & 
C Co 3pp 50967 275-60967 277 


0908220304 Forwards License Amend Request 09 09 lo Licenses DPR 80 8 DPR* 
02, revising Tech Specs Definition 1 to, "Coro Alteration 3/4 9 2, Instrumentation, & ns 
socrated Bascs.fi 3/4 9 4, Containment Penetrations 

SHIFFER.J D Pacilic Gas 8 Electric Co 09/00/15 Document Control Branch (Docu 
mont Control Dosk) 2pp 509/7 075 50977 091 

“8900220305 Application for amends lo Licenses DPR 80 8 DPR 02 revising Tech 
Specs 1 10, "Coro Alterations," 3 9 2, "Instrumentation," S associated Bases, 8 3/ 
4 9 4, "Containment Penetrations " 

SHIFFER.J D Pacilic Gas 8 Electric Co 09/00/15 9pp 50977 077-50977 0B5 

--89082203DB Proposed Tech Specs revising 1 10. 'Coro Alterations," 3 9 2, "Instru 
mentation" 8 associated Basos.fi 3/4 9 4, "Containment Penetrations ' 

• Pacific Gas & Electric Co 09/06/15 6pp 5097 7 006 50977 091 

0908220390 Forwards application tor amends to Licenses DPR-00 & DPR-B2, consisting 
ot Liconse Amend Request 09 10, revising Tech Specs to implement core operating 
limits rept In accordance w/Generic Ur 06-1 6 

SHIFFER.J D Pacific Gas & Electric Co 09/00/15 Document Control Brand) (Docu 
ment Control Desk) 2pp 50999 242 50999 207 

• 8900220400 Application for amends lo Licenses DPR-00 8 DPR 82, consisting ol LI 
censo Amend Request 09 10, revising Tech Specs to unploraanl core operating limits 
rept in accordance w/Genenc Ltr 00-16 

SHIFFER.J D Pacific Gns 8 Electric Co 09/08/ 1 5 7pp 50999 244 50999 250 

-•8900220401 Proposed Tech Specs.implemonting core operating limits ropt in accord 
once w/Gononc Ltr 08-16, "Removal ol Cycle Specific Parameter Limits from Tech 
Specs " 

• Pacific Gas & Electee Co 00/00/15 37pp 50099 25 1 50999 207 


Q. Inspection reports, IE Bullolina & correspondence 


090S07C005 FOIA request for final open item transmittal llrs per NRC Insp Procedure 
84300B tor listed plants 

WILLIAMS.OG JRA Associates 09/05/17 GRlMSLEY.D II NRC - No Detailed Altili 
ntion Given 2pp 50009 279 50009 200 

0007270205 Forwards Insp Repls 50 275/89-17 & 50-323/09 17 on 090605 09 No vio 
Intions noted 

KIRSCH.DF Rogion 5, Ole ol tho Oirector 09/07/10 SHIFFER.J D Pacific Gas 8 
EloctrlcCo 2pp 50705 274 50705 206 

-0907270209 Insp Ropls 50 275/60-17 8 50-323/09 17 on 990605 09 No violations 
noted Major areas inspoclod assessment ol roulino tiro protection program & followup 
on previous NRC & liconsoo Idonliliod opon Hems 

RAMSEY.C, KtRSCH.D Region 5. Ole of the Director 09/07/10 1 1pp 50705 276 
S0705 206 


0907200019 NI1C Info Nolico 09 057, “Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list oncl 

ROSSI, CE Division ol Operational Evonla Assessment (Post 070411) 09/07/26 
Consolidated Edison Co of Now York. Inc iOCpp 50711 333-50712 070 

0900030002 Towards NnC 090726 Hr lo util Irnnsmitling snloly evaluation of Hilli bolt 
issue.NRC tnlo Notice 08 025, "Mm Edgo Dislanco (or Expansion Anchor Bolls" 8 util 
890511 8 0009 Ilr9 addressing issue 

ROOD.IH Projoct Diroclorato V 09/07/20 MEAGHER.C Aflilialion Not Assigned 
3pp 50793 134 50703 150 

••8908030006 Forwards safoty evaluation providing details 8 basis for conclusion that 
Hlltt bolt allegation resolved 

ROOD.H Project Diroclorato V 09/07/20 SHIFFER.J D Pncilic Gas 8 Cloclric Co 
2pp 50703 137-50703 150 

-89O0Q3OOB9 Safety ovoluolion ro resolution ol allegations on I lilli anchor bolls 
' Project Diroctoralo V 09/07/26 4pp 50793 139 50793 150 

0900150073 Forwards Insp Ropts 50 275/09-18 fi 50 323/09-10 on 090610 23 8 0710 
14 Violation notod but will not bo cited based on ulil satisfying criteria speciliad in Sec 
lion V G ol onlorcemonl policy 

YUIIAS.GP Region 5. Ole of the Diroctor 89707/26 SHIFFER.J D Pacific Gas 8 
Eloctnc Co 2pp 50029,108 50029 122 

-6908150006 Insp nopls 50 275/09-10 8 50-323/09-18 on 890619 23 & 0710 14 Viola 
lion noted Major areas inspocied into notices, occupational exposure, shipping 8 
transportation, Including audits 8 appraisals, planning & preparation 
NORTH, H.S. GARCIA, EM Region 5, Ole of tho Director 09/07/26 13pp 
50929 1 10-50929 122 


8908000113 Towards Safeguards Insp Repls 50-275/89 20 S 50 323/89 20 on 
890710-14 No violations noted 

PATE.RJ Rogion 5. Ofc of the Director, 89/07/31 SHIFFER.J D Pacitrc Gas 8 Elec 
trio Co 2pp £0804,055-50084 057 

••0908140070 Partially withhold Insp Ropts 50 275/89 20 8 50 323/09 20 on 890710 18 
(ref 10CFR2 790(d) & 73 21) No violations nolod.NoncitQd violation noted ro compen- 
satory measures Major areas Inspected physical security program, 

SCHAEFER, D W , SCHUSTER.MD Region 5, Ole of tho Director 89/07/31 Ip 
5O884-O57-5O084 057 , 

8907270121 Suppl 1 to NRC Bulletin 80-010, "Nonconforming Molded Coso Circuil 
Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 8704 tl) 89/08/03 
Consolidated Edison Co of Now York. Inc 108pp 60904 148 50904 253 

8907280169 NRC Into Notice 80-050, "Disablemenl of Turbine-Driven Auxiliary Feed- 
water Pump Due to Closure ol One ol Pa«allel Steam Supply Valves" Svc list end 
ROSSI, C.E Oivlslon of Operational Events Assessment (Post 870411) 09/08/03 
Consolidated Edison Co of New York, Inc 106pp 50900 005 50900 1 10 
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890-8110254 Responds lo NRC 890705 Enforcement Action EA-89 035 & notice of vio 
laiion & imposition of civil penalty Corrective action changes made to interfacing pro 
cedures & F-SAR update being revised Civil penalty payment oncl 
BRAND, D A Pacific Gas & Electric Co 89/08/04 Ofc of Enforcement (Rost 8704 13) 
3lpp 50894 267 50894 297 

8908150054 Requests info on basis lor employmenl action re S Gaballah, former Bech 
let employee, within 30 days of Hr date for NRC review lor enforcement action, per 
890705 & 06 telcons 

MARTIN, J 8 Region 5, Ole of the Director 89/08/04 SHIPPER, JO Pacific Gas & 
ElecIricCo ip 50926 057 50926 067 

8900 170244 Forwards Exam Repts 50-P75/OL 89 01 & 50 323/OL-09 Ol on 890515 
0606 Understands that two individuals which failed portions of exams removed from 
licensed duties, remediated in areas ol weakness before returning lo licensed duties 
KIRSCH.D F Region 5, Ofc of the Director 89/08/09 SNIFFER, JD Pacific Gas & 
Electric Co 3pp 50938 278 50936 286 

-8908170246 Exam Repls 50-275/OL-89 01 & 50 323/OL-G9 01 on 830515 0602 
Exam results 13 of 14 reacior operators passed exam 8 21 ol 22 senior reactor oper- 
ators passed exam One reacior operator failed written portion & one evaluated as un- 
satisfactory 

JOHNSTON, GW Region 5, Ofc of the Direclor 89/08/09 6pp 50938 281- 
50938 28 6 

8908100128 NRC Into Notice S9 059, "Suppliers of Polenlially Misrepresented Fasten 
ers ” Svc list end 

ROSSI.CE Division ol Operalional Events Assessmenl (Post 070411) 89/08/16 
Consolidated Edison Co of New York, Inc I06pp 50992 315 50993 060 

8908140085 NRC Info Notice 89-060, "Mainl of Telelherapy Units " Svc list end 
CUNNINGHAM, R E Division of Industrial & Medical Nucrear Safety (Post 870729) 
B9/0B/18 Consolidated Edison Co of New York. Inc 107pp 50993 061-50993 166 

8908160129 SuppI 2 to NRC Info Notice 88 048. "Licensee Rept of Defeclive Refur- 
bished Valves Svc list end 

ROSSI.CE Division ol Operalional Events Assessmenl (Post 870411) 89/08/22 
Consolidated Edison Co of New York, Inc lOOpp 50990 039-50990 137 


R, Periodic operating reports & related correspondence 

8907310288 "Rept on Discharge Monitoring at Diablo Canyon Power plant Ourinq 
Month of June 1889 " W/890720 Hr. 

TOWNS END ,J D Pacific Gas & Electee Co 89/06/30 LEONARD, W California, Slate 
of 64pp 50743 203 50743 268 

8908220335 Monthly operating repts for Jul 1989 for Diablo Canyon Units 1 & 2W/ 
890315 Hr 

BEOESEM.P , NOLAN.JC, TOWNSEND.J D Pacific Gas & Electric Co 89/07/31 
1 1pp 51016001-51016011 


S Reportable occurrences, LERs & related correspondence 

8907310429 LER 8B-025-01 on 8 90203, discovered that seismic bracing on panel RRM 
missing Caused by inadequate configuration control Main! bullolin Issued addressing 
conliguralion conlrol during mamt activities W/89072B Itr 

MARBURGER.D, SHIFFER.JO Pacific Gas & Elecirrc Co 89/07/28 7pp 
50745 195-50745 201 

0907310524 LER 87-020-01 on 870818 & 0901, both trains of auxiliary bldg ventilation 
sys were inoperable Caused by failure ol supply fan S-34 backdralt damper lo 
dose Preventive mai nl pro gram developed W/8907 28 Hr 

SISK.DP. SHIFFER.JO Pacific Gas & Electric Co 89/07/28 5pp, 50745 177- 
50745 1 81 

8908230426 LER 89-007 OOon 890716, condensale pump discharge high cauiion con 
ductivily alarm annunciated in control room & reacior manually tripped per 
procedure Caused by failure of condenser tube sheet pluq New pluq installed W/ 
890B15 Ur 

NOLAN.JC, SHIFFER.JO Pacific Gas & Electric Co 89/08/15 Gpp 51000038- 
51000 043 


-6908010172 Notice ol violation from insp on 890522-26 & 0620 22 Violation 
noted HPCI (Train A) & LPCI (Tram B) nol installed in accordance w/drawings & ex 
emptions at elevation of 20 ft 

CON LON.C A Region 2, Ofc of Ihe Director 89/07/21 2pp 50/54 011 50754 012 

- 8908010190 Insp Repls 50 324/89-t 1 & 50 325/89-1 1 on 090522-26 & 0620 22 Viola 
lions noted Major areas inspected licenses methods of mooting requirements of 
10CFR50,App R, Sections III G III J & III L for safe shutdown capabilities 
HUNT.MD, CONLON.T E Region 2, Ofc of Ihe Director 09/07/19 33pp 50754 013- 
50754 045 

0908030072 Responds to licensee identified deficiency identified in Insp Repts 50-324/ 
89-13 & 50-325/8 9 13 Correclive actions procedures for silo emergency coordinator 
revised to require followup notifications within 60 mmulo intervals 
HARNESS J L Carolina Power & Light Co 09/07/25 Document Control Branch (Doc 
ument Control Dosk) 2pp 50774 356-50774 357 

8906080190 Forwards Insp Repts 50 324/89 16 & 50 325/89 16 on 090626 30 
CLINE, W E Region 2, Ofc of Ihe Director 09/07/26 EURY.L W Carolina Power 8 
Light Co 2pp 50867 158-50857 160 

-8908080193 Partially withheld Insp Repts 50 324/09-16 & 50 325/89 16 on 890628 30 
(ref 10CFR2 790(d) & 73 21) No violations or devialions noted Major areas 
inspected physical security program Non cited violation noted re inatlontive guard 
MASYNK.OM, MCGUIRE.DR Region 2, Ofc of the Director 89/07/24 Ip 
50857 160 50857 160 

8900080183 rorward9 FEMA final rept on plant 001018 emergency response 
exercise No deficiencies identified Eight areas requiring corrective actions & several 
areas recommended lor Improvement 

COLLINS, DM Region 2, Ofc ol Ihe Director 09/07/28 EURY.L W Carolina Power & 
Light Co Ip 50856 004 50856 095 

B90809O293 Advises that 890718 Rev If lo physical socurily plan consistent w/ provi- 
sions ol I0CFR50 54(p) 8 acceptable 

CLINE, WE Region 2, Ofc of the Director 80/07/31 EURY.L W Carolina Power & 
Light Co 3pp 50003 357-50803,359 

8908230204 Forwards Insp Repls 50 324/89 21 & 50 325/89 21 on 090720 22 No vio 
lations or deviations noled 

CLINE.WE Region 2, Ole ol the Director 09/08/09 EURY.L W Carolina Power & 
LighlCo 2pp 51007 216 51007 210 

-8908230213 Partially withhold Insp Repls 50-324/89-21 & 50-325/89 21 on 090720-22 
(ref 10CFR2 790 & 73 21) No violations or deviations noted Major areas 
inspected physical protection ol shipments ol irradiated fuel 
ENNIS.J D , MCGUIRE.DR Region 2, Ofc of Ihe Direclor 89/08/08 Ip 61007 218 
51007210 

8908220457 Forwards Insp Repls 50 324/09 23 & 50-325/09-23 on 090803 04 No Vio 
lotions or deviations noted 

CLINE.WE Region 2, Ofc of the Director 89/00/16 EURY.L W Carolina Power & 
Light Co 2pp 50976 301 50976 303 

-8908220481 Parllally withheld Insp Repts 50 324/09 23 & 50 325/09-23 on 890803 04 
(rel IOCFR2 790(d) & 73 21) No violations or deviations noted Major areas 
inspected physical protection ol shipments of irradiated fuol 
fNNiS.JD. MCGUIRE, DR Region 2. Ofc of the Director 09/08/16 Ip 50976303 


8908280034 Responds to NRC llr re violations noted In Insp Repls 50 324/09 II & 50 
325/89-11 Corrective actions Identified cables will bo rerouted S/or wrapped w/3 h 
rated lire barrier within separation zone 

HARNESS, J L Carolina Power S Light Co 89/00/10 Documenl Control Branch (Doc- 
ument Control Desk) 4pp 51042 352-51042 355 

890B2 1 02 1 2 SuppI 1 to Generic Ltr 09-07 lo all operating plants, applicants for OLs & 
holders of CPs re power reacior safeguards contingency planning for surface vehicle 
bombs, Svc list end 

PARTLOWJ G Associale Director for Projects (Post 070411) 09/00/21 Consolidal- 
od Edison Co of New York, Inc 65pp 51036 001-51036 056 


V. Operator Examinations 


G. Adjudicatory correspondence 


8908170244 Forwards Exam Repts 50-275/QL 89-01 8 50 323/OL89 01 on 890515 
060B Understands that Iwo individuals which failed portions of exams removed from 
I'j^naed duties, remed'ated in areas of weakness before returning to licensed duties 
KIRSCHGF Region 5, Ole of Ihe Director 89/08/09 SHIFFER.JO Pacific Gas & 
Electric Co 3pp 50938 278 50938 286 

-8908170246 Exam Repls 50 275/OL-89 Ol & SO 323/OL-89 01 on 8905150602 
Exam results 1 3 of 14 reacior operators passed exam 8 21 of 22 senior reactor oper- 
ators passed exam One reacior operator failed written portion S one evaluated as un- 
salisfactory 

JOHNSTON, G W., NORRILL.PJ, MILLER, LF Region 5, Ofc of the Director 89/08/ 
09 6pp 50938 261-50930 288 


DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F. Security, medical, emergency 4 fire protection plans 


89 ®J270261 Revised plant emergency procedures (PEP).including Rev 18 to PEP 
™ !° ££E’ i ? 23 'F ev 12 10 PEP 02 •’.Rev 20 (o PEP-02 5, Rev 13 to PEP 
P P S p A - n ? v ,25 lo p EP02 I.Hev 13 lo PEP-02 2 W/ undated lb 
..2 n Sj L Carolina Power & Light Co 89/07/14 EBNETER.SD Region 2, Of 
of Ihe Direclor 150pp 50678 031-50678 159 M 


SSOBOIOW 3 Fo wards Insp Repts 50-324/89-11 & 50-325/69 1 1 on 890522-26 & 0620- 
22 « notice of violation One violation not being cited due to criteria for categorization 
oi licensee ntenlified violations being met. 

SK%j; &o59®75°Vo h « D '“'”' 69/07/21 W. Carolina Power & 


8908030142 Petition for rulemaking PRM 50 53 requesting NRC action lo review undue 
risk posed by BWR Iheimel hydraulic Instability NRR should issue order requiring ell 
GE BWRs to be placed in cold shutdown foi stated reasons 
HIATT.SL Ohio Citizens lor Responsible Energy 80/07/28 Office of Nuclear Reac- 
tor Regulation, Direclor (Post 870411) i0pp 60820 143 50820 152 


P. Operating license stage documents & correspondence 


8907310066 Summary of 890613 meeting w/uW & NCEMPA in fiockville.MD re future 
plans for plant recirculation sys piping replacement &/or repair List of attendees 8 
meeting agenda end 

TOURiGNY.EG Project Directorate 11-1 09/07/12 Project Directorate |l 1 I6pp 
50726 305 50726 320 


B90718Q211 Generic Llr 89 13 lo all holders of OLs or CPs (or nuclear power plants re 
svc water sys problems affecting safety related equipment Svc list end 
PARTLOW.JG Associate Director for Projects (Posf 870411) 89/07/10 Consolidat- 
ed Edison Co. of New York, Inc 53pp 50735 001-50735 054 

9908010102 Summarizes 890711 meeting w/uli! re ongoing efforts to improve perform 
ance at plant Llsl of attendees & handouts end 

EBNETER.S D Region 2, Ofc of Ihe Director 09/07/18 EURY.L W Carolina Power 8 
Light Co 29 pp 60755'235 50755 263 


a»u/diuz&6 informs of necessary changes to CROR corrective actions, per commitment 
in 861231 & 870623 CRDR final summary repts Emergency operaflng procedures im 
plementation proiecl to be completed by Refueling Outage 7 for Unit 1 
LOFLIN.LI Carolina Power & Light Co 89/07/21 Document Control Branch (Docu- 
ment Control Desk) 2pp 50726 333 50726 334 
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i9 Forwards proprietary LOCA analysis repts (or Unit I .Cycle 7 & Urul 2, Cycle 
woprietary reload repts re LHGR lor BWR Proprietary repts withheld 
LI Carolina Power & Light Co 139/07/25 Document Control Branch (Docu 
ntrol Desk) 3 pp 50736 252 50736 330 

151 Rev 1 to "Supplemental Reload Licensing Repl lor Brunswick Steam 
3 lanl Unit 1 Reload 6 , Cycle 7 " 

IT.P A , RASH.J L , CHARNLEY.J S Goneral Electric Co 23A5B96 R01 09/ 
4pp 50736 255-50736 296 

155 Rev 1 to "Supplemental Reload Licensing Repl for Brunswick Steam 
J lanl Unit 2 Reload 7, Cycle 0 " 

IT.PA. RASH.J L , CHARNLEY.J S Goneral Elecinc Co 23A5Q55 R01 09/ 
5pp 50736 297 50736 330 

2 Responds to V Slello 090427 Itr ro employee nolilication to NRC ol poton 
y issues Util contacted atty lor former employee who entered into settlement 
nl w/ulil to verity agreement did not contain restrictive clauses 
.A B Carolina Power & Light Co 09/07/20 Document Control Branch (Docu 
ntrol Desk) 2pp 50036 010 50036 01 1 

7 Confirms that lourth quarterly installment payment ol NRC FYS9 annual 
Ironically translorrod to NRC on 090720 

I Carolina Power & Light Co 09/07/31 Document Control Branch (Docu 
ntrol Desk) Ip 50057 267 50057 267 

6 Forwards "Diagnostic Evaluation Team Ropt lor Brunswick Steam Electric 
its 1 & 2,” lor onsilo evaluation conducted on 090410 21 & 0501 05 Areas 
addl mnt attention include corporato oversight program 

JM Ole ol llto Executive Director lor Operations 09/00/02 SMITH, S H 
Power & Light Co 4pp 50802 112 50002 240 

142 "Diagnostic Evaluation Toam Rept lor Brunswick Steam Etoctnc 
ts t & 2 " 

RDR L , JORDAN, E L Oflico lor Analysis & Evaluation ol Operational Oata. 
09/07/17 121 pp 50002 116 50002 240 

7 Forwards addl into ro reactor cavity noulron dosimotry programmer NRC 
equest Questions deal w/analylical aspect ol calculating prossuro vessel ox 
om first principals & evaluallon ol cavity dosimotry 

.1 Carolina Power & Light Co 09/00/04 Documnnt Control Branch (Docu 
Tirol Desk) 9pp 50915 286-50915 204 

6 Forwards Amends 136 & 166 to Liconsos DPR 71 & DPR 62, rospoctivoly 
evaluation Amends revise Tech Spec Soclion 4 6 12, "Containmenl Leak 
deleting requirement to use only mass point mothod lor tosting 
NY, EG Projocl Directorate 11-1 09/00/04 EURY.LW Carolina Powor & 
3pp 50939 074 50939 090 

'60 Amends 136 & 166 to Liconsos DPR 71 & DPR 62, respectively, changing 
go Section 4 6 12 , "Contnmmonl Leakage" by doloting roqulromanl to uso 
s point mothod lor Typo A containment inlogralod lonk rnlo losing 
M.EG Project Directorate 11-1 09/00/04 l2pp 50939 077 50939 000 

'71 Salely evaluation supporting Amends 136 & 166 to Liconsos DPR 71 & 
espectively 

of Nuclear Reactor Regulation. Director (Post 070411) 09/00/04 2 pp 
19 50939 090 

9 Notification of 090822 mooting w/CP&L in Rockvilto.MD to discuss plant 
3CS 

NY,E G Protect Directorate II 1 09/00/00 ADENSAM.E G Projocf Diroctor 
)pp 50D37 130 50037 132 

6 Forwards updatod Tech Spec Pago 5-5, reflecting issuanco ol Amonds 113 
fo Licenses DPR-71 & DPR 62, rospoctivoly, ro spent luo) alorago 

Rovisod page romovos limitations on max tuol onrlchmonts 

,1 Carolina Power & Light Co 09/00/09 Oocumont Control Branch (Docu 

nlro! Desk) 3pp 50937 221-50937 226 

'07 Updatod proposed Tech Spec Pago 5 5 ro sponl fuol slorago capacity 
a Powor & Light Co 00/00/09 3pp 50937 224 50937 220 

9 Responds to util 890720 Itr ro notification ol NRC ol employees potential 
sues Raquosts that util provide NRC w/solllomont agreement 
.M.EG Projoct Directorate II 1 09/00/09 EURY.LW Carolina Power S Light 
50945 16Q-50045 163 

16 Confirms transfer ol NRC roviow lees ol Part 50 applications & Part 55 
090009 lor period of 0000 19 1231 

L I Carolina Powor & Light Co 09/08/09 Document Control Branch (Docu 
ntrol Desk), Ip 50956 330 50956 330 

7 Forwards Amends 137 & 167 lo Licenses DPR-71 & DPR 62. respectively 
evaluation Amends change Tech Specs to doloto words, "storage capacity 

>" from Tech Spec 5 6 3 

NY, EG Project Directorate 11-1 09/00/11 EURY.LW Carolina Powor & 
3pp 50953 264 50053 279 

>26 Amonds 137 & 167 lo Licenses DPR-71 & DPR-62, respectively, changing 
ecs to delete words, "storage capacity limited to" from Tech Spec 5 6 3 
iM.EG Project Directorate 11-1,69/06/11 0 pp. 50953 267-50053 274 

>31 Saloly evaluation supporting Amonds 137 & 167 to Licenses DPR-71 & 
rasped ivety 

ol Nuclear Reactor Regulation, Diroctor (Post 070411) 09/00/11 5pp 
75 50953 279 

18 Responds to NRC concern re ability ol employees & contractors lo ralso 
sues to licensee mgt & NRC Licensee understands & endorses Importanco 
atning pathway unrestricted 

U Carolina Power & Ltght Co 89/08/ tl Document Control Branch (Docu 
ntrol Desk) Ip 51015 206 51015 286 

12 Conlums 890004 letcon re 090907 mgt mooting to bo conducted In 
3A for util presentation ot self-assessment ol facility & plans for further im- 
mts in onglneorlng & technical support, 

R.SD Region 2, Ofc o( the Director 89/00/15, EURY.LW. Carolina Power & 
Ip 51027'357-51027.357 


8908280054 Notification of 090907 mgt meeting in Atlanta.CiA to present sett assess 
ment of facility, as well as plans for further improvements in engineering & technical 
support 

DANCE, HC Region 2, Ole ol the Director 09/00/15 Region 2 Ole of the Director 
Ip 51042 197 51042 197 

8908280217 Forwards SER accephng design & installation ol nitrogen pneumatic sys at 
plant m response to Generic Ltr 04 09 Both nitrogen backup & new lull time nitrogen 
pneumatic sys ncceplable lor use Sys already installed at Unit 1 
LE.NB Project Directorate II 1 89/0B/1B EURY.LW Carolina Power & Light Co 
4pp 5t040 337 51040 343 

-8900200223 Safety evaluation supporting installation & design of nitrogen pneumatic 
sys.per Gononc Ltr 04 09,by adding new check valves to existing tJrywoil nonmteriupli 
ble instrument air lines 

* Office ol Nuclear Reactor Regulation, Director tPost 870411) 89/08/lfl 3pp 
51040341 51040 343 

89O025O297 Roiteratos request for technical meeting w/NRC re util 890523 request tor 
exemption Irom performing required integrated leak rate losing during upcoming rolu 
cling outage Util docs not concur w/NRC assessment o! request 
LOFLIN.Ll Carolina Power & Light Co 09/00/21 Document Control Branch (Docu 
rnenl Control Dosk) 4pp 51029 230-51029 233 


Q. Inspection reports, IE Bulletins & correspondence 

09O727O122 Forwards Insp Ropls 50 325/09 15 & 50-324/89 15 on 890619-23 No vio 
Inlons ci dovia: ens noted 

JULIAN, C A Region 2, Ole ol Iho Direclor 89/07/17 EURY.LW Carolina Powor & 
Light Co 2pp 50705 007-50705 OOB 

- 8907270128 Insp Ropts 50 325/09-15 & 50-324/09 15 on 090319-23 No violations or 
deviations noted Major aroas inspected RCIC, F013 valve replacement; Temporary In 
struclion 2500/27, IE Bulletin 06 O5,inspector identified items & LERs 
ECONOMOS.N , CHOU.R , BLAKE, J J Region 2, Ofc ol the Oireclor 09/07/12 lOpp 
50705 OBD 50705 09B 

8900010163 Forwards Insp Repls 50-324/09 1 I & 50 325/09 1 1 on 890522-26 a 0620 
22 & nolico ol violation One violation nol bomg cilod duo lo criteria lor categorization 
ol llconsoo iriontilKxl violations bomg mol 

CONLON.TE Region 2. Ole ol the Director 09/07/21 EURY.LW Carolina Powor & 
Light Co 2pp 50754 009-50754 045 

-8908010172 Notico ol violation Irom insp on 090522-26 & 0620-22 Violation 
noted HPCI (Tram A) & LPCI (Train B) not Installed in accordance w/drawings & ex- 
emptions at olovalion ol 20 It 

CONLON.CA Rogion 2, Ole ol tho Diroctor 09/07/21 2pp 50754 011-50754 012 

-8900010180 Insp Ropts 50 324/09 1 1 & 50 325/09-1 1 on 090522-26 & 0620 22 Viola 
lions noted Major aroas Inspected licensee molhod9 ol mooing roquuomonts of 
t0CFR50,App R.Sociions III G III J & III L (or salo shutdown capabilities 
HUNT.M D , CONLON.T E Rogion 2, Ole ol the Oireclor 89/07/19 33pp 50754 013 
50/54 045 

0900030072 Responds lo ticonseo idonlilied deficiency idontifiod in Insp Ropts 50-324/ 
89-13 & 50 325/89-13 Coiractivo actions procedures lor silo emorgoncy coordinator 
rovisod to roqmro followup notifications within 60 mmuto intervals 
I IARNESS.J L Carolina Powor & Light Co 09/07/25 Document Control Branch (Doc 
umonl Control Dosk) 2pp 50774 366 50774 357 

090720C019 NRC Into Notico 09 057, ' Unqualified Electrical Splico9 In Vendor Suppliod 
Environmonlally Quolilod Equipment " Svc list oncl 

ROSSI, CE Division ol Oporntlonal Events Assessment (Post 070411) 09/07/26 
Consolidated Edison Co ol Now York, tnc 10Gpp 50711333-50712 070 

8900030323 Forwards pnymonl ol civil ponally in amount ol S5 0,000, per 890626 ordor 
for dolJcionclos ro environ qualification ol eloctncal equipment important to safely 
WATSON.R A Carolina Powor & Light Co 09/07/26 Ole of Enforcement (Post 
670413) Ip 50706 347-50706 347 

0908000190 Forwards Insp Ropts 50 324/09 16 & 50 325/09 16 on 090626-30 
CUNG.WE Rogion 2, Ole ol Iho Director 09/07/26 EURY.LW Carolina Power & 
Light Co 2pp 50057 150 50057 160 

..0900080193 Partially withheld Insp Repts 50-324/09 16 & 50 325/09 16 on 090626 30 
(ref 10CFR2 790(d) & 73 21) No violations or deviations noted Ma|or aroas 
Inspected physical socunty program Non citod violation noted ro Inattentive guard 
MASYNK.OM, MCGUIRE, DR Region 2, Ole ol tho Director 09/07/24 Ip 
50057 160-5DB57 160 

ODOB 100201 Forwards Insp Ropts 50 324/09-17 & 50 326/09-17 on 09O71O-I4 No Vio 
lations or dovlalion9 noted 

COLLINS, D M Rogion 2, Ole ol the Director 80/07/20 EURY.L W Carolina Powor & 
Light Co 2pp 5OG05 253 50005 260 

-8908100203 Insp Ropls 50 324/89-17 & 50-325/09 17 on 090710 14 No violations 
noted Major areas inspectod radiological oflluantsplanl chemistry & environ monilor- 

HUGHEY.C A , MARSTON.R R , COLLINS.D M Region 2, 01c ol tho Director 89/07/ 
27. I4pp 50805 255 50885 268 

B907270121 Suppl 1 to NRC Bulletin 08-010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI, C E Division ol Operational Events Assessment (Post 070411) 89/08/03 
Consolidated Edison Co of Now York, Inc 106pp 50004 148 50904 253 

8907280109 NRC Info Notice 89-050, "Disablement ot Turbine Driven Auxiliary Food- 
water Pump Duo to Closure ol One ol Parallel Steam Supply Valves '* Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 070411) 09/08/03 
Consolidated Edison Co ol Now York, Inc 106pp 50900 605-50900110 

8900230204 Forwards Insp Repts 50-324/89-21 & 50 325/89-21 on 090720 22 No vio 
lations or deviations noted, 

CLINE.W.E Rogion 2, Ole ol the Direclor 89/08/09 EURY.LW Carolina Powor & 
Light Co 2pp 51007 216 51007.218 
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•-89Q8230213 Partially withheld Insp Repts 50 324/89 21 & 50 325/89-21 on 890720 22 
(ral 10CFR2 790 & 73 21) No violations or deviations noted Major areas 

inspected physical protection of shipments ot irradiated fuel 

ENNIS, JD, MCGUIRE, O R Region 2, Ofc of Ihe Director 89/08/08 Ip 51007 218- 
51007 216 

8908250278 Forwards Insp Repts 50 324/89 18 & 50 325/89-18 on 890710 14 & notice 
of violation Licensee attention invited to unresolved item identified in rept 
JULIAN C A Region 2, Ole of Ihe Director 89/08/14 EURY.LW Carolina Power & 
Lighl Co 2pp 51028 348 51028 357 

890 B 250281 Notice ol violation from insp on 890710 14 Violation noted pipe support 2 
SGT 6VH30 not repaired within lime prescribed by EER 85 0364 & licensee design 
verification inadequately implemented during review ol EEH 85 0364 
JUUAN,C A Region 2, Ofc of the Oireclor 89/08/14 2pp 51028 350-51028 351 

-890 8 2 50284 Insp Repls 50 324/89 18 & 50 325/89 18 on 890710 14 Violation & un- 
resolved item noted Major areas inspected snubber surveillance program.licensee 
identified items & licensee action on previous insp findings 

LENAHAN.JJ BELISLE.G A Region 2, Ofc of the Director 89/08/10 6pp 
51028 352 51028 357 

8908160267 Ack receipt ol 890726 Itr & payment of civil penalty in amount of S50 000 
imposed in NRC 890626 order 

LIEBERMAN.J Region 2, Ofc of the Director 89/08/15 EURY.LW Carolina Power & 
Light Co lp 50936 359 50936 360 

8988 100 128 NRC Into Notice 89 059 'Suppliers ol Potentially Misrepresented Fasten- 
ers " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co of New York, Inc I06pp 50992 315 50993 060 

8908220457 Forwards Insp Repls 50 324/89-23 & 50 325/69-23 on 890803-04 No vio 
laltons or devialions noted 

CLINE, WE Region 2 Ofc of the Director 89/08/16 EURY.LW Carolina Power 8 
Light Co 2pp 50976 301-50976 303 

--890B220461 Partially withheld Insp Repts 50 324/89-23 & 50 325/89 23 on 890803 04 
(rel 10CFR2 790(d) 8 73 21) No violations or deviations noted Ma|or areas 
inspected physical protection of shipments of irradiated fuel 

ENNIS, JD, MCGUIRE, DR Region 2, Ofc of the Director 89/08/16 ip 50976303- 
50976 303 

8908140085 NRC Inlo Notice 89 060, "Maml ol Telatherapy Units " Svc list end 
CUNNINGHAM, RE Division ol Industrial 8 Medical Nuclear Safely (Post 870729) 
89/08/18 Consolidated Edison Co ol New York, Inc 107pp 50993 061-50993 166 

8908200034 Responds to NRC Hr re violations noted in Insp Repls 50 324/89 1 1 8 50 
325/89 1 1 Corrective actions identified cables will be rerouted 8/or wrapped w/3 h 
rated lire barrier within separation zone 

HARNESS, J L Carolina Power 8 Light Co 89/08/18 Document Control Branch {Doc- 
ument Control Desk) 4pp 51042 352 51042 355 

8908280288 Supplemental response to NRC 890504 Itr re violations noted in Insp Repts 
50-324/89 Ol & 50 325/89 01 Corrective actions Special Procedure OSP-89 018 de- 
veloped lor testing ol RHR 8 core spray pump motors 

HARNESS.JL Carolina Power & Light Co 89/08/21 Document Control 8ranch (Doc- 
ument Control Desk) 2pp 51042 231-51042 232 

8908160129 Suppl 2 to NRC Info Notice 88 048, "Licensee Rept ol Detective Refur- 
bished Valves ' Svc list end 

ROSSI, CE Oivislon ol Operational Events Assessment (Post 070411) 89/08/22 
Consolidated Edison Co ol Now York, Inc lOOpp 50990 039 50990 137 


R, Periodic operating reports & related correspondence 

890B020371 Annual rept re functional summaries ol procedures, plant mods 8 lests or 
experiments conducted in 1988 

HARNESS, J L Carolina Power 8 Light Co 88/12/31 05pp 50786 039-50786 123 

8908160357 Monthly operating repts (or Jul 1989 lor Brunswick Steam Electric Plant 
Units 1 8 2 W/890803 Hr 

HARRISON, F. HARNESS, J L Carolina Power 8 Light Co 89/07/31 17pp 
50937 227 50937 243 


S. Reportable occurrences, LERs & related correspondence 

B9073 10358 Forwards "Clogging ol Fine Mesh Screens by Caprellid Amphipods," 8 re- 
newed NPDES Permit NC0007084,per 83031 1 Amend 54 8 79 to OL deleting license 
conditions & ETS 

LOFLtN.L! Carolina Power 8 Light Co 89/07/13 EBNETER.S D Region 2, Ole ol 
the Director 6pp 50720 216 50720 259 

••8907310409 "Clogging ol Fine Mesh Screens by Caprellid Amphipods " 

' Carolina Power 8 Light Co 88/08/09 15pp 50720 222-50720 236 

-■8907310413 NPDES Permil NC0007064, issued to Carolina Power 8 Light Co 
WILMS, R P North Carolina, State ol 87/04/28 23pp 50720 237-50720,259. 

8908040187 LER 89 011 00 on B90703.RCIC turbine received trip signal & Inboard 
steam supply isolation valve E51 F007 dosed due to false primary containment Div I 
Group 5 isolation signal Caused by personnel error, Personnel counseled W/890728 
Itr 

PASTVA.M J . HARNESS, J L Carolina Power 8 Light Co 89/07/28 5pp 50795,057- 
50795 081 

8903080188 Special Rept 2-SR-8D 002 on 890717, lire barrier limiting condition for oper- 
ation initiated to allow replacement ol door 8 door frame to correct misalignment & 
sticking problem Time frame exceeded Restoration expected by 890831 
HARNESS, J L Carolina Power 8 Light Co 89/08/01 Document Control Branch (Doc- 
ument Control Desk) Ip 50856 260 50856 260 

8908160114 Notification ol 890818 meeting W/CP8L in RockvIlle.MD lo discuss plant 
root cause analysis of loss ol oflsile power event 

TOURIGNY.E G Project Directorate 11-1 89/08/09 ADENSAM.E G Project Director- 
ate 11-1 3pp 50937 180 50937 182 


8908160363 LER 88 001-04 on 8B0102 manual reactor protection sys trip (scram) initial 
ed due to decreasing condenser vacuum Definite root cause not identified Contractor 
sves retained W/890B09 Itr 

PASTVA.M J . HARNESS, J L Carolina Power & Light Co 89/08/09 lOpp 50924 320 
50924 329 

8908220027 NPDES noncompliance notification on 890629, NPDES permit limit for circu- 
lating water flow exceeded Caused by increase in condenser vacuum 
LOFLlN.LI Carolina Power & Light Co 89/08/14 Document Control Branch (Docu- 
ment Control Desk) 2pp 50977 147 50977 148 

8908230015 Special Repl 2 SR-89 003 on 890731, lire barrier limiting condition for oper- 
ation initiated for Door 301 to permit frame S door replacement to correct misalign 
ment & sticking problem Time frame exceeded Restoration expected by 890908 
HARNESS, J L Carolina Power & Light Co 89/08/15 Document Control Branch (Doc- 
ument Control Desk) lp 51006 314 5 1 006 3 1 4 


V. Operator Examinations 

8908160414 Requests termination of License SOP-2292-8 for PT McNeill 
STARKEY, R B Carolina Power & Lighl Co 89/08/07 Office of Nuclear fleactot Reg 
ulation. Director (Post 870411) lp 50937 256-50937 256 

8908180187 Advises that written reactor operator & senior reactor operator exams 
scheduled lor wk ol 891127 Ref malls listed on end should be furnished by 
890901 Operator license applications should be submitted 30 days prior to exam 
PEEBLES, T A Region 2, Ofc of tire Director 89/08/07 EURY.L W Carolina Power 8 
Light Co 1 1pp 50968 164-50960 174 


Y. Dry Cask Independent Spent Fuel Storage Installations 


8908250124 Requests Rel 4 1 of ISFSI SAR.per 890725 tolcon w/D Bates Rev 0 to 
CPL 49-103, did Nov 1988, "Dosign Spec for Dry Shielded Camsler," needed to pro 
ceed w/safely review 

ROBERTS.JP Fuel Cycle Safely Branch 09/08/14 EURY.LW Carolina Power & 
Light Co lp 51029 341-51029 341 


DOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8907270261 Revised plan! emergency procoduros (PEP), including Rev 10 to PEP- 
02 621 ,Rov 13 lo PEP-02 3, Rev 12 to PEP 02 4, Rev 20 to PEP 02 5, Rev 13 lo PEP- 
026 16, Rev 29 to PEP App A, Rev 25 lo PEP 02 I.Rev 13 to PEP 02 2 W/undaled Hr 
HARNESS, J L Carolina Power & Light Co 89/07/14 EBNETER S D Region 2 Ole 
ol Ihe Director 150pp 5067Q 031-50678 159 

8908010163 Forwards Insp Repls 50 324/89 1 1 & 50 325/09 1 1 on 090522 26 & 0620 
22 & nonce ol violation One violation nol being cited duo to cnlorin for categorization 
of licensee identified violations being mot 

CONLON.T E Region 2, Ole ol Ihe Director 09/07/21 EURY.LW Carolina Power & 
Light Co 2pp 50754 009 50754 045 

•-8908010172 Notico ot violation from insp on 890522-26 & 0620 22 Violation 
noted HPCI (Train A) & LPCI (Train B) nol installed In accordanco w/drawings & ex- 
emptions at elevation ol 20 It 

CONLON.C A Region 2, Ole of the Director 09/07/21 2pp 50754 011-50754 012 

-8908010190 Insp Repls 50 324/89 1 1 & 50 325/09-1 1 on 000522 26 & 0620-22 Viola- 
lions noted Major areas inspected licensee mothods ol meeting requirements ol 
t0CFR50,App H, Sections III G III J & III L lor sale shutdown capabilities 
HUNT.MD Region 2, Ofc ol the Director 89/07/19 33pp 50754 013 50754 045 

8908030072 Responds to licensee identified deficiency idonlilied in Insp Repls 50 324/ 
89 13 8 50 325/89-13 Corrective actions procoduros lor site emergency coordinator 
revised lo require followup notifications within 60 minute Intervals 
HARNESS, J L Carolina Power & Light Co 09/07/25 Documenl Control Branch (Doc 
ument Control Desk) 2pp 50774 356 50774 357 

8908080190 Forwards Insp Ropts 50 324/89-16 & 50-325/09-16 on 890626 30 
CLINE, W E Region 2, Ofc ol the Oireclor 09/07/26 EURY.l W Carolina Power 8 
Lighl Co 2pp 50857 158-50957 160 

•-8908080193 Partially withheld Insp Ropls 50 324/89-16 & 50-325/89 16 on 000626 30 
(rel 10CFR2 790(d) & 73 21) No violations or deviations noted Major areas 
inspected physical security program Non cited violation noted re Inattenlivo guard 
MASYNK.O.M Region 2, Ole ol the Director 89/07/24 lp 50857 160-50857' 160 

8908080183 Forwards FEMA final rept on plant 881010 emergency response 
exercise No deliclencles Idenlllled Eight areas requiring corrective actions & sovoral 
areas recommended lor improvement 

COLLINS, D M Region 2. Ole ol Iho Director 09/07/28 EURY.L W Carolina Power & 
Lighl Co. Ip 50056 004 50856 095 

8908090293 Advises thal 890718 Rev 11 to physical security plan consistent \v/provi 
sions of 10CFR50 54(p) & acceplable 

CLINE, WE Region 2, Ofc of ihe Oireclor 09/07/31 EURY.LW Carolina Power & 
Light Co 3pp 50083 357 50683 359, 

8908230204 Forwards Insp Repls 50 324/09 21 & 50-325/89-21 on 890720-22 No vio- 
lations or deviations noted 

CLINE, W E Region 2, Ole of the Director. 09/08/09 EURY.L W Carolina Power & 
Light Co 2pp 51007 216-51007 218 

•-8908230213 Partially withheld Insp Repts 50-324/89-21 8 50 325/89 21 on 890720-22 
(ref 10CPR2.790 & 73 21) Mo violations or deviations noted Ma|or areas 
inspected physical protection of shipments of irradiated fuel 
ENNIS, J,D Region 2, Ofc of the Director 89/00/08 lp 51007 218-51007 218 
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890022045? Forwards Insp Repts 50 324/89 23 & 50 325/89 23 on 890003-04 No vio 
rations or deviations noted 

CLINE W E Region 2, Ole of the Director 89/08/16 EURV,L W Carolina Power & 
Light Co 2pp 50976 301-50976 303 

• B906220461 Partially withheld Insp Ropts 50 324/89-23 & 50 325/89-23 on 800803 04 
(ret 10CFR2 790(d) & 732i)No violations or deviations notodWajor areas 
inspected physical protection ol shipments of irradiated fuel 
ENNIS JD Region 2, Ole olthe Director 89/08/16 Ip 50976 303 50976 303 

6908280034 Responds to NRC llr ro violations noted in Insp Repts 50 324/89 1 1 & 50- 
325/89-11 Corrective actions identified cables will be rerouted &/or wrapped w/3 h 
rated lire bairier within separation zone 

HARNESS, JL Carolina Power & Light Co 89/08/18 Document Control Branch (Doc- 
ument Control Desk) 4pp 51042 352 51042 355 

8906210212 Suppl 1 to Genoric Llr 89 07 to all operating plants, applicants for OLa & 
holders ol CPs re power reactor safeguards contingency planning (or surlace vehicle 
bombs Svc list end 

PARTLOW.JG Associate Director lor Proiects (Post 870411) 89/08/21 Consolidat 
ed Edison Co ol New York, Inc 55pp 51036 001-51036 056 


6 Adjudicatory correspondence 

8908030142 Petition lor rulemaking PRM-50 53 requesting NRC action to review undue 
risk posed by BWR thermal hydraulic instability NRR should issue order requiring all 
GE BWRs to be placed In cold shutdown for stated reasons 
HIAIT.S L Ohio Citizens lor Responsible Energy 88/07/28 Ollice of Nuclear Reac 
tor Regulation, Director (Post 870411) 10pp 50820 143 50820 152 


P Operating license stage documents & correspondence 

8907310065 Summary of 890613 meeting w/util & NCEMPA in Rockville, MD re future 
plans lor plant recirculation sys piping replacement S/or repair List ol attendees & 
meeting agenda end 

TOURlGNY.E G Project Directorate 111 89/07/12 Project Directorate 11-1 16pp 
50726 305 50726 320 

9907180211 Generic Ltr 89 13 to all holders ol OLs or CPs for nuclear power plants re 
svc water sys problems allcclmg safety relatod equipment Svc list end 
PARTLOW.JG Associate Director lor Projects (Post 870411) 89/07/10 Consolidat- 
ed Edison Co ol New York, Inc 53pp 50735 001-50735 054 

99 09010102 Summarizes 890711 meeting w/ulil re ongoing efforts to improve perform- 
ance at plant List ol attendees S handouts end ' 

EBNETER.SD Region 2. Ole olthe Director 89/07/18, EURY.L W Carolina Power & 
Light Co 29pp 50755 235 50755 263 

8907310266 Informs ol necessary changes to CRDR corrective actions, per commitment 
in 861231 & 870823 CRDR linal summary repts Emergency operating procedures im- 
plementation project to bo completed by Refueling Outage 7 for Unit 1 
LOFLIN.L I Carolina Power & Light Co 09/07/21 Document Control Branch (Docu- 
ment Control Desk) 2pp 50726 333 50726 334 

8907310149 Forwards proprietary LOCA analysis ropts for Unit 1, Cycle 7 & Unit 2, Cycle 
8 & nonpropnelary reload repts re LHGR for BWR Proprietary ropts withheld 
LOFLIN.L I Carolina Power & Light Co 89/07/25 Document Control Branch (Docu- 
ment Control Desk) 3pp 50736 252-50736 338 

• 6907310155 Rev 1 to "Supplemental Reload Licensing Ropt lor Brunswick Steam 
Etcclnc Plant Unit 2 Reload 7, Cycle 0 " 

LAW0ERT.PA, RASH.J L , CHARNLEY.J S General Electric Co 23A5855 R01 89/ 
03/31 45pp 50736 297-50736 338 

6908080162 Responds to V Stcllo 800427 Hr re employee notification to NRC of poten- 
tial safety issues Util contacted ally for former employee who entered into settlement 
anrooment w/util to verily agreement did not contain restrictive clauses, 

COTTER, A B Carolina Power & Light Co 69/07/28 Document Control Branch (Oocu 
menl Control Oesk) 2pp 50836 010 50036 011 

8906080187 Confirms that fourth quarterly installment payment ol NRC FY89 annual 
fees electronically transferred to NRC on 890728 

LOFUN.LI Carolina Power & Light Co 09/07/31 Document Control Branch (Oocu 
menl Conlrol Desk) ip 50857 267-60857 267 

8906090436 Forwards "Diagnostic Evaluation Team Repl for Brunswick Steam Electric 
Plant Units 1 & 2," for onsite evaluation conducted on 890410 21 & 0501 05 Areas 
needing addl mat attention include corporate oversight program 
TAYLOR, JM Ole ol the Executive Director for Operations 89/08/02 SMITH, SH 
Carolina Power & Light Co 4pp 50882 1 1 2 50882 240 

-8906090442 “Diagnostic Evaluation Team Repl for Brunswick Steam Electric 
Plant, Units 1 & 2" 

SPESSARDRL, JORDAN, EL Olhco for Analysis & Evaluation of Operational Data, 
Director 89/07/17 121pp 50882 116 50882 240 

6906140427 Forwards addl info re reactor cavity neutron dosimetry programmer NRC 
8S0621 request Questions deal w/analylical aspect of calculating pressure vessel ox- 

E osure from first principals & evaluation ol cavity dosimetry 
OFllN.LI Carolina Power & Light Co 89/08/04 Document Control Branch (Docu 
menl Conlrol Desk) 9pp 50915 286-50915 294 

6906170286 Forwards Amends 136 & 166 to Licenses DPR-71 & DPR 62. respectively 
& safely evalualion Amends revise Tech Spec Section 4 6 12, "Containment Leak- 
age" by deleting requirement to use only mass point method for testing 
TOURlGNY.E G Project Directorate I1 1 69/08/04 EURY.L W Carolina Power & 
Light Co 3pp 50939 074 50939 090 

-8906170268 Amends 136 & 166 to Licenses DPR-71 & DPR 62. respectively, changing 
Tech Spec Section 4 6 12. ’ Containment Leakage ‘ by deleting requirement to use 
only mass point method lor Type A containment integrated leak rale testing 
ADENSAM.EG Project Directorate ll-l 89/08/04 12pp 50939 077 50939 088 

-8906170271 Safety evaluation supporting Amends 136 & 166 to Licenses DPR 71 & 
DPR 62,respeclivcly 

1 Oil ice ol Nuclear Reactor Regulation, Director (Post 870411) 89/06/04 2pp 
50939089 50939 090 


6908160139 Notification of 690822 meeting w/CP&L in Rockville, MD to discuss plant 
Tech Specs 

TOURlGNY,EG Project Directorate 11-1 89/08/09 ADENSAM.EG Project Director- 
ate 11-1 3pp 50937 130 50937 132 

8908160286 Forwards updatod Tech Spec Page 5 5, refleclmg issuance ol Amends 113 
& 140 to Licenses DPR-71 & DPR 62,respeciively,re spent fuel ’storage 
capacity Revised page removes limitations on max fuel enrichments 
LOFLIN.L I Carolina Power & Light Co 89/08/09 Document Conlrol Branch (Docu 
ment Control Desk) 3pp 50937 221 30937 226 

-6908160287 Updatod proposed Tech Spec Page 5-5 re spent fuel storage capacity 
• Carolina Power & Light Co 89/08/09 3pp 50937 224-50937 226 

8906170519 Responds to util 890728 hr re notification of NRC ol employees potential 
safety issues Requests that util provide NRC w/settloment agreement 
ADENSAM.E G Project Directorate ll-i 89/08/09 EURY.L W Carolina Power & Light 
Co 4pp 50945 160 50945 163 

8906180266 Confirms transfer of NRC review toes ol Part 50 applications & Part 55 
sves on 890809 for period of 880619 1231 

LOFLIN.L I Carolina Power & Light Co 89/08/09 Document Conlrol Branch (Docu 
ment Control Desk) Ip 50956 330-50956 330 

0908170517 Forwards Amends 137 & 167 to Licenses DPR 71 & DPR 62, respectively 
& safety evalualion Amends change Tech Specs to delete words, "storage capacity 
limilod to" from Tech Spec 5 6 3 

TOURlGNY.E G Project Directorate 11-1 89/00/11 EURY.L W Carolina Power S 
Light Co 3pp 50953 264 50953 279 

-8900170526 Amends 137 & 167 to Licenses DPR 71 & DPR 62, respectively, changing 
Tech Specs to delate words, "storage capacity limited to" from Tech Spec 5 6 3 
AOENSAM.EG Project Directorate Tl 1 89/08/11 8pp 50953 267-50953 274 

-6908170531 Safety evaluation supporting Amends 137 & 167 to Licenses DPR-71 & 
DPR 62, respectively 

' Oflico ol Nuclear Reactor Regulation, Director (Post 670411) 89/08/11 5pp 
50053 275 50953 279 

8906220016 Responds to NRC concorn re ability ol employees & contractors to raise 
safety Issues to licensee mgt & NRC Licensee understands & endorses importance 
ol maintaining pathway unroslrictcd 

LOFLIN.L I Carolina Power & Light Co 09/08/11 Document Conlrol Branch (Docu 
mom Conlrol Desk) ip 51015-2G6 51015286 

8906250182 Confirms 090004 tolcon ro 890907 mgt meeting to bo conducted In 
Atlanta, GA for util presentation of self assessment of facility & plans for further im- 
provements In engineonng & technical support 

EBNETER.SD Region 2, Ole ol the Director 09/08/15 EURY.L W Carolina Power & 
Light Co Ip 51027 357 51027 357 

6908280054 Notification of 090907 mgt meeting In AHanto.GA to present sell assess 
mom of facility.as well as plans for further improvements in engineering & technical 
support 

DANCE, H C Region 2, Olo ol the Director 89/08/15 Region 2, Ofc of the Director 
ip 51042 197-51042 197 

8906220467 Forwards Rev 2 to "Coro Operating Limits Ropt " Rept revised to establish 
option of providing power for reactor recirculation sys pumps from either unit auxiliary 
transformer or start up auxiliary transformer 

LOFLIN.L I Carolina Power & Light Co 89/00/10 Documenl Conlrol Branch (Docu 
mom Control Desk) 3pp 50902 329 50982,341 

-8908220469 Rev 2 to "Coro Operating Limits Ropt, Brunswick Unit 1, Cycle 7 " 

SUPKO.E M Carolina Power & Light Co 89/08/31 1 1 pp 60982 332 50902 341 

B908280217 Forwards SER accepting design & installation of nitrogen pneumatic sys al 
plant In response to Generic Llr 84 09 Both nitrogen backup & new lull time nitrogen 
pneumatic sys acceptable for use Sys already installed at Unit 1 
LE,NB Project Oiroctorale II 1 89/00/18 EURY.L W Carolina Power & Light Co 
4pp 51040 337 51040 343 

"8908280223 Safely evaluation supporting installation & design ol nitrogen pneumatic 
sys, per Generic Ltr 64 09, by adding new check valves to existing dryweil nonmtorrupli- 
bie Instrument air lines 

' Office ol Nuclear Reactor Regulation, Director (Post 670411) 69/08/16 3pp 
51040 341-51040 343 


Q. Inspection reports, IE Bulletins & correspondence 


8907270122 Forwards Insp Repts 50 325/89 15 & 50-324/89 15 on 890619-23 No vio 
lotions or deviations noted 

JULIAN, CA Region 2, Otc ol the Director 89/07/17 EURY.LW Carolina Power & 
Light Co 2pp 50705 087 50705 098 

-8907270128 Insp Repts 50 325/89 15 & 50 324/09-15 on 890619 23 No violations or 
deviations noted Major areas inspected RCIC, F013 valve replacement, Temporary In 
slruction 2500/27. IE Bulletin 88 05 inspector Identified items & LERs 
ECONOMOS.N CHOU.R , BLAKE.J J Region 2. Ole olthe Director 09/07/12 lOpp 
60705 009-50705 098 

8908010163 Forwards Insp Repts 50 324/89-11 & 50 325/69 1 1 on 890522-26 & 0620- 
22 & notice of violation One violation not being cited due to criteria for categorization 
of licensee identified violations being met 

CONLON.TE Region 2, 01c ol the Director 89/07/21 EURY.LW Carolina Power & 
Light Co 2pp 50754 009 50754 045 

-8906010172 Notice of violation from insp on 890522 26 & 0620 22 Violation 
noted MPCI (Tram A) & LPCI (Tram B) not installed in accordance w/drawmgs & ex- 
emptions at elevation ol 20 fl 

CONLON.C A Region 2. Ofc ol the Director 89/07/21 2pp 507540H 50754 012 
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■890 B0 10 190 Insp Re pis 50-324/89-11 & 50-325/89-11 on 890522 25 & 0620-22 Viola 
lions noted Major areas inspected licensee methods ol meeting requirements ol 
l0CFR50.App R, Sections III G III J & III L lor safe shutdown capabilities 
HUNT.M D , CONLOM.T E Region 2. Ole ol the Director 89/07/19 33pp 50754 013- 
50754 045 


8908260266 Supplemental response to NRC 090504 Hr re violations noted in Incn 
50 324/89 01 8 50 325/69 01 Corrective actions Special Procedure OSP89Qi5 6t,s 
velopad for testing ot HHR 8 core spray pump motors 58 tfe 

HARNESS, JL Carolina Power 8 Light Co 09/08/21 Document Control Btanrh m 
umont Control Desk) 2pp 51042 231-51042 232 


8908030072 Responds to licensee identilied deficiency identified in Insp Repts 50 324/ 
89 13 8 50 325/89-13 Corrective aclions procedures tor site emergency coordinator 
revised to require followup notifications within 60 minute intervals 
HARNESS, J L Carolina Power 8 Light Co 89/07/25 Document Control Branch (Doc 
umenl Control Desk) 2pp 50774 356 50774 357 

8907200019 NRC tnto Notice 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment." Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co ol New York. Inc 106 pp 50711 333-50712 076 

6908030323 Forwards payment of civil penally in amount ol S50,000,per 890626 order 
for deficiencies re environ qualification of electrical equipment important to safely 
WATSON.R A Carolina Power 8 Light Co 69/07/26 Ofc of Enforcement (Post 
870413) Ip 50786 347-50786 347 

8906080190 Forwards Insp Repls SO 324/89 16 A 50 325/69 16 on 890626 30 
CLINE.WE Region 2. Ole ol ihe Director 89/07/26 EURY.LW Carolina Power 8 
Light Co 2pp 50857 156-50857 160 

-890 B 080193 Partially withheld rnsp Repls 50 324/89-16 8 50 325/69 16 on 890626 30 
(ref 10CFR2 790(d) 8 73 21) No violations or deviations noted Major areas 
inspected physical secunty program Non-cited violation noted re inattentive guard 
MASYNK.OM, MCGUIRE.DR Region 2, Ole ol the Director. 09/07/24 Ip 
50857 1 6Q-50B57 160 

8908100201 Forwards Insp Repts 50-324/89-17 & 50-325/89 17 on 890710-14 No vio 
fations or deviations noted 

COLLINS, OM Region 2. Ofc of IheOireclor 89/07/28 EURY.LW Carolina Power 8 
Light Co 2pp 50885 253-50885 268 

■8908100203 Insp Repts 50-324/89 17 & 50-325/89-17 on 390710 14 No violations 
noted Maior areas inspected radiological elfluents.plant chemistry & environ monitor- 
ing 

HUGHEY.CA. MARSTON.R R , COLLINS.D M. Region 2, Ofc of the Director. 89/07/ 
27 14pp 50885 25S 50B85 26a 

8907270121 Suppl 1 to NRC Bulletin 88-010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc lOBpp 50904 143-50904 253 

8907280169 NRC Info Notice 89 058, 'Disablement ol Turbine-Driven Auxiliary Feed 
water Pump Due to Closure ot One of Parallel Steam Supply Valves " Svc list end 
ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/06/03 
Consolidated Edison Co ol New York, Inc I06pp 50900005-50900 110 

8908230204 Forwards Insp Repts 50-324/89-21 8 50-325/89-21 on 890720-22 No vio- 
lations or deviations noled 

CLINE.WE Region 2, Ole ot the Director 89/08/09 EURY.L W Carolina Power & 
Light Co 2pp 51007 216 51007 218 

-8908230213 Partially withheld Insp Repts 50 324/89 21 & 50-325/89 21 on B90720 22 
(ref 10CFR2 790 & 73 21) No violations or deviations noted Mapr areas 
inspected physical protection of shipments of irradiated fuel 
ENNIS, JD, MCGUIRE.OR Region 2. Ofc oM he Director 09/08/08 Ip 51007218 
51007 218 


8908250278 Forwards Insp Repts 50 324/89 18 & 50-325/89-18 on 890710 14 & notice 
ot violation Licensee attention invited to unresolved item identified in repl 
JULIAN.C A Region 2, Ole ol the Director 69/08/14 EURY.LW Carolina Power & 
Light Co 2pp 51028 348 51028 357 

-890B250281 Notice ol violation Irom insp on 890710 14 Violation noted pipe support 2 
SGT 6VH30 not repaired within time prescribed by EER 85 0364 & licensee design 
verification inadequately implemented during review ol EER 85 0364 
JULIAN.C A Region 2, Otc ol the Director 89/08/14 2pp 51028 350 51028 351 

-8908250284 Insp Repts 50-324/89-18 & 50-325/B9 IB on 890710 14 Violation & un- 
resolved Hem noted Maior areas inspected snubber surveillance program, licensee 
identified Hems & licensee action on previous insp findings 

LENAHAN.JJ, BELISLE.G A Region 2, Ofc of the Director 89/08/10 6pp 
51028 352-51028 357 


890B 160267 Ack receipt of 890726 ftr & payment of civil penalty in amount ol S50 000 
imposed in NRC 890626 order 

LIEBERMANJ. Region 2 , Ofc ol Ihe Director 89/08/15 EURY.LW Carolina Power* 
Light Co Ip 50936 359 50936380 

8908100126 NRC Info Notice 89-059, "Suppliers ol Potentially Misrepresented Fasten- 
ers " Svc list end 

ROSSS.CE Division of Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co of New York, Inc I06pp 50992 315 50993 060 

8908220457 Forwards Insp Repts 50-324/89-23 S 50 325/89-23 on 890803 04 No vio 
lations or deviations noled 

CLINE.W E Region 2. Ofc ol Ihe Director 89/08/16 EURY.LW Carolina Power * 
Light Co 2pp 50976 301 50976 303 


-890B22048I Pa/liaHy withhold Insp Repls 50-324/89-23 8 50-325/89 23 on 890803 04 
(rel I0CFR2 790(d) & 73 21) No violations or deviations noled Major areas 
inspected physical protection ol shipments ol irradiated fuel 

R Ho 9'On 2, Ofc ol the Director 89/08/16 Ip 50976 303 

50976 303 


n 0,lce 89 ' MaK I’ 01 Teletherapy Units " Svc list end 
R E Division of Industrial 8 Medical Nuclear Safety (Post 870729 
89/08/18 Consolidated Edison Co ol New York, Inc t07pp 50993 061-50993 165 

S9 °®2eO034 Responds to NRC ftr re violations noled in Insp Repts 50 324/89 It & 5C 
325/B9-1I Corrective actions identified cables will be rerouted 8/or wrapped w/3 ; 
rated fire barrier wilhin separation zone 

HARNESS J L Carolina Power * Light Co 89/08/18 Document Control Branch (Ooc 
ument Con trot Desk) 4pp 5 1 042 3 52 5 104 2 35 5 


8908160129 Suppl 2 lo NRC Info Nolico 86-040, "Licensee Repl of Daferi.uo n 
bished Valves ,r Svc list oncl e R *'ur 

ROSSI, CE Division of Operational Events Assessment (Post 67041 1) sg/no. 
Consolidated Edison Co ol Now York, Inc I00pp 50990 039 50990 137 


R. Periodic operating reports & related correspondence 


8908020371 Annual repl ra lunchonal summaries of procedures, plant mods S teci* 
experiments conducted in 1908 i,s « 

HARNESS.J L Carolina Power & Light Co 88/12/31 8Dpp 50786 0 3 9 50786 123 

8908160357 Monthly operating repts lor Jul 1989 for Brunswick Steam Elscti,.- d. 
Units 1 & 2 W/890B03 Itr 

HARRISON.F, HARNESS.J L Carolina Power & Light Co 69/07/31 
50937 227-50937 243 ’ 'W 


S Reportable occurrences, LERs & rotated correspondence 

890731035B Forwards "Clogging ol Fino Mesh Scroens by Caprellid Amphiporfs" & ,, 
rowed NPDES Permit NC0007064,por 030311 Amend 54 & 79 lo OL dolelma life,., 
conditions * ETS ,53 

LOFLIN.L I Carolina Power & Light Co 89/07/13 EBNETER.S 0 Reqion 2 Of, 
Ihe Diroclor 6pp 50720 216-50720 259 c 

-8907310409 "Ctogging ol Fine Mesh Scroens by Caprellid Amphipods" 

’ Carolina Power & Light Co 08/00/09 15pp 50720 222 50720 236 

- 8907310413 NPDES Permit NC0007064, issued lo Carolina Power 8 Light Co 
WILMS.R P North Carolina, Stale Ol 07/04/20 23pp 50720 237 50720 259 

8908160114 Notification of 090818 meeting w/CP&L in Rockvillo.MD to discuss plant 
root cause analysis of loss of oflsito powor event 

TOURIGNY.EG Project Dirocloralo 11-1 09/08/09 ADENSAM.E G Project Director 
atoll 1 3pp 50937 100 50937 102 

8908230094 LER 09 013 01 on 090410 & 10.RWCU sys outboard isolation valve closed 
on isolation signal Causod by inoperable temp switch & high dischargo lemp from 
nonrog enoralive HX Temp switch replaced W/090B 1 5 Hr 

JONES.TM, HARNESS.J L Carolina Power & Light Co 89/00/15 7pp 51028 021 
51020 027 


V. Operator Examinations 

8908160414 Requests termination ol Liconso SOP 2292 0 for PT McNeill 
STARKEY.RB Carolina Powor & Light Co B9/0B/07 Office of Nuclear Reaclor Reg- 
ulation, Diroclor (Post 87041 1) Ip 50937 256 50937 256 

8908180187 Advises that written reactor operator & senior reactor operator exams 
scheduled lor wk ol 001127 Rof malls listed on end should be furnished by 
890901 Operator license applications should bo submitted 30 days prior to exam 
PEEBLES, T A Region 2. Ole of Iho Diroclor 09/00/07 EURY.LW Carolina Poner 4 
LighICo llpp 50D68 164 50968 174 


Y Dry CBBk Independent Spenl Fuel Storage Installalions 

8908250124 Requests Rof 4 1 ol ISFSI SAP, per 890725 lelcon w/D Bales Rev O lo 
CPL49 103, did Nov 1988, "Dosign Spec (or Dry Shioldod Canister," needed to pro- 
ceed w/safely review 

ROBERTS,JP Fuel Cycle Salely Branch 89/00/14 EURY.LW Carolina Power S 
Light Co ip 51029 341 51029 341 


DOCKET 50-326 UNIV OF CALIFORNIA AT IRVINE RESEARCH REACTOR 


V. Operator Examinations 


8907310164 Advisos that senior operator licensing wrilton exams & operating exams 
scheduted lor 891025 & 26 27,rospeclivGly W/o slated oncls, including list ol rel mall 
requirements to be submitted to NRC by 89091 1 

KIRSCHDF Region 5, Ofc of the Director 89/07/24 MILLER, G California, Urw 0». 
Irvine, CA 3pp 50737 024-50737 026 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency & lira protection plans 


8908110095 Forwards "FEMA Final Repl on Sequoyah Nuclear Plant Emergency R* 
sponse Exercise," conducted on CB1214 15 No deficiencies noled Scenario should o& 
?.?y?f2P ed ,or noxl ,ul1 scala exercise to lest areas requiring correction 
WILSON S A Assislanl Director for Inspection Programs 89/07/28 KINGSLEY.Ou 
Tennessee Valley Authorily 2pp 50895 093 50895 154 

8908080111 Forwards Rev 20, Suppl 2 lo physical secunty/contingoncy plan Rev with 
held (ref 10CFR73 21) 

RAY.M J Tennessee Valley Authorily 89/08/01 Document Control Branch {Docu- 
ment Control Desk) 2pp 50855 259 50055 260 


8908090327 Forwards Safeguards Insp Repts 50 327/89 17 & 50 328/69 If,, 0 ? 
890522-26 & notice ol violation Notice ol violation withhold (rof 10CFR2 790(d) 

73 21)) „ p. 

WILSON, BA Assistant Director lor Inspection Programs 89/00/01 KINGSLEV.O 
Tennessee Valley Authority 2pp 50890 034-60890 036 
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• 8908090449 Partially withheld Safeguards Insp Hepts 50-327/89-17 & 50 329/89 >7 
on 890522 26 (ref 10CrR2 790(d) & 7321)) Violations notedMaior areas 
inspected physical security program lor power reactors & protected area alarms 
TOBIN.WJ, MCGUIRE, DF1 Region 2, Otc ot the Director 89/07/28 Ip 50890 036- 
50890 036 

9908210018 Forwards Insp Repts 50 327/09 18 & 50 328/89-10 on 890606 0705 & 
notice ol violation 

WILSON, BA Assistant (Director (or Inspection Programs 89/08/10 KINGSLEY, OO 
Tennessee Valley Authority 3pp 50970 329 50970 355 

- 6908210021 Insp Repts 50 327/89 t8 & 50 328/89-18 on 890606 0705 Violations 
noted Major areas inspected operational safety verilicalion, control room 

observations, sys lineups.radiation protection, safeguards, operations performance & 
housekeeping 

JENISON.K Region 2, Ofc ol Ihe Director 89/08/10 22pp 50970 334 50970 355 

8908210212 Suppl t to Generic Ltr 89 07 to all operating plants, applicants tor OLs & 
holders ol CPs re power reaclor safeguards contingency planning (or surlace vehicle 
bombs Svc list enct 

PARTLOW.JG Associate Director lor Projects (Post 870411) 89/08/21 Consolidat- 
ed Edison Co ol New York, Inc 55pp 5t03600t-51036056 


P. Operating license stage documents & correspondence 

8907180211 Generic Ur 89 13 to all holders ol OLs or CPs lor nuclear power plants re 
svc water sys problems affecting safely related equipment Svc list end 
PARTLOW.JG Associate Director tor Projects (Post 870411) 89/07/18 Consolidat 
ed Edison Co ol New York, Inc 53pp 50735 001-50735 054 

8907310213 Requests response to potential discriminatory action against TVA employ 
oes within 30 days of ltr dale, to determine whether enforcement action necessary to 
ensure compliance w/ regulatory requirements 

CRUTCHFIELO.D Associale Oiroctor for Special Projects (Post 890101) 89/07/20, 
KlNGSLEY.OO Tennessee Valley Authority 4pp 50736 232-50736 235 

6907270 185 Advises that 690505 Rev 6 to corporate nuclear performance plan 
acceptable Changes given in Rev 6 to corporate nuclear performance plan do nol 
affect conclusions ol stall SER on corporate nuclear performance plan 
BLACK.S Assistant Director tor Projects 89/07/21 KINGSLEY, OO Tennessee 
Valley Authority 3pp 50863 325 50663 327 

8907280197 Forwards safety evaluation re silicone rubber insulated cables Anaconda & 
Rockbestos cables at plant environmentally qualified for intended (unction at plant for 
40 yrs 

BLACK.S Assistant Director lor Projects 09/07/2 1 KINGSLEY ,0 D Tennessee 
Valloy Authority 2pp. 50705 331-50705 336 

-9907260199 Safely evaluation re silicons rubber insulated cables Anaconda & Rock- 
bestos cables at plant environmentally qualified for intended function at plant & use 
acceptable for 40 yrs 

‘ Office of Nuclear Reactor Regulation, Director (Post 870411) 89/07/21, 4pp 
50705 333 50705 336 

6906010176 Discusses evaluation ot 10CFR50 49 vertical conduit runs Util plana to limit 
evaluations to Unit t annulus area & will Inspect, evaluate & correct, II necessary.Unil 1 
conduit & cables corresponding to deficient ones in Unit 2. 

MAY.RJ Tennessee Valley Authority 89/07/26 Document Control Branch (Oocu 
men! Control Desk) 3pp 50745 319 50745 321 

9909080520 Responds to 890720 ltr re JW Von Weisenestem complaint under Energy 
Reorganization Act, Section 210 Util to take action to see that distribution ol 890525 
memo not misused re blacklist ol individuals raising salety concerns 
KINGSLEY, OO Tennessee Valloy Authority 89/07/27 CRUTCHFIELD, O Associale 
Director lor Special Projects (Post 890101) 5pp 50801,330 50881 334 

6909040177 Forwards table ol unrecognizable Issues clantlod in SIMS printout end In 
890827 ltr Table should be used in preparing requested update of SIMS data baso. 
BLACK.SC Assistant Director lor Projects 89/07/28 KlNGSLEY.OO Tennessee 
Valley Authority 6pp. 50799 230-50799 244 

6906070377 Requests temporary waiver for compliance w/Survelllance Requirement 
4 4 1 1 a to ensure avilabllity ot (low paths lor venting noncondenslblos or steam from 
reactor vessel head until emergency Tech Spec amend can be processed 

* Tennessee Valloy Authonly 89/07/28 Document Control Branch (Document Con 
trolOoSk) 2pp 50854 187-50854 188 

3906030309 Advises that based on completed exam & that ol contractors to date, no 
restrictive clauses lound which could prevent employee from contacting NRC about 
potential safety Issues 

KlNGSLEY.OO Tennessee Valley Authority 89/07/31. CRUTCHFIELD, D. Associate 
Director lor Special Projects (Post 890101) 3pp. 50792.358-50792 360. 

8903090419 Towards Amends 121 & 110 to Licenses DPR-77 & DPR-79, respectively 
& safely evaluation Amends revise Tech Specs to Increase base current value lor 
containment air return Ians In Surveillance Requirement 4,6 5 6 Irom 28 to 32 am 
pores 

BLACK, S TVA Protects Division 89/07/31. KlNGSLEY.OO Tennessee Valley Au 
thonly 2pp 50884 290-50884 307 

-8908090450 Amends 121 & 110 lo Licenses DPR-77 & DPR-79, respectively, revising 
Tech Specs lo increase base current value (or containment air return Ians In Surveil 
lance Requirement 4 6 5 6 Irom 28 to 32 amperes 
BLACK.S TVA Projects Division. 89/07/31 9pp 50884 292-50884 300. 

-8908090443 Safety evaluation supporting Amends 121 & 110 to Licenses DPR-77 & 
DPR 79,respectivo!y 

• Olfico ol Nuclear Reactor Regulation, Director (Post 870411) 09/07/31, 4pp 
50884 301 50884 304 

• 6900090451 Requests FR publication ol notice ol Issuance ol Amends 121 a 110 to 
Licenses DPR-77 & DPR-79 Amends revise Tech Spec Surveillance Requirement 
4 6 5 6 by increasing current value lor containment air return Ians Irom 28 lo 32 am- 
peres 

BLACK.S Assistant Director for Projects 89/07/31. NRC • No Detailed Affiliation 
Given 3pp 50084 305 50884 307 


690B080061 Documents NRC response to util request lor waiver ol compliance lor Sur 
vdllance Requirement 4 4 11 a ra reactor vessel head vent sys Waiver granted on 
890731 to return power to vent head sys lor both units 

CRUTCHFIELD, D Associate Director lor Special Projects (Post 890101) 89/00/02 
KINGSLEY, OD Tennessee Valley Authority 3pp 50826 165 50826 167 

8908080100 Application lor amends lo Licenses DPR 77 & DPR 79, consisting ol Tech 
Spec Change 89 38 Amend revises schedule lor Surveillance Requirement 4 4 It a to 
deter requirement to lock manual isolation valves until next refueling outage 
RAY.MJ Tennessee Valley Authority 89/08/02 Document Control Branch (Docu 
ment Control Desk) 2pp 50857 034 50857 043 

-0908080102 Proposed Tech Specs 3/4 4-27 tor Unit t & 3/4 4 34 lor Unit 2 re surveil 
lance requirement to lock manual isolation valves 

• Tennessee Valley Authority 89/08/02 6pp 50857 036 50857 043 

8908090391 Forwards request lor addl into re 890810 Tech Spec Change Request 66 
03 re low temp overpressurizalion protection sys Requests into within 45 days of ltr 
receipt 

BLACK.S Assistant Director tor Projects 89/08/02 KINGSLEY, OD Tennessee 
Valley Authority 3pp 50662 066 50862 068 

8908110036 Forwards Amends 122 & ill lo Licenses DPR 77 & DPR-79, respectively 
& safety evaluation Amends modify Tech Specs to remove inappropriate testing ie 
quirements re auxiliary bldg gas treatment sys 

BLACK.S Assistant Director lor Projects 89/08/03 KlNGSLEY.OO Tennessee 
Valley Authority 3pp 50908 157 50908 176 

-89081 10039 Amends 122 & til to Licenses OPR-77 & DPR 79, respectively, modifying 
Tech Specs to remove Inappropriate testing requirements re auxiliary bldg gas treat 
ment sys & add requirements re auxiliary bldg ventilalion exhaust 
BLACK.S Assistant Director tor Projects 89/08/03 I2pp 50908160 50908 171 

-8908110043 Safely evaluation supporting Amends 122 & 111 to Licenses OPR 77 & 
DPR-79,respectively 

• Office of Nuclear Reaclor Regulation, Director (Post 870411) 89/08/03 5pp 
50908172 50908.176 

8906110328 Fowards safety evaluation ro microbiologicaily Induced corrosion 
program Inclusion ot structural sleeve weld repair method in util original request lor 
rcliot & corrosion program acceptable 

BLACK.S Assistant Director for Projects 89/06/03 KINGSLEY.C D Tennessee 
Valloy Authority 3pp 50094 002 50894 011 

-8908110329 Safety evaluation supporting inclusion ol alternate repair method to detect 
microbiologicaily induced corrosion in previously granted request lor relief from ASME 
Section XI Code repair requirements 

' Office ot Nuclear Reaclor Regulation, Director (Post 87041 1) 89/08/03 7pp 
50894 005 50894 011 

8908100167 Provides rev lo commitment made in util 870810 ltr lo NRC re SER on 
short circuit study, medium voltage (69 kV) sys Detailed description & implementation 
schedule for resolution of issue will be submitted lo NRC by 091020 
RAY,M L Tennessee Valloy Authority 89/00/04 Document Control Branch (Docu 
ment Control Desk) 3pp 50005 225 50885 227 

6908180082 Summary ol 690721 meeting w/util & Impell in Rockville MO ro licensee 
employee concerns programs 

CRAlG.JW Associate Director lor Special Projects (Post 890101) 89/00/04 Associ 
ate Director for Special Projects (Post 690101) 67pp 50969 010 50069 077 

8906180140 Forwards public notice lor plant for publication in 090808 Chattanooga 
Now-Froo Press & Chattanooga Times Advertising order approving publication also 
end 

BLACK, S. Assistant Director for Projects 89/08/04 ROBINSON.L Chatlanooga Pub 
lishlng Co 9pp 50969118 50969 126 

8908140426 Forwards Info re methodology in use for maintaining secondary drawings & 
converting drawings to configuration control drawings 

RAY.MJ. Tennessee Valley Authority. 89/08/07 Oocumont Control Branch (Docu- 
ment Control Desk). 2pp 50911.035 50911 036 

8906160033 Application for amends to Licenses DPR-77 & DPR-79. consisting ol Tech 
Spec Change 89-37, revising Tech Spec 3 5 1 1 to address failure to meet surveillance 
requirements for cold log accumulator level & pressure instrumentation 
RAY.MJ Tennessee Valley Authority 09/08/07 Document Control Branch (Docu- 
ment Control Desk) 3pp 50926 001-50926102 

-8908150034 Proposed Tech Spec Limiting Condition lor Operation 3 5 1 1 re cold leg 
injection accumulator 

• Tennessee Valley Aulhority 89/08/07 9pp 50926 094 50926102 

8908160342 Requests withdrawal of 851223 application for disposal of exempt trash, per 
10CFR20 302 

RAY,M J, Tennessee Valloy Authority 69/08/00 Document Control Branch (Docu 
ment Control Desk) 2pp 50030 247 50930 240 

8908180199 Forwards renewal applications for Certificates of Operation 4150- 
20199997-01C & 4150-20199997-03C 

SCHMIERBACH.M Tennessee Valley Authority 09/08/09 CROPP.JW Chattanooga 
Hamilton County Air Pollution Control Bureau, Chattanooga, TN 6pp. 50965 350- 
50985 366 

8906170160 Submits addl Info re 800807 application (or amends lo Licenses DPR-77 & 
DPR-79, adding action statements to address failure to meet surveillance requirements 
for cold leg accumulator water level & pressure instrumentation 
MEDFORD, MO Tennessee Valley Aulhority 89/08/10, Document Control Branch 
(Document Control Desk) 2pp 50938 226-50938 231 

-8906170162 Proposed Tech Specs re limiting condition for operation & surveillance re- 
quirements for cold leg accumulators 

’ Tennessee Valley Authority 89/00/10 4pp 50938 228 50938 231 
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8908170480 Submits addl info for 890620 application for amend to License DPR- 
71, Change 89 24, addressing minor design input errors found during review by utils OA 
group Info from Westinghouse re preliminary containment analysis also end 
RAY.MJ Tennessee Valley Authority 89/08/10 Document Control Branch (Oocu 
men! Control Desk) 3pp 50955 004 50955 109 

-B908170488 Rev 3 to Best Estimate Evaluation of fee Condenser Basket Weights for 
Sequoyah Unit 1 Cycle 4 ' supporting 890620 application for amend to License DPR- 
77 consisting of T ech Spec Change Request 89 24 

THOMAS, J SEA HALM BIANCO, V Tennessee Valley Authority 89/07/12 !03pp 
5Q955 007-50955 109 

8908220288 forwards Amends 123 d 112 to Licenses OPR-77 & DPR 79, respectively 

5 safety evaluation Amends temporarily revise Surveillance Requirement 4 4 11a of 
Section 3/4 4 11 "RCS Vents to require manual isolation valves to be open 
LIAWBD TVA Projects Division 89/OB/ 11 KINGSLEY OD Tennessee Valley Au 
thorny 3pp 5099B 308 50998 324 

-8908220292 Amends 123 & 1 12 to Licenses OPR-77 & DPR-79, respectively, temporar- 
ily revising Surveillance Requirement 4 4 1 1 a of Section 3/4 4 1 1, RCS Vents" to re 
quire that manual isolation valves tor vessel head vent sys be locked open 
LIAW.B D TVA Projects Division 89/08/11 8pp 50998 311-50998 318 

- 8908220298 Safety evalualion supporting Amends 123 & 112 to Licenses DPR 77 & 
□PR-79, respectively 

‘ Office of Nuclear Reacior Regulation. Director (Post 870411) 89/08/11 6pp 
5099B 319 50998 324 

8908220327 Forwards Amends 124 & 113 lo Licenses OPR 77 S DPR-79 respectively 

6 satsly evaluation Amends temporarily add two addl action statements lor Limiting 
Condition for Operation 3 5 11, 'Cold Leg Injection Accumulators ” 

CRUTCHFIELD D Associate Director (or Special Projects (Post 890101) 89/08/11 
KINGSLEY, O D Tennessee Valley Authority 3pp 50994 258 50994 275 

-8908220329 Amends 124 & 113 lo Licenses OPR-77 & DPR-79, respectively, lemporar- 
ily adding two addl aciion statements for Limiting Condition tor Operation 3 5 11 
LIAW.B D TVA Projects Division 89/08/ 11 lOpp 50994 261-50994 270 

-0906220333 Safely evaluation supporting Amends 124 & 113 lo Licenses OPR 77 & 
DPR 79,respeclively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 89/08/11 5pp 
50994 271 50994 275 

8908230397 Forwards Amends 125 & 114 lo Licenses DPR-77 & DPR-79, respectively 
8 safely evalualion Amends modify Tech Specs lo revise Table 3 3 12, "Radioactive 
Liquid Effluent Monitoring Instrumentation " 

BLACK.S Assistant Director for Projects 89/08/14 KINGSLEY.OD Tennessee 
Valley Authority 2pp 51015 310-51015 323 

-8908230399 Amends 125 & 114 to Licenses DPR-77 & DPR-79, respectively, revising 
Tech Specs Table 3 3-12, "Radioaclive Liquid Effluent Monitoring Instrumentation " 
BLACK.S Assistant Director for Projects 89/08/14 9pp 51015 312-51015 320 

-8908230401 Safely evaluation supporting Amends 125 & 114 to Ucensos DPR-77 & 
DPR-79, respectively 

* Office ol Nuclear Reacior Regulation, Director (Post 87041 1) 89/08/14 3pp 
51015 321-51015 323 

6908160262 Forwards monthly operating repls for Jul 1989 for Sequoyah Nuclear Plant 
8 Rev 22 to "Otfsite Dose Calculation Manual Changes " 

RAY.MJ Tennessee Valley Authority 89/08/15 Document Control Branch (Docu 
menl Control Desk) Ip 50937 276 50937 295 

-8908180330 Rev 22 to "Otfsite Dose Calculation Manual Changes " 

* Tennessee Valley Authority. 89/08/15 1 1pp 50937 285 50937 295 

8908180339 Confirms 890809 withdrawal of application lor permission to dispose of tow 
activity radwaste m sanitary landfill, per 10CFR20 302 

BLACK.S Assistant Director lor Protects 89/08/17 KINGSLEY ,OD Tennessee 
Valley Authority 2pp 50970 192-50970 193 

8908230363 Forwards comments on NRC contractor draft repl summarizing COMMIX 
computer coda results for mam steam fine break event in Ice condenser 
containment COMMIX results overly conservative when applied to local containment 
temps 

RAY.MJ. Tennessee Valley Authority 89/08/17 Document Control Branch (Docu- 
ment Control Desk) 8pp 51015 324-51015 331 

8908230387 Forwards response to NRC 890601 request for addl info re Tech Specs 
Change 52 concerning TMI Hem II B 1, "RCS High Point Vents " 

RAY.M J Tennessee Valley Authority 89/08/18 Document Control Branch (Docu- 
ment Control Desk) 9pp 51005 259 51005 267 


Q. Inspection reports, IE Bulletins & correspondence 

8908010125 Forwards Exam Repl 50-327/OL 89 01 on 890512 lor bolh units 
PEEBLES, T A Region 2, Ole ol the Director 89/07/17 KINGSLEY.OD Tennessee 
Valley Authority 2pp 50754 287-50754 324 

-8908010127 Exam Rept 50 327/OL89 0I on 890512 Exam results reacior oeprator 
applicant passed written reexam Rept lor both units 

RAPP.C.W , CASTO.C A Region 2. Ole of the Director 89/07/17 29pp 50754 289- 
60754-317 

8907200019 NRC Info Notice 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/07/26. 
Consolidated Edison Co ol New York, Inc 106pp 50711.333 50712 078 

8908010206 Responds lo NRC 690626 Hr re violations noted in tnsp Repts 50 327/89- 
15 & 50-328/89-15 Corrective actions individuals counseled & made aware of respon 
sibility lo maintain configuration control log 

MEDFORD, MO. Tennessee Valley Authority 89/07/26 Document Control Branch 
(Document Control Desk) 8pp 50756101-50756108 


8908030236 Forwards response to unresolved Hern noted in tnsp Repts 50 327/B8 12 S 
50 328/08-12 re water hammer caused by rapid feedwater check valve 
closure Evaluation of pipe attachments & safe failure of pipe supports completed 
RAY.M L Tennessee Valley Authority 89/07/31 Document Control Branch (Docu- 
ment Control Oesk) 3pp 50773 115 50773 1 1 7 

890B030259 Forwards order imposing civil monelary penalty in amount ol S50.000 for 
violations noted re excessive cooldowns following reactor trips & effect on shutdown 
margins 

LIEBERMAN.J Ole of Enforcemenl (Post 870413) 09/08/01 KINGSLEY.OD Ten 
nessee Valley Authority 2pp 50793 021 50793 030 

-890B030263 Order imposing civil monetary penalty in amount ol S50.000 for violations 
noted during 880711-15,0822-23 & 1116 1201 insps Evaluation & conclusion encl 
LIEBERMAN.J Ole ol Enforcemenl (Post 870413) 89/08/01 Tennessee Valley Au 
tho/ity 4pp 50793 023-50793 030 

8908030266 EN 89 017Aon B90801,order imposing civil penalty in amount of 550,000 
issued lo licensee Action based on violation re failure to identity that RCS temp not 
being adequately controlled Mitigation of civil penalty not warranted 
TROSKOSKI.W, LIEBERMAN.J Ole of Enforcement (Post 870413) 89/00/01 Ip 
50786 340 50786 340 

890B090327 Forwards Safeguards Insp Repts 50-327/89-17 & 50 328/89-17 on 
890522 26 & notice of violation Notice of violation withheld (ref 10CFR2 790(d) 8. 
73 21)) 

WILSON, BA Assistant Director for Inspection Programs 89/08/01 KINGSLEY.OD 
Tennessee Valley Authority 2pp 50690 034 50890 036 

-8908090449 Partially withheld Safeguards tnsp Repts 50 327/8947 & 50 329/89 17 
on 890522 26 (ret 1 0CFR2 790(d) 8 73 21)) Violations noted Ma|o/ areas 
inspected physical security program lor power reactors & protected area alarms 
TOBIN, WJ , MCGUIRE, DR Region 2, Ofc ol Ihe Director 09/07/28 Ip 50890 036 
50890 036 

B90B150273 Ack receipt of 890720 Hr informing NRC of steps lakon lo correct violations 
noted in Insp Repts 50 327/89-16 & 50-328/69 16 

WILSON, 8.A Assistant Director lor Inspection Programs 89/00/02 KINGSLEY.OD 
Tennessee Valley Authority 2pp 50917 034 50917 035 

8907270121 Suppl 1 lo NRC Bulletin 88 010, Nonconforming Molded Case Circuit 
Breakers " Svc list encl 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) B9/03/03 
Consolidated Edison Co of Now York, Inc lOOpp 50904 140-50904 253 

8907280169 NRC Into Notice 89 058, "Disablement of Turbine Driven Auxiliary Feed 
wafer Pump Due lo Closure of One ol Parallel Steam Supply Valves " Svc list eivcl 
ROSSI.CE Division of Operational Evonts Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of New York, Inc 106pp 50900 005-50900 110 

8908070049 Forwards order imposing civil monetary penally issued lo TVA on 390801 
for transmittal lo FR for publication W/o encl 

LIEBERMAN.J Ofc of Enforcemenl (Post 370413) 89/08/03 LESAR.MT Regulator 
Publications Branch Ip 50826 049-50826 049 

8908110189 Advises that schedule for completing work ro essential raw cooling water 
pumphouse & roadway accoss cells, per Insp Repts 50-327/00-12 S. 50 328/08 12 ac- 
ceptable, 

BLACK.SC Assistant Director lor Projects 09/00/04 KINGSLEY, OD Tonnossee 
Valley Authority 3pp 50900 154-50908-156 

8908220075 Forwards Insp Repts 50-327/89-1 1 & 50-328/09 1 1 on 090626 30 & notice 
of violation 

WILSON, B A Assistant Director lor Inspeclion Programs 09/08/08 KINGSLEY.O O 
Tennessee Valley Authority 2pp 50976 290 50976 300 

-8908220077 Notice of violation from Insp on 090026 30 Violation noted failure to in- 
struct workers in use & operation of radiation monitor Ludlum 300 
WILSON, B A, Assistant Director lor Inspection Programs 89/08/00 2pp 60976 292 
50976 293 

-8908220078 Insp Repls 50 327/89-11 & 50 320/89-11 on 890626 30 Violations 
noted Major areas inspected radiation protection program, follow up on previous in 
spector Identified items & IE Info Nofices 

COLLINS.TR, POTTER, JP Region 2, Ole of the Director 89/08/01 ?pp 
50976 294-50976 300 

8908210018 Forwards Insp Repls 50 327/89-18 & 50-328/89-18 on 000606 0705 & 
notice of violation 

WILSON, BA Assistant Director for Inspection Programs 09/08/10, KINGSLEY.OD 
Tonnessee Valley Authority 3pp 50970 329-50970 355 

-8908210020 Notice o( violation from Insp on 890606-0705 Violation notedUmt 2 oper- 
ated at 100% power w/o operable Ice bed temp monitor/ recorder in mam control 
room & Ice bed temp at local ice condenser temp monitoring panel not dslermlned 
WILSON, BA Assistant Director for Inspection Programs 89/08/10 2pp 50970 332 
50970 333 

--8908210021 Insp Repts 60-327/89-18 & 50 328/89-10 on 890606 0705 Violations 
noted,Ma|or areas inspected.operatlonal safety venficatlon.control room 
observe lions, sys lineups, radiation protection, safeguards, operations performance 5 
housekeeping 

JENISON.K Region 2, Ofc of the Director 89/08/10 22pp 60970,334-50970 355 

8908210177 Ack receipt of 890726 Hr informing NRG of steps taken to correct violations, 
noted in Insp Repls 50 327/89-15 & 50-328/89-15 

WILSON, BA Asslslanl Director tor Inspection Programs 89/08/10 KINGSLEY.OD 
Tennessee Valley Aulhorrly. 2pp 60964 262-50964 263 

8908100128 NRC Info Notice 89-059, "Suppliers of Potenlially Misrepresented Fasten- 
ers ” Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co ol New York, Inc 106pp 50992 315-50993 060 
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8908210063 Advises (hat commitmenl lo declassify features of auxiliary essential raw 
cooling water sys.old essential raw cooling water pumps & associated equipment/ 
piping met, per integrated design insp.ltem D2 2-6 

RAY.MJ Tennessee Valley Authority 8D/00/16 Document Control Branch (Docu 
monl Control Desk) 2pp 509D-1 136 50094 137 

B9081400B5 NRC Into Notice 89 060, "Maint of Teletherapy Units " Svc list enct 
CUNNINGHAM. R E Division ol Industrial 8 Medical Nuclear Safely (Post 870729) 
89/08/18 Consolidated Edison Co ol New York, Inc 107pp 50993 061 50993 166 

,8 90 823 037 5 Submits revised commilmonts to 051115 rosponso to Insp Repls 50 327/ 
85 05 8 50 328/85 05 Corrective actions evaluation of all measuring 8 test equipment 
out-ol-loleranco repls will ba completed 

RAY M J Tennessee Valley Authority 89/08/10 Document Control Branch (Docu 
ment Control Desk) 2pp 51005 244 51005 245 

8908160129 Suppl 2 to NRC Into Notice 88 040, “Licensee Ropt of Defective Refur- 
bished Valves " Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of Now York, Inc tOOpp 50990 039 50990 137 


F Periodic operating reports & related correspondence 

8908170419 Monthly operating rept tor Feb 1989 (or Sequoyah Nucloar Plant Unit 1 
DUPREE, DC Tennessee Valley Authority 09/02/20 3pp 50945 200-50945 210 

890?3tf)277 Forwards "Chickamauga Rosorvoir 1988 Fisheries Monitoring Cove Rote 
none Results” Util plans lo relocato block nets at uppermost cove (Sowoo Crook) to 
obtain more representative sample Irom outside rosorvoir drawdown zone 
SCHMIERBACRM Tcnnessoe Valley Authority 09/07/21 WIGGINS, GP Tonnossoo, 
Stale Ol 2pp 50785 204 50705 269 

-8907310316 "Chicamauga Rosorvoir 1908 Fisliories Monitoring Cove Rotonono Ro 
suits " 

POWELL, DH Tennossoe Valley Authority TVA/Wfl/AB- 09/7 09/06/30 64pp 
50785 206 50705 269 

8908100262 Forwards monthly operating repls lor Jut 1909 for Sequoyah Nuclear Plant 
& Rev 22 to ' Ollsilo Dose Calculation Manual Changos " 

RAV.MJ Tennessee Valley Authority 09/08/15 Documont Control Branch (Oocu 
ment Conlro) Desk) Ip 50937 276 50937 295 

-8908180329 Monthly operating repts lor Jul 1989 lor Sequoyah Nuclear Plant 
HOLLOMAN TJ Tennossoo Valley Authority 89/07/31 Bpp 50937 277-50937 284 

-8908160330 Rov 22 lo Ollsilo Dose Calculation Manual Changes " 

’ Tennessee Valley Authority 80/08/15 llpp 50937 285 50937 295 


S, Feporlablo occurrences, LERs & related correspondence 

8907280375 LER 89 006 01 on 0902 16, auxiliary bldg waste packaging area door Alt! 
breachod vv/o issuance ol broaching permit Caused by incomplete door 
tdenlilication, inadequate programmatic control 8 personnel oversight Door Am 
closed W/890725 Itr 

PROFFITT, J W , BYNUM, J R Tonnossoo Valley Authority 89/07/25 6pp 50707 233 
50707 230 

8907310022 LER 08 047 01 on 001225, erratic loedwaler controls caused leodwnlor iso 
fation on hi-in steam generator (S/G) lovol 8 resulted in ronctor trip Caused by dillicul 
ly in conlrolling S/G levels Valve controllers lino tuned W/090725 Itr 
SPENCER, SW. BYNUM, JR Tonnossoo Valloy Authority 09/07/25 9pp 50709 271 
S0709 273 

8908100143 LER 09 020 00 on 890705, observed that ronctor vessel lovot indicating sys 
upper range indicator was indicating high as compared lo redundant channel Caused 
by inadequate channel chocks duo lo inadequate procedure W/090003 Itr 
PROFFITT, J W , BYNUM, J R Tennessee Valley Authority 09/00/03 5pp 50870 235 
50078 239 

B 90 B 1 400 9 1 LER 89 003 01 on 0902 lO.motor driven auxiliary loedwaler pump 1A-A 
started following control power interruption to 6 9 kV shutdown board 1A A Caused by 
breaker 204 opening Personnel verified pump I A A starting W/890009 Hr 
PROFFITT J W , BVnuM.J R Tonnossoo Valley Authority 89/00/09 Opp 50090 342- 
50890 349 

8908160012 LER 89 0t9 00 on 890713 containment vontilalion isolation occurrod Irom 
radiation monitor 1-RM 90 131 Caused by grounding ol hnndswitch HS 90 
138A2 Operations supeivisor verified alarm lo bo lalso 8 unit recovered W/890810 Hr 
WHITTEMORE.C H , BYNUM JR Tennessee Valley Authority 89/00/10 7pp 
50926 176 50926 182 

890 B 160 24 9 LER 89 021 00 on 090713 lire protection sys questioned when lire door 
failed to close during survoillanre instruction 237 2 Caused by inadequate technical 
evaluation of deficiency Work Request B252362 replanned W/890014 In 
HIPP.GA BYNUM, J R Tennessee Valloy Authority 09/00/14 7pp 50924 313 
50924 319 

8908230263 ROon 880016 Limiting Condition lor Operation 30 5 entered duo to moper 
ability ol all tour diesel generators Caused by lack ol performance ol adequate survoi! 
lance test on Rio) oil in 7 day fuel oil lank Surveillance lest complolod 
LAPOINT ,J T Tennessee Valley Authority 89/00/17 Document Control Branch (Doc- 
ument Control Desk) 2pp 51016 027 51016 028 

8908250009 LER 69 022 00 on 090722, power ranno excore detector N 43 on unit (ailed 
during operation 8 declared inoperable Caused by madoqualo procedure Survoillanco 
Instruction St-178 revised to correct deficiencies W/090821 Itr 
HIPP.GA, BYNUM, JR Tennessee Valloy Authority 89/00/21 Gpp 51017 209 
51017 2H 

8908260125 LER 87 030 02 on 890620 & 0704 lour standby diesel generators started 
dee to blown fuse in remote emergency start circuitry 8 125 volt dc vital battery board 
It Caused by detective luse Fuses replaced W/890Q23 Hr 

HIPP.GA BYNUM, JR Tennessee Valloy Authority 89/08/23 6pp 51042 270 * 

51042 275 


V Operator Examinations 


8908010125 Forwards Exam Ropt 50 327/OL 89 01 on 090512 far bolh units 
PEEBLES, T A Region 2, Ofc of the Director 89/07/17 KINGSLEY, O D Tennessee 
Valley Authority 2pp 50754 207 50754 324 

-8908010127 Exam Rept 50 327/OL 89-01 on 890512 Exam results reactor oeprator 
applicant passed written reexam Rept for both units 

RAPP.CW, CASTO.C A Region 2, Ofc of the Director 09/07/17 29pp 50754 289- 
50754 317 

--890B01Q128 Forwards commenls 8 recommendations from Sequoyah training stafl re 
NRC license exam, Section 4,gwen to LW Chandler on 890512 Pro exam agreement 
end 

RAY, ML Tennesseo Valley Authority 09/05/18 BROCKMAN, K Region 2, Ole ol Iho 
Director 7pp 50754 310 50754 324 
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F Security, medical, emergency & lire protection plans 

8908110095 Forwards "FEMA Final Rept on Sequoyah Nuclear Plant Emergency Re 
sponso Exorclso,” conducted on 881214-15 No deficiencies noted Scenario should bo 
developed tor next full scale exercise to test areas requiring correclion 
WILSON.B A Assistant Director lor Inspection Programs 89/07/20 KINGSLEY, O D 
Tennossoo Valley Authority 2pp 50095 093 50895 154 

0900000111 Forwards Rov 20, Suppl 2 to physical security/ contingency plan Rev with 
hold (ref tOCFR73 21) 

RAY.MJ Tonnessoo Valley Authority B9/08/0I Document Control Branch (Docu- 
ment Control Desk) 2pp 50055 259-50855 260 

0908090327 Forwards Safeguards Insp Repts 50 327/89 17 & 50 328/89 17 on 
890522 26 & notice of violation Notice ol violation withhold (rof 10CFR2 790(d) 8 
73 21)) 

WILSON.B A Assistant Diroclor (or Inspection Programs 09/00/01 KINGSLEY.O D 
Tennessee Valley Authority 2pp 50890 034 50090 036 

-8900090440 Parlinlly withhold Safeguards Insp Repts 50 327/09 17 8 50 329/89 17 
on 890522-26 (rot 10CFR2 790(d) 8 73 21)) Violations noted Meier areas 
inspoctod physical security program for power reactors & protected area alarms 
TOBIN.W J Region 2, Ole ot the Director 89/07/28 Ip 50800 036-50B90 036 

0905210018 Forwards Insp Repts 50 327/89 18 & 50 320/89-10 on 090606 0705 8 
notice of viotalion 

WILSON.B A Assistant Director tor Inspection Programs 09/08/10 KINGSLEY, OD 
Tonnesseo Valley Authority 3pp 50970 329 50970 355 

-0900210021 Insp Repts 50 327/09 18 8 50 328/89 18 on 090606 0705 Violations 
noted Ma|or aroas inspected operational safety verification control room 
obseivations.sys lineups, radiation promotion, safeguards, operations porformanco 8 
housekeeping 

JENISON.K Region 2, Ole ol Iho Director 89/08/10 22pp 50970 334 50970 355 

0908210212 Suppl t to Gunoric Ltr 09 07 to all operating plants, applicants tor OLs & 
holdors ot CPs ro power reactor safeguards contingency planning lor surlaco vehicle 
bombs Svc list oncl 

PARTLOW.JG Associate Director for Protects (Post 07041 1) 09/00/21 Consolidat- 
ed Edison Co of New York, Inc 55pp 51036 001-51036 056 


P Operating license stogo documents & correspondence 

0907180211 Generic Ltr 09 13 lo all holdors o( OLs or CPs lor nuclear power plants ro 
svr wator sys problems affecting safety related equipment Svc list oncl 
PARTLOW.JG Associate Director tor Protycls (Post 870411) 89/07/18 Consolidat- 
ed Edison Co of New York, Inc 53pp 50735 001 50735 054 

0007310213 Roquosls response to potential discnmmatory action against TVA employ 
oos within 30 days ol Itr dnlo.lo dotormmo whotlier enforcement action necessary to 
onsuro compliance w/ regulatory requirements 

CRUTCHFIELD.D Associate Director lor Special Projocls (Post 090101) 89/07/20 
KINGSLEY.O D Tonnossoo Valley Authority 4pp 50736 232 50736 235 

8907270105 Advises that 890505 Rev 6 to corporate nucloar performance plan 
acceptable Changos given in Rev 6 to corporate nucloar performance plan do not 
atfect conclusions ol stall SER on corporate nucloar performance plan 
BLACK.S Assistant Director lor Proiocts 09/07/21 KINGSLEY.O O Tennessee 
Vatloy Authority 3pp 506B3 325 50683 327 

8907280197 Forwards safely evaluation re silicone rubber insulated cables Anaconda 8 
Rockbestos cables at plant environmentally qualified for intended function at plant lor 
40 yrs 

BLACK.S Assistant Director (or Propels 89/07/21 KINGSLEY.O D Tennosseo 
Valley Authority 2pp 50705 331 50705 336 

-0907280199 Safety evaluation ro silicone rubber insulated cables Anaconda 8 Rock- 
boslos cables at plant environmentally qualified tor intended function at plant 8 use 
acceptable for 40 yrs 

* Office of Nuclear Reactor Regulation, Diroclor (Post 870411) 09/07/21 4pp 
50705 333 50705 336 

8908090520 Responds lo 890720 ltr re JW Von Weisenestem complaint undor Energy 
Reorganization Act Section 210 Util to tako action to seo that distribution ol 090525 
memo not misused re blacklist ol individuals raising safety concerns 
KINGSLEY OD Tennessee Valloy Authority 89/07/27 CRUTCHFIELD.D Associate 
Director for Special Projects (Post 890101) 5pp 50881 330 50881 334 

8908040177 Forwards lablo ol unrecognizable issues clanked in SIMS printout end in 
090627 Itr Table should be used in preparing requested update ol SIMS data base 
BLACK.SC Assistant Director tor Projects 89/07/28 KINGSLEY OO Tennessee 
Valley Authority 6pp 50799 239 50799 244 
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890B070377 Requests temporary waiver for compliance w/ Surveillance Requirement 

4 4 1 1 a to ensure amiability of Mow paths for venting ncncondensibles or steam from 
reactor vessel head until emergency Tech Spec amend can be processed 

' Tennessee Valley Authority 89/07/28 Document Control Branch (Document Con 
trol Desk) 2pp 50B54 187-50054 180 

8908030309 Advises that based on completed exam & that of contractors to date, no 
restrictive clauses found which could prevent employee from contacting NRC about 
otsnlial safety issues 

INGSLEY.O 6 Tennessee Valley Authority 89/07/31 CRUTCHFIELD, D Associate 
Director for Special Projects (Post 890101) 3pp 50792 356-50792 360 

8908090419 Forwards Amends 121 & 110 to Licenses DPR-77 & OPR-79, respectively 

5 safely evaluation Amends revise Tech Specs to increase base current value for 
containment air return fans in Surveillance Requirement 4 6 5 6 from 26 to 32 am 
peres 

BLACK.S TVA Protects Division 69/07/31 KINGSLEY, O D Tennessee Valley Au 
thorily 2pp 50884 290-50884 307 

-8908090430 Amends 121 8 110 lo Licenses DPR 77 & DPR-79, respectively, revising 
Tech Specs to increase base current value for containment air return fans in Surveil 
lance Requirement 4 6 5 6 from 28 to 32 amperes 
BLACK.S TVA Projects Division 89/07/31 9pp 50884 292 50864 300 

-8905090448 Safety evaluation supporting Amends 121 & 110 to Licenses DPR-77 S 
DPR- 79, respectively 

■ Olfice of Nuclear Reactor Regulation. Director (Post 87041 1) 89/07/31 4pp 
50884 301-50884 301 

-8905090451 Requests FR publication of notice ol issuance ol Amends 121 8 110 to 
Licenses DPR-77 & DPR-79 Amends revise Tech Spec Surveillance Requirement 
4 65 6 by Increasing current value for containment air return fans from 26 to 32 am- 
peres 

BLACK.S Assistant Director for Projects 89/07/31 NRC • Mo Detailed Affiliation 
Given 3pp 50884 305 50884 207 

8908050061 Documents NRC response to util requesl lor waiver of compliance tor Sur- 
veillance Requirement 4 4 11 a re reactor vessel head vent sys Waiver granted on 
890731 lo return power to vent head sys lor both units 

CRUTCHFIELD, D Associate Director lor Special Projects (Post 890101) 89/08/02 
KINGSLEY, OD Tennessee Valley Aulhorily 3pp 50826 165 50826 167 

8908080100 Applicaiion for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 89 38 Amend revises schedule tor Surveillance Reqmremenl 4 4 11 a to 
defer requirement to lock manual isolation valves until next refueling outage 
RAY.MJ Tennessee Valley Aulhorily 89/08/02 Document Control Branch (Docu- 
ment Control Desk) 2pp 50857 034 50657 043 

-8905060102 Proposed Tech Specs 3/4 4-27 for Unit t & 3/4 4 34 lor Unit 2 re surveil- 
lance requirement to lock manual isolation valves 
' Tennessee Valley Authority 89/0B/O2 8pp 50857 036-50857 043 

890B090391 Forwards request for addl info re 890810 Tech Spec Chango Requesl 88- 
03 re low temp overpressurizalion protection sys Requests info within 45 days of Hr 
receipt 

BLACK.S Assistant Director tor Projects 89/08/02 KINGSLEY.OD Tennessee 
Valley Aulhorily. 3pp 50862 066-50862 068 

890B110036 Forwards Amends 122 & lit to Licenses OPH-77 & DPR-79, respectively 

6 safoty evaluation Amends modify Tech Specs to remove inappropriate testing re- 

S jiremenls ra auxiliary bldg gas treatment sys 
LACK,S Assistant Director for Projecls 89/08/03 KINGSLEY.OD Tennessee 
Valley Authority 3pp 50908 157-50908 176 

-8905110939 Amends 122 & 111 to Licenses DPR-77 & DPR-79, respectively, modifying 
Tech Specs lo remove inappropriate testing requirements re auxiliary bldg gas Peat- 
men! sys A add requirements re auxiliary bldg vanlilation exhaust 
BLACK.S Assistant Director for Projecls 69/08/03 12pp 50908 160-50908171 

-8908110043 Safety evaluation supporting Amends 122 & 111 to Licenses DPR 77 & 
DPR 7 9, respectively 

* Office of Nuclear Reactor Regulalion Oireclor (Post 670411) 89/00/03 5pp 
50908 172-50908 176 

8908110328 Forwards safely evalu alien re rmcrobiologically induced corrosion 
program Inclusion ol structural sleeve werd repair method in util original request lor 
relief & corrosion program acceptable 

BLACK.S, Assistant Oirector lor Projects 89/0B/03 KINGSLEY.OD Tennessee 
Valley Aulhorily 3pp 50894 002-50894 011 

- 59081 10329 Safety evaluation supporting inclusion ol alternate repair method to detecl 
microbiologic ally-induced corrosion in previously granted request lor relief from ASME 
Sec lion XI Code repair requirements 

* Olfice ol Nuclear Reactor Regulalion. Director (Post 870411) 89/08/03 7pp 
50894 005 50854 01 1 

8908100167 Provides rev to commitment made in util 870810 Itr to NRC re SER on 
short circuit study, medium voltage (6 9 kV) sys Detailed description a implementation 
schedule lor resolution ol issue will be submilled to NRC by 891020 
RAY.ML Tennessee Valley Aulhorily 89/08/04 Document Control Branch (Docu- 
ment Control Desk) 3pp 50885 225 50885 227 

8905180082 Summary ol 890721 meeting w/util 8 Impell in Rockville MD re licensee 
employee concerns programs 

CRAEG.J W Associale Director for Special Projects (Post 890101) 89/08/04 Associ- 
ate Director for Special Proiecls (Post 890101) 67pp 50969 010 50969077 

8905189140 Forwards public nolice lor plant for publication in 890808 Challanooga 
New-Free Press & Challanooga Times Advertising order approving publication also 
enct 

BLACK.S Assistant Director lot Projects 89/08/04 ROBINSON, L Chatlanooqa Pub- 
lishing Co 9pp 50969 1 18 50969 126 

8908140426 Forwards info re methodology m use for maintaining secondary drawings & 
converting drawings to cortligurahon control drawings 

RAY.MJ Tennessee Valley Authority 89/08/07 Document Control Branch (Docu- 
ment Conlrol Desk) 2pp 50911 935 5091 1 036 


8908150033 Application (or amends lo Licenses DPR-77 8 DPR 79, consisting ol Tech 
Spec Change 89-37,revismg Tech Spec 3 5 I 1 to address failure to mee! surveiPa«e 
requirements for cold leg accumulator level & pressure instrumentation 
RAY.MJ Tennessee Valley Aulhorily 89/08/07 Document Conlrol Branch (Docu- 
ment Conlrol Desk) 3pp 50926 091-50926 102 

• 6908150034 Proposed Tech Spec Limiting Condition for Oporalion 35 1 1 re cold teg 
injection accumulator 

• Tennessee Valley Authority 89/08/07 9pp 50926 094 50928 102 

8908160342 Roquesls withdrawal ol 851223 application (or disposal Of oxempl trash cm 
10CFR20 302 

RAY.MJ Tennessee Valley Aulhorily 89/08/09 Document Control Branch (Docu- 
ment Conlrol Desk) 2pp 50930 247 50930 240 

8908180199 Forwards renewal applications lor Certilicatos or Operation 4159- 
201 99997-0 1 C & 4150 20199997-03C 

SCHMIERBACH.M Tcnnessoo Valley Authority 09/08/09 CROPP.JW Challanoogi 
Hamillon County Air Pollution Conlrol Bureau, Challanooga, TN 6pp 5096535X 
50965355 


8008170180 Submits addl inlo re 890807 applicaiion lor amends to Liconsss DPR 77 & 
DPR 79,addmg action slatomonts to address failure lo meol surveillance requirements 
for cold leg accumulator water levol 8 pressure instrumentation 
MEDFORD, MO Tennosseo Valley Aulhorily 89/00/10 Document Conlrol Branch 
(Document Control Desk) 2pp 50938 226 50938 231 

-6908170182 Proposed Tech Specs re limiting condition lor operation & surveillance re- 
quirements for cold leg accumulators 

* Tennessee Valley Authority 89/08/10 4pp 5093B 228 50930 231 

8908220288 Forwards Amends 123 & 112 to Licenses DPR 77 8 DPR-79, respectively 
& safety evalualion Amends temporarily revise Survoillanco Requirement 4 4 11a ol 
Section 3/4 4 11. "RCS Vonts" to require manual isolation valves lo bo open 
LIAW.BD TVA Projecls Division 89/08/11 KINGSLEY.OD Tennosseo Val'oy Au- 
thorily 3pp 50998 308-50998 324 

-8908220292 Amends 123 & 1 12 lo Licenses DPR 77 8 DPR 79, respectively, femporar- 
ily revising Surveillance Requiremonl 4 4 1 1 a ol Section 3/4 4 It, ‘RCS Vcnls" to re- 
quire that manual isolation valvos lor vossol hoad venl sys be locked open 
LIAW.BD TVA Projecls Division 89/08/11 Opp 50998 311 50998 318 

-8908220298 Safety evaluation supporting Amends 123 8 112 to Licensos DPR 77 4 
DPR-79. respectively 

• Office ol Nuclear Reader Regulalion, Diroctor (Post 070411) 89/08/11 6pp 
50998 319 50998 324 


890B220327 Forwards Amends 124 8 113 to Licenses DPR-77 8 0PR-79, respeciwety 
& safety evaluation Amends temporarily add two addl action statement lor Limiting 
Condition lor Operation 3 5 11, "Cold Log Inaction Accumulators " 

CRUTCHFIELD.D Associato Diroctor lor Spocial Projects (Post 890101) 89/08/11 
KINGSLEY.OD Tennessee Valley Aulhorily 3pp 50994 258 50094 275 

-8908220329 Amends 124 & 113 to Licenses DPR 77 & DPR 79, respectively, tempo'** 
ily adding two addl aclion slatemenls lor Limiting Condition lor Operation 3 5 1,1 
LIAW.BD TVA Projects Division 89/08/11 lOpp 50994 261-50994 270 

-8908220333 Safety evalualion supporting Amends 124 8 113 lo Licensos DPR-77 4 
DPR-79, respectively 

• Ollico ol Nuclear Roactor Regulation, Director (Post 070411) 89/08/11 5pp 
50994 271-50904 275 


8908230397 Forwards Amends 125 8 114 to Licensos DPR 77 8 0PR-79, respectively 
8 salety ovaluBliDn Amends modify Tech Specs lo revise Table 3 3-t2, "Radioactive 
Liquid Effluent Monitoring Instrumentation ” 

BLACK.S Assistant Director lor Protects 09/08/14 KINGSLEY.OD Tennessee 
Valley Authority 2pp 51015 310-51015 323 

-8908230399 Amends 125 & 114 lo Licensos DPR-77 8 DPR 79, respectively, rtwung 
Tech Specs Table 3 3 12, ’'Radioactive Liquid Eflluent Monitoring Instrumentation 
BLACK.S Assistant Director lor Projects 89/00/14 9pp 51015 312 51016 320 

-8908230401 Salety evaluation supporting Amends 125 8 114 lo Licenses DPR 77 4 
DPR-79.respeclively 

" Ollice of Nuclear Reactor Regulation, Director (Post 070411) 89/00/14 3pp 
51015321-51015323 


8908160262 Forwards monthly operating repls for Jut 1909 lor Sequoyah Nuclear Planl 
& Rev 22 to "Olfsito Dose Calculation Manual Changes " 

RAY.MJ Tennessee Valley Aulhorily 09/00/15 Document Control Branch (Oocu 
mant Conlrol Desk) Ip 50937 276 50937 295 

--890B160330 Rev 22 to "Oflsito Dose Calculation Manual Changes " 

• Tennessee Valley Authority 89/08/15 llpp 50937 285 50937 295 

8908180339 Confirms 890009 wilhdrawal ol application lor permission lo dispose Of low 
activity radwaste in sanitary landlill.per 10CFR20 302 

BLACK.S Assistant Director lor Proiecls 89/08/17 KINGSLEY.OD Tennessee 
Valley Authority 2pp 50970 192 50970 193 

8908230363 Forwards comments on NRC contractor draft rept summarizing COMMIX 
computer code results lor mam slcam line break event in toe condenser 
containment COMMIX results overly conservative when applied lo local containment 
temps 

RAY.MJ Tennessee Valley Authority 89/08/17 Document Conlrol 8raneh (Docu- 
ment Control Desk) 8pp 51015324 51015331 

8908230387 Forwards response to NRC 890601 request lor addl info re Tech Specs 
Change 52 concerning TMl Hem II B 1. "RCS High Point Vents " 

RAY.MJ Tennessee Valley Authority 89/08/18 Document Control Branch (Docu- 
ment Conlrol Desk) 9pp 51005 259-51005 267 



DOCKETED ITEMS 103 


Q. Inspection reports, IE Bulletins & correspondence 

6906015125 Forwards Exam Repl 50 327/OL 89 01 on 890512 lor both units 
PEEBLESJ A Region 2, Ole ol Ihe Oireclor 99/07/17 KINGSLEY, OD Tennessee 
Valley Authority 2pp 50754 287-50754 324 

-6903010127 Exam Rept 50-327/OL 89 01 on 890512 Exam results reactor oeprator 
applicant passed written reexam Rept lor both units 

RAPPCW Region 2. Ofc ot the Director 89/07/17 29pp 50754 209 50754 317 

6907200019 NBC Info Notice 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co ol New York, Inc I06pp 5071 1 333 50712 078 

8903010206 Responds to NRC 890626 Hr re violations noted in Insp Repts 50 327/09 
15 8 50 328/89- 15 Corrective actions individuals counseled 8 made aware ot rospon 
sibility to maintain configuration control log 

MEDFORD, M O Tennessee Valley Authority 89/07/26 Document Control Branch 
(Document Control Desk) 8pp 50756 101 50756 108 

6908030236 Forwards response to unresolved item noted in Insp Repts 50 327/88 12 & 
50 328/8B12 re waier hammer caused by rapid feedwater check valve 
closure Evaluation ot pipe altachmenls & solo failure ol pipe supports completed 
RAY, ML Tennessee Valley Authority 89/07/31 Document Control Branch (Docu- 
menl Control Desk) 3pp 50773 115 50773 117 

8908030259 Forwards order imposing civil monetary penalty in amount ot S50.000 for 
violations noted re excessive cooldowns following reactor trips & effect on shutdown 
margins 

UEBERMAN.J Ofc of Enforcement (Post 870413) 89/00/01 KINGSLEY, O D Ten 
nesseo Valley Authority 2pp 50793 021 50793 030 

-8906030263 Order imposing civil monetary penalty in amount of S50.000 lor violations 
noted during 880711-15,0822-23 & 1116 1201 Insps Evaluation & conclusion end 
UEBERMAN.J Ofc ol Enforcement (Posl 870413) 89/08/01 Tonnessee Valley Au- 
thority 4pp 50703 023 50793 030 

8908030266 EN 89 017Aon 890801, order imposing civil penalty In amount o( S50.000 
issued to licensee Aclion based on violation re failure to identify dial RCS temp not 
being adequately controlled Mitigation ol civil penalty not warranted 
TROSKOSKI.W, UEBERMAN.J Ole of Enforcement (Post 070413) 89/08/01 Ip 
50786 340 50706340 

8908090327 Forwards Safeguards Insp Ropls 50-327/09 17 & 50-320/89 17 on 
890522-26 & notico of violation Notice of violation withheld (rol 10CFR2 790(d) 6 
73 21)) 

WILSON, BA Assistant Director lor Inspection Programs 69/00/01 KINGSLEY, OO 
Tennosseo Valley Authority 2pp 50090 034 50000 036 

-8908090449 Pailially wilhhold Safeguards Insp Repts 50 327/09 17 & 50 329/09-17 
on 890522-26 (ref 10CFR2 790ld) & 73 21)) Violations noted Major areas 
inspected physical security program lor powor reactors & protoclod aroa alarms 
TOBIN, W J , MCGUIRE.D R Region 2. Ole ol the Director 09/07/20. tp 50890 036 
50890 836 

6908150273 Ack recoipl ol 890720 Itr informing NRC ot steps taken to correct violations 
noted in Insp Repts 50 327/89-16 & 50 328/89-16 

WILSON, BA Assistant Director lor Inspection Programs 89/08/02 KINGSLEY.OD 
Tennessee Valley Authority, 2pp 50917 034 50917 035 

5907270121 Suppl I to NRC Bulletin 88 010, "Nonconforming Molded Case Circuit 
Breakers ” Svc list end 

ROSSI, CE Division ol Operational Evonls Assessment (Post 070411) 89/08/03 
Consolidated Edison Co ot New York, Inc lOOpp 50904,140 50904 253, 

5907260169 NRC Inlo Notice 09-058, "Disablement ol Turblno Driven Auxiliary Feed 
water Pump Duo lo Closure ol One of Parallel Sloam Supply Valves " Svc list oncl 
ROSSI.CE Division ol Operational Events Assessment (Post 070411) 09/00/03 
Consolidated Edison Co ol Now York, Inc 106pp 50900 005-50900.1 10 

89Q8070049 Forwards order imposing civil monetary ponally Issued lo TVA on 890801 
(or transmittal lo FR lor publication W/o end 

UEBERMAN.J Otc ol Enforcement (Post 870413) 89/00/03 LESAR.MT Regulatory 
Publiealions Branch Ip 50826 049-50826 049 

8908110189 Advises that schodulo for completing work re essential raw cooling waier 
pumphouse & roadway access cells, per Insp Ropts 50 327/08 12 & 50-320/08 12 ac- 
ceptable 

BLACK.SC Assistant Director for Proiocls 89/08/04 KINGSLEY.OD Tennessee 
Valley Authority 3pp 50900' 154-50908 156 

8908220075 Forwards Insp Repts 50 327/09 1 1 & 50-320/89-11 on 890826-30 & notice 
of violation 

WILSON, BA Assistant Director for Inspeclion Programs 89/00/00 KINGSLEY.OD 
Tennossee Valley Authority 2pp 50976 290 50976 300 

-8908220077 Notice of violation from Insp on 890626 30 Violation noted failure lo In- 
struct workers in use &. operation ol radiation monitor Ludlum-3QO 
WILSON, BA Assi slant Director for Inspection Programs 09/08/08 2pp. 50976 292- 
50976 293 

-8908220970 Insp Rapts 50 327/09-11 8 50-328/09-11 on 090826 30. Violations 
noted Major areas Inspected radiation protection program.follow up on provlous in- 
spector identified items & IE Inlo Notices 

COLLINS.T R , POTTER.J.P Region 2, Ofc of Ihe Director 09/00/01 7pp 
50976 294 50976 300 

890821001B Forwards Insp Repls 50 327/89 18 8 50-328/89 10 on 890606 0705 8 
nolicacf violation 

WILSON, BA Assistant DJroclor (or Inspection Programs 09/00/10 KINGSLEY.OD 
Tennessee Valley Authority 3pp 50970,329-50970 355 

-8908210020 Notice of violation from insp on 890606 0706 Violation noted.Unit 2 oper- 
ated at 100% power w/o operable Ice bed femp monitor/ record or In main control 
room 8 Ice bed lamp at local Ice condenser temp monitoring panel not determined 
WILSON, BA Assistant Director for Inspection Programs 89/08/10 2pp 60970 332- 
50970 333 


-8908210021 Insp Repts 50 327/89 18 & 50-328/89 18 on 890606 0705 Violations 
noted Major areas inspected operational safely verification, conlrol room 
observations, sys lineups, radial ion protection. safeguards, operations partormance & 
housekeeping 

JENISON.K Region 2, Ofc ot Ihe Director 89/08/10 22pp 50970 334 50970 355 

8908210177 Ack receipt of 89D726 Itr informing NRC of steps taken lo correct violations 
noted m Insp Repls 50 327/89 15 8 50-328/89 15 

WILSON. BA Assistant Director for Inspection Programs 89/08/10 KINGSLEY.OD 
Tennessee Valley Authority 2pp 50964 262-50964 263 

8908100128 NRC Into Notico 89-059, "Suppliers ot Potentially Misrepresented Fasten 
ers " Svc list end 

ROSSI.CE Division ot Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co of Now York, Inc 106pp 50D92 315 50993 060 

89082 1D063 Advises that commitment to declassify features ol auxiliary essential raw 
cooling water sys.old essential raw cooling walei pumps 8 associated equipment/ 
piping met, per integrated design insp, item D2 2 6 

RAY.M J Tennosseo Valley Authority 89/08/16 Document Conlrol Branch (Docu- 
ment Conlrol Desk) 2pp 50994 136 50994 137 

8908140065 NRC Inlo Nolice 89 060, ' Maml ol Telolhorapy Units " Svc list end 
CUNNINGHAM. R E Division of Industrial & Medical Nuclear Salety (Posl 870729) 
89/08/ IB Consolidated Edison Co ol Now York, Inc 107pp 50993 061-50993 166 

0908230375 Submits revised commitments lo 851115 response to Insp Repts 50 327/ 
05 05 & 50 328/85 05 Corrective actions evaluation ol oil measuring 8 test equipment 
out of tolerance repls will be completed 

RAY.M J Tennessee Volley Authority 89/06/18 Document Control Branch (Docu- 
ment Conlrol Desk) 2pp 51005 244 51005 245 

890B160129 Suppl 2 to NRC Info Notice 80 048, "Licensee Rept of Defective Refur- 
bished Vatvos Svc list oncl 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of New York, Inc lOOpp 50990 039 50990 137 


R Periodic operating reports & related correspondence 


8907310277 Forwards "Chickamauga Reservoir 1900 Fisheries Monitoring Cove Rote 
none Results " Util plans to relocate block nots at uppermost cove (Sewee Crook) lo 
oblaln more reproBenlativo sample Irom outside reservoir drawdown zone 
SCHMIERBACH.M Tonnesseo valley Authority 89/07/21 WIGGINS.G P Tennosseo, 
Slate ol 2pp 50705 204-50705 269 

-8907310316 "Chlcamauga Reservoir 1988 Fisheries Monitoring Cove Roienono Re 
suits " 

POWELL, D H Tennesson Valley Authority TVA/WR/AB -89/7 80/06/30 64pp 
50705 206 50785 269 

8908160262 Forwards monthly operating repts lor Jul 1989 (or Sequoyah Nuclear Plant 
8 Rev 22 to "Ollsilo Dose Calculation Manual Changes " 

RAY.M J. Tennosseo Valley Authority 69/08/15, Document Control Branch (Docu 
mont Control Dosk) Ip 50937 276 50037 295 

-8908180329 Monthly operating ropts lor Jul 1909 lor Sequoyah Nuclear Plant 
HOLLOMAN, T J Tennosseo Valley Authority 89/07/31 8pp 50937 277 59937 284 


S. Reportable occurrences, LERs & related correspondence 


8900070210 LER 89 009-00 on 890829,11 nulling Condition lor Operation 3 03 entorod 
due to (allure to comply w/actlon statement in Tech Spec On 890504, discovered that 
ice condenser bod temp recorder not printing W/090731 Itr 
WHITTMORE.C H , BYNUM, JR Tennossee Volley Authority. 89/07/31 4pp 
51015111-51015114 


8906140121 LER 89 008 00 on 800710,roactor trip occurred on high negative flux rate 
as nolod on Mat out annunciator Causod by dropped rod Action plan established to 
syslomallcally troubloshoot sys lo determine operability, W/890B09 Itr 
PROFFITT, J.W . BYNUM, JR. Tennessee Valley Authority 09/08/09 1 1pp 

50 B 90 '3 50 50890.360 


8908230283 RO on 89081 6, Limiting Condition lor Operation 3 0 5 enlored due to Inopor 
ability of all (our diesel generators Caused by lack ol performance of adequate surveil- 
lance tost on fuel oil In 7-day luol oil lank Surveillance lest completed. 

LAPOINT ,JT. Tennessee Valley Authority 80/06/17 Document Control Branch (Doc- 
ument Control Dosk) 2pp 51016 027-51016 020 


V. Operator Examinations 


8908010125 Forwards Exam Rept 60 327/OL 89-01 on 890512 lor both units 
PEEBLES, T.A, Region 2, Ole ol the Director. 89/07/17, KINGSLEY.OD Tennessee 
Valley Aulhonty. 2pp 50754 287-50764 324 

-8908010127 Exam Repl 50 327/01-89-01 on 690512 Exam results reaclor oeprator 
applicant passed written rooxam Repl lor both units 

RAPP.CW , CASTO.C A Region 2, Ofc ol the Director 89/07/17 2Qpp 60754 289- 
50754,317. 

-8908010128 Forwards comments & recommendations Irom Sequoyah training stall ra 
NRC license exam, Section 4,glven lo LW Chandler on 890512 Pro -exam agreement 
ertcl. 

RAY.M L Tennessee Vallay Authority 89/05/18 BROCKMAN.K Region 2, Ole of the 
Director 7pp 50754 318-56754 324 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 
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A. Application/conslruction stage documents & correspondence 

£907190211 Generic Ltr 89-13 to all holders of Ols or CPs for nuclear power plants re 
svc water sys problems a fleeing safety related equipment Svc list encl 
PARTLOWJG Associate Director for Protects (Post 870*11 1) 89/07/18 Consolidat- 
ed Edison Co ot New York Inc 53pp 50735 001-50735 054 


F Security, medical, emergency a fire protection plans 


8908140085 NRC Into Notice 89 060, ‘ Main! of Telelherapy Units ’’ Svc list enri 
CUNNINGHAM, R E Division ol Industrial & Medical Nuclear Saletv iPnti ma-, 
89/OB/ 18 Consolidated Edison Co ol New York, Inc I07pp 50993 061 50993 1<- 

8900160 129 Suppl 2 to NRC Into Notice 88 048, "Licensee Rept of Oeferkm d a 
bished Valves " Svc list end w,ve 

ROSSt, CE Division of Operational Events Assessment (Post 87041 1) sumo,-. 
Consolidated Edison Co ot New York, Inc lOOpp 50090 039 50990 137 ° “ 


8908210212 Suppl l to Generic Ur 89 07 to all operating plants, applicants for OLs & 
holders of CPs re power reaclor safeguards contingency planning for surface vehicle 
bombs Svc list encl 

PART LOW J G Associate Director for Projects (Post 870411) 89/08/21 Consolidat 
ed Edison Co of New York, fnc 55pp 51036 001 51038 056 


I. Financial information 

8908110100 Forwards response to util 850607 Hr re Bills D0164 & D0185 lor plant OL 
application review costs by various progiam ofes through June 1964 
HOLLOWAY ,CJ License Fee Management Branch (690205 890826) 89/07/20 
BERRY, KW Consumers Power Co 27pp 50894 164 50894 189 


O Inspection reports, IE Bulletins 4 correspondence 

6907200019 NRC Info Notice 89 057 ' Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment ’’ Svc list encl 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co ol New York, Inc 106pp 5071 1 333 50712 078 

6907270121 Suppl 1 to NRC Bulletin 88 010, Nonconforming Molded Case Circuit 
Breakers ' Svc list encl 

ROSSt, CE Division ol Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co ol New York, Inc lOBpp 50904 148-50904 253 

6967280169 NRC Info Notice 89 058, "Disablement of Turbine Driven Auxiliary Feed 
water Pump Due to Closure ot One ol Parallel Steam Supply Valves " Svc list encl 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co ol New York, Inc I06pp 50900 005 50900 1 10 

8908100126 NRC Info Nolice 89 059, ' Suppliers ol Potenlially Misrepresented Fasten- 
ers '* Svc lislend 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co of New York, Inc lOBpp 50992 315 50993 060 

8908140085 NRC Info Nolice 89 060, ' Maim ol Telelherapy Units " Svc fist encl 
CUNNINGHAM, R E Division of Industnal 8 Medical Nuclear Safety (Post 870729) 
89/06/18 Consolidated Edison Co of New York, Inc 107pp 50993 061-50993 166 

8908160129 Suppl 2 to NRC info Notice 66 048, "Licensee Rept of Defective Refur- 
bished Valves " Svc list encl 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co o( New York, Inc lOOpp 50990 039-50990 137 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


A Appllcatlon/construclion stage documents & correspondence 

89071B021 1 Generic Ltr 89 13 to all holders of OLs or CPs for nuclear power plants re 
svc water sys problems affecting safely related equipment Svc list encl 
PARTLOW.J G Associate Director lor Proiecls (Post 870411) 89/07/18 Consolidat 
ed Edison Co ol New York, Inc 53pp 50735001 50735 054 


F. Security, medical, emergency & lire protection plans 

8908210212 Suppl 1 to Generic Ltr 89 07 to all operaling plants, applicants for OLs & 
holders of CPs re power reaclor safeguards contingency planning for surface vehicle 
bombs Svc list encl 

PARTLOW.J G Associate Director for Projects (Posl 870411) 89/08/21 Consolidat- 
ed Edison Co ol New York, tnc 55pp 51036 001-51036 056 


I, Financial Information 


8908110100 Forwards response to util 850607 ltr re Bills D0164 & D0185 (or plant Ol 
applicalion review costs by various program ofes through June 1984 
S9ik 0VVAY,C J License FeQ Management Branch (890205 890826) 89/07/20 
BERRY.KW Consumers Power Co 27pp 50894 164 50894 189 


Q. Inspection reports, IE Bulletins & correspondence 

8907200019 NRC Info Nolice 89 057, "Unqualified Electrical Splices In Vendor Supplier 
Environmentally Qualilied Equipmenl " Svc list encl 

ROSSI CE Drvislon of Operalional Evenls Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York, Inc 106pp 50711 333 50712 078 

8907270121 Suppl 1 to NRC Bullelm 88 010, "Nonconforming Molded Case Circui 
Breakers Svc lisl encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York. Inc 108pp 50904*148 50904 253 

8907280169 NRC Info Notice 89 058, "Disablement of Turbine-Driven Auxiliary Feed 
RnRRf P rF P °', 0n 1 °J Para "? 1 S(eam Su PP'y Valves” Svc list encl 

°P», fa,l 0 J al E . venl3 Assessment (Post 870411) 89/08/03 
Consolidated Edison Co ol New York. Inc 106pp 50900 005 50900 1 10 

89 ers 1 ” SvUisl^nci' 110 N °" Ce 89 ° 59 ' " Suppliers ol Po!er '!ially Misrepresented Fasten 

!w^£,L^ slon /?' °p?,' al,0 ” al Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co ol New York, Inc I06pp 50992 315 50993 060 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F Security, medical, emergency & fire protection plans 


8908150112 Forwards 1909 emergency preparedness exercise objectives Ollsiter, 
ticipation limited to Linn S Benton counties smeo FEMA not evaluating 1989 eii ,,,v! 
MINECK.D L Iowa Electric Light & Power Co 89/08/08 DAVIS, B A Reaion T r£ s , 
the Director 8pp 50925 343 50925 350 s U1CW 

8908280015 Advises that closed circuit television no longer needed in support of i„ 
cal support clr.per NUREG 0570.NUREG 0737, Reg Guide 1 97 & Insp Rept Stoiir 
86 20 Television may be dismantled & removed from control room lor ceLo mv. 
MINECKDL Iowa Electric Light & Power Co 89/08/15 MURLEY.TE Office -ol 
clear Reaclor Regulation, Director (Post 07041 1) 2pp 51040 253-51040 254 

8908210212 Suppl 1 lo Generic Ltr 89 07 to all operating plants, applicant for Ols i 
holders of CPs re power reaclor safeguards conlingency planning lor surface vetuu 
bombs Svc list encl 

PARTLOW.J G Associale Director lor Projects (Post 870411) 89/08/21 Conso'di-- 
ed Edison Co ol New York, Inc 55pp 51036 001 51036 056 

8908260303 Rev 10 lo emergency plan W/890Q23 ltr 
SERRA.PL Iowa Electric Light & Power Co 09/00/23 250pp 51036 057-51036 3 *j0 


G. Adjudicatory correspondence 


8908030142 Petition lor rulemaking PRM 50 53 requesting NRC action to review undos 
risk posed by BWR thermal hydraulic Instability NRR should issue order requmng ai 
GE BWRs to be placed in cold shutdown lor slated reasons 
HIATT, S L Ohio Citizens for Responsible Energy 88/07/28 Olfice ol Nuclear Rea*, 
tor Regulation, Director (Post 870*111) lOpp 50820 143 50820 152 


P. Operating license stage documents & correspondence 


8907180211 Generic Ltr 00 13 to all holders of OLs or CPs lor nuclear power plants re 
svc water sys problems affecting salety related equipment Svc list encl 
PARTLOW.J G Associate Director lor Projects (Post 870411) 89/07/18 Consolidat- 
ed Edison Co Of New York, Inc 53pp 50735 001-50735 054 

8907270297 Responds to Generic Ltr 09 00, "Erosion/Corrosion Induced Pipe Wan 
Thinning ’’ Long term erosion/corrosion monitoring program improved by implementing 
guidelines ot NUMARC & EPRI 

MINECK.D L Iowa Electric Light & Power Co 09/07/21 MURLEYJE Office of N*j- 
clear Reactor Regulation, Director (Post 87041 1) 2pp 50704 092-50704 093 

8908170175 Requests waiver of plant observation training lor H Peterson, due lo close 
association w/operalion of commercial & naval nuclear power plants 
WRIGHT.G C Region 3, Ofc of the Director 09/08/01 PERKINS, K Operator Deem- 
ing Branch Ip 50948 016-50940 016 

8908170069 Forwards Amend 161 lo Uconse DPR 49 & safely evaluation Amend ei 
tends facility integrated plan tor 2 yrs beyond current expiration dale ol 890503 
HALL.J R Project Directorate 111-3 89/00/08, LIU.L Iowa Electric Light & Power Co 
2pp 50945.168 50945 171 

-•8908170076 Amend 161 to License OPR-49, extending facility Integrated plan for 2>is 
beyond current expiration date of 090503 

HANNON, J N Project Directorate III 3 89/08/08 2pp 50945 168 50945 169 

••8908170081 Safety evaluation supposing Amend 161 lo License DPR 49 

Office of Nuclear Reactor Regulation, Director (Post 870411) 89/08/08 Jpp 
50945 170-50945 171 


8908160384 Forwards Amend 162 to License DPR 49 & salety evalualion Amend re- 
vises Tech Spec 3 5G3 to clarity limiting condition for operation to require certain 
ECCS equipment to be available il reactor vessel drained 

HALL.J R Project Directorate 111-3 89/08/15 LIU.L Iowa Electric Light & Power Co 
2pp 50965 149 50965 158 

-8908180391 Amend 162 to License DPR 49, revising Tech Spec 3 5 G 3 lo clarify kwrl- 
Ing condilion for operalion lo require that certain ECCS equipment be available wW* 5 
work performed has potential lor draining reaclor vessel 
HANNON, JN Project Direclorale III 3 89/08/15 6pp 50965 151-50965156 

-8906180398 Safety evalualion supporlmg Amend 162 lo License DPR-49 
* Office of Nuclear Reactor Regulation, Director (Post 870411) 89/08/15 2PP 
50965157-50965 158 


8908280015 Advises that closed circuit television no longer needed in support altKNi- 
cal support clr.per NUREG-0578, NUREG 0737. Reg Guide 1 97 8 Insp Hepl 50- 33 ', 
86-20 Television may be dismantled & removed from contro! room for ceiling 
MINECK.D L Iowa Electric Light & Power Co 09/08/15 MURLEY.TE Office Of «u- 
clear Reactor Regulation, Director (Posi 07041 1) 2pp 51040 253-51040 254 


8908250301 Informs that technical concerns expressed by alleger not substantiated * 
considered closed, per 870901 allegation Concerns expressed over |ob discii-mma'** 
open un,)l Dept 01 Labor rules °h •"alter, , . , 

GREENMAN.EG. Region 3, Ofc of the Director 89/08/21 LIU.L Iowa Electric Lig™ 
& Power Co 2pp 51020 069-51020 070 
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o inspection reports, IE Bulletins & correspondence 


890S070047 Forwards Safety Insp Repl *0 331/80-09 on 090422-0602 No Violations 
"°'^ nuW i RenionO Ofc of the Direclor 09/06/16 LIU.L Iowa Electric Light & 
Poa efco 3pp 50826 020 50826 037 


, nsQ Ren| 50-331/89 09 on 890422 0602 No violations notod Major 
.8908070060 msp h r on correcllve aCll0n (or violations & deviations, onsite follow- 
area ? 1 rents of nonrouline events, operational safety, maint & surveillance 
JACKIW.I n" Region 3? O^lc'of the director 89/06/16 15pp 50826 020-50626,037 


8907280323 Forwards Safely Insp Rept 50 331/69 13 on 890619-23 No violations 

™Mpr,i n Reaion 3 Ofc of the Director 89/07/19 UU.L Iowa Electric Light 8 
Palfer Co 2pp 50735 055 50735 074 


.W7MA332 Insp Rept 50 331/89 13 on 890619 23 No violations or deviations 
(HtJaror areas inspected confirmatory measurements for in-plant radiochemical 

.. »,<* » 07 „» 

t8pp 50735057 50735 074 

«nn79flO019 NRC Into Notice 89 057, Unqualified Electrical Splices in Vendor Supplied 
C. n ^nmpniallv Qualified Equipment " SvC list end 

nrScE owison of Operational Events Assessment (Posl 870411) 89/07/26 
Comwlidated Edison Co ofNew York. Inc I06pp 50711 333 50712 078 


a aA«nBft(0i Forwards response to violations noted in Insp Repl 50 331/89-12 Re 
«nnr« withheld (ref 10CFR2 790 8 73 21) 

MiNECK D L Iowa Electric Light & Power Co 89/08/02 DAVIS, A B Region 3, Ofc ol 
ine Director Ip 50856 096 50856 096 


8908110240 Forwards Safely Insp Repl 50 331/89-11 on 890603 0721 No violations 

AXELSONWL Region 3 Ofc of the Director 89/08/02 LIU.L Iowa Electric Light & 
Power Co 2pp 50894 129-50894 143 


-8908110243 tnsp Rept 50 331/89 11 on 890603-072 1 No violations notod Major 
areas inspected licensee events & event ropl (ollowup, operational 
safely mamt surveillance balance ol plant, plant trips, regional requests, repl roviow 8 
molmeetjngs 

JACKIWIN Region 3, 0(c of the Director 89/08/01 13pp 50894 131 50894 143 


8907270121 Suppl 1 lo NRC Bulletin 88 010, ‘Nonconforming Molded Case Circuit 
Breakeis' Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 89/08/03 
Consolidated Edison Co ol Now YorK, Inc 108pp 50904 148 50904 253 


8907280169 NRC Info Nolice 89 058, ’ Disablement of Turbine Driven Auxiliary Feed 
water Pump Due lo Closure of One of Parallel Sloarn Supply Valves " Svc lisl end 
ROSSi CE Division of Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co ol New YorK, Inc 106pp 50900 005 50900 110 


S Reportable occurrences, LERs & related correspondence 

8908080304 LER 89 010 00 on 690705, Inadvertent RCIC sys isolation occurred during 
performance of steam leak detection surveillance Caused by personnel 
error Personnel involved counseled W/000731 Itr 

AXLINE.J S , HANNEN.R L Iowa Electric Light & Power Co 09/07/28 DAVIS, A B 
Region 3, Otc ol the Director 4pp 50820 049-50B28 052 

6908140280 LER 89 010 00 on 890705, RCIC inboard isolation valvo closed following re 
ceipt of logic isolation signal B Caused by personnel error Sys surveillance test proce 
dure restarled Incident incorporated into training program W/B90731 Hr 
AXLINE.J S, HANNEN.R L Iowa Efedric Light 8 Power Co 09/07/20 4pp 
50913322 50913325 


DOCKET 60-333 JAMES A. FITZPATRICK NUCLEAR POWER PLANT 


F. Security, medical, emergency 8. fire protection plans 

8908070270 Revised EPIPs.including Rev 11 to EAP-4,Rev 9 to EAP-SI.Rov to lo 
EAP-8,Rov 32 to EAP-17 8 Rev 3 10 EAP-42 8 Rev 19 lo SAP 3 
MCMILLEN.M A New York Power Authority (formerly Power Aulhonly of the State of 
New York) 09/07/31 40pp 50825 234 50825 282 

8900230216 Forwards Insp Rept 50-333/89 08 on 890604 0729 No violations noted 
WIGGINS, JT Region t, Ofc of the Director 89/08/11 FERNANDEZ, W New York 
Power Authority (formerly Power Authority of the Stale of New York) 2pp 51005 328 
51005 344 

-8906230221 Insp Rept 50 333/89 08 on 890604-0729 No violations or dovlatlons 
noted Major areas inspected plant operations, security, surveillance & 

maint, engineering & technical support 8 radiation protection 
COOK, w A Region 1, Ole ol the Director 89/08/10 I5pp 51005 330 51005 344 

8908240377 Forwards Safeguards Insp Repl 50 333/09 14 on 690710 14 No violations 
notod 

BELLAMY, R R Region 1, Ole of the Oireclor 89/08/17 FERNANDEZ, W New York 
Power Authority (formorly Power Authority of the Slato of New York) 2pp 51017 1 19 
51017 t27 

-8908240380 Partially deleted Physical Security Insp Ropl 50-333/89-14 on 890710-14 
(ref 10CFR73 21) No noncomplianco notod Major areas inspected security plan 8 im 
ptemonting procedures, socunty organization, assessment aids & alarm stations 
OLSEN, WT, DEXTEH.TW, KEIMIG.R R Region 1, Ole ol Iho Director 89/00/15 
7pp 51017 121-51017 127 

8908210212 Suppl 1 lo Generic Ltr 89 07 to all operating plants, applicants for OLs 8 
holders of CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc list end 

PARTLOW.JG Associate Oireclor for Protects (Post 8704 1 1 ) 89/08/21 Consolidat 
ed Edison Co of New York, Inc 55pp 51036 001 51036 056 


G. Adjudicnlory correspondence 


6908090512 Forwards Safety Insp Ropl 50 331/09 10 on 090530 0707 8 notice of vio 
lawn 

COOPER.RW Region 3 Ole ol the Direclor 80/08/03 LIU.L Iowa Eloclrlc Light 8 
Power Co 2pp 50884 198 50884 211 

8908090514 Notice of violation from insp on 090530 0608 Violations notod saloly-re 
tiled temp swithces w/addl design features installed in HPCI 8 RCIC sys w/o initial- 
ing engineering work request required by Procedure 1 203 00, "Oosign Change " 
COOPER.RW Region 3. Ofc of the Oireclor 09/00/03 2pp 50884 200 50804 201 

-8908090515 Insp Rept 50 331/89 10 on 090530 0707 Violations noted Maior areas 
inspected separation requirements lor single failure criterion of steam leak detection 
sys 

MENDEZ R WESTBERG.R A, GARDNER, RN Region 3, Ole of the Director 89/00/ 
03 lOpp 50884 202 50884 211 

8908280015 Advises that closed circuit television no longor needed in support of tochm 
cal support clr per NUREG-057B.NUREG 0737, Rog Guido 1 97 8 Insp Ropl 50 33 1 / 
86 20 Television may be dismantled 8 removed from control room for coiling mods 
MiNECKOL Iowa Electric Light 8 Power Co 89/00/15 MURLEYJE Office ol Nu 
clear Reactor Regulation, Director (Posl 070411) 2pp 51040 253 51040 254 

8908100128 NRC Info Notice 89 059, ‘ Suppliers of Potentially Misrepresented Fasten 
ers Svc fist end 

ROSSICG Division of Operational Events Assessment (Post 070411) 09/08/16 
Consolidated Edison Co ol New York, tnc 106pp 50992 315-50993 060 

ln, ° Nokce 89 060, Main! ol Telotherapy Units " Svc list end 
Ji'NNtl MG! HAM.R E Division of Industrial 8 Medical Nuclear Safety (Posl 870729) 
89108/18 Consolidated Edison Co ol Now York, Inc I07pp 50993 061-50993 166 

89M160129 Suppl 2 io NRC Info Notice 80-048 "Licensee flop) of Defective Rofur- 
ashed Valves" Svc list end 

S° SS |CE P' v ! s ' on of Operational Events Assessment (Posl 870411) 09/00/22 
Wnsolidaled Edison Co of New York, Inc lOOpp 50990 039 50990 137 


ft Periodic operating reports & related correspondence 


*M07?5*u Monlhly °P efa * ,n 9 repl lor June 1989 (or Duane Arnold Energy ClrW/ 


& L ^!i Ef i RL lowa Elecl,| c Light 8 Power Co 09/06/30 DAVIS B 
region 1. Ofc ol the Director 7pp 50744 286-50744 292 

8 Mii 2 | 5 cI 5 i° M u?& peralin P repl ,or Jul 1989 'or Duane Arnold W/ 890816 Hr 
RmuvTs nv. A ^ EN A RL fowa Elecl,,c L'ghl 8 Power Co 89/07/31 DAVIS, A B 
■region 3 Ofc ol the Director 7pp 51020 062-51020 068 


8900030142 Petition for rulemaking PRM 50 53 requesting NRC aclion to review unduo 
risk posed by BWR thermal hydraulic instability NRR should Issue order requiring all 
GE BWRs to bo placod in cold shutdown for staled reasons 
HIATT.S L Ohio Citizens lor Responsible Energy 80/07/28 Office of Nuclear Rone 
tor Regulation, Director (Post 870411) lOpp 50820 143 50820 152 


H. General correspondence 

8908070054 Informs that effective 890125, W Fernandez appointed resident manager of 
plant 

BRONS.J C Now York Powor Authority (formerly Power Authority ol the Stalo ol Now 
York) 09/08/02 Document Control Branch (Oocument Control Desk) 2pp 
50825 208 50825,209 


P, Operating license stage documents & correspondence 

8907180211 Generic Ltr 69 13 to all holders of OLs or CPs for nuclear power plants ro 
svc water sys problems affecting safety related equipment Svc list end 
PARTLOW.JG Associate Direclor for Projects (Post 870411) 09/07/18 Consolidat 
od Edison Co of New York, Inc 53pp 50735 001 50735 054 

6908140219 Forwards Amend 134 to Liconso OPR 59 8 safety evaluation Amend cor 
reels editorial, typographical 8 other minor errors 

LABARGE.D E Proiecl Directorate 1-1 89/07/19 BRONS.JC Now York Powor Au 
thonly {formerly Power Authority of the State of New York) 2pp 50911 037 
50911 115 

••8908140223 Amend 134 to License OPR-59 correcting minor editorial errors 8 lypos 
CAPRA.R A Project Directorate I 1 89/07/19 71pp 50911 039 50911 109 

-8908140224 Safety evaluation supporting Amend 134 to License DPR 59 
' Office of Nuclear Reactor Regulation, Oireclor (Post 870411) 89/07/19, 6pp 
50911 11050911 115 

8907270040 Responds to NRC Generic Ltr 89 08, Erosion/Corrosion - Induced Pipe 
Wall Thinning " Util program consists ol systemalic measures to ensure non degrada 
lion ol high energy carbon steel sys 

BRONS.J C New York Power Authority (formerly Power Aulhonly of iho Stale ot Now 
York) 89/07/21 Document Control Branch (Oocumenl Control Desk) 4pp 
50683 334 50683 337 

8907310254 Forwards application for amend to License DPR-59 eliminating rod so 
quence control sys 8 enhancing several Tech Specs associated w/rod worth mimmiz 
er 

BRONS J C New York Power Aulhonly {formerly Power Aulhonly ol the Slate ol New 
York) 89/07/24 Oocumenl Control Branch (Document Control Desk) 2 pp 
50902 114 50902 148 
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—89073 102S7 Application for amend to License DPfl-59, eliminating rod sequence con 
Irol sys 8 enhancing several Tech Specs associated w/rod worth mmimizer 
BRONS.J C New York Power Authority (formerly Power Authority of the State of New 
York) 89/07724 2pp 50902 116-50902 117 

•-B9Q73 10258 Proposed Tech Specs, eliminating rod sequence control sys 
' New York Power Authority (formerly Power Authority of the State of New York) 89/ 
07/24 31pp 50002 118-50902 148 

3908020071 Notification of 890731 meeting w/util & EG&G in Rockville, MD to discuss 
various aspects of msorvice testing program re plant 

LABARGE.DE Project Directorale M 09/07/25 MURLEY.TE, SNIEZEK.J, 
MIRAGLIA.F NRC -No Detailed Affiliation Given 3pp 50772 328-50772 330 

8908020379 Responds to 890308 Itr requesting addl info re Generic Llr 80 01 Util pur- 
suing aggressive IGSCC deleclion /mitigation program which includes comprehensive 
msps of susceptible welds performed per generic llr W/seven oversize drawings 
BRONS.J G New York Power Authority (formerly Power Authorily of the Slate of New 
York) 89/07/26 Documenl Control Branch (Document Conlrol Desk) 32pp 
50756 347 60757 020 

8908170057 Summary of 890731 meeting w/util & EG&G Idaho in Rockville, MD to dis- 
cuss various aspects of inservice testing program at facility.per Generic Llr 89 04 Re 
quest for addl info, sent lo licensee by 88081 1 Hr & list of attendees end 
LABARGE.DE Project Direclorafe II 89/08/08 Project Directorate 1-1 I9pp 
50950 168 50950 186 

8908210016 Advises thal separate response to NRC 880614 request for addl info re 
reserve power transfers to emergency busses will not bo submilted 
BRONS J C New York Power Authority (formerly Power Aulhonty ol the Slate of New 
York) 89/08/16 Document Control Branch (Documenl Conlrol Desk) 2pp 

50994 127 50994 128 

8908260091 Discusses revised schedule for long term pipe support program Pipe sup- 
port deviations resell from documentation errors, drawing lacking design 
details, incomplete support identifications or minor weld quality defects 
BRONS.J C New York Power Aulhonty (formerly Power Authorily of the State of New 
York) 69/08/22 Documenl Conlrol Branch (Documenl Conlrol Desk) 6pp 

51042 295-51042 300 


O Inspection reports, IE Bulletins & correspondence 

8907200019 NRC Info Notice B9-057, "Unqualified Electrical Splices In Vendor Supplied 
Environ menially Qualilied Equipment ” Svc list end 

ROSSI, CE Division of Operalional Events Assessmenl (Post 870411) 09/07/26 
Consolidated Edison Co of New York, Inc 1Q6pp 50711 333-50712 078 

8908040098 Forwards proprietary ''In-Vessel Inservice Insp.Fall 1988" & nonproprietary 
Vols l-VII of "Inservice Insp Rept for New York Power Authority" 

BRONS.J C New York Power Authority (formerly Power Authority ol the State of New 
York) 69/07 729 Documenl Conlrol Branch (Documenl Conlrol Desk) 6pp 
50840 001-50649 325 

-89DB040102 tnservrce insp rept for Aug 1980 - Mar 1989 Exams performed for detec- 
(ton of IGSCC per final Rev 2 to NUREG 03 13, as upgraded by Generic Llr 88 01 re 
evaluation of erosion/ corrosion S visual exams of Class 1 & 2 wolds & components 
* Ebasco Services, Inc (subs of Enserch Corp) 89/07/24 2,600pp 50840 007- 
50849 325 

3906000340 Forwards Radiological Controls Insp Rept 50 333/89 13 on 890610-15 & 
noli co of violation Unplanned exposures suggest lack ol offe olive mgl oversight of ra 
biologically significant spent fuel pool work activities 

BELLAMY, RR Region 1, Ofc ol the Director 89/08/02 FERNANDEZ, W New York 
Power Authority (formerly Power Authority of Ihe State of New York) 2pp 50856 210 
60856 223 

--8908080341 Noltce of violation from insp on B90613 IS Violations noted surveys pro 
vi dad to support on going span! fuel pool work on 890612 inadequate to readily idsnli 
ty presence ol highly radioactive ob|ect, causing personnel exposure 
' Region 1, Ofc ol the Direclor 89/08/02 Ip 50856 212-5QB56 212 

-6908080342 Insp Rept 50-333/89-13 on 890613 15 Violations noted Major areas 
inspected circumstances evalualions & corrective actions re 890612 unplanned expo 
sure ol individuals working in close proximity to highly radioactive object 
NIMITZ.RL, PASCIAK.W Region I.OfcoItha Director 89/08/02 Itpp 50856 213 
50B56 223 

8907270121 Suppl 1 to NRC Bulletin 88 010, 'Nonconforming Molded Case Circuit 
Breakers " Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/03 
Consolidaled Edison Co of New York, fnc lOBpp 50904 148 50904 253 

8907200169 NRC Info Notice C9-058. "Disablement of Turbine-Dnvon Auxiliary Feed 
water Pump Due to Closure ol One of Parallel Sleam Supply Valves" Svc list encl 
ROSSI, GE Division of Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc 106pp 50900 005-50900 110 

8908230216 Forwards Insp Rept 50 333/89 06 on 890604 0729 No violations noted 
WIGGINS, JT Region 1, Ofc of the Director 89/08/11 FERNANDEZ, W New York 
Power Authority (formerly Power Aulhonty of ihe State of New York) 2pp 51005 328 
51005 344 

-8903230221 Insp Repl 50 333/89 08 on 890604 0/29 No violations or deviations 
noted Major areas inspected plant operations, securily, surveillance & 

maint, engineering 8 technical support & radiation protection 
COOK, W A Region 1,0 fcollhe Director 89/08/10 I5pp 51006 330 51005 344 

9908 1001 2B NRC Inlo Notice 89 059, Suppliers of Potenlially Misrepresented Fasten- 
ers ‘ Svc list end 

ROSSI, CE Division of Operalional Events Assessmenl (Post 870411) 89/08/16 
Con sotidated Edison Co of New York, Inc lG6pp 50992 315-50993 060 

8908240377 Forwards Safeguards Insp Ropl 5-0 333/89 14 on B90710 14 No violations 
noted 

BELLAMY RR Region 1. Ole oi Ihe Director 89/08/17 FERNANDEZ.W New York 
Power Aulhonty (formerly Power Authorily of the Stale of New York) 2pp 5101 7 1 1D- 
51017 127 


-8908240380 Partially deleted Physical Security Insp Repl 50 333/89-14 on S'-O/l - 1 
(ref 10CFR73 21)No noncompliance noted Major areas inspected sscur.ty pt^nin 
pfementlng procedures, security organization, assessment aids & alarm statem 
OLSEN.WT, DEXTER, T W , KEIMIG.R R Region 1. Ofc of the Director BJ.'i-a ; 
7pp 51017 121-51017 127 

8908140085 NRC Info Notice 89 060, "Main! of Tefelherapy Units ” Svc list end 
CUNNINGHAM.R E Division ol Industrial & Medical Nuclear Safety (Post 670Y- 
89/08/18 Consolidated Edison Co of New York, Inc 107pp 50993 06l-£t'5-33 » 

B908160129 Suppl 2 to NRC Info Notice 88-040, "Licensee Repl ol Defects R-v 
bished Valves Svc list encl 

ROSSI, CE Division of Operational Events Assessmenl (Post 870411) 
Consolidaled Edison Co of New York, Inc 100pp 50990039 50990 137 


R. Periodic operating reports & related correspondence 

8908230286 Monlhly operating repl for Jul 1989 for JA FrlzpaLrick Noc'ear P„« 
Plant W/B9D811 Itr 

COOK.J , FERNANDEZ.W New York Power Authority (formerly Power Authec/ydr) 
Stale of New York) 89/07/31 Spp 51000 083 51008 087 


S. Reportable occurrences, LERs & related correspondence 

8908160091 LER 89 0!2-00on 0907 14, discovered thal Ihree phase bolted bus fej 
could result In currenis exceeding ratings for emergency switchgear 4.168- volte, j 
breakers Caused by erroneous calculations Analysis performed W/89Q8I 1 Itr 
FISH.H C , FERNANDEZ.W New York Power Aulhonty (formerly Power A-uthCO 4 
lha Slate ol New York) 89/08/11 6pp 50926198-50926 203 


DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT 1 


F, Securily, medical, emergency & fire protection plans 

8907280064 Revised EPIPs, including Issue 8,Rov 5 to EPP/IP 1 V.lssue 8, Rev 1 1 
EPP/IP 1 2 & Issue 8,Rev 5 to EPP/IP 3 1.W/090630 Hr 

LACEY.WS, MAHAN, WR Duquesne Light Co 89/06/30 217pp 50669 m 
50690 20B 

8908230202 Forwards Safely Insp Repls 50 334/89-12 & 50 412/89 13 on eY-'zJ 
0707 & notice of violation 

WENZINGER.EC Region 1, Ofo of Ihe Direclor 89/08/11 SIEGER ,J D Duq.esn 
Light Co 2pp 51007 219-51007 234 

--8906230218 Insp Repls 50-334/89-12 & 50 412/89 1 3 on 890523 0707 
noted Major areas inspecied plant operations, security, radiological controls 
housekeeping & fire proteclion, surveillance testing & mamt. 

COWGILL.CJ Region 1. Ofc of the Director 09/08/09. 13pp 5 1007 222 51007 2 4 

3908210212 Suppl 1 to Generic Llr 89 07 to all operating plants, applicants Icr Otsl 
holders of CPs re power reactor safeguards contingency planning for surface Y?‘dr 
bombs Svc list encl 

PARTLOW.JG Associate Director for Projects (Post 870411) 89/08/21 CorKfoa- 
ed Edison Co of New York, Inc 55pp 51036001-51036 056 


K Utility Final Safely Analysis Report (FSAR) & amends 

89080201 15 Fotwards Rev 7 to updaled FSAR for Beaver Valley Power Slat>wi dill 
SIEGER, j o Duquesne Ughl Co 89/07/19 Document Conlrol Branch (Ooar-ei 
Conlrol Desk) 2pp 50790 068 50792 084 

-8908070214 Rev 7 lo updaled FSAR for Beaver Valley Power Slallon, Unit I. 

1 Duquesne Light Co 89/07/19 998pp 50790 070 50792 064 


P. Operating license stage documents & correspondence 

890B170105 Requests exemption from 10CFR50,App A, GDC 57 re use ol check va‘« 
in auxiliary feedwater sys lo satisfy closed sys isolation criteria for facility contamrvt 
SIEBER.JD, Duquesne Light Co 89/07/08 Documenl Conlrol Branch (Docur-i? 
Conlrol Desk) 7pp 50951 070 50951 075 

8907180211 Generic Ltr 89 13 to all Holders of OLs or CPs for nuclear power plams'i 
svc water sys problems affecting safety-related equipmenl Svc list encl 
PARTLOW.JG Associate Director for Pro|ects (Post 870411) 89/07/18 Consokfo- 
ed Edison Co of New York, Inc 53pp 50735 001-50735 054 

8908080307 Forwards response to NRC 890717 request for addl info to SUpfXirl Vi 
Spec Change 162 re reanalysis of updated FSAR Section 14 2 7. ' Single Renew 
Coolant Pump Locked Rotor 1 Evaluation of locked rotor accident also encl 
SIEBER.J D. Duquesne Light Co 89/07/21 Documenl Control Branch (Docw-ei 
Conlrol Desk) 3pp 50826 252 50826 361 

-8908080309 Rev 0123 lo ERS-SFL 89-021, "Safely Analysis of Dose Conseqwavn 
of Locked Rotor Accident al Beaver Valley Power Sis bon 1 w/ 18% FjH 
Failure.Exctusion Area Boundary, Low Population Zone.Conlrol Room " 

LAVIE.SF Duquesne Light Co ERS SFL 89-021 R01H3 89/07/28 lOty 
50826 2 55-50826 361 

89080 > 10328 Requests that 890622 proposed Change Request 157 rO plant op-snv 
above 86 F river water temp be processed as emergency Tech Speo eh*V 
request Plant shutdown could be required due to recent high ambient temps 
SIEBER.J D Duquesne Light Co 89/07/24 Document Conlrol Branch (Docuwl 
Conlrol Desk) 2pp 50755 089 50755 090 

890B030075 Forwards Amend 143 to License DPR-66 -8 safety evaluation. A.w1 
raises max allowed svc water lemp from 86 F to 90 F 

TAM.P S Project Directorate I 4 89/07/27 SfEBER.J D Duquesne Light Co. «,T 
50774 316-50774 344 
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. 8908030091 Amend 143 to License DPR 66, raising max allowed svc waler lemp trom 
86 F lo 90 F 

BOGER.8A Assistant Director lor Region I Reactors 89/07/27 19pp 50774 320- 
50774 3 3 8 

89060300 94 Safety evaluation supporting Amend 143 lo License DPR-66 
• Otliee ol Nuclear Reactor Regulaiion, Director (Post 870411) 89/07/27 6pp 
£0774 339 50774 344 

8908160236 Forwards implementation & certilication status ol SPDS.per Generic Ltr 09- 
06 Procedure guideline venlicaiion & validation 8 user training scheduled lo he com 
Dieted prior to startup following seventh refueling outage 

SIEBER.JD Duquesne Light Co 89/08/02 Document Control Branch (Document 
Control Desk) »5pp 50929 212 50929 226 

8906240022 Forwards application lor amends to Licenses DPR 66 & NPF 73, consisting 
ol License Change Request 161 8 21, Rev 1, respectively, revising RCS leakage detec- 
tion Tech Spec 3 4 6 1 S channel calibr surveillance Irequency 
SlEBER,JO Duquesne Light Co 89/08/14 Document Control Branch (Oocument 
Control Desk) 2pp 51009 230-51009 243 

6906240024 Application lor amends to Licenses DPR-66 & NPF 73, revising RCS leak 
age Tech Spec 346 1 8 channel calibr surveillance Irequency lor containment panic 
ulale 8 gaseous radiation monitors 

SIEBERJD Duquesne Light Co 89/08/14 Ip 51009 232 51009 232 

-8908240025 Proposed Tech Specs, revising RCS leakage Spec 3 4 6 1 8 channel 
calibr surveillance Irequency lor containmonl paniculate & gaseous radiation monitors 
■ Duquesne Light Co 89/08/14 llpp 51009 233 51009 243 


3 Inspection reports, IE Bulletins & correspondence 

5908010350 Forwards Insp Repts 50-334/89 08 & 50-412/89 08 on 890501 05 No Vio 
lalions noied 

GALLO, RM Region 1, Ole of Ihe Director 89/07/21 SIEBER.JD Duquesne Light 
Co 2pp 50756 190 50756 197 

8908010366 Insp Repls 50 334/89 08 & 50-412/89 08 on 090501-05 No violations 
noted Major aroas inspected evaluation ol effectiveness ol licensed operator training 
program 8 discussions w/cogmzant training personnel 

SILK, DM , ESELGROTH.PW Region I, Ole ol Ihe Director 89/07/20 Gpp 
50756 192-50756 197 

>907200019 NRC Info Notice 89-057, "Unqualified Eleclrlcal Splices in Vendor Supplied 
Environmentally Qualtlted Equipment " Sv; list end 

ROSSI.C E Division ol Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co ol New York, Inc 106pp 50711 333 50712 078 

I90B070303 Advises that licensee 881107 & B90424 responses lo Bullolin 08 009 
acceptable Ulil also committed lo perioral luturo msps in accordance w/new info re 
ceived from Weslmghouse Owners Group 

TAM, PS Project Directorate I 4 89/08/01 STOLZ.JF Pro|ocl Directorate I 4 Ip 
50802 113 50B02 113 

5907270121 Suppl 1 to NRC Bulletin 0B 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI.C E Division ol Operational Events Assessmonl (Post 870411) 89/08/03 
Consolidated Edison Co ol New York, Inc lOBpp 50904 148 50904 253 

1907280169 NRC Info Notice 89-058, "Disablement ol Turbine-Driven Auxiliary Feed 
water Pump Due to Closure of One ol Parallel Steam Supply Valves ” Svc list oncl 
ROSSI.C E Division ol Operational Evonts Assessment (Post 870411) 89/00/03 
Consolidaled Edison Co ol New York, Inc 106pp 50900 005-50900 1 10 

1908150019 Requosls ulil provide end list ol rel malls lor malnl program Insp sched- 
uled lor 090918 29 NRC draft Temporary Instruction 2515/97, "Mamt Instruction," 
also end lor info & to aid in preparing insp 

BOGER.B A Region 1, Ole ol Ihe Director 89/08/04 SIEBER.JD Ouquosno Light 
Co 1 Spp 50927 154-50927 168 

1908140196 Conlirms plan to conduct site audit to evaluate NDE performed in response 
lo Bulletin 8B OOB, "Thermal Stresses in Piping connected to RCS" Audit to be per- 
formed by R Hermann & M Hum 

TAM, PS Project Directorate 1 4 89/08/07 SIEBER.JD Duquosno Light Co 2pp 
50916135 50916 136 

1908220260 Forwards Rev 1 lo "Inservico Insp 10-Yr Plan lor Second Insp Interval al 
Unit 1 & First Interval at Unit 2 " Plan also included piping weld summaries that tabu- 
lar number ol welds 8 exams, by Item number & sys to facilitate roview 
SIEBER.JD Duquesne Light Co 09/08/11 Document Control Brandt (Documonl 
Conlrol Desk) 2pp 50977 309-50979 126 

B90B220285 Rev 1 lo "Insorvice Insp 10 Yr Plan lor Unit 1 Second Interval & Unit 2 
Fust Interval " 

• Duquosno Light Co 69/05/15 450pp 50977 311 50979 125 

1906230202 Forwards Safety Insp Repls 50-334/89 12 & 50 412/B9 13 on 090523- 
0707 & notice of violation 

WENZINGER.EC Region 1. Of c ol the Director 09/00/11 SIEBER.JD Duquesne 
Light Co 2pp 51007 219-51007 234 

B90B230208 Notice ol violation Irom insp on 890523 0707 Violations notod licensee 
corrective actions in response to findings Identified In Insp Rept 88-22, Ootail 10 re 
electrical cable inadequate 

' Region 1, Ole ol Ihe Director 89/08/11 Ip 51007,221-51007 221 

-6908230210 Insp Repls 50 334/89 12 & 50 412/89-13 on B90523 0707 Vlolalions 
noled Major areas inspected plant operations, security, radiological controls, plant 
housekeeping 8 (ire protection, surveillance testing & mamt 

COWGILL.CJ Region 1, Ole ol Ihe Director 89/08/09 I3pp 51007 222-61007 234 

5908100128 NRC Info Notice 89 059, "Suppliers ol Potenliolly Misrepresented Fasten- 
er Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co oi New York, Inc 106pp 50992 315 50993 060. 


8906140085 NRC Inlo Notice 69 060, "Main! ol Teletherapy Units " Svc list end 
CUNNINGHAM, R E Division ol Industrial 8 Medical Nuclear Safety (Post 870729) 
89/08/18 Consolidated Edison Co ol New York, Ino I07pp 50993 061 50993 166 

8908160129 Suppl 2 to NRC Into Notice 88 048, “Licensee Rept ol Defective Relur 
bished Valves " Svc list end 

ROSSI.C E Division ol Operalional Evenls Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of New York, Inc lOOpp 50990039 50990 137 


R Periodic operating reports & related correspondence 

6907310073 “Beaver Valley Power Station, Unit 1 Annual Rept ol Facility Changes, Tests 
8 Experiments lor 1988 " W/890720 ltr 

SIEBERJD Duquesne Light Co 88/12/31 88pp 50736 122 50738 209 

8908020238 NPDES discharge monitoring rept lor June 1989W/890726 ltr W/three 
oversize ends 

DRUGA.RJ Duquesne Light Co 89/06/30 I46pp 50761 163 50762057 

8908170223 Forwards corrections to semiannual radioactive effluent release repts lor 
CY88 Resells Irom analyses used lo classify 8 determine activity for several ship 
ments ol low level radwasle 

SIEBER.J D Duquesne Lighl Co 09/07/28 Document Control Branch (Document 
Control Desk) 2pp 5094B 076 50948 079 

-8908170316 Corrected semiannual radioactive effluent release repi ol solid waste 8 
irradiated luel shipments lor Firsl Hall 1988 

* Duquesne Lighl Co 88/06/30 Ip 50948 070 50948 078 

-8908170323 Corrected semiannual radioaclive effluent release rept ol solid waste 8 
irradialed fuel shipments lor second hall ol 1988 

• Duquesne Lighl Co 88/12/31 Ip 50948 079 50948 079 

8908150074 Forwards monthly operating repls (or Jul 1989 lor Beaver Valley Umls l 8 
2 8 revised Unit It operating data rept sheet lor June 1989 

SIEBER.JD Duquesne Light Co 89/08/08 Document Conlrol Branch (Document 
Control Desk) Ip 50917 063 50917 072 

-8908150122 Monthly operating rept lor Jul 1989 for Beaver Valley Units 1 8 2 
WINGER, M A Duquesne Light Co 89/07/31 Opp 50917 064-50917 071 

-8908150124 Revised monthly operating rept lor Juno 1980 lor Beaver Valley Power 
Stalion Unu 2 

WINGER.MA OuquBBno Light Co 89/06/30 Ip 50917 072-50917 072 


S. Reportable occurrences, LERs & related correspondence 

0908020380 NPDES noncomplianco notification monitoring for chlorine residual at Dis 
charge 001 discovered being performed by daily grab samples ralhor than required 
chlorine analyzer Now chlorine analyzer scheduled to be in svc 891231 
DRUGA.RJ Duquesne Light Co 09/07/18 Environmental Prolection Aqency 2pp 
50772 228 50772 227 


DOCKET 50-335 ST, LUCIE PLANT, UNIT 1 


F. Security, medical, emergency 8 flro protection plans 

8908080024 Forwards Insp Ropls 50 335/89 17 8 50-389/80-17 on 890619-23 No vio- 
lations or deviations identified 

CLINE, W E Region 2, Ole ol the Director 80/07/24 WOODY.C O Florida Power 8 
Light Co 2pp 50057 058-50857 060, 

-89080B0030 Partially wilhhold Insp Ropls 60 335/89 17 8 50 3B9/89 17 on 000619-23 
(rel 10CFR2 790 8 73 21) No violations or deviations idonlilied Major areas 
inspecled mgl support 8 security program plans & audit 

TILLMAN.A , MCGUIRE, D R Region 2, Ole oltho Director 89/07/24 Ip 50857 060 
50857 060 

8907310285 Summary ol 890712 mealing w/util In Rockville, MD to discuss safeguards 
issues al plant List of attendees oncl 

NORRIS, J.A Project Directorate tl-2 89/07/25 Protect Directorate 11-2 3 pp, 
50726 353-50726 355. 

0908020132 Forwards followup actions 8 datos for completion ol actions (or changing 
status ol certain equipment from vital to nonvilal Actions scheduled to bo completed 
by 900201 Enel wilhhold (rel 10CFR2.790(a)(3)) 

WOODY.C O, Florida Power 8 Lighl Co 89/07/26 Document Conlrol Branch (Oocu 
ment Conlrol Desk) Ip, 50772, 193-50772' 193 

8908080204 Advises that 890711 Rev 21 lo physical security plan consistent w/provi 
slons ol 1OCFR50 54(p) & acceptable 

CLINE, WE Region 2, Ole ol the Director 09/07/28 WOODY.C O Florida Power & 
Light Co 3pp 50055 011-50855 013 

8906090319 Advises lhal 890711 Rev 5 lo guard training & qualification plan consistent 
W/10CFR50 54(p) 8 acceptable for Inclusion Inlo plan, 

CLINE.W.E Region 2, Ofc of the Director 89/07/31 WOODY.C O. Florida Power 8 
Light Co 3pp 50862 1 13 50862 115, 

8908170563 Forwards Insp Repls 50-335/89-18 8 50 389/89-10 on 890612 0710NO 
violations or deviations notod Unresolved items noted 

SINKULE.M V. Region 2, Ole ol Ihe Director 89/07/31, WOODY.C O Florida Power 
8 Light Co. 2pp 50940 020 60948 045 

-8908170568 Insp Repls 50 335/89-18 8 50-389/89-18 on 890812 0710 No vlolalions 
or deviations noted Major areas inspected Tech Spec compliance, operator 
performance, OA practices, overall plant operations 8 site security procedures 
ELROD.SA, BUTCHER, R , SCOTT. M A Region 2, Ofc ol ihe Director 89/07/31 
15pp 50948 031-50948 045 



108 DOCKETED ITEMS 


8908210268 Revised EPIPs including Rev 41 to 3100Q23E, 'Onsite Emergency Organi 
zation 8 Roster" 8 Rev 1? to 3100024E, Natural Emergencies" W/890014 IK 
WOODY, CO Florida Power & Light Co 89/08/14 35pp 50975 314 50975 348 

8903220103 Revised Health Physics operating procedures, including Rev 17 to HP-90, 
"Emergency Equipment" 8 Rev 6 to HP 200, "Health Physics Emergency Orgamza 
lion ” W/890815IK 

WOODY ,C 0 Florida Power 8 Light Co 89/08/15 37pp 50983 255 50983 291 

8908250204 Forwaids insp Repts 50 335/89 10 8 50 389/09 16 on 890410- 0612 8 
notice ot violation 

SINKULE.MV Region 2, Otc ot the Director 89/08/17 WOODY, CO Florida Power 
& Light Co 2pp 51029 275 51029 300 

"890825020B Insp Repts 50 335/89 16 8 50 389/89 16 on 890410 0612 Violations 
noted Major areas inspected plant lours, plant operations, Tech Spec compliance, mamt 
observations, review of nonroutine events.physical protection 8 outage activities 
ELROD, S A , SCOTT, M A , CRLENJAK.R V Region 2. Ofc of the Director B9/08/15 
22pp 51029 279 81029 300 

8908210212 Suppl t to Generic Ltr 89 07 to all operating plants, applicants for OLs 8 
holders ol CPs re power reactor safeguards contingency planning lor surface vohlcle 
bombs Svc list encl 

PARTLOW.JG Associate Director for Projects (Post 870411) 89/00/21 Consolidat- 
ed Edison Co ol New York, Inc 55pp 51036 001-51036 056 


G. Ad|udlcatory correspondence 

89D81 10101 NRC Staff brief opposing Inlervenor appeal of initial decision authorizing 
spent fuel pool tracking ‘ ASLAB should reaafirm Board 890509 initial decision W/ 
Certificate of Svc 

JEHLE.PA, BORDENICK.BM Assistant General Counsol (or Hearings 8 Enforce- 
ment #389 9006 89/07/31 Atomic Safety and Licensing Appeal Panel 35pp 
50833 230 50833 264 

B908290163 Forwards plant Boraflex surveillance program ropMor info W/Cortilicate of 
Svc 

BAUSER.M A Florida Power 8 Light Co BAUSER.M A Newman 8 Hollzmger #389 
9085 89/08/22 MOOHE.T S , ROSENTHAKL.A S , WILBER, H A Atomic Safely and 
Licensing Appeal Panel 26pp 51008 176 51008 201 


J, Insurance 8 Indemnity information 

8908070367 Foiwards Endorsements 4 to NELIA Certificate NW-131 & MAELU Certifi 
cate MW 60 

GREEN, T Marsh 8 McLennan, Inc 89/07/31 DINIT2.I NRC - No Detailed Affiliation 
Gwen 29pp 50824 157-50824 185 


P. Operating license stage documents & correspondence 

8907180211 Generic Ltr 89 13 lo all holders of OLs or CPs for nuclear power plants re 
svc water sys problems affecting safety related equipment Svc list end 
PARTLOW.JG Associate Director lor Projects (Po9t 870411) 89/07/18 Consolidat- 
ed Edison Co of New York, Inc 53pp 50735 001-50735 054 

8907310064 Responds lo Generic Ur 89 08, • Erosion/Corrosion Induced Pipe Wall 
Thinning" Upgraded erosion/corrosion sld, meeting NUMARC guidelines, will be In 
place by 900101 

WOODY, CO Florida Power 8 Light Co 89/07/21 Document Control Branch (Docu 
men! Control Desk) 3pp 50741 299-50741 301 

8908020351 Application for amends to Licenses DPR-67 8 NPF- 18, revising Tech Spec 
Section 3 7 to clarify testing requirements for mam feedwater line isolation valves & 
main steam line Isolation valves 

WOODY, C O Florida Power 8 Light Co 89/07/26 Document Control Branch (Docu- 
ment Control Desk) 2pp 5075B 100 50758 200 

-8908020353 Proposed Tech Spec.revislng Section 3 7 to clarify testing requirements 
for main feedwater line Isolation valves 8 main steam line Isolation valves 
• Florida Power 8 Light Co 89/07/21 9pp 5075B 192 50758 200 

8908030258 Forwards slatus ol 10CFR5O62, "Requiremanls lor Reduction ol Risk 
From ATWS Evanls for Light Water Cooled Nuclear Power Planls," mods as of mid- 
Juf 1989, per NRC request mado at 890301 meeting 

WOODY, C O Florida Power 8 light Co 89/07/27, Document Control Branch (Docu- 
ment Control Desk) 2pp 50775 185-50775 186, 

8908070364 Advises that util search ol labor contracts did not Identify any agreements 
between util 8 employees containing clauses restricting omployees.or former 
employees, from communicating safety issues lo NRC, per Stello 890427 Hr 
WOODY, CO Florida Power 8 Light Co 69/07/27 Document Control Branch (Docu 
men) Conlrol Desk) )p 5D802 233 50802 233 

8908070414 Forwards exemption from requirements ol 10CFR20,App A, Footnote d- 
2(c), Exemption permits use ol Scott Avialion 631-TEOA-H canisters In air-purifying 
respirators at plant 

BERKOW.H N, Project Directorate 11 2 09/08/02 WOODY, C O Florida Power & Light 
Co 3pp 50B24 138-50824 154 

-8908070420 Exemplion from 10CFR20,App A Footnote d-2(c), allowing use of radiolo- 
dme protection factor of 50 for Scolt Aviation 631-TEOA H canisters to be used at 
lent 

ARGA.SA Division of Reactor Projects - I/ll (Post 87041)) 89/08/02, Florida 
Power 8 Light Co 14pp 50824 141-50824 154 

8908110188 Forwards safety evaluation supporting util Integrity assessment program for 
spent fuel pool Boratlox panels 

NORRIS, J A Project Directorate 11-2 89/08/03 WOODY.CO Florida Power & Light 
Co 2pp 50909 324-50909 327 

-8908110221 Sately evaluation supporting util integrity assessment program for spent 
fuel pool Boraflex panels 

’ Office of Nuclear Reactor Regulation, Director (Post 870411) 89/08/03 2pp 
50909 326-50909,327 K 


8900140423 Discusses util responses to Generic Ur 87 02 re verification o) *e a -, 
adequacy of equipment Proposed program will be acceptable provided that hs-edt • 
is included in procedure for each plant 

NORRIS, J A , EDISON, G E Project Directorate It 2 89/08/04 WOODY C O Ft. • 
Power & Light Co 4pp 50910 292-50910 295 

8908160131 Forwards safely evaluation summarizing NRC review of mechavd >. 
sponse of primary coofant sys to asymmetric loads caused by LOCA Peacu 1 1 
could withstand elfects of asymmetric LOCA loads & be safely brought to co'J i-< 
down 

NORRIS, J A Project Directorate 11-2 09/08/09 WOODY.CO Florida Power 4 Un 
Co 2pp 50944 245 50944 277 4 

—890B160134 Safety evaluation concluding that reasonable evidence exists lhal L~ti 
reactor sys could withstand effects ol asymmetric LOCA loads a that reactor co.'jt- 
safely brought to cold shutdown condition 

1 Office of Nuclear Reactor Regulation, Director (Post 8701)1) 89/OB/09 3" 
50944 247-5091 1 277 

8908220019 Certifies that status of TMI Item I D2 re SPDS meals NUREG 0737, S.p 
1 requirements, per 890412 Generic Ltr 89 06 ' 

WOODY.CO Florida Power & Light Co 89/08/14 Documenl Control Branch (O . 
ment Control Desk) 2pp 51015 290 51015 291 

8908180421 Forwards safety evaluafion supporting util actions to comply w/Gcncr-ci) 
83-28, Item 4 5 3, "Reactor Trip Sys Reliability - On-Line Testing ot Reactor Tnp5 r v 
based on endorsement oi C-E Owners Group Rept CE NPSD 277 
NORRIS, J A Project Directorate tl-2 89/08/16 WOODY.CO Florida Power & b/i 
Co 2pp 50968 123 50968 154 

-8908180422 Safety evaluation supporting util actions to comply w/ Generic Ltr 
28, Item 4 5 3, “Reactor Trip Sys Reliability On-Line Functional Testing ol Reac\*T*; 
Sys " Hem complete 

‘ Office of Nuclear Reactor Regulation, Director (Post 870411) 89/08/16 »* 
50968 125 50968 154 

BS08220096 Forwafds supplemental safety evaluation accepting use of T Co'd nvf i 
Hon on plant alternate shutdown panel Analysis ol multiple high impedance fai/'i \- 
necessary 

NORRIS.J A Project Directorate II ? 89/00/16 WOODY.CO Florida Power & 

Co 2pp 51015 205 51015 209 

-8908220097 Safely evaluation accepimg use ol T Cold indication on plant alv 
shutdown panel 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 89/08/16 
51015 297-51015 299 

890B230153 Provides written status ol util olforts to reduce challenges to man sSr 
safety valves during normal plant trips, per J Norris 890528 request Emphass 
on efforts to reduce challenges to main steam safety valves 
WOODY.CO Florida Power & Light Co 89/08/16 Document Control B/arKth (D- •„ 
menl Conlrol Desk) 3pp 51016 035-51010 037 

8908240208 Advises that util 090721 Hr confirms erosion/corrosion program A rr-j 
NUMARC guidelines, per Generic Ur 69-08 

NORRIS.J A, Project Directorate 11-2 89/00/17 WOODY.CO Florida Power 4 Id 
Co 3pp 51020 179 51028 101 

8908280184 Grants 880804 request lo withhold "Plam Specilic Seismic Adequacy r 
lamentation Procedure to Resolve Unresolved Safety Issue (USI) A-46 & Gcny-tU 
7-02 " 

NORRIS.J A, EDISON, GE Project Directorate 11-2 09/08/17 WOODY CO F* i 
Power & Light Co 3pp 51037 001-51037 003 


Q. Inspection reports, IE Bulletins & correspondence 

8908080024 Forwards Insp Repts 50-335/89-17 & 50-389/09-17 on 890619 23 New , 
latlons or deviations Identified 

CLINE.W.E Region 2, Ofc of the Director 89/07/24. WOODY.CO Flor.da Puxal 
Light Co 2pp 50857 058-50857 060 

-8908080030 Partially withheld Insp Repts 50-335/89-17 & 50-389/69 17 on B9061M i 
(ref 10CFR2 790 & 73-2f)No vlolafions or deviations identified Major sr-i : 
mspected’mgt support & security program plans & audit 

TILLMAN, A. MCGUIRE, D.H Region 2, Ofc ol the Director 89/07/24 Ip 606571": 
50857 060 

8907200019 NRC Info Notice 89-057, "Unqualified Electrical Splices m Vendor Supvl ] 
Environmentally Qualified Equipment " Svc list and. 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 69/0M 1 
Consolidated Edison Co of New York, Inc. 106pp 5071 1 333-50712 07B 

8908080336 Responds loNRC Bulletin 88-011, "Pressurizer Surge Lino Thermal S'.'J.' < 
cation," No gross dtscernabla distress or structural damage Identified in pres*/ s ( 
sums fines . 

WOODY, C O Florida Power & Light Co 89/07/31. Document Control Otanch vO r - ; 
ment Conlrol Desk) 3pp 50858 085-50858 0B7 

8908170563 Forwards Insp Repts 30 335/89-18 & 50 389/89 10 on 890612-071:'': 1 
violations or deviations noted Unresolved items noted 

SINKULE.MV Region 2, Ofc of the Director, 89/07/31 WOODY.CO Florida P.«* 

& Light Co 2pp 50948 029-50948:045 

•-890817056B Insp Repts 50-335/89-18 & 50-389/89-18 on 890612 0-710 Novwfa’-i ' 
or deviations noled Major areas inspected Tech Spec compliance, opK/J 
performance.QA practices, overall plant operations & site security procedures 
ELROD, S A , BUTCHER.R , SCOTT.M A Region 2, Ofc of Ihe Director 03 WU j 
15pp 50948 031-50948 045 

8907270121 Suppl 1 to NRC Bulletin 88-010, "Nonconforming Molded Case Cftf 
Breakers " Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 69 NS ' 1 
Consolidated Edison Co of Now York, Inc 108pp 50904 148 50904 253 j 
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8997280169 NRC info Notice 89 058, "Disablement of Turbine Driven Auxiliary Feed- 
water Pump Due lo Closure of One of Parallel Sleam Supply Valves " Svc list encl 
ROSSI.C E Division ol Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc lQ6pp 50900 005 S0900 110 

8908170387 informs of NRC Bulletin 88 003, ' GE HFA Relays" closure.per util 800922 
Hr 

NORRIS, J A Project Directorate 11-2 89/08/15 WOODY.C O Florida Power & Ughl 
Co Ip 50949 064 50949 064 

8908100128 NRC Into- Notice 89 059, "Suppliers of Potentially Misrepresented Fasten 
er$ ’ Svc list end 

ROSSI.C E Division at Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co ot New York. Inc 106pp 50992 315-50993 060 

6908230 1 41 Comments on SALP Repls 50 335/89-13 & 50 389/89-12 Concurs that 
overall performance excellent Util sensitive to NRC concern about complacency 
WOODY.C O Florida Power 8 Light Co 89/08/16 Document Control Branch (Docu- 
ment Control Desk) 3pp 51006 015 51006 017 

8908250204 Forwards Insp Repls 50 335/89-16 & 50 389/89-16 on B90410 0612 & 
notice ol violation 

SINKULE.M V Region 2, Otc ol the Director 89/00/17 WOODY, CO Florida Power 
& Light Co 2pp 51029 275 51029 300 

-8908250208 Notice ot violation (torn insp on 89Q4 10 0612 Violation noted proper 
design inputs not translaled into output documents lor adequato mounting of com 
pressed gas cylinders in satety-relaleu equipment areas 

SINKULE.M V Region 2. Otc ot the Director 89/08/17 2pp 51029 277-51029 278 

-8908250208 Insp Repts 50-335/09 16 & 50 389/89-16 on 890410 0612 Violations 
noted Major areas inspected plant tours plant operations, Tech Spec compliance.maint 
observations, review of nonroutine events, physical protection & outage activities 
ELROD.SA, SCOTT.M a, CRLENJAK.RV Region 2, Otc ol tho Director 89/08/15 
22pp 51029 279 51029 300 

8908140085 NRC Into Notice 09 060, "Maint of Telethorapy Units " Svc list encl 
CUNNINGHAM RE Division ol Industrial & Modical Nuclear Safety (Post 870729) 
89/08/ 18 Consolidated Edison Co ol New York. Inc !07pp 50993 061-50993 166 

8908160129 Suppl 2 lo NRC Into Notice BB 040, “Licensee Rept ol Detectivo Refur- 
bished Valves Svc list encl 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of New York, Inc lOOpp 5Q990 039 50990 137 


R Periodic operating reports 8. related correspondence 

8908090199 "Manna Turtle Removals St Lucie Plant Intake Canal," Apr- June 1089 W/ 
890802 Mr 

WOODY.C O Florida Power & Light Co 89/06/30 6pp 50084 251 50884 256 

8908240040 Foiwards monthly operating repts tor Jul 1989 lor Turkey Point Units 3 & 4 
& St Lucie Units I & 2 & coirocted monthly operating repts far Juno 1989 tor Turkey 
Point Units 3 & 4 

WOODY.C O Florida Power & Light Co 89/08/15 Document Control Branch (Docu 
moot Contra! Desk) Ip 51019 121-51019 139 

• 8908240043 Monthly operating repls tor Jul 1909 tor Turkey Point Umls 3 & 4 & St 
Lucia Units 1 & 2 

BONETT.DM Florida Power & Light Co 89/07/31 I6pp 51019 122-51019 137 


S Reportable occurrences, LERs & related correspondence 

8908220121 LER 89-Q04 00 on 8907 15, discovered that reactor containment tan coolers 
had Idler media in place during power operations Caused by Inadequate maint 
instructions Fillers removed & maint instructions revised W/B90B 14 Itr 
SNYDER.MJ, WOODY.C O Florida Power 8 Light Co 09/08/14 5pp 50969 250 
5096B 244 

6908220241 LER 89-003 00 on 890717 reactor tupped on low steam generator lovel 
due to mismatches between steam loads & teed (low rates Caused by procedural 
deticioncy Allecled audible annunciators returned to svc W/090B14 Itr 
SNYDER.MJ, WOODY.C O Florida Power & Light Co 89/00/14 4pp 50969 318- 
50969 321 


V, Operator Examinations 

8908160324 Requests that end ret malts be furnished to NRC by 890913 tor requaliti 
cation program evaluation scheduled tor wks ot 891 1 13 & 27 Assignment ot simulator 
operator requested 28 days prior to scheduled exam date 

PEEBLES, T A Region 2, Otc ot the Director 89/07/27 WOODY.C O Florida Power 
& Light Co 8pp 50930 195 50930 202 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F- Security, medical, emergency & tire protection plans 

8908070443 Revised EPIPs, including Rev 5 to EPIP 4006, Rev 7 lo EPIP 4008,Rev 2 lo 
EPIP 4010A,Rev 4 to EPIP 4010B & EPIP 4010C,Rov 3 lo EPIP 401 1, Rev 4 lo EPIP 
4016 Rsv 7 to EPIP 4207 .Rev 4 lo EPIP 4210 & EPIP 4227 & Rev 3 lo EPIP 4305A 
SCACE.S , BUCH.WH Northeast Nuclear Energy Co (subs ot Northeasl Utilities) 
89/07726 228pp 50823 001 50823 228 

8908210212 Suppl t to Generic Ltr 89 07 to alt operating plants, applicants for OLs & 
holders ol CPs re power reactor safeguards contingency planning (or surface vehicle 
bombs Svc list encl 

PARTLOW.JG Associate Director for Projects (Post 870411) 89/08/21 Consolidat 
ed Edison Co of New York, Inc 5Spp 51036 001-51036 056 

8908250146 Forwards description ot temporary adjustment to security sys al plant Encl 
withheld 

MROCZKA.E J. SEARS CF Northeast Nuclear Energy Co (subs q? Northeast Utili- 
ties) MROCZKA.EJ Northeast Utilities 69/08/23 Document Control Branch (Docu 
menl Control Desk) Ip 51035 148-51035 148 


6908280229 Foiwards Rev 10 to plant physical security plan Explanation of changes 
also encl Ends withheld (ref 10CFR73 21(b) 8 2 790(a)) 

MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeasl Utilities) 
MROCZKA.EJ Northeast Utilities 09/08/24 Document Control Branch (Document 
Control Desk) Ip 51040 035 51040 035 


H General correspondence 

8908010135 Informs of Russell Library interest in housing & maintaining public docu- 
ment collection for plant, por NRC FR notice 

PORTER, S T Middletown, CT 89/07/24 MEYER, D Regulatory Publications Brandi 
4pp 51015 089 51015 091 

8908140422 Expresses interest in Thames Valley State Technical College becoming re- 
location site lor LP DR for plant 

PRICE, P S Connecticut, State of 89/07/31 MEYER, D Regulatory Publications 
Branch 2pp 50846 100 50946 181 

8908150187 Comment on draft reg guide, “Assuring Availability ol Funds for Decommls 
sioning Nuclear Reactors “ Recommends that NRC "recommendation" on trust agree 
ment wording be deleted or NRC should grandfather existing trusts such as tor plants 
MROCZKA.EJ Connecticut Yankee Atomic Power Co 89/00/03 Regulatory Publica 
tions Branch 6pp 50924 021-50924 026 


P. Operating license stage documents & correspondence 

8907180211 Generic Llr 09-13 lo all holders ot OLs or CPs for nuclear power plants re 
svc water sys problems aflocting satoty related equipment Svc list encl 
PARTLOW.JG Associate Director for Projects (Post 870411) 89/07/18 Consolidat 
ed Edison Co of Now York, Inc 53pp 50735 001 50735 054 

8908070032 Forwards rept ol results of C-E evaluation of hot leg resistance temp data 
taken at beginning of Cycle 10, per NRC request Data exhibited larger temp strahfica 
lion & fluctuations when compared to data (rom earlier cycles 
MROC2KA.E J Northeast Nuclear Energy Co (subs ol Northeast Utilities) 

MROC2KA.E J Northeast Utilities 89/07/26 Document Control Branch (Documon! 
Control Desk) 2pp 50862 201 50862 235 

— 890B070039 "Millstone Nuclear Power Statian.Unit 2 Evaluation ot Hot Leg Temps" 
• Northeast Nucloar Energy Co (subs ot Northeast Utilities) 89/07/31 34pp 
50862 203 50862 235 

8908080007 Outlines general approach which util intends to utilize in lespondmg lo Ge- 
neric Ur 88 20, "Individual Plant Exams tor Severe Accident Vulnerabilities” & sum- 
marizes koy points ol past involvoment in held ot PRA & accident mgl 
MROCZKA.EJ Northeast Nuclear Energy Co (subs ot Northeast Utilities) 

MROC2KA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J Northeast Util 
dies 89/07/27 Document Control Branch (Document Control Desk) 20pp 
50856 284-50056 303 

8908030026 Forwards three corrected pages to startup test rept Cycle 10, submitted on 
090724 Duo to collating error, pages omitted 

MROCZKA.EJ Northeast Nuclear Energy Co (subs ot Northeast Utilities) 

MROCZKA.EJ Northeasl Utilities 80/07/20 Document Control Branch (Document 
Control Desk) 5pp 50793 267 50793 27 1 

8908030118 "Millstone Nuclear Power Station, Unit 2 Startup Tost Rept Cycle 10 " W/ 
090724 Ur 

MROCZKA.EJ Northeast Nuclear Enorgy Co (subs ol Northeast Utilities) 

MROCZKA.EJ Northoast Utilities 80/07/31 Itpp 50820 132-50820 142 

8008140017 Advises that no agreements restricting employees to inlorm NRC of poten 
hat safety issues exist, per V Steilo 090427 ltr 

MROCZKA.EJ Northeast Nucloar Energy Co (subs of Northeasl Utilities) 

MROCZKA.E J Connecticut Yankeo Atomic Power Co MROCZKA.E J Northeast Util- 
ities 89/07/31 STOLZ.J F Project Directorate I 4 2pp 50926 107 50925 108 

8908140201 Advises that payment for Invoices H13B6,H1387.H1410 & H14I1 will be 
wire transferred on 8908 10, per NRC instructions 

MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast Utilities) 

MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J Northeast Util- 
ities 89/08/01 Document Control Bianch (Document Control Desk) 2pp 50916 236 
50916 237 

8908070244 Forwards Rev 12 to QA program topical rept did 890713 
NORDOUIST.OO Northoast Utilities 89/08/03 Document Control Branch (Document 
Control Desk) 3pp 50804 145 50804 284 

8908090158 Comments on draft reg guido, "Assuring Availability of Funds (or Decom- 
missioning Nucloar Reactors " Changes to slated phrases re certification amounts dis- 
cussed 

MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J Northeast Nu 
clear Enorgy Go (subs of Northeast Utilities) MROCZKA.E J Northeast Utilities 09/ 
08/03 Regulatory Publications Branch 6pp 508B1 203 5088 1 288 

8908250141 Confirms 890808 lelcon re util participation in NRC regulatory impact 
survey on 891023 in Berlir.CT Schedule & goneral discussion groups shown in encl 
RUSSELL, WT Region 1, Otc ol the Director 89/08/11 OPEKA.JF Northeast Utili- 
ties 3pp 51020 121 51020 123 

6908170372 Allirms position that plant reactor bldg closed cooling water sys contain- 
ment Isolation vatvos must undergo local leak rate lasting per App J to 10CFR50 
VARGAS A Division ol Reactor Projects I/ll (Post 870411) 89/08/14 

MROCZKAEJ Connecticut Yankee Atomic Power Co 3pp 50940 049 50949 051 

8908210026 Provides util position re procurement ot non code class fasteners in ASME 
Code class applications trom mtg or matt suppliers, pet util 890216 ltr lo NRC & Insp 
Rept 50 423/38-10 App B program assures use ol equivalent items 
MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast Utilities) 
MROCZKAEJ Northoast Utilities 89/08/15 Document Control Branch (Oocumenl 
Control Desk) 5pp 50975 140 50975 144 
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8908250152 Forwards addl info re selected upcoming commitment dates tor ctosure of 
items noted m regulatory effectiveness review Corrective actions w/commitrnent dales 
pi.ci lo B9081S competed End widtte'd „ , . , ih,u. 

MROCZKA E J , SEARS, C F Northeast Nuclear Energy Co (subs ot Northeast Uti 
ties) MROCZKA E J Northeast Utilities 89/08/23 Document Control Branch (Docu 
mem Controt Desk) 2pp 51Q29 319 51029 320 


0 Inspection reports, IE Bulletins 4 correspondence 


8908020354 Forwards Insp Rept 50 336/89-11 on 890505 0615 Evenis re changing op 
eratmg modes w/inopeiab'e emergency diesel generator, indicates lapses in operation 
al attent on to detail Need tor better operational planning indicated 
WENZlNGER E C Region t. Otc ot the Director 89/07/21 MROCZKA, EJ Northeast 
Nuclear Energy Co (subs of Northeast Utilities) 2pp 50758 161-50758 183 

-8908020356 Insp Rept 50 336/89 11 on 890505 0615 No unsafe conditions 
noted Major areas inspected plant operations surveillance, mamt, previously lOentilieo 
items alleqat'Ons committee activities licensee sell assessment & LEhs 
MCCABE EC Region t, Ofc ot the Director 89/07/21 21pp 50758 183-5075B 183 


8908080023 Repts results ot analyses to determine d pressunzer surge lines sub] to 
previously unanalyzed stresses (IE Bulletin SB it) Structural integrity ot surge line is 

mamt3'ned tor full I censed plant life , 

MROCZKA EJ Northeast Nuclear Energy Co (subs of Northeast utilities) 
MROCZKA EJ Northeast Utilities 89/07/24 Document Control Branch [Document 
Control Desk) Zpp 50854 201-50854 282 


8907200019 NRC Into Notice 89 057, ' Unqualified Electncal Splices in Vendor Supplied 
Env.ronmentally Qualified Equ-pment Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co ot New York, Inc 106pp 50711 333-50712 078 


S, Reportable occurrences, LERs & related correspondence 

8312300136 Updated LER 03 007/01T-1 on B303l8,nonconservative safety annl,s5iy 
sumption discovered in steam generator tube rupture analysis Radiological cor* 
quences of reanalysis being analyzed W/B3I209 Hr 

FOSTER.E R Northeast Nuclear Energy Co (subs of Northeast Utilities) 83/i2n-} 
MUPLEY.TE Region 1, Ole of the Director 4pp 21673 001-21673 004 

8908020394 PNO I-B9 063 on 890721, NRC loam insp ot allegations re fe '- f 
compteted Insp dealt w/approx 120 concerns trom three allegers Preliminary r«uj 
indicate 44 allegations unsubstantiated 8 19 not within charter of insp team 
DUHR.J Region 1, Ofc of the Director 89/07/26 2pp 50757 147-50757 14B 


DOCKET 50-338 NORTH ANNA POWER STATION, UNIT 1 


F Security, medical, emergency & tire protection plans 

8908170048 Revised corporate emergency response plan W/8BOB11 Itr 
STEWART.WL Virginia Power (Virginia Electric & Power Co) 89/07/15 'M.o 
50942 256-50943 117 

8908020271 Revised EPIPs, including Rev 6 to EPIP-4 02,Rev 5 to E PIP- 4 05, Rev 71: 
EPIP-4 06, Rev 6 to EPIP 4 14, Rev 8 lo EPtP-4 15, Rev 9 to EPIP 4 16,Rov 7 to EF,P 
4 20.Rev 6 to EPIP-4 21 & Rev 9 to EPIP 4 22 W/090726 Ur 
STEWART.WL Virginia Power (Virginia Electric & Power Co) B9/07/26 ?36« 
50758 203-50759 077 

890822Q451 Forwards Insp Repts 50 338/89-21 & 50-339/89 21 on 890613 14 Novo 
labonS or deviations noted 

CLINE, WE Region 2, Ofc of the Director 09/07/28 CARTWRIGHT.Wfl Virgo* 
Power (Virginia Electric & Power Co ) 2pp 50982 342 50982 347 


8908080149 Forwards 1989 mservice insp rept covering insp, repairs & replacements 
performed between 890124 0413 

MROCZKA EJ Northeast Nuclear Energy Co (subs of Northeast Utilities) 
//ROCZkAEJ Northeast Utilities 89/07/28 Document Control Branch (Document 
Control Desk) Ip 50828 175-50828 236 

-8908080151 Millstone Nuclear Power Station Unit 2 1 989 Inservice Insp Rept " 

• Northeast Nuclear Energy Co (subs ot Northeast Utilities) 89/07/31 Blpp 
50028 176 50828 236 

8908140331 Notification ot 890807 SALP Meeting 89 121 w/util in King of Prussia, PA 
MCCABE, E C Region i, Otc ot the Director 89/08/01 Region 1, Otc of the Director 
2pp 50916 150 50916 151 

8907270121 Suppl t to NRC Bulletin BB010. "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSfCE Division of Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co ot New York, Inc 108pp 5Q904 148 509Q4 253 

8907280189 NRC Info Notice 89 058, Disablement of Turbine Driven Auxiliary Feed- 
water Pump Due to Closure ot One ot Parallel Steam Supply Valves " Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 8704 D) 89/00/03 
Consolidated Edison Co ot New York. Inc I06pp 50900005-50900110 

8908150099 Forwards Insp Repis 50 245/89-16 & 50 336/89-15 on 89071 1- 14 No vio- 
tauons noted 

BELLAMY, RR Region 1, Otc of the Oirector 89/08/03 MROCZKA, EJ Northeast 
Nuclear Energy Co (subs of Northeast Utilities) 2pp 50927 107-50927 113 

-8908150100 Insp Repts 50 245/89 16 & 50 336/89 15 on 890711-14 No violations 
noted Major areas inspected implementation of radiation protection pronram 
THOMAS,W, PASCfAK.W Region 1, Ofc ot the Director 89/08/02 5pp 50927 109 
50927 113 

8908160253 Ack receipt ot listed invoices for cost incurred during msps Funds will be 
wire-transterred on 090824 

MROCZKA, E J , SEARS CF Connecticut Yankee Atomic Power Co MROC2KA.EJ 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 89/08/08 Document Con 
trot Branch (Document Controt Desk) 2pp 50937 128 50937 129 


-8908220455 Insp Repts 50-338/89 21 & 50 339/89-21 on 890613 14 No violations cr 
deviations noted Ma|or areas inspected physical security program for po*tf 
reactors, specifically pra-employmonl screening 8 clearances 
TOBIN, W. MCGUIRE, DR Region 2, Ofc ot the Director 89/07/27 4pp 5O9023M 
50902 347 

8908220085 Forwards tnsp Repts 50-338/89 24 8 50 339/89 24 on 890710 14 Ho 
latlons or deviations noted 

COLLINS.D M Region 2, Otc ot the Director 89/08/07 CARTWRIGW,WR 
Power (Virginia Electric & Power Co ) 2pp 50977 136 50977*146 

-8908220087 tnsp Repts 50 338/09 2-1 & 50 339/09-24 on 890710 14 No notaton) 
noted Major areas Inspected functional areas ot emergency preparedness 
program, including training, audit repts, distribution of changes to EPIPs & stall avgner- 
tation, 

GOODEN, A Flegion 2. Ole of the Director 89/08/07 9pp 50977-138-50977 146 

8908180111 Revised EPIPs, Including Rev 11 to EPIP-201,Rev 12 to EPIP302ftev1l 
to EPIPS 03 & Rov 9 to EPIP 4 01, Rev 8 to EPIP-4 03, Rev 7 to EPIP-4 07,Rov « U 
EPIP 4 10, EPIP-4 13, Rev 9 to EPIP 4 19, Rev 3 to EPIP 4 20 W/B90B1 1 Hr 
STEWART.WL Virginia Power (Virginia Electric & Power Co) 89/08/It I32fp 
50957 090 50957 208 

• 

8908210212 Suppl 1 to Generic Hr 89 07 to all operating plants applicants lo/OLU 
holders of CPs re power reactor safeguards contingency planning for surface veh-cte 
bombs Svc list end 

PARTtOWJG Associate Director for Projects (Post 8704 it) 09/08/21 ConsokW 

ed Edison Co of New Vork, Inc 55pp 61036 001 <5 1036 066 


H. General correspondence 

8907310058 Requests that further correspondence be addressed lo WL Stewart J! 
listed address & addl copies ol correspondence be sent to WR CailwnghiJP 
O'Hanfon.RF Saunders, MR Kanster & GE Kane 

STEWART.WL Virginia Power (Virginia Electric & Power Co-) 89/07/21 Qacumet 
Control Branch (Document Control Desk) 2pp 50726 325 50726 326 


P. Operating license stage documents & correspondence 


8908100128 NRC Info Notice 89 059, Suppliers ol Potentially Misrepresented Fasten 
ers " Svc list end 

ROSSfCE Division ot Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co ot New York. Inc I06pp 50992 315-50993060 

8908140085 NRC Into Notice 89 060, "Main! ot Teletherapy Units ” Svc list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
89708/18 Consolidated Edison Co ot New York, Inc 1 0?pp 50993 061-50993 166 

8908160129 Suppl 2 to NRC Into Notice 88 04B, "Licensee Rept ol Detective Retur- 
bished Va'ves ' Svc list end 

ROSSI CE Oivision ot Operational Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of New York Inc lOOpp 50990 039 50990 137 


R. Periodic operating reports 8 related correspondence 


890B1 50069 Monthly operating rept tor Jut 1989 tor Millstone Unit 2 W/890809 Hr 
RACING . SCACE S E Northeast Nuclear Energy Co (subs of Northeast Utilities 
SCACESE Northeast Utilities 89/07/31 5pp 50917 081-50917 085 

8908150186 Forwards Annua! Occupational Exposure Rept 19B8 " 

WROC2KA E J , SEARS C F Northeast Nuclear Energy Co (subs ot Northeast Util 
ties) MROCZKA EJ Connecticut Yankee Atomic Power Co 89/08/08 Documer 
Control Branch (Document Controt Desk) ip 5O926 284-50926 314 


-8908150171 Annual Occupational Exposure Rept 1988 " 

• Northeast Utilities 88/12/31 30pp 50926 285-50926 314 


8907180211 Generic Ur 89 13 to all holders of OLs or CPs tor nuclear power pianist 
svc water sys problems affecting safety related equipment Svc list end 
PARTLOWJG Associate Director for Projects (Post 87041 1) 89/07/18 ConsoMal 
ed Edison Co of New York. Inc 53pp 50735 001-50735054 

8907280306 Forwards Amends 1 19 & 103 to Licenses NPF-4 S NPF-7, lospedi/fly 1 
safety evaluation Amends revise Tech Specs to allow direct reactor trip on turbine bf 
to be blocked below 30% of rated thermal power 

ENGLE, LB Project Directorate 11-2 89/07/18 CARTWRIGH T.w R Virginia Pm* 
(Virginia Electric & Power Co ) 3pp 50689 245 50689 288 

-8907280310 Amends 119 & 103 lo Licenses NPF-4 & NPF-7, respectively, alKwnj 
direct reactor trip on turbine trip to be blocked below 30% ol rated thermal pw 
BERKOW.HN Project Directorate II 2 09/07/18 18pp 50689 248 50609 265 

-8907280313 Safely evaluation supporting Amends 119 & 103 to Licenses NPf4 J 
NPF-7,fespeclive|y 

' Office of Nuclear Reactor Regulation, Director (Post 870411) S9/07/18 3fy 
50689 266-50689 268 

8907270001 Forwards "Steam Generator Tube Plugging Rept Refueling Outage W 
per Tech Spec 4 4 5 5a 

STEWART.WL Virginia Power (Virginia Electric 8 Power Co) 89/07/19 Documrl 
Control Branch (Document Control Desk) 7pp 50705 136-50705 142 

8908010158 Application tor amend lo Licenses DPR-32,DPR-37,NPF-4 8 NPF-7, reins, 
Tech Specs to reflect composition ot station nuclear safety & operating committee W 
lowing recent assignment of superintendent engineering position 
STEWART, W L Virginia Power (Virginia Electric 8 Power Co ) 89/D7/24 Dpctiw# 
Control Branch (Document Control Desk) 2pp 50756 079 SQ7 56 088 
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- 6308010169 Proposed Tech Specs reflecting composition ol station nuclear safely & 
operating committee following recent assignment of superintendent engineering posi 
non at stations Tech Spec pages include 6 1 6,6 5 8 6 6 

■ Virginia Power (Virginia Electric 8 Power Co ) 89/07/2-1 8pp 50756 061-50756 088 

8907310461 Forwards saloly evaluation supporting use of Topical Rep! VEP NE-3, 
Qualification ol WRB-1 Critical Heat Flu* Correlation in VEPCO COBRA Code." w/ 
constraint that mm grid spacing will be 13 inches or greater 
LAlNAS.G C Assistant director lor Region It Reactors 89/07/25 
CARTWRIGHT W R Virginia Power (Virginia Electric 8 Power Co) 2pp 50723 130 
50723 134 

8908020084 Responds to 890427 llr re freedom ol employees & contractor employees 
to contact NRC w/safety concerns Licensee would not inhibit employee or contractor 
from communicating w/NRC, per review ol applicable contracts & agreements for 
clauses 

STEWART .W L Virginia Power (Virginia Electric 8 Power Co ) 89/07/26 Document 
Control Branch (Document Control Desk) ip 50772 123 50772 123 

8908020344 Forwards revised evaluation under 10CFR50 92 lor significant hazards con 
sideration for proposed Tech Spoc change re ESF slave relay teslmg.per util 890712 
submittal 

STEWART WL Virginia Power (Virginia Electric & Power Co) 89/07/26 Document 
Control Branch (Document Conlrol Desk) 4pp 50772 353 50772 356 

8908070054 Forwards errata to updated operational QA Program Topical Repl VEP 1 
5A, submitted on 890621 Errata corrects inadvertent omission of several pages of 
Table 17 2 0 from previous update 

STEWART ,WL Virginia Power (Virginia Electric 8 Power Co) 89/07/28 Document 
Control Branch (Document Control Desk) 2pp 50826 050-50826 055 

- 6908070069 Errata to updated operational QA program topical repl, consisting of re 
placement Pages 1 7 2 33a, 1 7 2 36 & 1 7 2-30 

' Virginia Power (Virginia Electric 8 Power Co) VEP 1-5A ERR 88/04/30 4pp 
50826 052-50826 055 

8908110019 Forwards Amends 120 & 104 lo Licenses NPF-4 & NPF-7, respectively & 
safely evaluation Amends reduce Tech Spec 3/4 2 5 limit on min measured flow rate 
in RCS Item 289,200 a pm to 284,000 gpm 

ENGLE, L B Protect Directorate II 2 89/07/31 CARTWRIGHT, W R Virginia Power 
(Virginia Electric & Power Co) 3pp 50907 197-50907 216 

- 89061 1Q022 Amends 120 & 104 to Licenses NPF-4 8 NPF 7,respoclively, reducing 
Tech Spec 3/4 2 5 limit on mm measured flow rate in RCS from 299,200 gpm to 
284,000 gpm 

BERKOW.H N Protect Directorate 11-2 89/07/31 14pp 50907 200 50907 213 

•89DB1 10023 Safely evaluaiion supporting Amends 120 8 104 to Licenses NPF 4 8 
NPF-7, respectively 

• Office ol Nuclear Reactor Regulation, Director (Post 870411) 89/07/31 3pp 
50907 214 50907 216 

8908110218 Fo wards Amends 121 8 105 lo Licensos NPF-4 8 NPF-7, respectively & 
safely evaluation Amend revises Tech Spec 3 3 3 5, Table 3 3 9, which addresses auxil- 
iary shutdown panel monitoring instrumentation 

ENGLE, LB Protect Directorate II 2 69/08/02 CARTWRIGHT, W R Virginia Power 
(Virginia Electric 8 Power Co) 3pp 50893 192-50993 208 

-8908110222 Amends 121 & 105 lo Licenses NPF-4 8 NPF 7, revising Tech Spec 
3 33 5, Table 3 3-9 re auxiliary shutdown panel monitoring instrumentation 
BERKOW.HN Protect Directorate 11-2 89/08/02 12pp 50893 195 50893 206 

-8908110223 Safely evaluation supporting Amends 12 1 8 105 to Licenses NPF 4 & 
NPF-7, respectively 

1 Office of Nuclear Reactor Regulation, Director (Post 870411) 89/08/02 2pp 
50B93 207-50893 20B 

8908110335 Forwards Amends 122 8 106 to Licenses NPF-4 & NPF-7. respectively 8 
safely evaluation Amends revise Tech Spec Table 3 3 6 which specifies operability ro- 
uirements tor radiation monitors, per Generic Ur 83-37 

NGLE.L B Protect Directorate II 2 B9/08/02 CARTWRIGHT, W R Virginia Power 
(Virginia Electric 8 Power Co ) 3pp 50893 0S8 50893 071 

-8988110342 Amends 122 8 106 to Licenses NPF-4 & NPF-7, respechvoly Amends 
revise Tech Spec Table 33 6 to specify oporabilily requirements (or radiation 
monitors,per Generic Ur 83 37 

BERKOW.HN Project Directorate II 2 89/08/02 9pp 50893 061 50893 069 

-8308110344 Safety evaluation supporting Amonds 122 & 106 lo Licenses NPF-4 8 
NPF 7, respectively 

’ Ollice of Nuclear Reactor Regulation, Director (Post 870411) 89/08/02 2pp 
50893 070 50893 071 

8908090464 Forwards notice of consideration of issuance ol amends lo Licenses NPF-4 
8 NPF-7 & proposed NSHC determination & opportunity for hearing Amends revise 
Tech Specs & clarifies tasting requirements for ESF slave relays 
ENGLE, L B Project Directorate 11-2 09/08/03 STEWART.W L Virginia Power (Virgin 
ia Eleclnc S Power Co) 2pp 50B91 285-50091 295 

-8908090471 Notice ol consideration of issuance of amends to Licenses NPF-4 8 NPF- 
7 8 proposed NSKC determination & opportunity (or hearing Amends revise Tech 
Specs 8 clarifies testing requirements (or ESF slave relays 
ENGLE. L B Project Directorate 11-2 89/08/03 9pp 50891 287-50891 295 

B908110164 Advises that NRG approval neither granted nor required in case ol certifies 
lion since util assumes responsibility lor regulatory compliance W/10CFR55 45(b)(2) 
ENGLE, LB Project Directorate 112 89/08/03 CARTWRIGHT.W R Virginia Power 
(Virginia Electric 8 Power Co ) 2pp 50B93 328-50893 329 

8908110184 Forwards request for addl info re pipe stresses due to differentia! settle 
ment between sve bldg & main steam valve house Responses should bo provided In 
forthcoming fccenss amend request 

ENGLE, L B Project Directorate 11-2 89/08/03 CARTWRIGHT.W R Virginia Power 
(Virginia Eleclric & Power Co ) 4pp 50908,133-50908 136 

8908160198 Cetlifies lhat SPDS meets requirements of NUREG 0737.Suppl 1 re Gener- 
ic Ur 89 06,w/listed exceptions Completed SPDS checklists lor plants & photographs 
required by Generic Ur 89 06 oncl 

STEWART.W L Virginia Power (Virginia Electric 8 Power Co ) 89/08/08, Document 
Conlrol Branch (Document Control Desk) 250pp 50945 001-50945 047 


8908170378 Advises that in event lhal license amend not issued prior lo 09091 l.NRC 
would be requested to act on 890712 secondary discretionary enlorcemenl requesl 8 
defer testing requirement in Tech Spec 3/4 3 2 1 lor ESF slave relays 
STEWART.W L Virginia Power (Virginia Electric 8 Power Co ) 89/00/ 1 1 Document 
Conlrol Branch (Documenl Control Desk) 2pp 50948 055 5094G 056 

8908170512 Application for amends to Licenses NPF 4 & NPF 7, revising Tech Specs re 
conlrol rod insertion limits lo allow greater operational flexibility lor conlrol rod bank 
positioning as means of minimizing localized assembly wear 
STEWART.W L Virginia Power (Virginia Electric & Power Co) 89/00/11 Document 
Conlrol Branch (Document Conlrol Oesk) 3pp 50938 234 50938 267 

-•8908170514 Proposed Tech Specs re limiting condition lor operalion 8 surveillance re 
quirements for rod drop time, shutdown rod insertion limn, shutdown margin 8 quadrant 
power till ratio 

' Virginia Power (Virginia Electric 8 Power Co) 89/08/11 31 pp 50938 237 
50938 267 


8908180362 Advises lhal 890621 Change VEP 1 5A to operational QA program consist- 
ent w/provisions ol 10CFR50 54,App B & acceptable 

PEEBLES, T A Region 2. Ofc ol the Director 89/08/11 CARTWRIGHT.W R Virginia 
Power (Virginia Electric 8 Power Co ) 2pp 5Q970 201 50970 202 

8908250034 Submils supplemental info re environ effects of higher enrichment fuel to 
support 880930 proposed Tech Spec changes lo Licenses NPF 4 8 NPF-7, per 
890707 discussion w/NRC 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 89/08/18 Documenl 
Control Branch (Oocument Control Desk) 2pp 51029 001 51029 002 


Q. Inspection reports, IE Bulletins & correspondence 


8908010013 Ack receipt ol 890714 Hr re violations noled in Insp Repts 50 338/89 15 & 
50 339/89 15 

COLLINS.D M Region 2 Ole ol the Direclor 89/07/25 CARTWRIGHT.W R Virginia 
Power (Virginia Electric 8 Power Co ) Ip 50753 189 50753 189 

8907200019 NRC Inlo Notice 89 057, “Lfnqualilied Electrical Splices in Vendor Supplied 
Environmentally Qualified Eqmpmeni ” Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York. Inc 106pp 50711 333-50712 078 

8908030317 Responds lo NRC 690705 llr re violations noted in Insp Repts 50-338/89 
08,50-339/89 08,50 338/09-14 & 50 339/89 14 Corrective actions recirculation sprav 
HXs cleaned 8 Hushed 8 electrical 8 mechanical limits adjusted 
STEWART.W L Virginia Power (Virginia Electric 8 Power Co) 89/07/28 
LIEBERMAN.J Ofc ol Enforcement (Post 870413) 7pp 50773 083 50773 069 

89QB04Q229 Responds lo NRC B90629 Itr re violations noted in Insp Repts 50 338/89- 
14,50 339/89-14,50 280/89 17 & 50 281/09-17 Corrective actions study completed 
by outside consultant tdantilying improvements for independent review process 
STEWART.W L Virginia Power (Virginia Electric 8 Power Co ) 09/07/28 Document 
Control Branch (Document Control Desk) 5pp 50800 117-50800 121 

8908070090 Responds to NRC 890629 Hr re violations noted in Insp Repts 50 338/89 
14 8 50 339/89 14 Corrective actions visual msps of fuel assemblies K65 8 N47 per 
formed 8 Procedure I OP-4 10 revised to require sufficient lighting in fuel pool 
STEWART.W L Virginia Power (Virginia Electric & Power Co) 89/07/28 Document 
Conlrol Branch (Document Conlrol Desk) 8pp 50B24 214 50824 221 

8908220451 Forwards Insp Repts 50 338/89-21 & 50 339/89 21 on 890613-14 No vio 
lations or deviations noted 

CLINE, W E Region 2, Ofc of the Director 89/07/28 CARTWRIGHT.W R Virginia 
Power (Virginia Electric 8 Power Co ) 2pp 50982 342-50982 347 

--890B220455 Insp Repts 50 338/89 21 8 50 339/09 21 on 890613 14 No violations or 
deviations noted Major areas inspected physical security program for power 
reac to ra , specifically pre q m p loy ment s ere e ni ng 8 cle ara nee s 
TOBIN, W . MCGUIRE, D R Region 2, Ole ol the Director 89/07/27 4pp 50982 344- 
50902 347 

8908100324 Forwards corrected Pages 1 8 2 to Insp Repts 50 338/89 12 8 50 339/89- 
12 due to pages not helng photocopied correctly 

JULIAN, C A Region 2, Ofc of the Director 89/07/31 CARTWRIGHT.W, R Virginia 
Power (Virginia Electric 8 Power Co ) 1 p 50886 078 50806 080 

-8908100327 Corrected Pages 1 8 2 to Insp Repls 50 338/89 12 8 50 339/89 t2 on 
B90412-14 8 20-26 Violation noted Major areas inspected containmenl Integrated leak 
rate leat.lesl procedures.evaluatlon of lest results 8 previous items 
WHITENER.HL, BEL1SLE.G A Region 2, Ofc of (ho Director 89/07/07 2pp 
50886 079-50886 080 

8907270121 Suppl 1 to NRC Bulletin 88 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI, CE Division ot Operational Events Assessment (Post 870411) B9/O8/03 
Consolidated Edison Co ol New York, Inc iQBpp 50904' 148 50904'253 

8907280189 NRC Into Notice 89 058, ''Disablement of Turbine-Driven Auxiliary Food 
water Pump Due to Closure of One of Parallel Steam Supply Valves " Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc 106pp 50900 005 5Q900 110 

B908160264 Ack receipt of 890714 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts E0 33B/69-1 1 8 50 339/89-11 

JULIAN, C A Region 2, Ole of the Director 89/08/03 CARTWRIGHT.W R Virginia 
Power (Virginia Electric 8 Power Co ) Ip 50925 250 50925 250 

8908220085 Forwards Insp Repts 50-338/89 24 8 50-339/89-24 on 890710-14 No vio 
lations or deviations noled 

COLLINS.D M Region 2, Ofc of the Director 89/08/07 CARTWRIGHT.W R Virginia 
Power (Virginia Eleclric 8 Power Co ) 2pp 50977,136 50977 146 
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-8908220087 Insp Repts 50 336/89 24 & 50 339/69 24 on 690710-14 No violalions 
noted Major areas inspecled functional areas of emergency preparedness 
program, including training audit repts.distribution of changes to EPIPs & staff augmen 
tation 

GOODEN, A Region 2, Ofc of Ihe Director 69/08/07 9pp 50977 138-50977 146 

8908250237 Notification of significant licensee meeting on 890824 in Mineral, VA to dis 
cuss SALP board assessment 

FREDRICKSON.P Region 2, Ofc of the Director 89/08/15 Region 2, Ofc of the Di 
rector 2pp 51020 023 51020 024 

8908100128 NRC Info Notice 89 059, "Suppliers of Potentially Misrepresented Fasten 
ers" Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/06/16 
Consolidated Edison Co of New York Inc 106pp 50992 315 50993 060 

8908220408 Responds to NRC 890717 Itr re violations noted In Insp Repts 50 336/89 
12 & 50-339/89 12 on 890412 14 a 20-26 Corrective steps taken Engineering Study 
68-31 a justification for continued operation approved after testing 
STEWART.WL Virginia Power (Virginia Electric a Power Co) 89/08/16 Document 
Control Branch (Document Control Desk) 4pp 50977 223 50977 226 

8908240292 Forwards final summary repl & summary of nonconformances re IE Bulletin 
79-14, Seismic Analysis (or As Built Safely Related Piping Sys " 

STEWART.WL Virginia Power (Virginia Electric a Power Co ) 89/08/17 Document 
Control Bianch (Document Control Desk) 3pp 51019 087-51019 089 

8908240295 Responds to NRC Bulletin 88 Oil, "Pressurizer Surge Line (PSL) Thermal 
Stratification" No discernable distress or damage identified for PSL 
piping, supports restraints or anchor bolts during visual insp & ultrasonic exam 
STEWART.WL Virginia Power (Virginia Electric & Power Co ) 09/08/17 Document 
Control Branch (Documenl Control Desk) 2pp 51009 186 51009 187 

8908240296 Submits response to NRC Bulletin 86 008 re thermal stresses in piping 
connected to RCS No relevant indications ol existing flaws found at selected points 
on six safely injection lines connected to RCS piping 

STEWART.WL Virginia Power (Virginia Electric 8 Power Co) 89/08/17 Document 
Control Branch (Document Control Desk) 2pp 51019 092-51019 093 

89QB1400B5 NRC Info Notice 89 060, "Main! ol Teletherapy Units " Svc list end 
CUNNINGHAM, R E Division of Industrial 8 Medical Nuclear Safely (Post 870729) 
89/08/18 Consolidated Edison Co ol New York, Inc I07pp 50993 061-50993 166 

8908160129 Suppl 2 to NRC Info Notice 88 048, "Licenses Rept of Defective Refur- 
bished Valves ' Svc lisl end 

ROSSI.CE Division of Operalional Evenls Assessmenf (Post 870411) 89/08/22 
Consolidated Edison Co of New York, Inc lOOpp 50990 039-50990,137 


R Periodic operating reports & related correspondence 

8908160294 Monthly operating repts for Jul 1989 lor North Anna Power Slatlon Units 1 
8 2 W/890611 Itr 

TILLACK,B , STEWART, W L Virginia Power (Virginia Electric & Power Co ) 89/07/31 
14pp. 50937 207-50937 220 


S. Reportable occurrences, LERs 8 related correspondence 

8908020374 LER 88-027 01 on 881 1 17, discovered that requirements ol Tech Spec 
3 3 2, 1 do not refer to testing of ESF final actuafed devices Caused by Interpretation 
of requirement Justification for continued operation written W/890728 Itr 
KANE,G E Virginia Power (Virginia Electric & Power Co ). 89/07/26 9pp 50820 043- 
50820 051 

8908160218 LER 89 014 00 on 8907 19, unit experienced automatic reactor trip Irom 
90% power due to loss ot electro hydraulic control sys pressure Caused by failed O- 
rmg on turbine trip solenoid operated valve Evaluation initiated W/890810 Itr. 
KANE.GE Virginia Power (Virginia Electric a Power Co ) 89/08/10 5pp 50924 276 
50924 280 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 


F, Security, medical, emergency a lire protection plans 

8908170048 Revised corporate emergency response plan W/89081 1 1tr 
STEWART,WL Virginia Power (Virginia Electric a Power Co) 89/07/15 208pp 
50942 256-50943 117 

8908020271 Revised EPIPs.Includmg Rev 6 1o EPIP-4 02,Rev 5 to EPIP-4 05, Rev 7 lo 
EPIP-4 06, Rev 6 to EPIP-4 14, Rev 0 lo EPIP 4 1 5, Rev 9 lo EPIP 4 16, Rev 7 to EPIP- 
4 20, Rev 6 lo EPIP-4 21 a Rev 9 to EPIP-4 22 W/690726 Itr 
STEWART.WL Virginia Power (Virginia Electric a Power Co) 89/07/26 236pp 
5075 B 203 50759 077 

8908220451 Forwards Insp Repts 50-338/89-21 a 50-339/89 21 on 890613-14 No vio- 
lations or deviations noted 

CLINE.W.E Region 2, Ofc ot Ihe Director 89/07/28 CARTWR1GHT.W R Virginia 
Power (Virginia Electric a Power Co ) 2pp 50962 342-50982 347, 

-8906220455 Insp Repts 50 338/89-21 a 50 339/89-21 on 890613-14 No violations or 
deviations noted Major areas Inspected physical security program tor power 
reactors, specifically pre-employment screening a clearances 
TOBIN.W. Region 2, Ofc Of the Director, 89/07/27 4pp 50902 344-50982-347 

8908220085 Forwards Insp Repts 50-338/89-24 a 50-339/89-24 on 890710-14.No vlo 
lations or deviations noted 

COLLINS, D M Region 2, Otc of the Director 89/08/07. CARTWRIGHT.W R Virginia 
Power (Virginia Electric & Power Co ) 2pp 50977-136 50977-146 

-8908220087 Insp Repfs 50 338/89-24 & 50 339/89-24 on 890710-14 No violalions 
noted Major areas inspected functional areas ot emergency preparedness 

K ram, Including training, audit repts.distribution ot changes to EPIPs a stall augmen- 
n 

GOO DEN, A. Region 2, Ofc ol the Director 89/08/07 9pp 50977 138-50977.146 


8908180111 Revised EPIPs, Including Rev 11 lo EPiP-20l,Rev 12 to EPIP 3 02, Rev 11 
to EPIP 3 03 & Rev 9 to EPIP-4 OI.Rev 8 to EPIP-4 03, Rev 7 to EPIP 4 07,Rev 6 
EPIP 4 10.EPIP-4 13, Rev 9 to EPIP 4 19,Rev 3 to EPIP-4 28 W/890811 Itr 
STEWART.WL Virginia Power (Virginia Electric & Power Co) 89/08/41 13?fo 
50957 098 50957 28B 

8908210212 Suppl 1 to Generic Ltr 89 07 to all operating plants, applicants for OLs 1 
holders ol CPs re power reactor safeguards contingency planning for surface veh^-i 
bombs Svc list end 

PARTLOW.JG Associate Director for Projects (Post 870411) 89/08/21 Conso'JY 
ed Edison Co of New York, Inc 55pp 51036 001-51036 056 


H General correspondence 


8907310058 Requests that further correspondence be addressed to WL Stewart d 
listed address & addl copies of correspondence be sent to WR Cartwright ,'P 
0'Hanton.RF Saunders, MR Kansler & GE Kane 

STEWART.WL Virginia Power (Virginia Electric & Power Co) 89/07/21 Oocurrau 
Control Branch (Documenl Control Desk) 2pp 50726 325 50726 326 


P. Operating license stage documents & correspondence 


8907180211 Generic Ltr 89-13 lo all holders ol OLs or CPs lor nuclear power plan's a 
svc water sys problems affecting safety-related equipment Svc list end 
PARTLOW.JG Associate Director lor Projects (Post 870411) 89/07/18 Conso'JY- 
ed Edison Co of New York, Inc 53pp 50735 001-50735 054 

8907280306 Forwards Amends 119 & 103 to Licenses NPF 4 & NPF 7, respect, vdy 4 
safety evaluation Amends revise Tech Specs to allow direct reaclor trip on turbine bp 
to be blocked below 30% ol rated thermal powor 

ENGLE.L B Project Directorate 11-2 09/07/18 CARTWRIGHT.W R Virginia Po m 
(Virginia Electric & Power Co ) 3pp 50689 245 50689 260 

-8907280310 Amends 119 & 103 lo Licenses NPF-4 & NPF-7, respectively, arowng 
direct reactor trip on turbine trip to bo blocked below 30% of rated thoimal pcrn-r 
BERKOW.HN Project Directorate It 2 09/07' 18 18pp. 50609 248 50689 265 

••8907280313 Salely evaluation supporting Amends 119 & 103 to Licenses NPF 4 S 
NPF-7, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 09/07/18 3ff> 
50689 266-50689 268 

8908010158 Application tor amend to Licenses DPR-32.DPR-37, NPF-4 & NPF 7.re>,,sirw 
Tech Specs to retted composition ol station nuclear salely & operating committee tcf 
lowing recent assignment of superintendent engineering position 
STEWART.WL Virginia Power (Virginia Electric & Power Co) 89/07/24 Docurru>rt 
Control Branch (Document Control Desk) 2pp 50756 079-50766 088 

-8908010168 Proposed Tech Specs reflecting composition of station nuclear safety* 
operating committee following recent assignment of superintendent-engineering posi- 
tion at stations Tech Spec pages includo 6 1 -6.6 5 8 6 6 

* Virginia Power (Virginia Electric S Power Co ) 89/07/24 Opp 50756 081-50766088 

8907310461 Forwards safety evaluation supporting use ol Topical Repl VEPNE3, 
“Qualliicatfon ol WRB-1 Critical Heat Flux Correlation in VEPCO COBRA Code,' »' 
constraint that min grid spacing will be 13 Inches or greater 
LAINAS.G C Assistant Director lor Region II Reactors 69/07/35 
CARTWRIGHT.W fl Virginia Powor (Virginia Electric & Power Co) 2pp 50723130- 
50723,134. 

-8907310484 Safety evaluation approving use ot Topical Repl VEP-NE-3 "QualiOcatco 
of WRB-1 Critical Heat Flux Correlation In VEPCO COBRA Code," w/ constraints But 
min grid spacing will be 13 Inches or greater. 

■ Office of Nuclear Reaclor Regulation, Director (Post 870411) 89/07/25 3pj 
50723-132-50723,134 

69080200S4 Responds to 890427 ltr re freedom ol employees & contractor employees 
to contact NRC w/salety concerns Licensee would not inhibit employee or contract? 
from communicating w/NRC, per review ol applicable conlrads & agreements I? 
clauses 

STEWART.WL Virginia Power (Virginia Eleclric & Power Co) 89/07/26 Document 
Control Branch (Document Control Desk) Ip 50772,123 50772 123 

8908020344 Forwards revised evaluation under I0CFR5O92 for significant hazards cw- 
sideratlon lor proposed Tech Spec change re ESF slave relay testing, per util 09071? 
submittal 

STEWART.WL Virginia Power (Virginia Electric & Power Co) 69/07/26 Document 
Control Branch (Documenl Control Desk), 4pp 50772-363 50772 356 

8908070064 Forwards errata to updated operational QA Program Topical Ropl VEP t 
5A, submitted on 890621 Errata corrects Inadvertent omission o( several pages cf 
Table 17 2 0 from previous update 

STEWART.WL Virginia Power (Virginia Electric & Power Co). 89/07/28, Documenl 
Control Branch (Document Control Desk) 2pp 50826 050-50826 055 

-8908070069 Errata to updated operational QA program topical rept, consisting o* re 
placement Pages 17 2-33a,17 2-36 & 17 2-38. 

* Virginia Power (Virginia Electric & Power Co) VEP 1-5A ERR 88/04/30 4pp. 
50826 052-50826 055 

8908110019 Forwards Amends 120 & 104 lo Licenses NPF-4 & NPF-7. rospectreetyi 
safety evaluation Amends reduce Tech Spec 3/4 2 5 limit on min measured How rale 
in RCS from 289,200 gpm to 284,000 gpm 

ENGLE.L B Project Directorate 11-2. 89/07/31 CARTWRIGHT.W Ft Virginia Power 
(Virginia Electric & Power Co.). 3pp 50907,197-50907 216 

-8908110022 Amends 120 & 104 lo Licenses NPF-4 & NPF-7, respectively, reduce 
Tech Speo 3/4 2 5 limit on min measured How rate In RCS from 280,200 gpm 10 
284.000 gpm 

BERKOW.H N, Project Directorate 11-2 89/07/31 14pp. 50907.200 50907 21 3 
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.8906110023 Safety evaluation supporting Amends 120 a 104 to Licenses NPF 4 & 
HPF 7, respectively 

• OIlico ot Nuclear Reactor Regulation, Director (Post 870411) 89/07/31 3pp 
50907 214 50907 216 

8906110218 Forwards Amends 121 & 105 to Licenses NPF 4 & NPF 7, respectively a 
satoly evaluation Amend revises Toch Spec 3 3 3 5, Table 3 3-9, which addresses auxil 
iary shutdown panel monitoring instrumental! on 

ENGLE, L 0 Project Directorate II-? 09/08/02 CARTWRIGHT, W R Virginia Power 
(Virginia Electric & Power Co) 3pp 50893 192 50093 208 

-8906110222 Amends 121 S 105 to Licenses NPF-4 & NPF-?,rovismg Tech Spec 
333 5, Table 3 3 9 re auxiliary shutdown panel monitoring instrumentation 
BERKQW.H N Pioject Directorate II 2 89/00/02 12pp 50893 195-50893 206 

-8906110223 Safety evaluation supporting Amands 121 & 105 to Licenses NPF 4 & 
NPF 7, respectively 

• Office d Nuclear Reactor Regulation, Director (Post 870411) 89/08/02 2 pp 
50893 207-50893 208 

69061 1C33S Forwards Amends 122 & 106 to Licenses NPF-4 & NPF 7, respectively & 
safely evaluation Amends revise Tech Spec Tablo 3 3 6 which specifies operability re- 
quirements lor radiation monitors, per Generic Ltr 83-37 

ENGLE, L B Project Directorate II 2 89/00/02 CARTWRIGHT, W R Virginia Powor 
(Virginia Electric & Powor Co ) 3pp 60QD3 05B 50893 071 

-8968110242 Anionds 122 & 106 to Licenses NPF-4 & NPF-7, respectively Amends 
revise Tech Spec Table 336 to spocily operability requirements for radialion 
monitors, per Generic Ur 83 37 

BERKOW.HN Project Directorate II 2 89/08/02 9pp 50093 061-50093 069 

- 8908110344 Safety evaluation supporting Amends 122 & 106 to Licenses NPF 4 & 
NPF 7, respectively 

• OIlico ot Nuclear Reactor Regulation, Director (Post 07041 1) 89/00/02 2pp 
50B93 070-50093 071 

8908090464 Forwards nonce ol consideration o( issuance ol amends to Licenses NPF 4 

6 NPF-7 & proposed NSHC determination & opportunity (or hearing Amends revise 
Tech Specs & clarifies testing requirements for ESP slave relays 

ENGLE, L B Protect Directorate It-? 09/00/03 STEWART, WL Virginia Power (Virgin 
m Elodnc&Powar Co ) 2pp 50631 285-50891 295 

• 6908090471 Notice ol consideration of issuance of amends to Llconses NPF-4 & NPF- 

7 & proposed NSHC determination & opportunity for hearing Amends revise Toch 
Specs & ctarifios lesting requirements for ESF slave relays 

ENGLE, L B Project Directorate 11-2 88/00/03 9pp 50091 287 50891 295 

8908110164 Advises that NRC approval neither nrantod nor required in case of certifica- 
tion smeo util assumes responsibility for regulatory compliance W/10CFR55 45(b)(2) 
ENGLE, L B Project Directorate 11 2 83/00/03 CARTWRIGHT ,W R Virginia Power 
(Virginia Electric & Powor Co ) 2pp 50093 326-50693 32 8 

8908110184 Forwards request for addl info re pipo stresses due to differential settle 
monl between sve btdg & mam steam valve house Rosponscs should ho provided in 
forthcoming license amend request 

ENGLE.LB Project Directorate II 2 09/08/03 CARTWRIGHT, W R Virginia Power 
(Virginia Electric & Power Co) 4pp 50908 133 50900 136 


8907200019 NRC Info Nolice 69-057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York. Inc I06pp 50711 333 50712 078 

8908030317 Responds to NRC 890705 ltr re violations noted in ln:,p Repts 50-338/89- 
00,50 339/89-08,50 338/89-f4 & 50 339/69 14 Corrective actions recirculation Spray 
HXs cleaned 8 flushed & electrical & mechanical limits adjusted 
STEWART, W L Virginia Power (Virginia Electric & Power Co ) 89/07/2B 
UEBERMAN.J Ofc or Enforcement (Post 870413) 7pp 50773 063 50773 069 

6908040229 Responds to NRC 890629 Hr re violations noted in Insp Repts 50 338/09- 
14,50 339/B9 14,50 260/89 17 & 50 2B1/89-17 Corrective actions study completed 
by outside consultant identifying improvements for independent review process 
STEWART, W L Virginia Power (Virginia Electric & Power Co ) 89/07/2B Document 
Control Branch (Document Control Desk) 5pp 50800 117 50800 121 

8908070090 Responds to NRC 890629 Hr re violations noted in Insp Repts 50 338/89 
14 & 50 339/89 t4 Corrective actions visual insps of fuel assemblies K65 & N47 per 
formed & Procedure I OP 4 10 revised !q require sufficient lighting in fuel pool 
STEWART.W L Virginia Power (Virginia Electric 8 Power Co) 89/07/28 Document 
Conlrol Branch (Document Control Desk) Bpp 50B24 214 50B24 22) 

890B220461 Forwards Insp Repts 50 338/89 21 0 50 339/89 21 on 890613-14 No vio- 
lations or deviations noted 

CUNE.WE Region 2, Qtc of the Director 89/07/28 CARTWRIGHT ,W R Virginia 
Power (Virginia Electric & Power Co ) 2pp 50982 342-50982 347 

-8908220455 Insp Repts 50 338/89 21 & 50 339/89 21 on 890613 14 No violations or 
deviations noted Major areas inspected physical security program for power 
reactors, specifically pre employment screening & clearances 
TOBIN.W , MCGUIRE, DR Region 2, Ole of the Director 89/07/27 4pp 50982 344- 
50962 347 

8908100324 Forwards corrected Pages 1 8 2 to Insp Repts 50 330/69 12 & 50-339/89 
12 due lo pages not being photocopied correctly 

JULIAN, C A Region 2, Ofc ot the Director 80/07/31 CARTWRIGHT.W R. Virginia 
Power (Virginia Electric & Power Co ) Ip 50886 078 508B6 080 

-8908100327 Corrected Pages t 8 2 to tnsp Repts 50 338/89-12 & 50-339/69-12 on 
890412 14 & 20 26 Violation noted Major areas inspected containment integrated leak 
rale tesl.test procedures, evaluation of lest rosulls & previous items 
WHITENER.HL, BELISLE.G A Region 2, Ofc of the Director 69/07/07 8pp 
508B6 079 508B6 080 

8907270121 Suppl 1 to NRC Bulletin 88 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc lOBpp 50904 148-50904 253 

8907280109 NRC Info Notice 89 058, "Disablement of Turbine-Driven Auxiliary Feed- 
water Pump Due to Closure of One ol Parallel Steam Supply Valves" Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/0B/O3 
Consolidated Edison Co Of New York, Inc 106pp 50900 005 50900110 


8908160198 Certifies that SPDS meets requirements of NUREG 0737, Suppl 1 re Goner- 
ic Ltr 09 Ob.w/listed exceptions Completed SPDS checklists lor plants & photographs 
required by Generic Ur 89 06 one! 

STEWART.W L Virginia Power (Virginia Electric & Powor Co) B9/08/0B Document 
Control Branch (Docurnont Control Desk) 250pp 50945001 50945047 

6908170370 Advises that In event that license amend not issued prior to 890911, NRC 
would bo requested to act on 890712 secondary discretionary enforcement request & 
dcler testing requirement in Tech Spec 3/4 3 2 1 for ESP slavo relays 
STEWART, WL Virginia Powor (Virginia Electric & Power Co) 09/08/11 Document 
Control Btanch (Oocument Control Desk) 2pp 50948055 50948050 

8900170512 Application for amends to Licenses NPF 4 & NPF 7,rovlsing Tech Specs ro 
control rod insertion limits to allow greater operational flexibility for control red bank 
positioning as moans of minimizing localized assombly wear 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 89/06/11 Document 
Control Branch (Oocument Conlrol Desk) 3pp 5O03B 234 50938 267 

■ 8908170514 Proposed Tech Specs ro limiting condition for operation & surveillance re- 
quirements lor rod drop time.shutdown rod insorlion limit, shuldown margin & quadrant 
powor till ratio 

* Virginia Power (Virginia Elecluc & Powor Co) B9/0B/1I 31pp 50938 237- 
50930 267 

89081 B0362 Advises that 890621 Change VEP 1-5A to operational QA program consist- 
ent w/provisions ot IQCFR50 54,App B & acceplable 

PEEBLES, T A Region 2, Ofc of tho Diroclor 89/08/11 CARTWRIGHT, W R Virginia 
Power (Virginia Elect nc & Power Co ) 2pp 50970 201-50970 202 

8908210266 Forwards Technical Repl NE 692, "North Anna Uml 2, Cycle 6 Core Per- 
formance Ropl " 

STEWART.W L Virginia Power (Virginia Electric & Power Co) B9/0B/17 Document 
Control Branch (Document Conlrol Desk) Ip 50970 277-50970 326 

•89082 102S7 Rev 0 to "North Anna Uml 2 Cycle S Coro Performance Repl " 
TRACE.DA. PIERCE, N S , OZ1ADOSZ.O Virginia Power (Virginia Elecinc 6 Power 
Co) NE-692 ROO 09/04/30 5Qpp 50970 270 50970 328 

8908250034 Submits supplemental inlo ro environ effects of higher enrichment fuel to 
support 880930 proposed Tech Spec changes lo Licenses NPF 4 S NPF-7, per 
890707 discussion w/NRC 

STEWART.W l Virginia Power (Virginia Elecinc & Power Co) 89/OO/IB Document 
Conlrol Branch (Document Conlrol Desk) 2pp 5 1 029,001 -5 1 029 002 


O Inspection reports, !E Bulletins & correspondence 

8908010013 Ack receipt of 090714 Hr re violations noted in Insp Repts 50-338/89 15 S 
50 339/09-15 

COLLINS, DM Region 2, Ole Ol the Director 09/07/25 CARTWRIGHf.W R Virginia 
Power (Virginia Electric & Power Co ) t p 50753 189 50753 189 


89QB 160264 Ack receipt of 890714 Hr informing NRC of steps taken to correct violations 
noted In Insp Repls 50 338/89 11 & 50-330/69-1 1 

JULIAN, C A Region 2, Qlc of the Director 89/08/03 CARTWRIGHT, W R Virginia 
Power (Virginia Electric & Power Co) tp 50925 250 50925 250 

8908110017 “Inservice Insp Repl of North Anna Power Station Unit 2,' for thud 
period, first interval refueling outage 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 89/08/04 Document 
Control Branch (Document Control Desk) Ip 50895 155 50895 357 

-89081 1001S "Inservice Insp Rept ol North Anna Power Station Unit 2 " 

’ Virginia Power (Virginia Electric & Power Co) B9/08/Q4 100pp 50895 156 
50895 357 

0908220085 Forwards Insp Repts 50 338/89 24 & 50 339/89 24 on 800710-14 No vio 
falions or deviations noted 

COLLINS, D M Region 2, Ofc of the Director 89/08/07 CARTWRtGHT.W R Virginia 
Power (Virginia Electric 8 Power Co ) 2pp 50977 136 50977 146 


-8908220087 Insp Repts 50 338/89 24 & 50 339/89 24 on 890710 14 No violations 
noted Major areas inspected functional areas ol emergency preparedness 
program, including training, audit repts, distribution of changes lo EPlPs & staff augmen 
lation 

GOODEN.A Region 2, QIC of tho Director 89/08/07 9pp 50977 138 509/7 146, 

8908250237 Notification ol significant ticensee meeting on 890824 in Mmeral.VA to dis- 
cuss SALP board assessment 

FREDRICKSON, P Region 2, Otc of the Director 89/08/15 Region 2, Ofc of the Di- 
rector 2pp 51020 023 51020 024 

8906100120 NRC Inlo Notice 89 059, Suppliers of Potentially Misrepiesented Fasten 
ers " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co of New York Inc I06pp 50992 315 50993 060 

890B220406 Responds lo NRC 890717 Ur re violations noted in tnsp Repts 50 338/89 
12 & 50 339/89 12 on 890412-14 & 20 26 Corrective steps taken Engineering Study 
88 31 & justification for continued operation approved after testing 
STEWART.W L Virginia Power (Virginia Electric & Power Co) 89/08/16 Oocument 
Conlrol Branch (Document Control Desk) 4pp 50977 223 60977 226 

B908240292 Forwards final summary repl 8 summary of nonconformances re IE Bulletin 
79 14, - Seismic Analysis for As Built Safely Related Piping Sys " 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 89/08/17 Document 
Control Branch (Documenl Control Desk) 3pp 51019 Q87 51019 089 


8908140085 NRC Info Notice 85 060, Maint of Tetetherapy Units Svc list end 
CUNNINGHAM, R E Division ol Industrial & Medical Nuclear Safety (Post 870729) 
89/08/18 Consolidated Edison Co of New York tnc 1Q7pp 50093 061-50993 166 
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8908 1 G0 129 Suppl 2 to NRC Into Notice 8B 0-18, "Licensee Rept of Detective Refur 
bished Valves “ Svc list enct 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of New York, Inc lOOpp 50990 039 50990 13/ 


R Periodic operating reports & related correspondence 

8908160294 Monthly operating repts. lor Jul 1989 for North Anna Power Station Umls 1 
& 2 W/890B1 1 llr 

TILLACK B STEWAHT.W L Virginia Power (Virginia Electric & Power Co ) 89/07/31 
14pp 50937 207-50937 220 


S. Reportabte occurrences, LERs & related correspondence 

8908100071 Special rept on 890601 .discovered differential settlement between Uml 2 
coniammenl 8 main sleam valve house exceeding limil Caused by apparent upward 
movement of point 131 on Uml 2 containment Procedure 1 PT-112 revised 
STEWART, V/ L Virginia Power (Virginia Electric & Power Co ) 89/07/28 Document 
Control Branch (Document Control Desk) 2pp 50904 332-50904 333 


••8907270289 Notice of consideration of issuance of amend to License NPF-43 
posed NSHC determination & opportunity for hearing on 890403 icqucsl to if,. 
Tech Specs to roltect mods to automatic dopressurization sys.por NUF1EGJJ737 
YANDELL.L A Project Directorate III 1 89/07/07 4pp 50704 281-60704 294 

0907180211 Generic Llr 89-13 to all holdors of OLs or CPs (or nuclear power 
svc water sys problems alloc ling safely related equipment Svc list enct 
PARTLOW.JG Associate Director lor Propels (Post 070411) 09/07/18 Cons.' 
ed Edison Co of New York, Inc 53pp 50735 001 50735 054 

0907310060 Responds lo Generic Ltr 89 00, "Erosion Corrosion Induced Fipnj 
Thinning" Long term erosion/corrosion program implemented to provide asw a u 
that structural integrity ol high energy carbon steel sys maintained 
SYLVIA, B R Detroit Edison Co 89/0//21 Document Conirol Branch (Oocumc-'iC J 
trolDosk) 3pp 50726 259 50726 261 

8908210062 Rosponds to NRC concern re ability ot employees & contractors tor.) 
salety issues to licensee mgl 8 NRC Liconsce understands & endorses impcfl»,| 
of maintaining pathway unrestricted 

SYLVIA.B R Detroit Edison Co 00/07/21 Document Conirol Branch (Docerriemfo 
trot Desk) 2pp 50975 127-50975 120 


DOCKET S0-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 
F. Security, medical, emergency & fire protection plans 


8908070209 Application lor amend to Llconso NPF-43, removing inequality andvav) 
(torn numerical valuos in trip setpoint column ol instrumentation Tech Specs 
SYLVIA.B R Detroit Edison Co 89/07/24 Document Conirol Branch (Docun-^rlC/, 
trot Desk) 7pp 50026 078 50026 004 


8907310216 Rev 5 to EPIP EP 608, Joint Public Into Ctr Operations " 
1 Detroit Edison Co 89/07/19 10pp 50723 086 50723 095 


•■8908070290 Proposed Tech Spocs to instrumentation sotpomls 
• Detroit Edison Co 09/07/24 I9pp 50826 005 50826 103 


8907310219 Responds to exercise weaknesses noted in Insp Ropt 50-341/89 19 Cor- 
rective actions keycaid readers in high traffic areas replaced or realigned to ensure 
proper operation Accountability drill will be performed in Aug 

SYLVIA.B R Detroit Edison Co 89/07/24 Document Control Branch (Document Con 
trot Desk) 2pp 50736 250 50736 251 

8908020199 Supplemental response to NRC 890515 llr re violations noted in Insp Ropt 
50-341/89 10 Licensee committed lo follow security personnel training & qualification 
plan 8 Fermi mgt directive on training 8 qualification as addl method, 

SYLVIA.B P Detroit Edison Co 89/07/27 Document Conirol Branch (Document Con- 
trol Desk) 2pp 50773 010 50773 011 

8908080108 Forwards Rev 14 to physical security plan Rev incorporates commitments 
discussed in Insp Rept 50-341/89 10 re reporting ol observed aberrant behavior 8 
modifies compensatory measures lor railroad airlock doors W/o end 
SYLVIA.BR Detroit Edison Co 89/08/01 Document Control Branch (Document Con 
trot Desk) Ip 50B57 057-50857 057 

8908240302 Forwards "Joint Exercise Rept. Enrico Fermi II Nuclear Power Plant" ot ox 
ercise conducted on 880518 Offsite radiological emergency preparedness adequate to 
provide reasonable assurance that appropriate measures can be taken 
KWIATKOWSKI.D federal Emergency Management Agency 89/08/03 CONGEL.F J 
Division ol Radiation Protection S Emergency Preparednoss (Post 8704 tt) 2pp 
51016 181-51016261 

-8908240304 "Joint Exercise Rept, Enrico Fermi It Nuclear Power Plant" tor exorcise 
conducted on 880518 

* Federal Emergency Management Agency 89/07/27 79pp 51016 183 51016261 

8908180410 Rev A to Radiological Emergency Response Plan Implementing Procedure 
EP 304-1, 'Alternate Emergency Operations Facility" 

’ Detroit Edison Co 89/08/04 1 1pp 50965 305 50965 315 

8908170205 Advises lhai 890801 Rev 14 to physical security plan meets provisions ol 
10CFR50 54(p) & acceptable 

GREGER.L R Region 3, Ole ot the Director 89/06/10 SYLVIA.BR Detroit Edison 
Co 2pp 50946 348 50946 349 


0906070295 Application (or amond lo Liconse NPF 4 3. modi lying Tech Sj-J 
6 2 2 1,6 2 3 4,6 5 t 2,6 5 1 7 b,6 5 2 5 & 6 5 2 6 ro administrative controls 
SYLVIA.B R Detroit Edison Co 09/07/24 Document Conirol Branch (Document 
trot Desk) tOpp 50022 044 50022 072 

-0908070297 Proposod Tech Spocs 6 2 2 1,6 2 3 4,6 6 I 2,6 5 1 7 b, 05 2 5,6 526 rt 
ndminisirahvo controls 

* Detroit Edison Co 09/07/24 5pp 50022 054 50022 050 

-8908070299 "Evaluation ol 12 H/Day Shill Schedule," prosonted at »986 ami 
mooting ol Human Factors Society in Dayton, OH 

LEWIS.P M , SWAIM.DJ Batlolle Momorial Institute, Pacific Northwest Labortq 
PNL SA-14093 86/06/30 14pp 50822 050 50022 072 

6908070340 Application tor amend to License NPF 43, modifying license to roflemil 
purchase ot Wolverine Powor Supply Cooperative, Inc ownership inleresl « 
facility Translor ol ownership scheduled to occur on or about 900131 
SYLVIA.B R Detroit Edison Co 09/07/24 Document Control Branch (Documenlto 
Irol Desk) 9pp 50802 215-50802 223 

0900070381 Application lor amend to Liconso NPF 43, modifying Tech Spocs 3/435n 
reactor core isolation cooling sys actuation instrumentation & 3/4 3 9 concerning W 
water/mam turbine trip sys actuation instrumentation, per GE STS 
SYLVIA, B R Detroit Edison Co 09/07/24 Document Control Branch fDocvmc-ntCm 
trolOesk) tOpp 50B26 056 50826 073 

--8908070303 Proposod Tech Spocs 3/4 3 9, "Plant Sys Actuation tnstrumen'aMn'l 
3/4 3 5, "RCIC Sys Actuation instrumentation " 

* Detroit Edison Co 00/07/24 Bpp 50026 066 50026 073 

6908080067 Application lor amend to Liconse NPF-43, modifying Tech Spec 3/451 
"Turbmo Overspeed Protection Sys." to bolter speedy requirements lor sys 
SYLVIA.B R Detroit Edison Co 89/07/24 Document Control Branch (Documented) 
trot Desk) 7pp 50D54 270-50054 200 


8908240093 Rev 4 to RERP Plan Implementing Procedure EP-303 01, "Emergency Op 
eralions Facility " 

1 Detroit Edison Co 89/03/10 9pp 51009 290 51009 298 

8908240102 Rev 5 to RERP Plan Implementing Procedure EP-301 01, "Technical Sup 
port Ctr" 

• Detroit Edison Co 89/08/14 lOpp 51009 299 51009 306 

8908210212 Suppl I to Generic Ur 89 07 to all operating plants, applicants lor OLs & 
holders ol CPs re power reactor safeguards contingency planning lor surlace vehicle 
bombs Svc list end 

PARTLOW.JG Associate Director lor Protects (Post 070411) 89/08/21 Consolidat 
ed Edison Co ot New York, Inc 55pp 51036 001-51036 056 


-8908060070 Proposed Tech Spoc 3/4 3 0, 'Turbine Ovorspeed Piotociion, Sys " 

• Detroit Edison Co 89/07/24 4pp 50054 277-50854 280 

8908080000 Application lor amend to Liconse NPF 43, spoci lying normal How path h 
primary containment nitrogen conirol when operating In Operational Conditions 121 
3, per Generic Ltr 89 01 

SYLVIA.BR Detroit Edison Co 89/07/24 Document Conirol Branch (Document Car 
trot Desk) 12pp 50857 061-50857 072 

-8908080082 Proposod Tech Specs ro primary containment nitrogen vcnhng & (/« 
sure control 

• Detroit Edison Co 89/07/24 4pp 50857 069 50057 072 


G, Adjudicatory correspondence 

8908030142 Petition (or rulemaking PRM 50 53 requesting NRC action lo review undue 
risk posed by BWR thermal hydraulic instability NRR should issue order requiring all 
GE BWRs to be placed in cold shutdown lor staled reasons 

HIATT S L Ohio Citizens for Responsible Energy 88/07/28 Office ol Nuclear Reac 
tor Regulation, Director (Post 870411) lOpp 50820 143 50820 152 


J Insurance & indemnity Information 


88 . 0 . 7 . 3 _ 1 l t |334 Forwards Endorsement 128 to NELIA Policy NF 92 a Endorsement 24 to 
MAELU Policy MF-120 

SYLVIA B R Detroit Edison Co 89/07/21 Document Conirol Branch (Document Con 
Irol Desk) 3pp 50712 168 50712 170 


P Operating license stage documents & correspondence 

8907270282 Forwards notice ol issuance ol amend to License NPF 43 & opportunity I 
£!£™9 on 090403 amend application Notice forwarded to FR ole (or publication 
50704 278 50704 28?'' eC ' Q,ale " 1 89/07/07 SY LVIA.B R Detroit Edison Co 3p 


8908030229 Forwards notice ol consideration ol issuance of amend lo License NPM 
& opportunity tor hearing ro 090310 application tor amend 

STANG.JF Proiecl Directorate III t 69/07/27 SYLVIA.BR DolroH Edison Co & 
50793 335 50703 341 

-8908030231 Nolice ol consideration ot issuance ol amend to License NPF-43 Sq 
portumty lor hearing on 890510 application lor amond to revise Tech Specs to r«IW 
design changes for reactor protection sys 

LONG.WO Projoct Directorate 111-1 09/07/27 4pp 50793 33B-507D3 341 

8908150130 Forwards notice ot consideration ot issuance ol amond to License l(# 
43, per 890510 application lor amend 

STANG.J F Project Directorate 111-1 09/07/27 SYLVIA.B R Detroit Edison Co 4f< 
50926 134-50926 141 

-8908150132 Notice ol consideration ol Issuance of amend to License NPF-43A/W 
revises Tech Specs by removing traversing incoro probe purge sys isolation vaN 
listed in Table 363 1 

LONG.WO Project Directorate III- 1 89/07/27 4pp 50926 13B-S0S26 14 1 

8908070379 Confirms monthly meeting on 890815 in Glen Ellyn, It- lo discuss ptf' 
status.schedutes & NRC commitments, per 890726 lelcon 

GREENMAN.EG Region 3, Ole ol the Director 89/07/3) SYLVtA.B Ft Dff 
Edison Co ip 50802 232-50802 232 
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89080704S2 Responds to 890606 request lor relief from 10CFR74 t1(a)(1) which re- 
quires that util perlorm & complete mail balance rept & physical inventory listing on 
890930 Relief not required Use of book inventoiy acceptable 
ENG.PL Project Directorate III 1 89/08/01 SYLViA.BR Detroit Edison Co 2pp 
50824 155 50824 156 

8908080335 Addresses status of actions arising from as built drawing issue All Category 
A8B items completed 8 majority of Category C deviations resolved 
SYLVIA, B R Detroit Edison Co 09/08/02 Document Control Branch (Document Con- 
trol Desk) Epp 50856 097-50856 102 

89 08170224 Requests closure of outstanding Action Item 87 0198, per 870617 request 
re review & evaluation of acceptability of Fairbanks Morse diesel generator 
bearings Action completed w/submittal ol transfer of lead responsibility to NRR 
PHILLIPS, MP Region 3, Ofc ol Ihe Director 89/08/04 MARTIN, TO Region 3, Ole 
ot the Director Ip 50949 224 50949 224 

8908210023 Documents 890811 discussion w/P Eng ro NRC reply to util request for 
exemption Irom 10CFR74 13. "Mall Status Repts " 

GOODMAN.L Detroit Edison Co 89/00/14 Document Control Branch (Document 
Control Desk) 2pp 50971 031 50971 032 

6908250103 Supplemental application for amend to License NPF-43, revising B80B04 
application to address recent concerns re thermal hydraulic stability 8 provido addl 
inlo to proposed Tech Specs concerning Single recirculation loop operation 
SYLVIA, B R Detroit Edison Co 09/08/18 Document Control Branch (Document Con- 
trol Desk) tlpp 51115 248 51115 302 

■ 8908250187 Revised proposed Tech Specs re extended operation at reduced power 
w/singlo rocirculation loop in operation, reflecting recent industry events involving 
thermal hydraulic instability 

1 Detroit Edison Co 89/08/18 42pp 51115 261-51115 302 


O. Inspection reports, IE Bulletins & correspondence 

8908Q7Q005 FOIA request for final open item transmittal llrs por NRC Insp Procedure 
94300B lor listed plants 

WILLIAMS.OG JRA Associates 89/05/17 GRIMSLEY.DH NRC - No Detailed Affih 
afion Given 2pp 50809 279 50809 280 

B907310219 Responds to exercise weaknesses noted in tnsp Rept 50 341/89 lOCor- 
rective actions keycard readers in high traffic areas replaced or realigned to ensure 
proper operation Accountability drill will be perlormod in Aug 
SYLVIA, B R Detroit Edison Co 89/07/24 Document Control Branch (Document Con 
trol Desk) 2pp 50736 250 50736 251 

6907310245 Forwards Salely Insp Rept 50 341/89 16 on 090531 0602 & 26 29 No vio 
(aliens noted 

WRIGHT.G C Region 3, Ole of the Director 89/07/24 SYLVIA, B R Detroit Edison 
Co 2pp 50755 219 50755 220 

-8907310253 Insp Rept 50 341/09 16 on 090531 0602 8 26 31 No violations 
noted Maior areas inspected self-initiated SSFI of IIPCI sys Presont design control 
measures showed significant improvement 

YIN, I T , PHILLIPS, MP Region 3, Ole of tho Director 89/07/19 8pp 50/55 221 
50755 228 

6907310658 Advises that citation ol Violation 341/88037,ro qualification ot core spray 
piping, found inapplicable against t0CFR50,App B, Criterion III & that citation against 
Criterion XVI found applicable, per 890302 Itr ot denial 

GREENMAN.EG Region 3, Ofq ol tho Director 89/07/25 SYLVIA, B R Detroit 
Edison Co 2pp 50723 083 S0723 084 

89D72QQQ19 NRC tnfo Notice 09 057, •'Unqualified Eloctncat Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI, CE Division ot Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York, Inc 106pp 6071 1 333 50712 078 

8908020199 Supplemental response to NRC 890515 Ur ro violations noted In Insp Rept 
50-341/09-10 Licensee committed to follow security personnel training & qualification 
plan 8 Fermi mgl directive on training & qualliication as addl mothod 
SYLVIA, B P Detroit Edison Co 89/07/27, Document Control Branch (Document Con 
trot Desk) 2pp 50773 010 50773 011 

890 B 0700 13 Partial response to FOIA request App A records available in PDRApp B 
records end 8 available in PDR 

PHILIPS, J, Division of Freedom ot Information & Publications Services (Post 090205) 
69/08/01 WILLIAMS.OG JRA Associates, 3pp. 50809,201-50809 362 

-8908070D30 Forwards listed Info ro status of facility proparedness for licensing, per IE 
Manual Chapter 94300 

NOREUUS.CE Region 3, Ore of the Director 85/03/05 THOMPSON, H L Division ol 
Licensing (000428 851 124), 28pp 50009 335 50009 362 

8908080108 Forwards Rev 14 to physical security plan Rev Incorporates commitments 
discussed in Insp Rept 50-341/89-10 re reporting ol observed abairant behavior 8 
modifies compensatory measures tor railroad airlock doors W/o end 
SYtVIA.BR Detroit Edison Co 09/00/01 Document Control Branch (Oocument Con 
trof Desk) Ip 50857057-50857 057 

B90 7270121 Suppl 1 to NRC Bulletin 80-010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

RQSSI.CE Division ot Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc 108pp. 50904 148 50904 253 

8907280169 NRC Info Notice 89 058, "Disablement of Turblno-Dnvon Auxiliary Feed- 
water Pump Due to Closure of One of Parallel steam Supply Valves " Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 070411) 89/08/03 
Consolidated Edison Co of New York, Inc 1Q6pp 50900 005-50900 110 

8908 170296 Responds to NRC 890711 !|r re violations noted in Insp Rept 50 341/89 
11 Corrective aoiion qualified solenoid valves tested Training & written notice given to 
conlrol room personnel identifying design basis ol solenoids 
ORSER.WS Detroit Edison Co 89/08/10 Document Control Branch (Document 
Control Desk) 10pp 50945 176 50946 185, 


8908180303 Forwards Saloly Insp Rept 50 341/89 18 on 890606 0724 No violations 
noted 

KNOPRC Region 3, Ofc of the Director 89/08/14 SYLVIA.BR Detroit Edison Co 
2pp 50956 276 50956 310 

-8908180306 Insp Rept 50 341/89 10 on 890606 0724 No violations noted Ma|or 
areas inspected followup ol events, operational safety mamt, surveillance, LER 
tollowup allegation followup DET review.picoarations for refueling 8 mgt meetings 
RING.M A Region 3, Ofc of the Director 89/08/14 33pp 50956 278 50956 310 

8908100128 NRC Info Notice 89 059, ' Suppliers of Potentially Misrepresented Fasten 
ers " Svc list end 

ROSSI, CE Division ot Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co of New York, Inc I06pp 50992 315 50993 060 

8908140065 NRC Info Notice 89 060, ’ Main! of Telelheiapy Units ' Svc list end 
CUNNINGHAM, R E Division ot Industrial 8 Medical Nuclear Safety (Post 070729) 
89/08/18 Consolidated Edison Co ot New York. Inc 107pp 50993 061-50993 166 

890B160129 Suppl 2 la NRC Info Notice 88 048, 1 Licensee Rept of Defective Refur- 
bished Valves ' Svc list end 

ROSSI, CE Division of Operational Evonis Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of New York, Inc lOOpp 50990 039 50990 137 


R, Periodic operating reports 8 related correspondence 

8908230358 Monthly operating rept for Juf i960 tor Fermi 2 W/B90815 Itr 
ANTHONY, P M , ORSER.WS Detroit Edison Co B9/07/31 4pp 51016044- 
5(016047 


S Reportable occurrences, LERs & related correspondence 

8907310466 LER 09 012 01 on 890B03,various Div I isolalions/actualions experienced 
during one time surveillanco procedure to allow installation ot star lugs Caused by in- 
adequate technical roviow ot temporary procedure change W/B90717 Itr 
ANTHONY, P , ORSER.W S Detroit Edison Co 89/07/17 5pp 50746 342 50746 346 

8907310477 LER 09 Ql 3 00 on 890624 .reactor bldg HVAC isolated & standby gas treat- 
ment sys automatically started Caused by personnel error Potential design chango 
written to improve testability at panel W/890724 Hr 

PENDERGAST.J , ORSER.WS Detroit Edison Co 89/07/24 4pp 50745 207 
50745 210 

8908140097 LER 89 015 00 on 890707 & 18,power lost to Div I reactor protection sys 
bus A when motor generator set experienced overvoltage condition Cause 
undetermined Testing in progress in order to determine cause ol event W/80OBQ7 Itr 
ANTHONY, P, ORSER.WS Detroit Edison Co 89/08/07 7pp 50914 065-50914 071 

8908(60230 LER 09 016 00 on 890711, Div t ot RHR svc water sys conservatively de 
dared inoperable due lo low nitrogen pressure for fan brakes in cooling lower Caused 
by leak in hoses Nitrogen (rose replaced W/ 11908 10 Hr 

ANTHONY, P. ORSER.WS Oolroit Edison Co 89/08/10 6pp 50924 351 50924 358 


V. Operator Examinations 

8908020199 Supplemental response to NRC 890515 ttr ro violations noted in Insp Rept 
50 341/09-10 Licensee committed to follow security personnel training & qualification 
plan 8 Fermi mgl directive on training 8 qualification as addl method 
SYLVIA, B P Detroit Edison Co 09/07/27 Document Control Branch (Document Con 
trot Desk) 2pp 50773010 50773011 


DOCKET 50-344 TROJAN NUCLEAR PLANT 


F Security, medical, emergency 8 fire protection plans 

8908280017 Informs that Jl Thalo.RW Robinson 8 TD Watt will attend Federal Radio 
logical Emorgency Response Workshop on 881024 

COCKFIELD.D W Portland General Electric Co 88/09/14 MARTIN.JB Region 6, 
Ofc of the Director Ip 51043 000 51043 000 

8907270163 Rev 2 to RERPIP EP 002, "Protective Aclion Recommendations ” 
WALT.TD, OLMSTEAD.C A Portland General Electric Co 89/07/18 12pp 
50705 166-50705 177 

8908039114 Revised EPIPs.mctudlng Rev 1 to EP-302, "Potassium Iodine Admlnlslra- 
Hon," Rev 1 to EP 304, "Soarch 8 Rescue" 8 Rev 2 to EP 501, "Training 8 Drills," 
OLSON, R , YUNDT.C P Portland General Electric Co 09/07/19 02pp 50773 118- 
50773.197 

89QB1 10107 Rev 2 to Radiological ERPIP EP-500, "Inventories “ 

NELSON, R Portland General Electric Co 89/07/24 !25pp 50894 320 50B95 091 

8908020111 Advises that closed circuit television camera Installation at Intake structuro 
Will be comploled on 890929 Instead ot 890731, per 890127 commitment re security 
violations Delay due to extension of 1989 refueling outage End withheld 
COCKFIELD.D W Portland General Electric Co 09/07/28 Document Control Branch 
(Document Control Desk) 2pp 50772 102 50772 103 

890B02Q180 Discusses Safeguards Insp Rept 50 344/89 08 8 Security Insp Rept 50 
344/89 02 & forwards notice of violation re safeguards Info protection 8 firearms 
training adequacy, Enel withheld (rol 10CFR2 790) 

SCARANO.R A Region 5. Ole of the Director 89/07/27 COCKFIELD.D W Portland 
General Electric Co 4pp 50772 217 50772 220 

8908160160 Forwards Exam Rept 50-344/OL-B9 Ot on 890620 22, Four ot live candl 
dates passed exam 8 issued licenses Results of written exam indicated training weak- 
ness in knowledge ot some Immediate operator actions tor emergency plant evolu 
lions 

KIRSCH.DF Region 6, Otc ol the Director. 09/07/27 COCKFIELD.D W Portland 
General Electric Co 2pp 50938 005-50938,225 
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-8308160158 Exam Repl 50 344/01-89 01 on 890620 22 Exam results lour of live can 
didates passed exam 

MEADOWS T, ROYACK.M, PEREIRA O Region 5, Ofc ol the Director 89/07/18 
206pp 50938 007-50938 225 

8908040077 Amend 5 to Fire ProiecHon Plan," Vols I S II 
• Portland General Eleclnc Co PGE-1012 A 05 89/07/31 200pp 50794 001 
50795 056 

8908210212 Suppl 1 lo Generic Ur 89 07 lo all operating plants, applicants for OLs & 
holders ol CPs re power reactor safeguards contingency planning lor surface vehicle 
bombs Svc list end 

PARTLOWJG Associate Director lor Projects (Post 870411) 89/08/21 Consolidat- 
ed Edison Co of New York, Inc 55pp 51036 001 51036 056 


H General correspondence 

8908020237 Forwards corrected cliari re ulil reorgamzalion lor nuclear power 
operation, relleclmg elimination of position ol Vice President, Power Svcs 
COCKFlELD.D W Portland General Electric Co 89/07/28 Document Control Branch 
(Document Control Desk) 3pp 50772 258 50772 260 


K Utility Final Safety Analysis Report (FSAR) & amends 

89D8040049 Forwards Amend 10 to FSAR for Trojan Nuclear Plant Amend includes ef 
feels of changes made in facility procedures as described in 820720 FSAR & revised 
by Amends 1-9 S safely evaluations performed by ulil 

COCKFIELD.DW Porlland General Electric Co 89/07/31 Document Control Branch 
(Document Control Desk) 5pp 50797 311-50798 349 

-8908040078 Amend 10 to FSAR lor Trojan nuclear plant 
* Portland General Electric Co 89/07/31 250pp 50797 316 50798 349 


P. Operating license stage documents & correspondence 

890718021 1 Generic Ur 89 13 to all holders ol OLs or CPs for nuclear power plants re 
svc waler sys problems allecimg saloty related equipment Svc list end 
PAATLOW.J G Associate Director lor Projects (Post 870411) 89/07/18 Consolidat 
ed Edison Co ol New York, Inc 53pp 50735 001-50735 054 

8907270064 Responds to Generic Ur 89 08. "Erosion/Corrosion Induced Pipe Wall 
Thinning " Program recognizes susceptibility ol piping carrying single phase or two 
hase fluid to erosion/ corrosion to ensure structural mtergrity 
OCKFIEID.DW Portland General Electric Co 89/07/21 Document Control Branch 
(Oocument Control Desk) 2pp 50705 155-50705 156 

8908040005 Submils response to 890427 Hr ro notification ot NRC ol employees poten 
lial saloty issues Ulil has no clauses restricting ability ol employees to provide info to 
NRC 

COCKFIELD.DW Portland General Electric Co 89/07/31 Document Control Branch 
(Document Control Desk) tp 50799 293 50799 293 

8908170011 Advises that WCAP 12028, “Troian Nuclear Plant Reactor Vessel Vertical 
Support Loads," withheld (rel lOCFR2 7go), per 890223 request 
BEvAN.R B Project Directorate V 89/08/01 WIESEMANN.R A Westmghouse Elec 
Inc Corp 5pp 50954 350 50954 354 

8908 1 70D50 Forwards correcled page to Amend 152 issued lo Licenso NPF 1 on 
890515 

BEVAN.R Projecl Directorate V 89/08/10 COCKFIELD.DW Portland General Elec 
Inc Co 3pp 50949 119 50949 121 

-8908170053 Corrected Page 3/4 7-18 lo Amend 152 to License NPF-1 

• NRC - NO Detailed Atlilialion Gwen 89/00/10 Ip 50949 122 50949 122 

8908170074 Forwards saloty evaluation re Generic Ltr 83 20, Item 4 53 concerning In- 
tervals lor on line testing ot reactor protection sys Westmghouse Owners Group el 
forts adequately addressed Hem Hem resolved lor (acility 

BEVAN.R 0 Project Directorate V 09/08/10 COCKFlELD.D Porlland General Elec- 
Iric Co 3pp 50958 052-50958 069 

-8908170078 Safety evaluation approving online functional testing ol reactor inp 
sys .per Generic Ltr 83 28, Item 4 5 3, "Reactor Trip Sys Reliability lor all Domestic Op 
erallng Reactors " 

• Office ol Nuclear Reactor Regulation, Director (Post 870411) 89/08/10 2pp 
50950 055 50958 069 

89002S0274 Informs thal ulil fully meels requirements o( NUREG 0737, Suppl 1 re 
SPDS Info on areas where current SPDS design & NUREG-1342 requirements differ 
will be provided by 890915 

COCKFIELD.DW Porlland General Elaclric Co 89/08/15 Document Control Branch 
(Document Control Desk) Ip 51029 145 51029 145, 


Q, Inspection reports, IE Bulletins & correspondence 

8907340020 Responds lo NRC Bulletin 88 010, "Nonconlormlng Molded-Case Circuit 
Breakers" Nontraceabte circuit breaker installed in safety related sys after 830801 
has been replaced w/ Iraceable circuit breaker 

COCKFlELD.D W Porlland General Electric Co 89/07/25 Document Control Branch 
(Document Control Desk) Ip 50737 081-50737 001 

8907200019 NRC Info Nolice 89 057, "Unqualified Efeclncal Splices in Vendor Supplied 
Environmentally Qualified Equipment ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co, of New York, Inc 106pp 5071 1 333-50712 078 

89080201 1 1 Advises that closed circuit television camera installation at intake structure 
will bo completed on 890929 instead ol 890731, per 890127 commitment re security 
violations Delay due to extension ol 1989 refueling outage End withheld 
COCKFIELD.DW Portland General Electric Co 89/07/26 Document Control Branch 
(Document Control Desk) 2pp 50772 102 50772' 103, 


8908020160 Discusses Safeguards Insp Rept 50 344/89 08 & Security lnspRe?i'’ 
344/89 02 & forwards notice ol violation re safeguards info protection & fr^-i 
training adequacy Enel withheld (ref 10CFR2 790) 

SCARANORA Region 5. Ofc of the Director 89/07/2/ COCKFIELD.DW Port 1 - < 
General Electric Co 4pp 50772 217 50772 220 

690B160150 Forwards Exam Repl 50-344/OL 89 01 on 890620 22 Four ol lira (jj 
dales passed exam & issued licenses Results ol whiten exam indicated l/amngx- i 
ness in knowledge of some irnmediale operator actions lor emergency pi art a. t. 
Hons 

KIRSCH.OF Region 5, Ofc of the Director 89/07/27 COCKFIELD.DW Puri' - 
General Eleclnc Co 2pp 50930 005 50938 225 

-8908160158 Exam Repl 50 344/OL 89 01 on 890620 22 Exam resulls four ollr.eci- 
didates passed exam 

MEADOWS, T , ROYACK.M , PEREIRA, D Region 5, Ofc of the Direclor 63/O/Mi 
206pp 50938 007-50938 225 

8908020057 Responds to NRC 690608 Hr re violations noted in Insp Repl 50 34l.fi 
14 Corrective actions performance momtoring/evont analysis trend repls used u 
evaluate effeciiveness ol mg( efforts 

COCKFlELD.D W Portland General Eleclnc Co 09/07/28 Document Control 
(Document Control Desk) 2pp 50757 222 50757 223 

8907270121 Suppl 1 lo NRC Bulletin 88 010. "Nonconforming Molded Case Ctfut 
Breakers * Svc list end 

ROSSI.CE Division of Oporalional Events Assessment (Post 67041 1) 89/(W'i0 
Consolidated Edison Co Ol New York, Inc 108pp 50904 148 50904 253 

8907280169 NRC Info Notice 89-058, "Disablement ol Turbine Onven Auxiliary Fe-1 
water Pump Due to Closure ol One ol Parallel Steam Supply Valves “ Svc Hi erd 
ROSSI.CE Division of Operational Events Assessment (Post B70411) 89/Oiiv3 
Consolidated Edison Co ol New York, Inc I06pp 50900 005 50900 110 

8908180389 Forwards Insp Ropl 50-344/09-18 on 890712-14 & notice of violation NPC 
views util handling ol hydrogen issues as missed opportunities to focus on & re»V> 
long standing & potentially significant safely Issue 

SCARANO.R A Region 5, 07c ol the Drreclor 89/08/03 COCKFIELO.DW PortiM 
General Electric Co 2pp 50965 293 50965 304 

-8908100375 Notice ol violation from insp on 890712 14 Violation noled aid 
090421, corrective actions not taken to evalualo & correct design defiCiencieJ in h, 
drogen gas supply sys as documented on oporalional roviow form, did 870503 
SCARANO.R A Heglon 5, Ofc ol ihe Director 89/08/03 Ip 50965 295 50S652S5 

-890818038 1 Insp Repl 50-344/89 18 on 890712-14 Violations noled Major i'xi) 
inspected uresolved item re licensee high pressure hydrogen & nitrogen storage Ik* 
ty al plant & review ol licensee implementation ol NRC Info Notice 87-020 
HOOKER, C A , JOHNSON, A D , GARCIA, EM Region 5, Ole ol tho Director 69/0“' 
03 9pp 50965 296 50965 304 

0908220003 Forwards Insp Repl 50-344/89 12 on 990522-0601 & notice cl 
violation Insp determined that inservice contractor & licensee oversight ol conbacM 
activities need sigmlicant improvement 

KIRSCH.DF Region 5, Ole ol the Director 89/08/04 COCKFIELD.OW Port'll 
General Electric Co 3pp 50976 257-50976 279 

-8908220005 Notice ol violation from insp on 090522 0602 Violations noledeura 
given lo inservice insp NDE coniractors did not cover required specific tesl areas l 
exams not closed book tests 

KIRSCH.DF Region 5, Ole of the Director 89/00/04 4pp 50976 260 50976 263 

-8908220007 Insp Rept 50 344/89 12 on 090522-0601 Violations noled Major areas 
inspected review ol licensee NDE procedures, NDE re cords, radiographs & UA docu- 
mentation & NRC NDE personnel reperformad sample NDE on safely related sys * 
components 

MENDONCA.MM Region 1, Ofc of the Director 89/08/03 16pp 59976 254 
50976 279 

8908220246 Ack receipt of 890707 & 28 Itrs informing NRC of slops taken to coned 
violations noted in Insp Repl 50 344/89-14 Handwritten notes end 
YUHAS.G P Region 5, Ole of Ihe Direclor 89/08/07 COCKFlELD.D A Portland Gen- 
eral Electric Co 4pp 50999 206 50999 231 

8906100128 NRC Inlo Notice 09 059, "Suppliers of Potentially Misrepresented Fas'i*- 
ers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co of New York, Inc 106pp 50992 315-50993 060 

8908140085 NRC Info Notice 89 060, "Main! ol Telethorapy Units" Svc list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Post 87972/) 
89/00/10 Consolidated Edison Co ol New York, Inc 107pp 50 9 9 3 061-50993165 

8908280283 Confirms 890821 telcon between AE Chaflee & TD Waft ro nigl mealing/ 
enforcement conference on 890824 at plant lo discuss Insp findings as documented: 
in Insp Rept 30-344/89 19 

CHAFFEE, A E Region 5, Otc ol the Director 09/08/21 COCKFIELO.D W Portland 
General Electric Co ip 51042 317-51042 320 

--8908280284 Nolice ol significant meeting w/util on 890824 to discuss Insp Repl 56 
344/89-19 findings 

CHAFFEE, A E Region 5, Ofc ol Ihe Director 89/08/21 Region 5, Ofc of thaOirecler 
3pp 51042 318-51042 320 

8908160129 Suppl 2 lo NRC Inlo Notice 88 048, "Licensee Rept of Defective flefw 
bished Valves Svc fist end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of New York, Inc tOOpp 60990 039-50990 137 


R. Periodic operating reports & related correspondence 

8908020245 Forwards Amend 1 to PGE- 1006-88. "Operational Environ Radiological 
Surveillance Program Annual Repl.1988 " 

COCKFIELD.DW Portland General Electric Co 89/07/28 Document Control Brandi 
(Documenl Control Desk) ip 50757227-50757 228 
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■ 8908020280 Amend 1 to 1908 operational environ radiological surveillance program 
annual rept, revising Section 4 4 re monitoring program problems & corrective action 
COCKFIELD.DW Portland General Electric Co PGE-1006 0B A Ot 08/12/31 Ip 
50757 228 50757 228 

6908150306 Monthly operating rept tor Jut tflOO for Tro|an Nuclear Power Plant W/ 
890803 Hr 

SWAN.D W , ULMER, F J , YUNDT.C P Portland General Electric Co 89/07/31 5pp 
50927 230 50927 234 


S Reportable occurrences, LERs & related correspondence 

8908010372 Special rept on 890B26, cable spreading room suppression sys declared 
inoperable Compensatory measures ot Tech Spec 3 7 8 2 established 
YUNDT.C P Portland General Electric Co 89/06/26 Document Control Branch (Doc- 
ument Control Desk) ip 50745 326-50745 326 

8908010376 Special rept on 890707, declared tire barrier m east & west emergency 
diesel generator ceiling inoperable Fireproofing restored on 890725 & compensatory 
measures ol Tech Spec 3 7 9 established 

YUNDT.C P Portland General Electric Co 89/06/26 Document Control Branch (Doc- 
ument Control Desk) Ip 50745 325 50745 325 

8908150002 Reissue of special rapl re 3-h fire barrier nonfunctional lor greater than 7 
days Emergency diesel generator ceiling removed on 69Q707 for const Fireproofing 
restored as or 890725 Compensatory measures ot Tech Spec 3 7 9 esloblished 
YUNDT.C P Portland General Electric Co 89/07/26 Document Control Branch (Doc- 
ument Control Desk) tf> 50944 191-50944 191 

8908150004 Reissues special repl re cable spreading room suppression sys nonfunc- 
tional For greater than 14 days alter declared inoperable on 890626 to support 
planned mods lo sys Fire watch established Sys expected to be operable by 890807 
YUNDT.C P. Portland General Eleclric Co 89/07/26 Document Control Branch (Doc- 
ument Control Desk) fp 50927 14b 50927 146 

8908080349 IER 69 008 01 on B9042t,door from auxiliary bldg to outside found open 
while fuel movement in progress Caused by lack of formal administrative controls for 
outside doors Door 25 closed & signs placed on doors W/B90001 Hr 
8LACKBURN.TR, YUNDT.C P Portland General Electric Co 89/08/01 5pp 

50078 222-50876 226 

8908080370 LER B9 OOB Ot on 090421, certain doors being open would not allow spent 
fuol pool exhaust sys to achieve required negative o io inch water gauge 
pressure Caused by lack ol administrative controls Door 25 closed W/090001 Itr. 
Bt.ACKBURN.TH. YUNDT.C P Portland General Electric Co 09/08/01 5pp 

50878 201-50870 205 

8908180216 PNOV89 04Bon 890809, plant tnppod on ovortomp differential 
temp Caused by spurious trip signal received from oilier channel Reactor shutdown in 
Mode 3 in order for licensee to attempt to identify source & cause of signal, 
MENDONCA.MM, BAHR.RC Region 5, Ole of the Director 89/08/10 Ip 
50967 169 50987 169 

8908180286 IER 89 015 00 on 8907 13 determined that existing ventilation (low rates & 
high closure setpoints on hydrogen gas supply excess (low valves could result in ex- 
cessive accumulation ol hydrogen Storago tanks relocated W/800814 Itr 
BLACKBURN.TR, YUNDT.C P Portland Gonoral Electric Co 89/08/14 Spp 

S0950 107-50950 191 

8908180310 LER 89 013 00 on 8907l3.sloam generator loto level reactor trip signal 
occulted when lest signals removed Caused by mgt & technicians orrors Controls de 
velopod for reactor protection racks & memo issued lo personnel W/890814 Hr 
BLACKBURN.TR, YUNDT.C P Portland General Electric Co 09/00/14 4pp 

50945 299 50945 302 

8906240337 LER 09 016 00 on 0907 17, determined that wire mosh screen on top of 
containment recirculation sump trash rack not installed Causod by inadequate msp of 
subi sump Missing screen installed & foreign malls removed W/undld Itr 
GUBERSKI.J, YUNDT.C P Portland Genorat Electric Co 89/08/10 9pp 51017 141- 
51017 151 

8908280200 Special rept an 890720, condensation collected in lino loading to condenser 
air ejector etlluenl sampler S flooded flow limiting switch, rendering switch inoperablo 
(or more than 7 days Switch replaced & sampler restored to sve 
YUNDT.C P. Portland General Electric Co 89/00/28 Document Control Branch (Doc- 
ument Control Desk) Ip 51035 360 51035 360 


V. Operator Examinations 

09O81SO15O Forwards Exam Repl 50 344/OL-89-01 on 890620-22, Four ot live candi 
dales passed exam S issued licenses Results of written exam indicated training weak 
ness in knowledge ol some immediate operator actions for emergoncy plant evolu- 
tions 

KIRSCH.O F Region 5. Ofc of the Director 89/07/27 COCKFIELD.DW Portland 
General Electric Co, 2pp 50938 005 50938 225 

-8908160158 Exam Rept 50 344/OL-89 01 on 890620-22 Exam results tour ot five can- 
didates passed exam 

MEADOWS, T., ROYACK.M , PEREIRA, D Region 5, Ofc of the Director 89/07/18 
206pp 5093B 007-50938 225 
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F. Security, medical, emergency 0 fire protection plans 

8908080071 Discusses deviations from NFPA code & basis lor use ol portable detection 
sys Util reviewed sys 8 determined that, supplemented w/expandod hourly lire watch 
duties & increased testing, sys is operable detection sys 

SHELTON, DC Toledo Edison Co 89/07/28 Document Control Branch (Document 
Control Desk) 29pp 50854 300 50854 328 

8908 1 50207 Rev 3 to EPIP HS EP 02320, "Emergency Technical Assessment " 

' Toledo Edison Co 09/07/28 47pp 50927 183-50927 229 


890B070399 Forwards NFPA code reviews addressing codes identified in 880523 
Itr Review indicated that NFPA Codes 4,4A,6,& 251 have minimal or no applicability to 
facility More detailed discussions given in attachment 

SHELTON, DC Toledo Edison Co 89/07/31 Document Control Branch (Document 
Control Desk) 250pp 50820 322-50022 032 

8908080078 Forwards request tor two addl exemptions trom 10CFR50,App R re pres,- 
surizer levol Indication circuits in containment & circuits located in manhole Alternate 
shutdown capability for sve water sys in Fire Area R still required 
SHELTON, DC Toledo Edison Co 89/07/31 Document Control Branch (Document 
Control Desk) 20pp 50857 270-50857 209 

8908220223 Rev 3 to EPIP HS-EP-021 to, "Emergency Notification " 

* Toledo Edison Co 89/00/04 17pp 50976 147-50976 163 

890B24Q391 Forwards Safety Insp Rept SO 346/09 16 on 890605 0716 & 24 & notice of 
violation Violation noted In Paragraph 7 o( rept identified by util meats criteria of 
10CFR2,App C, Section V G, therefore notice ot violation will not be issued 
KNOP.R C Region 3, Otc of the Director 89/08/17 SHELTON, D Toledo Edison Co 
2pp 51016117 51016 145 

-8908240392 Notice ot violation trom insp on 890605 0716 8 24 Violations noted failuro 
to follow provisions ot Tech Spec 3 03 while both trains of control room emergency 
ventilation 9ys inoperable during Mode 1 

KNOP.R C Region 3, Ole ol the Director 89/08/17 3pp 51016119 51016 121 

-6908240394 Safely Insp Rept 50 346/69-16 on 890605 0716 8 24 Violations 
noted Major areas inspected LERs, allegations, plant operations, radiological 

controls.mamt/surveillance, emergency preparedness & security 
DEFAYETTE.R Region 3, Ole ol tho Director 89/08/17 24pp 5)016122 51016 145 

890B210212 Suppl 1 to Generic Ltr 89 07 to all operating plants, applicants for OLs 8 
holders ol CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svclmlencl 

PARTLOW.JG Associate Director for Pro)ects (Post 070411) 89/00/21 Consolidat- 
ed Edison Co Of New York, Inc 55pp 51036 001-51036 056 


H. General correspondence 

8908140414 Commenl on drall Reg Guide DG 1003. "Assuring Availability ot Funds tor 
Decommissioning Nuclear Reactors," per request Sdggests specitic wording included 
in App B bo replaced w/more general summary ol principle items to bo addressed 
SHELTON, DC Toledo Edison Co 89/08/01 Regulatory Publications Branch 2pp 
50916 234-50916 235 


I. Financial Informalion 


8908090228 Confirms 890731 electronic transfer ot payment of Invoico HI 202 for fourth 
quarterly installment of FYB9 annual fee 

SHELTON, DC Toledo Edison Co 89/08/0! Division of Accounting 8 Finance (Post 
890205) ip 50081 147 50881 147 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8908040156 Rev 9 to updated FSAR for Davis Besse Unit 1 W/890721 llr 
SHELTON.DC Toledo Edison Co 89/07/21 600pp 50873001-50877 057 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

8908180160 Discusses merits ot close on limn re motor-operated gate valve torque 
awilchos Limit switch failures not reported at significant rate 8 switch require only 
minimal care 

WOHLD.PR Afliliolion Not Assigned 89/02/25 CARLYLE ACHS - Advisory Commit- 
tee on Reactor Safeguards 2pp 50967 164 5Q9G7 165 


P. Operating license stage documents & correspondence 

8907280050 Forwards rovised Pago 1 ol 890610 ltr (1684) re liconso amend request to 
increase snubber surveillance interval to max ot 30 months Llr date corrected Irom 
890610 to890710 

' Toledo Edison Co 09/07/12 NRC No Delated Affiliation Given 2pp 50609 149- 
50609 150 

8907180211 Generic Hr 89 13 to all holders ot OLs or CPs lor nuclear power plants re 
sve water sys problems affecting safety related equipment Sve list encl 
PARTLOW.JG Associate Director for Pro|octs (Post 07041 1) 89/07/ t8 Consolidat- 
ed Edison Co of New York. Inc 53pp 50735 001-50735 054 

8908080078 Forwards request for two addl exemptions Irom 10CFR50,App R re pres- 
surizer levol indication circuits in containment 8 circuits located in manhole Alternate 
shutdown capability (or sve water sys in Fire Area R still required 
SHELTON.DC Toledo Edison Co, 09/07/31 Dotument Control Branch (Document 
Control Desk) 20pp 50857 270 50057 289 

8908090200 Submits response to NRC 890427 itr re notification ol NRC ol employees 
potential satoty Issues No restrictive clauses exist Form Ur encl 
SHELTON.DC Tolodo Edison Co 89/07/31 Document Control Branch (Document 
Control Desk) 2pp 5QB84 090 50884 091 

8908080011 Forwards application lor emend lo License NPF 3 revising Tech Spec 3/ 
4 4 10 re 18-month surveillance interval lor Insp 8 operability testing ot reactor vessel 
internals vent valves 

SHELTON.DC Toledo Edison Co 89/08/01 Oocumenl Control Branch (Document 
Conlrol Desk) 2pp 50854 283 50854 298 

-8908080013 Application lor amend to License NPF-3 revising Tech Spec 3/4 4 to re 
18 month surveillance interval for insp 8 operability testing ot reactor vessel internals 
vent valves 

SHELTON.DC Toledo Edison Co 89/00/01 8pp 50854 205 50854 292 
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-890808Q014 Proposed Tech Specs revising 18-month surveillance interval (or insp A 
operability testing ot reactor vessel internal vent valves 
‘ Toledo Edison Co B9/O0/O1 6pp 50854 293-50B54 298 

8908140417 Forwards Amend 134 to License NPF-3 A safety evaluation Amend de- 
letes Tech Specs 3/4 3 3 7,’ Chlorine Detection Sys" Irom App A A 3/4337 from 
bases 

W AM BACH T V Protect Directorate 111-3 89/08/04 SHELTON, DC Toledo Edison 
Co 3pp 50915 310 50915 324 

-8908140418 Amend 134 to License NPF 3, deleting Sections 3/4 3 3 7, ‘'Chlonno De 
tection Sys” from App A & 3/4 3 3 7 from bases 

HANNON.JN Protect Directorate III 3 89/0B/04 9pp 50915 312-50915 320 

-8908140420 Safety evaluation supporting Amend 134 to License NPF 3 

* Office ol Nuclear Reactor Regulation, Director (Post 870411) 89/08/04 3pp 
50915 321-50915 324 

8908170367 Forwards Amend 135 to License NPF-3 8 safety evaluation Amend cor- 
rects typos, makes minor word changes to achieve consistency between Tech Specs 
8 plant nomenclature 8 deletes statements no longer necessary due to elapsed lime 
WAMBACH.TV Proiect Directorate 1113 89/08/04 SHELTON, DC Toledo Edison 
Co 2pp 50954 159 50954 324 

-8908170369 Amend 135 to License NPF 3, correcting typos 8 making minor word 
changes to achieve consistency between Tech Specs 8 plant nomenclature 8 dole! 
mg unnecessary statements due to elapsed time S/or completion of specified actions 
HANNON.JN Project Directorate 111-3 89/08/04 180pp 50954 161 50954 321 

-8908170371 Safety evaluation supporting Amend 135 to License NPF-3 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 89/08/04 3pp 
50954 322 50954 324 

8908180254 Proposes alternative test to end ot interval Class 2 steam generator hydro 
static test 8 for auxiliary feedwater valves replacement Approval of alternative re 
quested in order to facilitate scheduling of testing W/two oversize drawings 
SHELTON, D C Toledo Edison Co 89/08/07 Document Control Branch (Document 
Control Desk) 5pp 50964 256 50964 261 

8908170334 Forwards corrected Amend 134 to License NPF-3,deleting Section 3/ 
4 3 3 7 re chlorine detection sys from Tech Specs 8 Section 3/4 3 3 7 from bases 
WAMBACH.TV Proiect Directorate III 3 89/08/ tl SHELTON, DC Toledo Edison 
Co 3pp 50945 IBB 50945 192 


8908030198 Confirms 090900 enforcement conference in Glenn E1lyn.IL to suppt s 
dy into provided by util in 090220 response to 800120 Insp Repl 50 346/08< 
nolice of violation re approval of Procedure AD 1005, Rev 27 
DAVIS, A B Region 3, Ofc ol the Dlreclor 09/07/20 SHELTON, D Toledo Edison 
2pp 50793 356-50793 357 

6908080216 Responds to NRC 090623 Ur re unresolved ilom noted in Insp Rept 
346/89 15 Correclive actions periodic trending ol design document deficiencies wi 
implemented by B9103I 8 root cause analysis required, whore applicable 
SHELTON, DC Toledo Edison Co 09/07/28 Document Control Branch (Docur 
Control Desk) 2pp 50056 275-50056 276 

890B08001 1 Forwards application lor amond to License NPF 3, revising Tech Sp~ 
4 4 10 re 10 month surveillance interval tor insp 8 operability testing of reactor ve 
internals vent valves 

SHELTON, DC Toledo Edison Co 09/00/01 Document Control Branch (Doom 
Control Desk) 2pp 50054 203-50054 290 

— 090B000013 Application for amend to License NPF 3, revising Tecli Spec 3/4 4 |i 
18 month surveillance interval tor insp 8 operability testing of reactor vessel inter 
vonl valves 

SHELTON, DC Toledo Edison Co 09/00/01 Bpp 50054 285 50054 292 

-0908080014 Proposed Tech Specs revising 10 month survorllanco interval for ms 
operability testing ol reactor vessel intornal vont valves 
* Toledo Edison Co 09/08/01 Gpp 50054 293 50054 296 

8907270121 Suppl 1 to NRC Bulletin 80 010, "Nonconforming Moldod Case Ci 
Breakers " Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 070411) 69/08 
Consolidated Edison Co of Now York, Inc lOOpp 50904 14B 50904 253 

0907280169 NRC Inlo Notice 09 050, "Disnblomcnt of Turbina Driven Auxiliary Fi 
water Pump Duo to Closure of One of Parallel Steam Supply Valves' 1 Svc lisl < 
ROSSI, CE Division ol Operational Evonts Assessment (Post 070411) 09/08 
Consolidated Edison Co of Now York, Inc 106pp 50900 005 50900 1 10 

8908180102 Forwards Insp Rept 50 346/09 20 on 090724 20 No violalions noted 
GREGER.L R Region 3, Ofc ol tho Diroclor 09/00/09 SHELTON, D Toledo Ed 
Co 2pp 50903 233 50983 23D 


-8908170337 Corrected Amend 134 to License NPF-3, deleting Section 3/4337 re 
chlorine detection sys Irom Tech Specs 8 Section 3/4 3 3 7 Irom bases 
* Project Directorate 111-3 89/08/11 2pp 50945 191-50945 192 

8908210034 Forwards supplemental info re 890612 application for amend to License 
NPF-3 .revising Tech Spec Requirement 4 8 1 1 2 d 1 to extend insp interval from 10 to 
30 months 

SHELTON.DC Toledo Edison Co 69/08/11 Document Conlrol Brandi (Document 
Control Desk) 3pp 50994 072 50994 093 

-8908210113 Rev 2 to "Review 18 Monlh PM Items lor Diesel Generator 8 Evaluate 
Extension to 30 Months " 

FALTER, H Mornson Knudsen Co Inc 6993 2 R02 89/08/02 19pp 50994 075 
50994 093 


8908210238 Confirms transfer ol funds lor payment ol Invoices H1363 8 HI364 re 
review ol Part 50 8 Part 55 applications for 8806)9-1231, respectively 
SHELTON.DC Toledo Edison Co 09/08/ ii Office ol Administration 8 Resources 
Management (870413 890204) tp 50976 109-50976 109 


8908180322 Forwards Amend 136 to License NPF-3 8 safety evaluation Amend revises 
restrictions on intervals between functional testing of snubbers by deleting applicability 
ol Spec 4 0 2b to surveillance requirement 

WAMBACH.TV Project Directorate 1113 89/08/15 SHELTON.DC Toledo Edison 
Co 2pp 50967 278-50967 285 


-8908188326 Amend 136 to License NPF-3, revising restrictions on intervals belween 
functional testing ol snubbers by deleting applicability ol Spec 4 0 2b to surveillance 
requirement 

HANNON.JN Project Directorate 111 3 89/08/15 4pp 50967 280 50967 203 

-8908180328 Safety evaluation supporting Amend 136 to License NPF-3 

Office ol Nuclear Reactor Regulation, Director (Post 8704 It) 89/00/15 Ppp 
5f)3fi7 Pita S0QR7 


B9082S0006 Forwards revised Tech Specs, reflecting editorial changes to 890616 appli- 
cation tor amend to License NPF-3 re relocation ot cycle specific core operalmg limits 
hom Tech Specs to core operating limits rept, per 890628 lelcon w/NRC 
SHELTON, DC Toledo Edison Co 89/08/21 Document Control Branch (Oocumenl 
Control Desk) 2pp 51029 000-51029 049 


■8908250008 Revised proposed Tech Specs reflecting editorial changes (o 090616 ap- 
plication lor amend to License NPF 3 concerning relocation ot cycle specific core op 
eratmg limits Irom Tech Specs to core operating limits rept 
Toledo Edison Co 89/08/21 40pp 51029 010 51029 049 


8908280022 Forwards application for amend lo License NPF-3.revismg Tech Spec Sec 
J^ b L e 3 r- 3 J 10 ,e P° sl acodent monitoring A combustible gas control 
Toiedo Edison Co 89/08/21 Document Control Branch (Oocumen 
Control Desk) 2pp 51030 237-51030 269 


-8906180186 Insp Rept 50 346/09 20 on 090724-28 No violations noted Major ai 
inspected radiation protection program during routine opora1ions,oigani2a 
changes, mgl controls, conlrol ol radioactivo mails & contamination A audits 
MILLER, D E . SCHUMACHER.M C Region 3, Ole of the Diroctor 89/08/09 1 
50983 235 50983 239 

8908100128 NRC Info Notice 09 059, “Suppliers ol Potentially Misrepresented Fas 
ers " Svc list end 

ROSSI, C E Division ol Operational Evonts Assessment (Post 670411) 89/08 
Consolidated Edison Co of Now York, Inc lOGpp 50992 315 50993 060 

0908240391 Forwards Safety Insp Rept 50-346/89 18 on 890605 0716 A 24 A now 
violation Violation noted in Paragraph / ot ropt idonhlied by util mods cnlen, 
10CFR2,App C, Section VG. therefore notice ol violation will not bo issued 
KNOP.RC Region 3, Ole ol tho Diroclor 09/08/17 SHELTON.O Toledo Edison 
2pp 51016 117-51016 145 

-0008240392 Notice ol violation Irom insp on 890605 0716 A 24 Violations noted la 
to follow provisions of Tech Spoc 3 0 3 while both trams ol conlrol room emergt 
ventilation sys inoperable during Modo l 

KNOP.RC Region 3, Ole oftho Director 89/00/17 3pp 51016 119 51016 121 

-8900240394 Safety Insp Repl 50-346/09-16 on 890605 0716 A 24Viotat 
noted Major areas inspected LERs.allognlions.plant oporalions,radio!o< 
controls, maint/surveillance, emergency preparedness A security 
DEFAYETTE.R Region 3, Ofc ol the Diroctor 89/08/17 24pp 51016 122 51016 

8900140085 NRC Info Notice 89 060, "Main! of Teletherapy Units " Svc Sisl end 
CUNNINGHAM, R E Division ol Industrial A Medical Nuclear Safoty (Post B707 
89/08/18 Consolidated Edison Co of Now York, Inc 107pp 50993 061 50993 

8908160129 Suppl 2 lo NRC Inlo Notice 06 040, "LiconsoG Rept of Oofeclrv© Ri 
bished Valves Svc list end 

ROSSI.CE Division of Operational Evonts Assessment (Posl 870411) 89/08 
Consolidated Edison Co ol New Yoik, Inc lOOpp 50990 039-50990 137 


R Periodic operating reports & related correspondence 

8908230267 Monthly operalmg ropt for Jul 1909 for Davis Bosso Nuclear Pc 
Station, Unit 1 W/890814 Itr 

SARSOUR.B , STORZ.L F Toledo Edison Co 09/07/31 Gpp 51020 052 51023' 


S Reportable occurrences, LERs & related correspondence 


-8908280023 Applicalion lor amend lo License NPF-3,revising post- accident momto 
'"9 ® combustible gas control in hydrogen analyzers Tech Specs 
SHELTON.O C Toledo Edison Co 69/08/21 !9pp 51030 239 51030 257 


-8908280025 Proposed Tech Specs revising post-accident monitoring A combustible 
gas conlrol in hydrogen analyzers 
Toledo Edison Co 89/08/2t 12pp 51030 258-51030 269 


Q Inspection reports, IE Bulletins & correspondence 


8907310197 LER 89 007 00 on 890614, one of four strong motion luaxial accel 
meters inoperable tor more than 30 days Cause to bo evaluated Remaining sen 
monitoring sys re energized S functional w/addl accelerometers W/090724 Itr 
STOTZ.JC , STORZ.L F Toledo Edison Co 89/07/24 4pp, 50709 267-50709 270 


8908010220 LER 89 008 00 on 090622, fire sys monthly valve Insp missed Cause 
administrative A personnel error Test revised to provide more flexibility in deiemv 
opera bie llowpath Meeting held on B90717 re responsibilities W 7890724 Itr 
STOTZ.JC, STORZ.L F Toledo Edison Co 89/07/24 4pp 50749 328-50749 331 


8907200019 NRC Inlo Notice 89 057, "Unqualified Electrical Splices in Vendor Supplie 
Environmentally Qualified Equipment Svc list end 

ROSSI CE Division of Operational Evenls Assessment (Post 870411) 89/Q7/2f 
Consolidated Edison Co of New York, Inc I06pp 5071 1 333 50712 078 


8908010265 LER 89 010 00 on 890626, cooling sys compressor would 
start Investigation concluded that pressure switch probably tripped on 890612 v 
sys was operated Caused by tripped refrigerant pressure switch Swilch rase' 
o9D726 Mr 

STOTZ.JC, STORZ.L F Toledo Edison Co 89/07/26 4pp 50756 1 61 50756 164 
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8908040198 LER 89 009 00 on 890629, determined that HPI sys line isolation valves in 
bolh HPI trains would not lully open within 30 s Caused by inadequate 
design Temporary mods 89 0022 8 89 0025 implemented W/890731 llr 
GORDON, C S , STORZ.L F Toledo Edison Co 89/07/31 4pp 50795 067 50795 070 

6908180314 LER 89 011 OOon 89071 3, determined that testing lor valves lor both 
decay heal coolers did not fully satisfy requirement ol ASME Section XI Caused by 
personnel error Procedure EN-DP 01200 revised W/890814 Itr 
STOTZ.JC, STORZ.L F Toledo Edison Co 89/08/14 4pp 50945 269 50945 272 


y Operator Examinations 

8908140152 Confirms that written & oral exams scheduled lor wk ol 691211 Rel mail 
listed on end & reactor operator license applications should be submitted at least 60 
days prior to exam dale i 

WRIGHT, G C Region 3, 01c ol the Director 89/06/03 SHELTON.D Toledo Edison 
Co 12pp 50911 601-50911 012 

8908210238 Confirms transfer ol lunds lor payment ol Invoices H1363 & H1364 re 
review ol Part 50 & Part 55 applications lor 8006 19-1 23 1, respectively 
SHELTON DC Toledo Edison Co 89/06/11 Office ol Admmisiraiion & Resources 
Management (870413 890204) Ip 50976 109-50976 109 


DOCKET 50-346 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8908080031 Forwards tnsp Repts 50 348/89 13 & 50 364/89-13 on 890509 10 £ notice 
of violation Fact that two independent actions involving unauthorized use ol radioac 
tivo mails occurred within short lima indicates disrespect lor radioactivity 
EBNETER.S D Region 2, Ole ol the Director 69/07/26 HAIRSTON.W G Alabama 
Power Co 2pp 50856 126-50656 137 

. 8908080034 Notice ol violation from Insp on 090509-10 Violations noted on 890429,30 
& 0501 licensee affixed byproduct mall to US currency to identify thiol £ on 090507 
plant operator observed entering high radiation area w/o dosimeter 
EBNETER.S D Region 2, Ofc ollhe Director 89/07/26 2pp 50856 128-50856 129 

8908080159 Forwards final FEMA repl on 86 1102 emergency response 
exercise Identified deficiency promptly corrected Resolution ol weaknesses, identified 
by FEMA.should be corrected prior to next lull-scale emergency preparedness exer- 
cise 

COLLINS.D M Region 2, Ole ol Ihe Oiroclor 89/07/20 HARRIS, E B Alabama Power 
Co 2pp 50857 339 50859 035 

690B1 10228 Rev 24 to EPIP FNP 0 EtP 9, "Radiation Exposure Estimation & Classifies 
lion of Emergencies ” W/890801 Itr 

HUDSPETH, JB Alabama Power Co 89/OB/Oi 21pp 50916 105-50916 125 

8908170103 Rev 25 to EP1P FNP D EIP 9, "Radiation Exposure Estimation & Classifies 
lion of Emergencies " W/09D809 Itr 

HUDSPETH, JB Alabama Power Co 89/08/09 I20pp 50938 305 50939 065 

B90B21QQ64 Advises that 090601 Rev 10 to emergency plan consistent w/ provisions ol 
10CFR5O 54(p) & acceptable 

COLLINS, D M Region 2, Ole ol ihe Director 09/08/09 HAIRSTON.W G Alabama 
Power Co 2pp 50976 045 50976 046 

B90B2200 47 Revised Emergency Plan Implementing Procedure FNP 0-EIP 8, "Plant No 
location Roster " w/800818 Itr 

GR1SSETTE.D E , HUDSPETH, J B Alabama Power Co 89/00/10 104pp 50974 195- 
50974 298 

8906220082 Revised EPIPs, including Rev 7 to GOEIP-101. "Corporate Emergency Or- 
ganization," Rev 8 to GO EIP-1 14, "Nows Releaso Coordination & Dlslnbution" & Rov 
18 to GO EIP- 1 1 1, "Corporate Activation & Notification " W/090810 Itr 
GARLINGTON.J E , MCGOWAN, J W , HAIRSTON.W G Alabama Power Co, 89/08/ 
IB B4pp 509B3 292-50984.016 

8908260024 Cancellation of Rov 2 to EPIP FNP-0-EIP-23, “Auxiliary Bldg Smoke Re 
moval " 

’ Alabama Power Co 89/00/18 3pp 51040'277-51040,279 

8908210-212 Suppl 1 lo Generic Ltr 89 07 to all operating plants, applicants lor OL3 fi 
holders of CPs re power reactor saloguards contingency planning lor surface vehicle 
bombs Svc list end 

PARTLOW.JG Associate Director lor Projects (Post 870411) 89/00/21. Consolidat- 
ed Edison Co ol New York. Inc 55pp 51036 001-51036 056 

B90B250263 Rev 24 lo EPIP FNPO-EtP-16, "Emergency Equipment & Supplies" W/ 
890821 Hr 

HUDSPETH, J B, Alabama Power Co 89/08/21 I09pp 61019 185 51019 293 


G Adjudicatory correspondence 

B90BQ7Q187 Notice of appearance * Advises that author will enter appearance In pro- 
ceeding on bohall ot licensee W/Certlllcate ol Svc. 

MILLER ,JH Alabama Power Co MILLER, JH Balch, Bingham, Baker, Hawthorne, 
Williams & Ward #389 8954 89/07/20 3pp 50745 015-50745 017. 


H General correspondence 

B9082BC084 Comment on proposed reg guide "Assuring Availability ol Funds for De- 
commissioning Nuclear Reaclors" Util endorses NUMARC & Edison Electric Inst 
comments 

HAIRSTON.W G Alabama Power Co. 89/06/17 Regulalory Publications Branch. 5pp 
51103 034 51103 038. 

8906280395 Advises ol changes in distribution list lor correspondence to util Pnnclpal & 
addl addressees listed 

HAIRSTON.W G Alabama Power Co 89/08/22 Document Control Branch (Docu- 
ment Conlrol Desk). 2pp 51043 035-51043:036 


P Operating license stage documents & correspondence 

8907110367 Responds to Generic Ltr 89 06, "Task Action Plan llem ID2 SPDS " Doc 
umenlation supporting position.along w/checklisi 8 photographs of plant SPDS will be 
retained onsite as requested by Generic Ltr 89 06 

HAIRSTON.W G Alabama Power Co 89/07/07 Document Conlrol Branch (Docu 
menl Control Desk) 2pp 50501 336 50501 337 

8907180211 Generic Llr OS 13 to all holders of OLs or CPs for nuclear power plants re 
svc water sys problems affecting safety related equipment Svc list end 
PARTLOW.JG Associate Director lor Protects (Post 870411) 89/07/18 Consolidat- 
ed Edison Co ol New York, Inc 53pp 50735 001 50735 054 

8908110316 Notification ol 890731 significant mgi meeting w/util in Region II ole to dis 
cuss training & overlime issues 

CANTRELL.F S Region 2, Ole ol the Director 89/07/27 Region 2, Ole ol the Diroc 
lor 2pp 50094 22B 50894 229 

8908280374 Forwards radial peaking lactor limil rept lor Cycle 10 ol Unit 1 £ elevation 
dependent peaking lactor vs core height graoh lor Cvclo 10 

HAIRSTON.W G Alabama Power Co 89/08/22 Document Control Branch (Docu- 
ment Conlrol Desk) 3pp 51035 311-51035 313 


Q. Inspection reporls, IE Bulletins & correspondence 

B908010Q41 Ack receipt ol B90707 Itr informing NHC ol steps taken to correct violations 
noted in Insp Repts 50 348/Q9 1 1 £ 50 364/89 1 1 

VERRELLI.DM Region 2, Ole ol the Director 09/07/18 HAIRSTON.W G Alabama 
Power Co Ip 50753 180 50753 180 

8907260124 Forwards Exam Repl 50 34B/OL 89 01 administered during wks ot 890619 
& 26 Concerns noted re operator performance £ exam admin Concerns will be dis- 
cussed at 890731 mgl meeting at Ren, on II ole 

PEEBLES, T A Region 2, Ole ol the Director 89/07/20 HAIRSTON.W G Alabama 
Power Co 2pp 50B51 306 50052 227 

-8907260131 Exam Repl 50 348/OL-09 01 administered during wks of 890619 £ 
26 Exam results seven ol nine reaclor operators £ 10 ol 13 senior reactor operators 
passed exams 

MOORAM.JH, CASTO.C A Region 2. Ofc ol ihe Director 09/07/20 281pp 
50851 300 50852 227 

8907200019 NHC Into Notice 09 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI, CE Division ol Operational Events Assessment [Post 070411) 89/07/26 
Consolidated Edison Co of New York, Inc tOBpp 50711 333 50712 078 

8908080031 Forwards Insp Repts 50-340/89 13 £ 50 364/89 13 on 890509-10 & notice 
ol violation Fact that two Independent actions Involving unauthorized use ol radioac- 
tive mails occurred within short timo indicates disrospocl lor radioactivity 
EBNETER.S D Region 2, Ole ol the Director 89/07/26 HAIRSTON.W G Alabama 
Power Co 2pp 50856 126 50056 137 

-8908080034 Notice ol violation Horn insp on 890509 10 Violations noted on 090429,30 
& 0501 llconsoo affixed byproduct mail lo US currency to identify thiel & on 090507 
plant operator observed entering high radiation area w/o dosimeter 
EBNETER.S D Region 2, Ole ol the Director 09/07/26 2pp 50856 128 50856 129 

-8908080038 Insp Repls 50-348/09 13 & 50 364/89-13 on 090509 10 Violations 
noted Maior areas Inspected uso ol contaminated money to catch alleged llilel & fail- 
ure of operator lo follow procedural requirements to high radiation area 
SHORTRIDGE.R 0 , POTTER, J P Region 2, Ole ol Iho Director 89/06/05 8pp 
50856 130 50856 137 

8908140202 Foiwards Insp Repls 50 348/09 14 £ 50-364/89-14 on 09061 1-0710 No 
violations or deviallons noted Mailer ro apparent oxcessive work hours lor liconsed 
operators will bo discussed w/util at 890731 meeting in Region II ole 
VERRELLI.DM Region 2, Ole ol Iho Director 89/07/26 HAIRSTON.W G Alabama 
Power Co 2pp 50915 295-50915 309 

-B908140205 Insp Repls 50 348/89-14 & 50 364/89-14 on 80061 1-0710 No violations 
or deviations noted Major areas inspected operational salely verification, monthly sur- 
veillance observation, operator tralmng.work schedule & LERs 
MAXWELL.G F , MILLER, W H , CANTRELL.F S Region 2, Ole ol Ihe Director 89/07/ 

26 13pp. 50015 297-50915 309 

890B100166 Forwards Insp Repls 50 348/89-10 £ 60 364/80-10 on 890124 27 £ 0508- 
12 £ notice ol violation Unresolved item Identified 

GIBSON, A F Region 2, Ole of the Diroclor 09/08/01 HARRIS, EB Alabama Power 
Co 2pp 5O0B5 063 50805 109 

-8908100158 Nollco ol violation from insp on 800424-27 £ 0508-12 Violations 
noted circuit breakers not calibr lor 90veral yrs clue lo temporary change notice lo 
Malnt Procedure FNP 0 MP-28 1 16 deleting calibr requirement for dc breakers 
GIBSON.A F Region 2, Ole ol Ihe Director 89/07/27 2pp 50065 065 50085 068 

-8908100161 Insp Repts 50-348/09-10 £ 50 364/89-10 on 890424-27 £ 0508- 2 Viola- 
tions nolod Maior areas Inspected malnt program £ implementation 
JULIAN, C A . KLEINSORGE.W P , GIBSON.A F Region 2, Ofc o! ihe Director 89/07/ 

27 123pp 50885067-50885 189 

8907270121 Suppl 1 to NRC Bullotm 88 010, "Nonconlorming Molded Casa Circuit 
Breakeis " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411). 89/08/03. 
Consolidated Edison Co ot New York, Inc 108pp 50904:140 50904'253 

8907280169 NRC Info Nonce 69 058, "Disablement ol Turbine Driven Auxiliary Feed- 
water Pump Due to Closuro ol One ol Parallel Steam Supply Valves ” Svc list enci 
ROSSI, C.E Division ol Operational Evenls Assessment (Post 070411) 89/08/03 
Consolidated Edison Co ol Now York, Inc 106pp 50900 005 50000 1 10 

8908170384 Requests responses to end questions re requests lor relief (rom ASME 
Codo requirement ol second 10-yr inservice insp within 45 days of Itr receipt 
REEVES.E A Project Directorate it 1 80/08/03 HAIRSTON.W G Alabama Power Co 
23pp 50945 211-50945 233 
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89081001 28 NRC Info Noiice 89 059, 'Suppliers of Potentially Misrepresented Fasten- 
ers " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 8704 it) 89/08/16 
Consolidated Edison Co of New York, Inc l06pp 5Q992 315-50993 060 

8908140085 NRC Info Notice 89 060, ' Main! of Teletherapy Units " SvC fist end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
89/08/18 Consolidated Edison Co of New York, Inc l07pp 50993 061 50993 166 

8908160129 Suppi 2 to NRC Info Nonce 88 040, "Licensee Rept of Defective Refur- 
bished Valves ' Svc lisi end 

ROSSI CE Division of Operational Events Assessment (Post 870411) 89/08/22 
Consolidaled Edison Co of Now York Inc lOOpp 60990 039-50990 t37 


R Periodic operating reporls S related correspondence 

8908150120 Monthly operating rept for Jul 1089 for JM Farley Unit 1 W/89Q811 fir 
MOREY, D N , HAIRSTON, W G Alabama Power Co 89/07/31 5pp 50925 326 
50325 330 


T. Hearing transcripts on rton-antltrusl matters 

B90B280360 Transcript of 800510 meeting w/ulil,Westmghouse & listed persons re hy- 
drogen gas intrusion event at facility Pp 1 80 

• NRC • No Detailed Affiliation Gwen 89/05/10 81pp 51039 231 51039 311 


V Operator Examinations 

8907280124 Forwards Exam Repl 50 348/01-89 01 administered during wks of 890619 
& 26 Concerns noted re operator performance & exam admin Concerns will be dis- 
cussed al 890731 mgl mealing at Region II ole 

PEEBLES, T A Region 2. Ofc of the Direclor 89/07/20 HAIRSTON, WG Alabama 
Power Co 2pp 50851306 50852 227 

-8907260131 Exam Repl 50 348/OL 80-01 administered during wks ol 800619 & 
28 Exam results seven ol nine reactor operators 8 10 of 13 senior reactor operators 
passed exams 

MOORAM.JH, CASTO.CA Region 2. O/c of Iho Director 89/07/20 2B1pp 
50851 308 50852 227 

8906020090 Outlines process used to ensure that licensed operator (ailing annual re 
training does not perform licensed duties until remedial (raining & reoxamlnalion suc- 
cessfully completed 

HAIRSTON, WG Alabama Power Co 89/07/25 Document Control Branch (Docu- 
ment Control Desk) 5pp 50757 217 50757 221 

8908160320 Requesis lhal end ref mails be furnished to NRC by 890825 for ^qualifi- 
cation program exam scheduled for wk of 891023 

PEEBLES,! A Region 2, Ofc of the Director 89/08/02 HAIRSTON, WG Alabama 
Power CO llpp 50930 236 50930 248 


DOCKET SO 352 LIMERICK GENERATING STATION, UNIT 1 


F. Security, madjeal, emergency S (Ire protection plans 

8808040051 Rev 17 1o EPIP HP 231, “Operation of Post-Accident Sampling Sys 
(PASS) ” W/890724 Itr Rev 1 10 to index also end 

MCCORMICK, M J , FOGARTY, EP Philadelphia Eleclric Co, 89/07/24 70pp, 
50800048-50000 116 

8908110162 Forwards Safety tnsp flepts 50 362/88-12 & 50-353/89.19 on 890529- 
0625 & notice ol violation Fire proteciion Issues, discussed in Section 3 l.may repre 
senl potential enforcement issues 

LINVlLLE.J C Region 1, Ofc of Iho Director 00/07/28 MCNEILL, C A, Philadelphia 
Eleclric CO 2pp 50802' 1 92-50892 228 

8908110246 Forwards "Radiological Emergency Preparedness Exercise Evaluation 
RepLLimenck Generating Slalion," for exercise on 890614 Deficiency noted re inad- 
equate response capability by Lower Poltsgrove Township 
KWIATKOWSKI.O Federal Emergency Management Agency, 89/07/31 CONGEL.F J. 
Division ol Radiation Protection & Emergency Preparedness (Post 070411). Ip, 
50684 315-5G834 327 

-8908110249 "Radiological Emergency Preparedness Exercise Evaluation 
Rept, Limerick Generating Station," 

' Federal Emergency Management Agency 89/06/30 12pp 50894 310 50B94'327 

8908170166 Requesis that appropriate arrangements be made to have emergency noti- 
fication sys telephone installed In new NRC ole, 

LEITCH.G.M Philadelphia Electric Co 89/07/31 Oocument Control Branch (Docu- 
ment Conirol Desk) Ip 50946 267-50946 267 

890B10Q087 Forwards response to addl questions re consideration ol severe accident 
mitigation design alternatives & associated ends, per 890727 meeting & 890731 Itr W/ 
four oversize ends 

HUNGER, G A Philadelphia Electric Co 80/08/02 Document Control Branch (Docu- 
ment Conirol Desk) 56pp 50892 029.50892 084 

6908280207 Forwards public version of revised EPIPs, Including Rev I lo EP-257, "Per- 
sonnel Dosimetry & Bloassay Group" & Rev 18 !o EP-291, ^'Stalling Augmentation." 
W/DH Gnmsfey 890822 release memo 

FOGARTY.E P, Philadelphia Electnc Co 89/08/07. Document Control Branch (Docu 
menl Control Desk) 3pp 51041,212-51041,236 

-890B280210 Public version of revised EPIPs, Including Rev 1 to EP-257 & Rev 18 to 
EP-291 

•Philadelphia Eleclric Co, 89/07/11 22pp 51041 216 51041,236 

0900180196 Advises that listed schedule should be used (or all emergency 
exercises, Including submlllal & review of objectives & scenario packages prior to exer- 
cise 

LA2ARUS.WJ Region 1, Ofc ol the Director. 89/08/09 MCNEILL, C A Philadelphia 
Electnc Co 3pp. 60965-146 60966148 


8908150232 Discusses Emergency Preparedness Insp Repts 50-352/89 11 4 50-35:' 
89-17 on 890522-26 & 0607 5 forwards notice of violauon & proposed impo-uMn -J 
civil penally In amount of 75,000 

RUSSELL.WT Region 1, Ole of the Director 89/08/10 MCNEILL, C A Ph 'ail&ipAj 
Electric Co 5pp 50927 114-50927-121 

-•8906 150236 Notice ol violation & proposed imposition ol civil penally in amour I d 
S75.000 Violations noted ulil personnel unable to adequately utilize emergency a cun 
level event classification guides (or certain types of accidents 
RUSSELL.WT Region 1, OIc ol the Director 89/08/10 3pp 50927 119 60927121 

0908210245 Forwards response to WR Duller 881206 request lor addl into re proposed 
combined emergency operallons facility Facility to be located adiacenl lo exJS'ing tyj 
& 20 miles from Peach Bottom plant W/one oversize map 
MCNEILL.CA Philadelphia Electric Co 89/08/10 Document Control Branch (Dccu- 
menl Conirol Desk) 70pp 50994 003-50994 071 

8908260193 Forwards summary ol uti! emergency response objectives for 1989 e>a 
cise on 891 121, including demonstration ol ability 10 properly classify emergency <»v 
dilions & procedures (or timely mobilization o( emergency response personnel 
FOGARTY.E P Philadelphia Electric Co 89/08/15 Document Control Branch (D<Cr 
ment Control Desk) 4pp 51043,059 51043 062 

8908210212 Suppi 1 to Generic Ltr 89.07 to all operating plants, applicants fo* Ol* & 
holders of CPs re power reactor safeguards contingency planning for surface veh'Cle 
bombs Svc list enct 

PARTLOW.JG Associate Director lor Proiects (Post 870411) 69/08/21 Consoles; 
ed Edison Co ol New York, Inc 55pp 51036 001-51036 056 


G, Adjudicatory correspondence 

8908030142 Petition lor rulemaking PHM-50 53 requesting NRC action lo review un&* 
risk posed by BWR thermal hydraulic instability NRR should Issue order requiMig al 
GE SWRs to be placed in cold shutdown for stated reasons 
HtATT.S.L Ohio Citizens for Responsible Energy 08/07/28 Office ol Nuclear Reac 
tor Regulation, Director (Post 870411) lOpp 50820,143-50020 152 

8908110116 Advises that Commissioner JR Curtiss will lour facility on 890814 Parbet 
wishing to attend need to notify L Doortleln by COB on 890909 W/Ceiliftoate of 
Svc Served on 890803, 

GRAY.JR Commissioners #389 8991 89/08/02 Office of the General Counsel 
(Post 660701) 2pp £0033 279-50833,281 

8908240156 Forwards executed affidavit ol RC Williams, per 890809 Itr 
RADER, RM Philadelphia Electric Co RADER, RM Conner & Wellerhahn #3sJ 
9063, 89/06/10 Docketing & Services Branch 6pp 50964 244-50964 249 

8908240021 Memorandum & order (request (or expedited answer) * Denies licenses 
890011 request tor expedited answer from NRC & Limerick Ecology Action on basis 
that request lacks good cauae W/Certlficate ol Svc Served on B90816 
MARGULIES.M.B , SHON.F J Atomic Safely and Licensing Board Panel #309 9055 
89/08/15 Philadelphia Electric Co 5pp 50063 268 50963272 

8908240005 Order responding lo Limerick Ecology Action motion lor reconsideration. ■ 
Oenlea motion to reconsider, stay, suspend or revoke 890707 order on basis that order 
approprlaie W/ Certificate of Svc Served on 890016 Re-served on 690018 
CHILK.S J Office ol the Secretary ol the Commission #389 9052 69/08/16 
Ecology Action 13pp 50063 227-50963 230 

8908240012 Memorandum & order * Denies RL Anthony 890623 request tor hearing lor 
intervention In remand proceeding & for stay of low power authorization W/Ceilf cate 
ot Svc Served on 890816 

CHILK.S J Office ol the Secretary of (he Commission #389 9054 89/08/16 Antho- 
ny, R L Opp 50063 247-S0963’252 

8908240011 Correction of memorandum & order of 890D15 * Advises that refs to 
49CFR2 730(c) on Page 1 & 49CFR2.710 & 40CFR2 711 On Page 2 should be cor 
reefed to read as 10CFR2 730(c), 2 710 & 2 71 1, respectively W/Certifcal© of 
Svc Served on 890818 

MARGULIES.M B, Atomic Safely and Licensing Board Panel #389 9065 89/08/17 
3pp 50963 244-50363 246 

8808240168 Notice of appointment of adjudicatory employee * rnforms that D Nash ap- 
pointed as Commission adjudicatory employee to advise Commission on issues in 
proceeding.W/Certlflcate of Svc Served on 890818, 

CHILK.S J Office ol (he Secretary of the Commission #389 0064 89/08/16 4p p. 
6O964'25O-5O004 253 

8908290095 Opposition of Intervenor Limerick Ecology Action, Inc (o motion by licensee 
Philadelphia Electric Co to sal schedule for discovery & hearing * Requests that 
schedule be replaced w/more reasonable schedule, as proposed W/Cerlificale ol Svc, 
ELLIOTT, CW Limerick Ecology Action, ELL[OTT,CW Poswlstilo, Elliot A Elliot #339 
9078 89/08/22 Atomic Safety and Licensing Board Panel 29 pp 510G9O91- 
51009 119, 

8908310117 Advises that Staff will not file response to licensee scheduling motion far 
discovery & hearing Mad on 890814 due to settlement agreement & motion to t&rmr 
nate filed by licensee & Limerick Ecology Action on 890825 _ „ 

HODGDON.A P Assistant General Counsel for Hearings & Enforcement #369 8104 
89/08/28, MARGULIES.M B , HARBOUR, J, SHON.F J, Atomic Safely and Licensing 
Board Panel Ip 51030-144-51030;144 


J, Insurance & Indemnity Information 

8907 2 80080 Forwards executed Amend 4 fo Indemnity Agreement B-101 
HUNGER, G, A Philadelphia Eleclric Co 89/07/14 Office of Nuclear Reactor Regu la 
don, Director (Post 870411) 2pp 60689'238 50689 239, 

8908010224 Forwards Endorsement 29 lo NELIA Policy NF-284 & Endorsement S3 to 

MAELU Policy MF-1 13 ' 

CULLEN.E J. Philadelphia Electric Co. 89/07/25. DfNIT2,l NRC - No Detailed Affili- 
ation Given 5pp 50754 191-50764'195, 
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6908020293 Forwards amend 10 Indemity Agreement B 101 between util & NRC reflect 
mg issuance ol License NPF-84 for Unit 2 

HUNGER.G A Philadelphia Electric Cq 09/07/26 Office of Nuclear Reactor Regula- 
tion, Director (Post B7041 1) 2pp 50757 206 50757 207 


P Operating license stage documents & correspondence 

690810035 4 Summarizes ACRS 349th meeting on 890503 06 re listed ACRS 
rcpts, implementation ot Commission safety goal policy statement.proposed NRC main! 
rule & integrated approach to regulatory matters 

REMICK.FJ ACRS - Advisory Committee on Reactor Sateguards 89/05/26 
ZECH.t W Commissioners 4pp 50805 221 50805 224 

6908230179 Limerick Generating Station Unit 1 Startup Rept, Cycle 3" W/890817 Hr. 
MCCORMICK.MJ , RUPPERT.G F , LEITCH.G M Philadelphia Electric Co 89/06/30 
59pp 51006315 51007013 

8907189211 Generic Llr 89-13 to all holdors of OLs or CPs for nuclear power plants re 
sve water sys problems affeclmg safely-related equipment Svc fist end 
PARTlOW.JG Associate Director tor Projects (Post 0704 11) 09/07/18 Consolidat- 
ed Edison Co ot New York, Inc 53pp 50735 001-50735 054 

8907280105 Responds to Generic Ltr 89 08, "Eroston/Corrosion-Induced Pipe Wall 
Thinning " UU1 implementing long term programs to ensure that NUMARC program will 
bo implemented & structural integrity of piping sys maintained, per NUREG 1344 
KOWALSKI, SJ Philadelphia Electric Co 89/07/21 Document Control Branch (Docu- 
ment Control Desk) fipp 50705 349-50705 354 

6908090276 Forwards list of potential discussion items for 890727 meeting w/util In 
Rockville, MD re severe accident mitigation issues Meeting previously announced In 
BS072-I transmittal 

SUH.G Y Project Directorate 1-2 89/07/25 Project Directorate 1-2 7pp 50891 125 
50891 131 

6908020221 Responds to request lor addl info ro cost estimates for severe accident 
mitigation design alternatives Forwards Bechtel rept, "Cost Estimate for Severe Accl 
dent Mitigation Design Alternatives " W/o rept 

HUNGER, G A Philadelphia Electric Co B9/07/26 Document Control Branch (Docu- 
ment Control Desk) 2pp 50757 204 50757 205 

69DB03O1Q5 Informs that no restrictive clauses ro employee ability to provide potential 
into about safety issues to NRC in any ot util agreements w/currenl or former 
employeos, contractors or subcontractors re Dept ot Labor issues, idontifiod 
FOGARTY, E P Philadelphia Electric Co 89/07/28 Document Control Branch (Docu 
meni Control Desk) 2pp 50793 057-50703 05B 

890B090502 Forwards request tor addl info re consideration of severe accident mitiga- 
tion design alternatives Responso requested within 30 days of Hr receipt 
SUK.G Y Project Directorate t 2 89/07/3 1 HUNGER.G A Philadelphia Electric Co 
4pp 5008 1 310-50081313 

8908100087 Forwards response to addl questions re consideration of severe accident 
mitigation design alternatives & associated encls.per 890727 meeting & 090731 Ur W/ 
lour oversize oncls 

HUNGER.G A Philadelphia Electric Co 89/08/02 Document Control Branch (Docu- 
ment Control Desk) 56pp 50092 029-50092 004 

89081 10163 Application for amend to liconso NPF 39, ensuring design level ol counting 
certainty maintained for source range monitors Document ontitled, "Sourco Range 
Monitor Count Ralo vs S/N Ratio for Limerick Uml 1" withhold (ref 10CFR2 790) 
HUNGER.G A Philadelphia Electric Co 89/00/03 Document Control Branch (Docu 
ment Control Desk) !4pp 50946 157 50946 170 

• 8908110186 Proposed Tech Specs re design levet of counting certainty for sourco 
range monitors 

■ Philadelphia Electric Co 09/08/03 9pp 50946 171 50946.179 

8908170204 Forwards rovised Tech Spec Tablo 3 6 3-1, "Primary Containment Isolation 
Valves Nolalion" & Index lor limiting conditions for operafion & surveillance 
iequirentsnls,per E Trotfier request for clarification of Request 09 01 
HUNGER.G A Philadelphia Electric Co 80/08/07 Document Control Branch (Docu- 
ment Control Desk) lp 50953 294 50953 290 

•8908170207 Proposed Tech Spec indox for limiting conditions for operation & surveil 
lance requirements & Table 3 6 3 1, "Primary Containment Isolation Valves Notation " 
' Philadelphia Electric Co 89/08/07 2pp 50953 295-50953 298 

8908100279 Advisos that 890403 response to Generic Ur 83-28, Item 2 1 Parts t & 2 
acceptable 

TROTTIER.E H Project Directorate 1-2 09/00/ It HUNGER.G A Philadelphia Electric 
Co 3pp 50356 205 50956 207 

8900250139 Partial response to FOIA request tor documents App D & E documents 
available in PDR App E documents end 

GRIMSLEY.O H Division ot Freedom of Information & Publications Services (Post 
890205) 89/08/16 WILLIAMS, OG JRA Associates Opp 50991 115 50902 226 

• 64111201 83 Recommends issuance of low powor OL based on readiness assessment 
m support of issuance Insp program completed, unit ready for fuel load & capable of 
low power operation No concerns raised 

MURLEY.T e Region t, Ofc of tho Director 84/10/25 DENTON, H R Office of Nucle 
ar Reactor Regulation, Director (pre-B5t 125) 4pp 50991 241-50991 333 

•8411120189 "Initial OL Readiness Assessment, Limerick Unit 1 " 

• Region 1, Ofc of the Director 84/10/25 90pp 50991 245 50991 333 

89082BD134 Forwards Suppl lo NUREG 0974, "Final Environ Statement re Operation of 
Facility.” as part of response to 890228 daemon by US Court of Appeals 
VARGA, S A Division of Reactor Projects - l/II (Post 670411). 89/08/16 
HUNGER.G A Philadelphia Electric Co 5?pp 51037 004 51037 060 


Q Inspection reports, IE Bulletins & correspondence 

6906070005 FOIA request for tinal open hem transmittal llrs per NRC Insp Procedure 
94300B for listed plants, 

WILLIAMS, OG JRA Associates 89/05/17 GRIMSLEY.O H NRC • No Detailed Affili- 
ation Given 2pp 50809 279-50809 280 


89Q803001S Forwards Enforcement Conference Rept 50 352/89 14 on 600717 Appar- 
ent violation noted in Insp Rept 50-352/00 14 re area of transportation of radioactive 
mall discussed 

KNAPP, M R Region 1, Ofc of tha Director 89/07/25 MCNEILL, C A Philadelphia 
Electric Co 3pp 50792 114 50792 120 

--B908030036 Enforcement Conference Rept 50 352/89 14 on 0907 17 Major items 
discussed findings of NRC Insp Rept 50 352/89 14 re shipment of SeaVan to vendor 
site In Oakndge.TN 

FURIA.JT. BORES.RJ Region 1, Ofc of the Director 09/07/20 3pp 50792 118- 
50792 120 

0907200019 NRC Info Notice 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 8704)1) 89/07/26 
Consolidated Edison Co of New York, Inc I06pp 507)1 333 50712 078 

8908030225 Responds lo NRC 890630 ltr re violations noted In Insp Repts 50 352/89- 
16 & 50 353/89 16 Corrective actions procedures will be revised to require installation 
of directional control valvo jumpers using temporary circuit alteration 
MCCORMICK.MJ Philadelphia Electric Co 89/07/28 Document Control Branch 
(Document Control Desk) Opp 50773 198 50773 205 

8908110162 Forwards Safety Insp Repts 50 352/89-12 & 50 353/89-19 on 090529 
0625 & notice ot violation Fire protection issues, discussed in Section 3 l.may repre 
sent potential enforcement Issues 

LINVILLE.JC Region I, Ofc of the Director 89/07/20 MCNEILL, C A Philadelphia 
Electric Co 2pp 50B92 192-50892 228 

-890B1 10165 Notice of violation from Insp on 090529 0625 Violation noted between 
040911 8 090509, accumulators failed to maintain pressure during testing pet Tech 
Specs but not declared inoperable & calibr incorrectly performed 

• Region 1, Ofc of the Director 09/07/28 2pp 50892 194 50892 195 

-89001 10167 Insp Repls 50 352/89-12 & 50 353/09-19 on 090529 0625 Violalions 
noled Major areaa inspected malnt & survoillanco testing, reviow of LERs.penodic repts 
8 operational events 8 sys wnlkdowns 

DOERFLEIN.LT Region 1, Otc of the Director B9/07/28 32pp 50892 196 
60092 220 

6907270121 Suppl 1 to NRC Bulletin 08 010, "Nonconforming Molded Caso Circuit 
Breakers " Svc fist end 

ROSSI.CE Division ot Operational Events Assessment (Post B7041I) 89/00/03 
Consolidated Edison Co of New York, Inc 108pp 50904 14B 50904 253 

8907200169 NRC Info Notice 09 058, "Disablement of Turbine Driven Auxiliary Feed- 
water Pump Due to Closure ol One of Parallel Steam Supply Valves " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc I06pp 50900 005-50600 1 10 

8908180262 EN 89 073 on 890010, notice of violation & proposed Imposition of civil pen- 
alties In amount of $75,000 will be issued to licensee Action based on inability to ef- 
fectively utilize emergency action level event classification guides 
ROSANO.R P i LIEBERMAN.J Ole of Enforcement (Post 070413) 89/08/07 Ip 
50930 234 50938 234 

8908 170255 Discusses Insp Rept 50 352/89-14 on 090829 & forwards notice of 
violation Insp reviewed circumstances Involving transport of contaminated waste trom 
unit to Quaarox Recycle Ctr In Oak Ridge, TN on 890620 

RUSSELL, W T Roglon 1. Ole of tho Director 89/08/09 MCNEILL, C A Philadelphia 
Electric Co 4pp 50953 316 50953 321 

-8908170268 Notice ot violation from Insp on 890629 Violation noted on 00062Q,licons- 
ob shipped SeaVan containing 736 64 mCi ol liconsod mail w/surface reading on un 
derslde ol trailer of 250 mrem/h 

RUSSELL, WT Region 1, Ofo of the Director 89/00/09 2pp 50953 320 50953 321 

8908150232 Discusses Emergency Preparedness Insp Repts 50 352/89 11 8 50 353/ 
89-17 on 890522 26 A 0607 8 forwards notice of violation & proposed imposition ol 
civil penalty In amourtl of 75,000, 

RUSSELL, WT Region t, Ofc ol the Director 89/08/10 MCNEILL, CA Philadelphia 
Electric Co, 5pp 50927 114 50927,121 

-8908160236 Nolico of violation & proposed imposition of civil penalty in amount ol 
$75,000 Violations noted util personnel unable to adequately utilize emergency action 
level event classification guides for certain types ot accidents 
RUSSELL, WT Region 1, Ole of the Director 09/08/10 Opp 50927 119 50927 121 

8908230169 Forwards "Limerick Generating Station Unit 1 8 Common Plant Summary 
Rept (or 870901 - 890519 Periodic Insorvico Insp," 8 "Limerick ot ASME Section XI 
Repairs or Replacements From 870901 890519 " 

LEfTCH.G M Philadelphia Electric Co 09/00/15 Document Control Branch (Docu 
ment Control Desk) Ip, 51001 251 51002 196 

-8908230163 "Limerick Generating Station Unit 1 8 Common Plant Summary Rept for 
870901 - 890519 Periodic Inservice Insp" Three RHR svc water pipe restraints found 
to have lamellar tears located in W shape structural members of restraints 
ANDERSON, T L , COSTAGLIOLA.R Philadelphia Electric Co 89/08/02 227pp 
51001 252-51002 118 

-890823016S "Limerick Generating Station Unit 1 8 Common Plant Summary oi ASME 
Section Xt Repairs or Replacements from 87090 1-8905 19, Rept 2 " 

• Philadelphia Electric Co 89/08/15 7Bpp 51002 1 19 51002 196 

8908100128 NRC Info Notice 89 059, "Suppliers of Potentially Misrepresented Fasten 
ors " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 09/08/16 
Consolidated Edison Co of New York, Inc I06pp 50992 315 50993 060 

8908140085 NRC Info Notice 89 0S0, "Maint of Toletherapy Units " Svc list era I 
CUNNINGHAM, R E Division of Industrial 8 Medical Nuclear Safety (Post 870729) 
89/08/18 Consolidated Edison Co oi New York, Inc 107pp 50993 061-50993 166 

8908180129 Suppl 2 to NRC Info Notice 88 048, "Licensee Rept of Defective Refur- 
bished Valves, Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 8704 U) 69/00/22 
Consolidated Edison Co of Now York, Inc tOOpp 50990039 50990 137 
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R Periodic operating reports & related correspondence 

8908160365 Monthly operating repls lor Jut 1089 to' Umenck Generating Station Units 
1 &2W/B90811 Itr 

MURPHY.JJ, LEITCHGM Philadelphia Electee Co 09/07/31 1 1 pp 50930 223- 
50930233 


S Reportable occurrences, LERs S related correspondence 

B908020007 LER 89 014 00 on B90629,reactor C high level monthly channel functional 
surveillance test nol performed Within lequired lime interval Caused by personnel 
error Surveillance test program personnel counseled W/890727 Itr 
ENDRISS.C R, MCCORMICK, MJ Philadelphia Electric Co 89/07/27 5pp. 

50761.147-5076 1 151 

8B080 10322 LER 89 043-00 on 890628 A 29,reluel floor HVAC sys Isolated due lo inad- 
equate differentia! pressure between outside & reluel floor atmospheres Caused by 
procedural deficiency Secondary containment isolation swilches reset W/890728 Mr 
ENORfSS.CR, MCCORMICK, MJ Philadelphia Electric Co 89/07/28 8pp 

50756 048 50756 055 

8908160356 LER e9 035-01.on Q90506,ident.|ied that control rods 22-35 & 30 15 had 
uncoupling rods misaligned Caused by personnel error during installation Rod drives 
replaced w/ones containing Improved uncoupling rodVV/890811 Hr 

ENDRISS.C R , MCCORMICK.MJ Philadelphia Electric Co 89/08/11 8pp 

50926 190 50926 19/ 

8908210234 LER 89 045 00 on 8907 16, radiation monitor Indication drifted above isola 
tion setpoint ol 1 35 mR/h causing ESF actuation Caused by equipment 
failure Radiation monitor declared inoperable & isolation reset W/B90816 Itr 
ENDRISS.C R, MCCORMICK.MJ Philadelphia Etectec Co 89/08/16 5pp 

50957 353-50957 357 

6908280212 LER 89 046 00 on 8907 19, charcoal Miter sample canisters of standby gas 
treatment sys inappropriately reinstalled Caused by chemistry technician personnel 
error Sample canisters removed & Wank Manages installed W/890B IB hr 
ENDRISS.C R, MCCORMICK.MJ Philadelphia Eleclrlc Co 89/08/18 6pp 

51042 259 51042 264 


T Hearing transcrlpls on non-anlltrusl matters 

8908170510 Forwards irar.scripl ol 890727 meeting w/uli! in Rockville, MD re plant 
severe accident mitigalion rssues Errors noted In transcript, including recurring error of 
E Chelbah stalements identified as made by A BhaKacharyya 

SUH.G Y Project Directorate f-2 89/08/15 BUTLER, W, SUH.G . VARGA, S NRC 
No Detailed AIMiahon Given 3pp 50939 103-50939 29B 

■-89081705t6 Transcript ol 690727 meeting m Rockville, MD re facility severe accident 
mitigal ion issues Pp 1-130 Supporling info end 

• Office of Nuclear Reactor Regulation. Oirector (Post 870411) 69/07/27. 193pp 
50939 106 50939 299 


8908150232 Oiscusses Emergency Preparedness Insp Repts 50 252/69-1 1 & 50-35JI 
89-17 on 890522-26 & 0607 & forwards nolice ol violation & proposed tmpojihon d 
civil penally In amount of 75,000 

RUSSELL, WT Region 1, Ofc ol the Director 89/0B/10 MCNEZLL.C A Phifodetpha 
Electric CO 5pp 50927 114-50927 121 

-8908150236 Notice ol violation & proposed imposition of civil penally in amount 
$75,000 Violations noted util personnel unable to adequately utilize emergency ac'xn 
level event classification guldos for certain types of accidents 
RUSSELL ,W.T Region 1, Otc ol the Director 89/OB/ 10 3pp 50927 >19-50927 121 

8908210245 Forwards response lo WR Butler 801206 request lor addl into ro proposed 
combined emergency operations facility Facility to be located adjacent to existing bldg 
& 20 miles Irom Peach Bottom plant W/one oversize map 

MCNEILL, C A Philadelphia Electee Co 89/08/10 Document Conlrof Branch (Dom- 
mant Control Oesk) 70pp 50994 003 50994 071 

8908170289 Supplemental response of tntenrenor Limerick Ecology Acton. Ire la 
memorandum A order ol Commission did 890726 A to memorandum 8 order c4 
090807 ‘ Requests further extension of lime m which to reply Certificate of Svc end 
ELUOTT.CW, STONE, DG Limerick Ecology Action ELLIOTT, CW PoswsUo. EH-o* 
& Elliot #389 9034 89/08/14 Commissioners 33pp 50399 077-508S9 109 

8908280103 Forwards summary of util emergency response objectives for 1969 «er 
dse on 89 11 21, including demonstration of ability lo properly classify emergency con- 
dll ions A procedures for timely mobilization ol emergency responso personnel 
FOGARTY, EP Philadelphia Electric Co 09/08/15 Document Control Branch (Docu 
monl Control Desk) 4pp 51043 059 51043 062 

8908210212 Suppl 1 to Generic Ltr 09-07 to all operating plants, applrcants for CLs A 
holders ol CPs re power reactor safeguards contingency pfenning tor suilace vetwfe 
bombs Svc list end 

PARTLOW.JG Associate Director (or Projects (Post 8704 1 1) 69/08/2! Consort 
ed Edison Co of New York, tec 55pp 51036 001-51036 056 


G. Adjudicatory correspondence 

8908070041 Forwards second rept o< parties 6. request for dismissal of Graterfo'd fe- 
males contention & lermlnalion ol proceeding, per ASLB 890602 memorandum 0 
order.Documant notes that as of 890718,100 employees would serve as ambulance 
drivers 

CONNER, TB Philadelphia Electric Co CONNER, TB Conner & Walterliahn #369 
8949 89/07/21 MARGULIES.M B , KLINE.J R , HARBOUR, J Alomic Safely and Li- 
censing Board Panel 5pp 50745 145 50745,149 

8908070151 Response ol Intervenor RL Anthony to answer ol Philadelphia Electric Co 
(PECO) did 890707 lo roquesl lor hearing on PECO application lor low power op-C-r 
atlon ol Unit 2 & slay ol any operation in keeping w/US Circuit Court remand of. 1 
ANTHONY ,R L. Anthony, R L #389 8967 89/07/23 Commissioners Ip 50745025 
50745 025 
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F. Security, medical, emergency & lire protection plans 

8908040051 Rev t? to EPIP EP-231, “Operation of Post-Accident Sampling Sys 
(PASS) " W/890724 Hr Rev 1 10 lo indox also end 

MCCORMICK.MJ. FOGARTY.EP Philadelphia Electee Co 89/07/24 70pp 
50800 048 50800 f 16 

8908110162 Forwards Safely Insp Repls 50-352/89-12 & 50-353/89-19 on 090529- 
0625 & notice of violation Fire protection issues, discussed in Section 3 l.may repre- 
sent potential erifercameni issues 

LlNViLLE.JC Region 1. Ofc of the Director 09/07/28 MCNEILL, C A Philadelphia 
Electric Co 2pp 5Q892 192-50692 228 

09081 1024E Forwards “Radiological Emergency Preparedness Exercise Evaluation 
Repf, Limerick Generating Station,” lor exercise on 890614 Deficiency noted re inad- 
equate response capability by Lower Potlsgrove Township 
KWIA7KOWSKI.D Federal Emergency Management Agency 89/07/31 CONGEL.F J 
Divisnon ol Radiation Protection 8 Emergency Preparedness (Post 870411) Ip. 
50694 315 50894 327 

-89081 10249 "Rad' o logical Emergency Preparedness Exercise Evaluation 

Rep l, Limerick Generating Slalion." 

• Federal Emergency Management Agency 89/06/30 12pp 50894 316-50894 327. 

8908170158 Hequesis that appropriate arrangements be made lo have emergency noli- 
lication sys telephone installed in new NRC ole 

LEtTCH.G M Philadelphia Electric Co 89/07/31 Document Control Branch (Docu 
ment Control Desk) Ip 59946 267-50946 267 


8908070068 Memorandum & order * Invites parlies to address areas re incremental in 
crease in occupational radiation exposure, per postponing Installation at severe acet 
dent mitigation design alternatives W/Cerbficate of Svc Served on 690726 
CHILK.S J. Office of the Secretary of the Commission #309 8950 89/07/26 Of Tea 
of the General Counsel (Post 860701) 9pp 50745 129 50745 137 

8908070123 Answer by licensee Philadelphia Electric Co to motion of Umenck Ecology 
Aciion.lnc lo reconsider/stay/revoke order aulhorizing Issuance ol low power license 
for Limerick Unit 2 * W/Certlficale of Svc 

RADER, R.M, Philadelphia Electric Co RADER, RM Conner A Weilerhahn #309 
8964 89/07/26 Commissioners lOpp 50746 144 50746,153 

8908070222 Provides response to Seclion A lo 890627 Itr requesting informal 
discovery Sections B,C,D A E fatf outside of scope of Board 8907 IB memorandum 8 
order & further response to sections deemed unnecessary Related cor responds nee 
WETTERHAHN.M J Philadelphia Electric Co WETTERHAHN.M J Conner 8 Weller 
halm #389 8973 83/07/28 ELLIOT ,CW Elliott. CW 3pp 50746 141-50746.143 

8908070098 NRC Stall response to Umenck Ecology Action motion to roconsido//stay/ 
suspend/revoke order authorizing Issuance of low power operation license for Limer 
fck Unit 2 * Motion should be denied Certificate ol Svc end 

HODGDON.A P Asslslan! General Counsel for Hearings & Enforcement #389 8960 
89/07/31 Commissioners 9pp 50745 102-50745 110 

8908070267 Ack receipt ol executed agreement re disclosure ol confidential into per- 
taining lo “T-l 02, Sheet 1 of 1 -Primary Comainmenl Control Limerick Generating Sta- 
tion Trip Procedure " W/O end Related correspondence 

WETTERHAHN.M J. Philadelphia Electric Co WETTERHAHN.M J Conner & Wetier- 
hahn #389 8976 89/07/31 ELLIOTT, CW Poswistilo, Elliot A Elliot Ip 50744 313- 
60744 313 


0908100087 Forwards response to add! questions re consideration ol severe accident 
mitigation design alternatives & associated ends, per 890727 meeting A 890731 Hr W/ 
lour oversize ends 

HUNGER, G A Philadelphia Electric Co 89/08/02 Document Control Branch (Docu- 
ment Control Desk) 56pp 60892 029-50892 084 


8908110051 NRC Stall response lo Commission questions' Provides into (or use in 
Commission effectiveness review ol plant full power operation, per Commission 
890726 memorandum A order Supporting affidavits end 

HODGDON.A. P Assisted General Counsel for Hearings A Enforcement #309 8935 
89/08/02 Commissioners 26pp 50834 003-50834 040 


8908280207 Forwards public version ol revised EPlPs, including Rev 1 to EP-257, ‘'Per- 
sonnel Dosimetry & Bioassay Group" A Raw 18 to EP-291, "Stalling Augmentation." 
W/OH Gnmsley 090822 release memo 

FOGARTY.EP Philadelphia Electric Co 89/08/07 Oocumanl Control Branch (Docu 
mont Control Desk) 3pp 51041 212-51041 236 


■8908110061 Joint affidavit 'pf GY Suh & CS Hinson * Advises that authors prepared 
responses lo Questions 1 A 4 

SUH.GY, HINSON.CS Office of the General Counsel (Post 860701) SUH,G V 
Projecl Directorate 1-2 89/00/02 3pp 50834 029-50834 032 


-8908280210 Public version ol revised EPfPs.including Rev 1 lo EP257 A Rev 18 to 
EP-201 

* Philadelphia Electric Co 89/07/11 22pp 51041 215-51041-236 

8908180195 Advises that listed schedule should be used tor all emergency 
exercises, including submiltal A review of objectives & scenario packages pnor to exer- 
cise 

LA2ARUS.WJ Region 1, Ole of the Director 89/08/09 MCNEILL.CA Philadelphia 
Electric Co, 3pp 50965 148-50065 148 


-8908110067 Atlidavit ot'RJ Barrel! ’ Advises that author prepared response lo Ques- 
tion 2 

BARRETT ,R.J. Ottlce of the General Counsel tPost 860701) BARRETT ,RJ Risk Ap 
plications Branch 89/00/02. 2pp 50834 033 50834 034 
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DOCKETED ITEMS 123 


-8900110079 Affidavit ol SE Feld * Advises that author prepared response to Question 
5W/Certdicate o( Svc 

FELDSE Olfrce of tho General Counsel (Post 860701) FELD.SE Regulation Devel 
opmant Branch 89/08/02 4pp 50834 037 50834 040 

B9081 10053 Forwards response by licensee to Commission request for comments by 
memorandum 8 order dtd 890726 & CA McNeill affidavit, for filing 
flAOER.RM Philadelphia Electric Co RADER, RM Conner & Wetlerhahn #389 
8984 89/08/02 CHILK.SJ Office of the Secretary of the Commission 48pp 
50833 125 50833 214 

.89081100 86 Response by licensee Philadelphia Electric Co to Commission request for 
comments by memorandum & order dtd 890726 ‘ Licensee requests Commission 
issue full power OL lor Unit 2 conditioned upon outcome of pending litigation 
CONNER.T B Philadelphia Electric Co CONNER T B Conner & Wottorhahn 89/00/ 
02 Commissioners 3Cpp 50833 174 50833 2 H 

-89081100 99 Affidavit * Advises that author read responses to request lor comments 
by NRG 8 knows contents W/Certificato of Svc 

MCNEIL L,C A Philadelphia Electric Co 09/08/02 3pp 50833 212 50033 214 

8908110116 Advises that Commissioner JR Curtiss will tour facility on 890814 Parties 
wishing to attend need to notify L Doerflem by COB on Q90BQ9 W/Cerfificate ot 
Svc Served on 890803 

GRAY.J R Commissioners //389 899i 89/00/02 Olfice of the General Counsol 
(Posl 860701) 2pp 50833 279 50033 201 

89081101 17 Response ol Intervenor Limerick Ecology Action, Inc to memorandum & 
order of Commission dtd 890726 ' Commission order (ails to provide Intervenor ado 
uate time lor response & should therefore bo revoked W/Cerlificate ol Svc 
LLIOTT.C W Limerick Ecology Action ELLIOTT, CW Poswistilo, Elliot & Elliot #389 
0986 39/08/02 Commissioners Itpp 50833 262 50033 292 

B90B1 10134 Correction lor NRC Staff rosponso to Commission quostions ' Forwards 
corrected Page 5 to NRC response to questions lilocl on 890802, deleting phraso "by 
neatly factor 2 5" in next to last line W/Certilicalo ol Svc 

HODGDON,AP Philadelphia Electric Co HODGDON.AP Assistant Gonoral Counsel 
for Hearings & Enforcement #309 8992 09/08/03 4pp 50833 293 50833 296 

6906110192 Forwards affidavit of CA McNeill re severe accident mitigation design 
alternatives oer 890002 Hr 

RADER, RM Philadelphia Electric Co RADER, R M Conner & Wetlerhahn #389 
9000 09/O8/O3 (Docketing 8 Sorvices Branch 2pp 50833 321-50033 322 

69081 10108 Forwards second ropf of partios & request tor dismissal ot Gratoford In- 
mates conlonlron & termination ot proceeding 

RADER, R M Philadelphia Electric Co RADER, R M Conner & Wetlerhahn #309 
9007 89/08/07 MARGULIES.M B , HARBOUR, J , SHON.FJ Atomic Safely and Li- 
censing Beard Panol ip 50833 260 50033 275 

- 89081 10123 Second rept ol parties & request for dismissal ot Gratortord Inmates con 
tendon & termination of proceeding ' Requests Board to enter order to terminate pro 
ceodmg based on parties agreeing to dismissal ol remaining contention 
RUTBERG.J Assistant General Counsel tor Hearings & Enforcement CONNER.T B, 
Philadelphia Electric Co GOODWIN, M L Pennsylvania, Commonwealth ol 09/07/24 
?pp 50833 269 50833 275 

8908110 1 68 Memorandum & order ‘ Extends Limerick Ecology Action response dead- 
line to 090614 to respond to livo questions re severe accident mitigation design 
alternatives W/Cerlilicale ot Svc Served on 090807 

HOYLE, J C Olfice of the Secretary of the Commission #309 0998 09/00/07 Limer- 
ick Ecology Action 4pp 50033 326 50033 329 

8908150039 Forwards reply by licensee Philadelphia Electric Co to response ot Inlotve 
nor Limerick Ecology Action, Inc to memorandum & order ot Commission.dtd 090726 & 
allidavil ot RC Williams & response to NRC rosponso to questions 
RADER, RM Philadelphia Electric Co RADER, R M Conner & Wetlerhahn #309 
9021 89/08/09 CHILK.SJ Olfico ol the Secretary ot the Commission tp 
50800 222-50000 241 

• 8908150044 Reply by licensee Philadelphia Electric Co to response ol Intorvenor lim- 
erick Ecology Action.lnc to memorandum & order ot Commission dtd 090726 1 Envi- 
ion bonelils tor operating Unit 2 outweigh small risk ol severe accident 
CONNER,! B Philadelphia Electric Co CONNER.T B Conner & Wetlerhahn 89/00/ 
09 Commissioners lOpp 50800 223 50000 232 

■ 6908150 0 4 9 Allidavit * Discusses costs incurred while plant inoperable Allowance for 
funds used during consl, security, malnt 8 operational costs considered proper tor cal- 
culating costs (or delay 

WILLIAMS, H C Philadelphia Electric Co 89/08/00 5pp 50880 233-508B0 237 

• 6908150056 Reply by licensee Philadelphia Electric Co to NRC Staff response to 
Commission questions * Commission should rely on licensee cost analysis in re- 
sponse lo Question 5 & RC Williams attidaviLW/Cortilicate ot Svc, 

CONNER.! B Philadelphia Electric Co CONNER.T B Conner & Wettoihahn 09/00/ 
09 Commissioners 4pp 50080 230 50880 24 1 

6908150050 NRC Stall response to Commission memorandum & order of 090807 * Ad- 
vises that NRC will provide comments on Limarick Ecology Action 890014 tiling prior 
to Commission meeting scheduled for 090817 W/Cerliticate ot Svc 
HODGDQN.A P Assistant General Counsel for Hearings & Enforcement, #309 9010 
89/08/09 6pp 50801 024 50081 030 

8908170242 Forwards info in response to 090620 Itr requesting Informal 
discovery Related correspondence 

WETTERHAHN.M J Philadelphia Electric Co WETTERHAHN.M J Conner & Wolter- 
hahn #309 9032, 89/08/10 ELUQTT, C W Poswistilo, Elliot & Elliot 40pp 
50909 001-50909 040 

8908170260 Motion by licensee Philadelphia Electric Co to set schedute for discovery & 
hearing & request for expedited answer to this motion * Divergence In positions ol ro- 
speolive parties emphasizes need to conclude proceeding, W/Cerldicale of Svc 
CONNER.T B , WETTERHAHN.M J Philadelphia Electric Co CONNER, T.B Conner & 
Wetlerhahn #3B9 9033 89/00/10 Atomic Safely and Licensing Board Panel 9pp 
50899 110 50899 118 

890B240155 Forwaids executed affidavit of RC Williams, per 090809 Hr 
RADER.R M Philadelphia Electric Co RADER, R M Connor & Wetlerhahn #389 
9063 89/08/10 Docketing & Services Branch 6pp 50964 244-50964 249, 


8908170202 Memorandum & order (terminating proceeding) ' Dismisses Gralerlord In 
mates contention re adequacy of training for drivers responsible (or evacuating Grater 
ford & terminates proceeding Certificate ot Svc end Served on 890814 
MARGULIES.B Atomic Safety and Licensing Board Panel #389 9031 09/08/11 
Office ol the General Counsel (Post 860701) 7pp 50099 149 50B99 155 

8908170332 Requests that Page 7 ot motion by licensee Philadelphia Electric Co to set 
schedule tor discovery & hearing 8 request tor expedited answer to motion, served on 
8908 to, be replaced w/encl signed pane 

WETTERHAHN.M J Philadelphia Electric Co WETTERHAHN.M J Conner & Wetter 
hahn #389 9036 89/08/ H Oocketmg 8 Services Brancli 2pp 50899 074- 
50899 075 

890B17Q289 Supplemental response at Intervenor Limerick Ecology Action, Inc to 
memorandum 8 order of Commission did 890726 S to memorandum & order of 
890807 ' Requests further extension ot time in which to reply Certificate ol Svc end 
ELLIOTT, CW, STONE, DG Limerick Ecology Action ELLIOTT, CW Poswistilo, Elliot 
& Elliot #389 9034 89/08/14 Commissioners 33pp 50899 077-50899 109 

8908170314 Notico ot change ol address ' Advises of council change ot address for 
svc of documents 

LOVE.AR Graterlord Inmates LOVE, A R Montgomery County Legal Aid Service 
#389 9035 89/08/14 Ip 50899 076 50899 076 

890B24Q021 Memorandum & order (request (or expedited answer) * Denies licensee 
890811 request (or expedited answer fiom NRC & Limerick Ecology Action on basis 
that request lacks good cause W/CerWicate of Svc Served on 890816 
MARGOUES M B , SHQN.F J Atomic Safety and Licensing Board Panel #309 9055 
89/08/15 Philadelphia Electric Co 5pp 50963 268 50963 272 

8908240005 Order responding to Limerick Ecology Action motion lor reconsideration ’ 
Domes molion to reconsider, stay, suspend or revoke 090707 order on basis that order 
appropriate W/ Certificate of Svc Served on 690816 Re served on 890818 
CHILK.SJ Oliice oftho Secretary of the Commission #389 9052 89/08/16 Limerick 
Ecology Acfion 13pp 50963 227-50963 239 

8908240012 Memorandum & order 1 Demos RL Anthony 890623 request tor hearing I or 
intervention in remand proceeding & lor stay ol low power authorization W/Cortilicate 
ol Svc Served on 8003IG 

CHILK.SJ Office ot iho Secretary ot the Commission #389 9054 09/08/16 Antho- 
ny, R L 6pp 50963 247-50963 252 

8900240011 Correction of memorandum & order ot B90815 ' Advises that rets fo 
49CFR2 730(c) on Page i & 4DCFR2 710 & 49CFR2 71 1 on Page 2 should be cor- 
rected to read as 10CFR2 730(c),2 710 & 2 71 1, respectively W/Cerhficate of 
Svc Served on 8908 IB 

MARGULIES.MB Atomic Safely and Licensing Board Panel #309 9065 69/08/ 17 
3pp 50963 244 50963 246 

0908240168 Notico of appoinimonl of ndjudicalary employee * Inlorms that D Nash ap 
pointed as Commission adjudicatory employee to advise Commission on Issues in 
procoodmg W/Certificafe of Svc Served on 890818 

CHILK.S J Office of the Secretary of the Commission #389 9064 89/03/10 4pp 
60964 250 50964 253 

8908290095 Opposition of Intervenor Umorick Ecology Action, Inc to motion by licensee 
Philadelphia Eloctnc Co lo sot schedule for discovery & hearing * Roquests that 
schedule bo replaced w/more reasonable schedulo.as proposed W/Cortificate of Svc 
ELLIOTT, C W Limerick Ecology Aclion ELLIOTT, C W Poswistilo, Elliot & Elliot #389 
9078 09/08/22 Atomic Safely and Licensing Board Panel 29pp 51009 091- 
61009119 

8908300038 Second supplemental rosponso ot intervenor Umorick Ecology Action.lnc 
lo memorandum & order of Commission dtd 090728 & memorandum & order ot 
090007 ' W/Cortilicato ol Svc 

ELLIOTT, CW Limerick Ecology Action ELLIOTT, CW Poswistilo, Elliot & Elliol #309 
9087,09/08/24 Commissioners 41pp 51021 189 51021 229 

8908300107 Memorandum & Order CLI 00 1 7 * Stall authorizes Issuance ot lull power 
license to licensee lo operate Unil 2 after requisite safety findings under 1QCFR50 57 
compleiod W/Cortilicato of Svc 

CHILK.SJ Ottico ot the Secretary ol the Commission #389 9091 89/08/25 Com- 
missioners 24pp 51021 255 51021,277 

8908300142 Advises that Intervenor Limorick Ecology Action.lnc (LEA) entered Into 
agreement w/uti| tor termination of severe accident mitigation design alternatives 
remand proceeding & for LEA not to oppose Issuanco of lull power OL 
ELLIOTT, CW limerick Ecology Action, ELLIOTT, CW Poswlslilo, Elliot & Elliot #309 
9093 09/08/25 CHILK.SJ Office of the Secretary of the Commission 2pp 
51021 247-61021 240. 

8908300149 Fotwards applicant Joint motion for termination ol proceedings 
WETTERHAHN.M J Philadelphia Electric Co WETTERHAHN.M J Conner & Wetter- 
hahn #309 8094 09/08/25 Office ol the Secretary of the Commission tp 
5 1 021 ‘230-51021 246, 

-890B300167 Joint motion (or termination of proceedings ’ Board moved lo accept oncl 
settlement agreement, dismiss Umorick Ecology Action.lnc (LEA) contention w/ 
prejudice, dismiss LEA as party to proceoding & terminate proceeding 
RUTBERG.J Assistant General Counsel for Hearings & Enforcement ELLIOTT, CW 
Limerick Ecology Action ELLIOTT, C W Poswistilo, Elliot & Elliot 89/00/25 Atomic 
Safely and Licensing Board Panel 4pp 51021 231 61021 234 

-8908300176 Selllemenl agreement ' Certificate of Svc end 
MCNEILL, C A Philadelphia Electric Co STONE, D Limerick Ecology Action, 89/08/26 
flpp 51021,235-61021 246 

8908310117 Advises that Staff will nol file response to licensee scheduling motion (or 
discovery & hearing filed on 890814 due to settlement agreement & motion to termi- 
nate tiled by licensee & Umorick Ecology Aclion on 89QB25 
HODGDON.A P Asslstanl General Counsel for Hearings & Enforcemenl #389 9104 
89/08/28, MARGULIES,M B , HARBOUR.J , SHQN.F J Atomic Safety and Licensing 
Board Panel Ip 51030 144 51030 144 
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J insurance & indemnity information 

0907280080 Forwards executed Amend 4 to indemnity Agreement B-101 
HUNGER, G A Philadelphia Electric Co 89/07/14 Office of Nuclear Reaclor Regula 
(ion, Director (POSI 8704) f) 2pp 50689 238 50689 239 

8908020293 Forwards amend to Indemity Agreement B-101 between util 8 NRC reflect- 
ing issuance of License NPF 84 for Unit 2 

HUNGER, G A Philadelphia Electric Co 89/07/26 Office of Nuclear Reactor Regula- 
tion, Director {Post 87041 1) 2pp 50757 206-50757 207 


O Advisory Committee on Reaclor Safeguards reports 8 correspondence 

8908080065 Summary of ACRS Subcommittee on limerick Unit 2 meefing on 890425 In 
Philadelphia,? A re application far OL Slatement of Limerick Ecology Action end 
■ ACRS - Advisoiy Committee on Reactor Safeguards 89/05/15 ACRS • Advisory 
Committee on Reaclor Safeguards 24pp 50326 139 50826 162 


P. Operating license stage documents & correspondence 

0908 10035 4 Summarizes ACRS 349th mealing on 890503-06 re listed ACRS 
reels, implementation ot Commission safety goat paKy statement, proposed NRC malnl 
rule & integrated approach to regulatory mailers 

REMICKFJ ACRS - Advisory Committee on Reactor Safeguards 89/05/26 
ZECH.LW Commissioners 4pp 50805 221 50885 224 

8907180211 Generic Llr 89-13 to all holders of OLs or CPs for nuclear power planls re 
sve water sys problems af feeling safety related equipment Svc list end 
PARTLOW.JG Associate Director lor Projects {Post 870411) 89/07/18 Consolidat- 
ed Edison Co of New York, fnc 53pp 50735 001-50735 054 

8907280105 Responds (o Generic Llr 39 08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning” Ulil implementing fong term programs to ensure that NUMARC program will 
be implemented <& structural integrity of piping sys maintained, per NUREG-1344. 
KOWALSKI, SJ Philadelphia Electric Co 89/07/21. Document Control Branch (Docu 
men! Control Desk) 0pp 50705 349 50705 354 

6907310356 Forwards Tech Specs.NUREG 1371, issued by NRR re appllcalion for 
OL W/o slated end 

CLARK, RJ Project Directorate 1-2 89/07/25 HUNGER.G A Philadelphia Elsctric Co 
3pp 50738051 50733 053 

8908090276 Forwards list ol potential discussion items lor 890727 mooting w/ulil in 
Rockville, MD re severe accident mitigation issues Meeting previously announced in 
390724 l/ansmitia) 

SUH.G Y Project Directorate f-2 89/07/25 Project Directorate 1-2. 7pp 50891 125 
50891 131 

6908020221 Responds to request lor add! info re cost estimates lor severe accident 
miti gallon design alternatives Forwards Bechtel ropt, "Cost Estimate for Severe Acci 
derrt Mitigation Design Alternatives " W/o rept 

HUNGER.G A Philadelphia Electric Co 80/07/26 Document Control Branch (Docu- 
ment Control Desk) 2p-p 60757 204-50757 205 

8906030105 Informs that ni> restrictive clauses ro employee ability to provide potential 
info about safely Issues to NRC in any ol util agreements w/ current or former 
employees, contractors or subcontractors re Dept o( Labor rssues.tdentitred 
FOGARTY.EP Philadelphia Electric Co 89/07/28 Document Conlrol Branch {Docu- 
ment Control Oesk) 2pp 50703 057-50793 058 

8908080316 TECHNICAL SPECIFICATIONS FOR LIMERICK GENERATING STATION, 
UNIT 2 Docket No 50 353 (Philadelphia Electric Company) 

* Division of Reactor Projects - l/ll (Post 87041 U NUREG-1371 80/07/31 GOOpp 
50634 086 50035 268 

8908090028 Updates aclions to address open action items in independent design & 
const assessment. UN Intends to use fuel load date of 890623 as baseline for replac- 
ing Class IE flgaslnl relays located In mild environ 

FOGARTY.EP Philadelphia Efectnc Co 89/07/31 Document Control Branch (Docu- 
ment Control Desk) 2pp 60883 217-50883 218 

8908090502 Forwards request for addl Info re consideration of severe accident mitiga- 
tion design alternatives Response requested within 30 days ol Itr receipt 
SUH.G Y, Project Directorate f-2. 89/07/31. HUNGER.G A. Philadelphia Electric Co 
4pp 58861 310-50881 313, 

8908080090 Staff require menls memo re 890726 affirmation /discussion & vole in 
RockvIlle.MD on SECY 89-220, “Order Requesting Info from Parties for Immediate Ef- 
fectiveness Review ol Full Power Aulhonzalion (or Limerick Unit 2” Order approved 
CHfLK.SJ Ollice of the Secretary ol the Commission 89/08/02. PARLER.W.C. 
Office of the General Counsel (Post 800701) Ip 50058 273 50856 273 

8908100087 Forwards response to addi questions re consideration ol severe accident 
mitigation design alternatives & associated ends, per 890727 meeting & 890731 )tr W / 
four oversize ends 

HUNGER.G A- Philadelphia Electric Co 88/08/02, Document Control Branch (Docu- 
mant Control Desk) 56pp 60892 029-50892.084 

8908169154 Forwards environ assessment & finding of no significant impact re request 
lor exemption irom 10CFH50 44(c)(3){i) to extend permitted lime of opBialion w/non- 
Inerted containment unlit completion of 100 h warranty run. 

CLARK.R J Project Directorate 1 2, 89/08/08. HUNGER.G A Philadelphia Electric Co 
3pp. 5D930 263-50930 270 

-8906160157 Environ assessment & findings of no significant Impact re 881205 request 
for exemption from 1QCFR50 44(c)(3)(i) Commission determined not to prepare EtS 
for exemption 

BUTLER.W. Project Directorate 1-2 89/08/06. 5pp 5 0920' 266-50930 270. 

8908180279 Advises that 88Q403 response to Generic Ltr S3-28.Uem 2 1 Parts 1 & 2 
acceptable 

TROTTIER.6H. Protect Directorate 1-2. 69/08/11 HUNGER.G A Philadelphia Electric 
Co 3pp. 59956 205-50956:207 


8908260134 Forwards Suppl to NUREG-0974, "Final Environ Statement re Opeiatcn cJ 
Facility," as part of response to 890228 decision by US Court of Appeals 
VARGA, S A Division of Reactor Projects - i/I) (Post 8704 tt) 89r«/t« 
HUNGER.G A Philadelphia Electric Co 57pp 51037 004 51037 060. 


O inspection reports, )E Bulletins & correspondence 

8907200019 NRC Info Notice 89 057, "Unqualified Elecirical Splices in Vendor Suppled 
Environmentally Qualified Equipment " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 8704 11) 89/07125 
Consolidated Edison Co of New York, Inc I06pp 50711 333 50712 078 

8908030225 Responds lo NRC 890630 llr re violalians noted m fnsp Repts 50 352/E )■ 
16 & 50-353/89-16 Corrective actions procedures will be revised to requite mslatiatcn 
of directional control valve jumpers using temporary circuit alteration 
MCCORMICK.MJ Philadelphia Electric Co 89/07/28 Document Control Blanch 
(Document Conlrol Desk) Spp 50773 198 50773 205 

8908110162 Forwards Safely Insp Repls 50-352/89-12 & 50 353/69-19 on 890529- 
0625 & notice of violation Firs protection issues, discussed in Section 3 l, may rept«- 
sent potential enforcement issues 

LINVU.IE.JC Region 1, Oic of the Director 89/07/20 MCNEILL. C A, Philadetphrs 
Electric Co 2pp 50892 192-50892 228 

-8008110167 Insp Repts 50-352/89-12 & 50 353/89 19 on 890529-0325 Violation* 
noted Major areas inspected maint & surveillance testing .review at LERs.penadic rept* 
& operational events & sys walkdowns 

DOERFLEIN.L.T. Region t. Ole of (he Director 09/07/28 32pp 50892196- 
50892 228. 

8907270121 Suppl 1 to NRC Bulletin 80-010. "Nonconforming Molded Casa Oran! 
Breakers " Svc list end 

ROSSI.CE Division of Operadonal Events Assessment (Post 870411) 89/00/63 
Consolidated Edison Co of New York, Inc. lOBpp 50904 148 50904 253 

8907280169 NRC Info Nolice 89 058, "Disablement of Turbine Driven Auxiliary Feed- 
water Pump Due to Closure of One ol Parallel Steam Supply Valves" Svc list end 
ROSSI.CE Division of Operalional Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc I06pp 50900 005-50900 110 

8908160252 EN 89-073 on 890810, notice of violation & proposed imposition o! cent pen- 
alties in amount ol 375,000 will be issued to licenses Action based on inability to ef- 
fectively utilize emergency action level event classification guides 
ROSANO.R P , LIEBERMAN.J Ofc of Enforcement (Post 870413) 89/08/07. Ip- 
50930 234-50930 234 

8900160232 Discusses Emergency Preparedness Insp Repts 50-352/89-11 & 50 353/ 
89-17 on 890522-26 & 0607 & forwards nolice of violation & proposed imposition o! 
civil penalty In amount ol 75,000 

RUSSELL, WT Region 1, Ole of the Director 89/08/10 MCNEILL, C A Philadelphia 
Electric Co Spp 50927 114-50927 121 

-8808150236 Notice ol violation & proposed imposition ot civil pena r ty ro amount cl 
S75,000.Vlofahons noted.utif personnel unable to adequately utilize emergency acton 
level event classification guides for certain types o< accidents 
RUSSELL, WT. Region 1. Ofc of the Director B9/08/10 3pp 50927 119 50927 121 

8908100128 NRC Info Notice 89-059. "Suppliers of Potentially Misrepresented Fasten- 
ers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/00/18 
Consolidated Edison Co of New York, Inc 106pp. 50992 315 50993 060 

8908140085 NRC Info Notice 89 060, "Main! of Teletherapy Units " Svc list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
89/08/18 Consolidafed Edison Co of New York, Inc 107pp 50993 061-50993:186 

8908160129 Suppl 2 lo NRC Info Notice 88-048, "Licensee flepl of Defective Refer 
blshed Valves Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 89/09/22. 
Consolidated Edison Co of New York, Inc lOOpp 50990 039 50990 137 

8908280189 Forwards Corrective Action insp Rept 50 353/89 201 during wX of 390424 
re Independent design assessment Assessment provided needed addl assurance that 
plant design met licensing commitments 

VARGA.S A. Division Of Reactor Projects - l/|l (Post 870411) 89/08/23 

HUNGER.G A Philadelphia Electric Co 6pp. 51041-165 51041 191 

-8908280192 Collective Action Insp Rept 50-353/89 201 on 890424-26 Plant design 
meets licensing commitments Major areas inspected mechanical sys .venfica lion o» 
nonstandard computer codes & incorrect nameplate lor RHR pump motor 
PARKHILL.RW, IMBRO.E.V. LANNING.W D Division of Reactor Inspection & Safe- 
guards (Post 870411) B9/0B/O8 2lpp 51041.171-51041 191 


R. Periodic operating reports & related correspondence 

8908160365 Monthly operating repts for Jul 1989 for Limenck Generating Station Units 
1 &2W/890811 ltr 

MURPHY.J J , LEITCH.GM Philadelphia Electric Co 89/07/31 llpp 50930 223 
60930.233 


8. Reportable occurrences, LERs & related correspondence 

8908160173 Advises that corrective aclions for significant deficiency re unqualified 
NUPRO vaive seals completed & deficiency resotved,per 890707 rept Only 9B NUPRO 
lest valves furnished on GE racks & addl 17 valves provided for other racks 
HUNGER, G.A Philadelphia Electric Co. 89/08/08. Document Control Branch (Docu- 
ment Control Desk) 2pp 60926.235-50926.236 

8908160380 LER 89-002-00 on 89071 3, determined that emergency diesel generator O 
22 8 Loop B ot core spray found inoperable due to electrical physical separation 
deficiency Caused by personnel error. Deficiency corrected W/890814 Itr. 
ENORISS.GR. MCCORMICK.MJ Philadelphia Electric Co 89/08/14. 6pp. 
50926-184-50926:189. 
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8908210204 LER 69 003 00 on 89071 7,1ull reactor protection sys scram signal Initiated 
by upscale top of intermediate range monitor 8 Caused by faulty preamplifier Scram 
Sl anals rose) 6 portions ol post-scram procedure done W/Q90816 Itr 
£$DRISS,CR MCCORMICK, MJ Philadelphia Electric Co 89/06/16 7pp 
50989 210 5 0 9 6 9 2 1 6 


T Hearing transcripts on non-antitrust matters 

8908020360 Transcript ol 690726 alfirmalion/discussion & vote in Rockville, MO on 
SECY 89 220 re order requesting Into Irom parties lor immediate elleclivoness review 
at lull power authorization lor Limerick Unit 2 Pp 1 4 

■ Commissioners 89/07/26 9pp 50757 139 50757 146 

6903170510 forwards transcript ol 890727 mooting w/ulil in Rockville, MD re plant 
severe accident mitigation issues Errors noted in transcript, including recurring error a( 
E Chelliah statements identified as made by A Bhallacharyya 

SUH.GY Protect Directorate 1-2 89/08/15 BUTLER, W, SUH,G , VARGA, S NRC - 
No Detailed Affiliation Given 3pp 50939 1 03 50939 299 

0900170516 Transcript of 890727 meeting in Rockvillo.MD re tacitily severe accidont 
mitigation issues Pp t- 130 Supporting Info end 

■ Office of Nuclear Reaclor Regulation, Director (Post 070411) 09/07/27 193pp 
50939 1 06-50 9 3 9 2 99 

6906230250 Transcript ot 8908 17 meeting In Rockville, MD re discussion ot full power 
Ol (or facility Pp 1-5B Supporting documentation end 
■Commissioners 89/08/1/ 133pp 51038 154-51038 287 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


f, security, medical, emergency & fire protection plans 

6908030042 Forwards FEMA Region III ropt of 081129 oxerclso lor plant No dellcion 
cies observed during exercise although areas requiring corrective acllon & areas rec- 
ommended lor impiovemont identified 

8LLLAMY.R R Rogion 1, Ole ol Ihe Director 89/07/25 MILTENBERGER.S Public 
Sotvico Electric & Gas Co ot New Jersey 3pp 50793 050-60793 lot 

8903240357 Forwards Safeguards Insp Repls 50 272/89-19,50-311/09-17 & 50 354/ 
89 15 on 890710-14 No violations noted 

BELLAMY, RR Region 1, Ole ot the Director 09/08/15 MILTENBERGER.S Public 
Service Electric & Gas Co ol Now Jersey 2pp 51016 107-51016 1 16 

- 3906240353 Partially deleted Insp Ropts 50-272/89 19.50-311/09-17 8 50 354/09-15 
on 890710-14 (rol 10CFR73 21) Major areas inspected lollowup on actions taken in 
response to regulatory elleclivoness rovlew on 890410 14 

CAMERON, DF Region 1, Ole ol the Oiroctor 6Q/0D/15 8pp 51016 109-51016 116 

6906210212 Suppl 1 lo Generic Llr 09 07 to all operating plants, applicants (or Ols & 
holders ol CPs re power reactor safeguards contingency planning lor surface vehicle 
bombs Svc list end 

PARTLOW.JG Associate Director lor Projects (Post 070411) 89/00/21. Consolidat- 
ed Edison Co Of New York, Inc 55pp 51036 001 51036 056 


G Adjudicatory correspondence 

8908030142 Petition for rulemaking PRM 50 53 requesting NRC notion lo review undue 
risk posed by BWR thermal hydraulic instability NRR should Issue order requiring all 
GE BWRs lo be placed In cold shutdown lor slated reasons 
HIATT, SI Ohio Citizens lor Responsible Energy 08/07/28 Ollice ol Nuclear Reac- 
tor Regulation, Director (Post 070411) lOpp 50820 143 50020 152 


P. Operating license slago documents & correspondence 

8907180211 Generic Ur 69 13 lo all holdors ol OLs or CPs lor nuclear power plants re 
svc waler sys problems affecting safety related oquipmonf Svc list end 
PARTLOW.J G Associate Director (or Projects (Post 070411) 89/07/16 Consolidat- 
ed Edison Co ol New York, Inc 53pp 50735 001 50735 054 

6907310271 Forwards rev lo 880928 License Chango Request 00-02 ro allowable out- 
otsvc times lor inoperable primary containment Isolation valves & associated position 
indication instrumentation, per 890314 telcon 

MILTENBERGER.S Public Sorvice Electric 8 Gas Co ol New Jersey 89/07/21 Doc- 
ument Control Branch (Documenl Control Desk) 4pp 50712 186-50/12 191 

-3907310275 Proposed Toch Specs ro containment isolation valvo & position indication 
instrumentation 

' Pennsylvania Power & Light Co 89/07/21 2pp 50712 190 50712.191 

690731O2B1 Forwards SER & EGG-NTA B341 ro Generic Llr 83 28.ltem 4 5 3, "Reactor 
Trip Reliability On-Line Functional Testing ol Roaclor Trip Sys '* 

SHIRAKI.CY Project Directorate 1-2 89/07/24 MILTENBERGER.S Public Service 
Electee & Gas Co of New Jersey 3pp 50715 039 50715 070 

8906020106 Foiwards response lo Generic Ltr 89 08, 'Erosion/Cotro6ion Induced Pipe 
Wall Thinning,'’ per 890502 request Util instituted oroslon/corrosion monitoring pro 
gram to preclude potenliat lor catastrophic failures 

CRIMMINS.T M Public Service Electric & Gas Co ot New Jersey 89/07/24 Docu- 
ment Control Branch (Documenl Control Desk) 6pp 50764 295-50764,300 

8903020185 Forwards SAIC 68/3031, Technical Evalualion Ropl ol OCRDR lor 
PSESG Hope Creek Generating Station " NRC concurs w/ findings ol repl 4 con- 
cludes lhal util satisfied all nine DCRDR requirement 

BUTLER, WR Project Directorate 1-2 69/07/27 MILTENBERGER.S Public Service 
Electric & Gas Co, ol New Jersey 4pp 50764 2B2-50764 294 

"8308230249 "Technical Evaluation Repl ol DCRDR lor Public Svc Electric & Gas Co 
Hops Creek Generating Station " 

' Science Applications International Corp (formerly Science Applications, Inc) NRC- 
0382 096 SA1C-88/3031, 88/08/15 NRC - No Detailed Allllialion Given 9pp 
50764 286-50764 294 


8906080214 Advises that util unaware ol any clauses, included in settlement 
agreemonts.which restrict employees Irom providing inlo re potential safety issues to 
NRC, in response to 890427 llr 

FERLAND.E J Public Service Electric & Gas Co ol New Jersey 09/07/28 Document 
Control Branch (Documenl Control Desk) 4pp 50857 335 50657 338 

B90811011B Forwards Amend 29 lo License NPF-57 8 safety evaluation Amend in 
creases channel functional test surveillance intervals lor various control rod block in 
strumsntation 

SHIRAKl.C Project Directorate 1 2 89/07/28 MILTENBERGER.S Public Service 
Electric & Gas Co ol New Jersey 3pp 50894 191 50894 202 

--89081 10125 Amend 29 to License NPr- 57 .Increasing channel functional test surveil 
lance intervals lor various control rod block instrumentation 
BUTLER.WR Project Directorate 1-2 89/07/28 6pp 50694 194 50894 199 

--09081 10132 Safety evaluation supporting Amend 29 to License NPF-57 
1 Office of Nuclear Reaclor Regulation, Director (Post 070411) 69/07/28 3pp 
50894 200-50894 202 

8908080001 Confirms understanding that Tech Spec change re coastdown operations 
not required to accomodate administrative conservatisms util wishes to impose, In ad- 
dition to existing Tech Spec power distribution limits, por 090620 telcon 
CRIMMINS.T M. Public Service Electric 8 Gas Co ot New Jersey 69/07/31 Docu 
ment Control Branch (Document Control Desk) 2pp 50836 012-50836 013 

8908160001 Forwards Amend 30 lo License NPF-57 8 safety evaluation Amend revises 
Tech Spec requirements lor filtration, recirculation 8 ventilation sys 8 control room 
emergency Miration sys 

SHIRAKl.C Protect Directorate 1 2 80/08/07 MILTENBERGER.S Public Service 
Electric 8 Gas Co ot Now Jersey 4pp 50935 286 50935 309 

--890B160Q02 Amend 30 to License NPF 57, revising Tech Spec requirements lor 
Miration, recirculation 8 ventilation sys 8 control room emergency Miration sys 
BUTLER.WR Project Directorate 1 2 89/08/07 13pp 50935 290-50935 302 

••8908160003 Satoty evaluation supporting Amend 30 to License NPF 57 

• Office ol Nuclear Roactor Regulation, Director (Posl 070411) 09/08/07 5pp 
50935,303 50935 307 

-8908 160004 Notice ol issuance ot Amend 30 to License NPF-57, revising Tech Specs 
re roactor bldg Miration, recirculalion 8 ventilation sys 8 conlrol room emergency ultra 
lion sys 

BUTLER, W.R Project Directorate I 2 09/08/07 2pp S0935 308 50935 309 

8908250303 Application tor amend to License NPF 57, revising Tech Specs 3/4 2,B3/ 
4 2,5 3 1 8 5 3 2 re guidance lor removal ol luel cycle specific oporalmg limits per Ge- 
neric ltr 88 16 

MILTENBERGER.S Public Sorvice Eloclric 8 Gas Co ol New Jersey 89/0B/21 Doc 
ument Conlrol Branch (Document Conlrol Desk) 6pp 51035 194 51035 202 

••BB082S0305 Proposed Tech Specs revising Sections 3/4 2,83/4 2,5 3 t 8 5 3 2 re re 
moval of tue! cycle specific operating limits 

• Public Service Eloclric 8 Gas Co ol Now Jorsoy 69/08/21 3pp 51035 200- 
51035 202 


Q. Inspection reports, IE Bulletins 8 correspondence 

0908070005 FOIA roquosl ter final open item transmittal lirs por NRC Insp Procedure 
9430QB lor listed plants 

WILLIAMS, OG JRA Associates 69/05/17 GRIMSLEY.O H NRC No Detailed Allill 
ation Given 2pp 50809 279 50809 200 

8908020401 Forwards Insp Repl 50 354/89 13 on 890626 30 No violations noted 
GALLO, R Region 1, Ole ol tho Director 69/07/24 MILTENBERGER.S Public Sorv 
ico Electric 8 Gas Co ol Now Jersey 2pp 50764 3 1 5 50764 324 

-8808020402 Insp Ropl 50 354/69-13 on 690626 30 No violations noted Major areas 
inspected licensee compliance lo 10CFR5Q62 ATWS rule pertaining to alternate rod 
injection sy3 

OLIVEIRA, W., BLUMBERG.N J Rogion 1, Ole ol the Director 89/07/20 Opp 
50764 317-50764 324 

8907200019 NRC Into Notice 89 057, “Unqualified Eloctrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI.CE Division ot Operational Evonts Assessment (Post 6704H) 89/07/26 
Consolidated Edison Co of Now York. Inc lOGpp 50711 333-50712 076 

8908180268 Notification ol Significant Licensee Meeting 89 1 18 w/util on 89001 5 to dis 
cuss SALP. 

SWETLAND.PD Region 1, Ole ol the Director 89/07/20 Region 1, Ole ol Ihe Direc 
ter 2pp 50968 349 50966 350 

8907270121 Suppl 1 lo NRC Bulletin 00 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/00/03 
Consolidated Edison Co of New York, Inc I08pp 50904 148 50904 253 

8907280169 NRC Into Notice 89 058, ' Disablement ol Turbine Driven Auxiliary Feed 
water Pump Due to Closure ol One ol Parallel Steam Supply Valves ” Svc list end 
ROSSI.CE Division ol Operational Events Assessment (Post 0/0411) 89/08/03 
Consolidated Edison Co ol Now York. Inc I06pp 50900 005 50900 110 

8908180011 Forwards SALP Repls 50 272/88-99 8 50 311/88 99 lor Jan 1908 Apr 
1909 & 50 354/BB-99 lor 0801 16 • 890430 Meeting to discuss assessments sched 
uled lor 890815 at plant site In Hancocks Bridge, NJ 

RUSSELL WT Region t. Ole ot the Director 89 /0B/09 MILTENBERGER.S Public 
Service Electric 8 Gas Co ol New Jersey 2pp 5096B 001-50968 065 

-890B180151 SALP Rept 50-354/88 99 lor 880116 890430 
• Region 1. Ole ol Ihe Director 89/04/30 32pp 50968 034 50968 065 
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8908240-357 Forwards Safeguards Insp Repts 50 272/89 19,50-3 1 1/09-17 & 50-3547 
89-f5 on S90710-14 No violations noted 

BELLAMY, RH Rea.on 1, Ole of the Duetto 89/08/15 MILTENBERGEft.S Public 
Service Electric & Gas Co of New Jersey 2pp 51016107-51016116 

-8908240358 Partially deleted Insp Repls 50-272/89-10,50 311/80-17 & 50-354/89 15 
on 800710-14 (ret 10CFR73 21) Major areas inspected followup on actions taken in 
response fo regulatory effectiveness review on 890410-14. 

CAMERON. D F , LANCASTER, W K . KEIMIG.RR Region 1, Ole of the Direcfor 89/ 
08/15 Bpp 51016109-510(6 116 

0908100128 NRC Info Notice 89 059, ‘ Suppliers of Potentially Misrepresented Fasten- 
ers " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 89/08/16 
Consolidated Edison Co oi New York, Inc I06pp 50992 315 50993 060 

8908140085 NRC Info Nol'ce 89 060, "Maint of Teletherapy Units " Svc list oncl 
CUNNINGHAM, R E Division of Intfuslrial & Medical Nuclear Safely (Posl 870729) 
69/08/18 Consolidated Edison Co of New York, Inc )07pp 50993 061-50993 166 

8908160129 Suppl 2 (o NRC Info Notice 88-048, "Licensee Rept of Defecdve Refur- 
bished Valves ,r Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 69/09/22 
Consolidated Edison Co of Mew York, fnc 1 00pp 50990-039 50990.137 


R. Periodic operating reports & related correspondence 

8908230449 Monthly operating rept for Jul 1989 for Hops Creek Generating Station Unit 
1 W/890815ttr 

JENSEN.H , BRENNAN, C , HAGAN, J Public Service Electric & Gas Co of New 
Jersey 09/07/31 14pp 51005093 51005 106 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION. UNIT 2 


F. Security, medical, emergency & (Ire protection plans 

8908160170 Forwards Insp Repls 50-206/09-14,50-361/89-14 & 60-362/89 H cn 
690430-0617 No violations noted Addf example of LER failing fo propeiry aJdrecj -J 
appilcablo toot causes & corrective actions for event fdanlihed in repl 
ZIMMERMAN, RP Region 5, Ofc of the Director 89/07/26 BASKINA P Soslhw 
California Edison Co 2pp 50929 194-50929 211 

--8903160172 Insp Repts 50 206/89 14,50 361/89 14 & 50-362/69 14 cm 694* li- 
C617NO violations noted Major areas inspected operations program.includng rs-fc 
logical protection, security 8 evaluation of plant trips & events 
JOHNSON, PH Region 5, Otc ot Ihe Director 89/07/24 16pp 50929 196-50-929 211 

8900080077 Revised EPIPs, including Revs 6 to S01-VI/I-1 8 S023 Vlll-1, Rev 3 d 
S0123-V1U-0 301 8 Revs 4 to SD123-V1II-70 1 8 S0123-VIII-70 W/69072? ltr 
PLAPPERT.R O Southern Calitornia Ed-son Co 69/07/27 I5dpp 50829-1 If 
50829 318 

8908230050 Notifies of change made to fire protection program F«e alarm annuneiotm 
will be de-energized in control room w/commued indication provided in eitwrgrty 
svc officer ofc change allowed by 890120 amends fo license conditions 
NANDY.FR Southern California Edison Co 89/08/17 Documenl CoMrd Eraruft 
(Qocuraent Control Desk) 2pp 51006 261-51006 282 

8908210212 SuppJ 1 to Generic Hr 09-07 fo all operating plants, applicants lor OLs S 
holders oi CPs re power reactor safeguards contingency planning for sutaca vw*’> 
bombs Svc list end 

PARTLOW.JG Associate Director for Projects (Post 67041 1) 89/08/21 ConwWst 
ed Edison Co ot New /ork, Inc 55pp 51036 001-51035056 


S Reportable occurrences, LERs 8 related correspondence 

8906040193 LER 89 013 00 on 8906 29, failure to perform required local leak rale testing 
on HPCt/RCiC turbine exhaust vacuum relief piping identified Caused by valves not 
being included in scape ol mse/vice lest program W/890720 Hr 
COWLES.A B , HAGAN.J J Public Service Electric 8 Gas Co of Now Jersey 89/07/ 
26 Spp 30795-062-50795 066 

8908180159 LER 89-014 00 on 890710, unit experienced single control rod scram during 
instrumentation 8 control surveillance testing on reactor prolection sys Channel 

8 Caused by blown fuse Scram solenoid (uso replaced W/8Q0aQ9 (ti 

COWLES, R B , HAGAN.J J Public Service Elacfric 8 Gas Co oi New Jersey 09/08/ 

09 6pp 50924 009 50924 014 

8908180032 LER 89 015 00 on 89071 3, discovered Ihat monthly functional tost of HPCI 
sys Div 1 steam leak dejection temp switch nol performed since 8903 1 7 Caused by 
problems encounteied dunng recovery from computer malfunction W/ 8903 13 Hi 
COWLES, R B , HAGAN.J Public Service Electric & Gas Co of New Jersey 89/08/13 
5pp 50945 253 50945 257. 


DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1 


A Applfcafion/construcllon sfage documents * correspondence 

8907180211 Generic Hr 89 13 fo all Polders ol OLs or CPs for nuclear power planls re 
svc water sys problems effecting safely related equipment Svc list end 
PARTLOW.JG Associate Duecfor lor Proiocls (Posl 07041 1) 69/07/18 Consolidat- 
ed Edison Co Of New York, Inc 53pp 50735 001-50735054, 


F. Security, medical, emergency & fire prolecffon plana 

6908210212 Suppt i to Generic Hr 89 07 to all operating plants, applicants for OLs 8 
holders of CPs re power reactor safeguards conlingency planning ior surface vehicle 
bombs Svc list end 

PARTLOW.J G Associate Director tor Projects (Posl 870411) 89/08/21 Consolidat- 
ed Edison Co of New York, Inc 55pp 51036 001-51036 056 


Q Inspection reports, IE Bulletins 6 correspondence 

8907200019 NRC Info Notice 69-057, "Unqualified Electrical Splices In Vendor Supplied 
Environmentally Qualified Equipment " Svc fist end 

ROSSf.G E Division of Operational Events Assessment (Post B7G411) 69/07/26 
Consolidated Edison Co of New York, Inc I06pp 50711-333 50712 078 

8907270121 S-uppf 1 to NRC Bulletin 68 010, "Nonc-onfotrnmg Molded Case Circuit 
Breakers " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 8704 1 1) 69/08/03 
Consolidated Edison Co oi New York, tnc I08pp 50904 148-50904 253 

8907280169 NRC Info Nolice 89-058, "Disablemenl of Turbine Driven Auxiliary Feed- 
water Pump Due to Closure of One ol Parallel Steam Supply Valves ’* Svc fist end 
ROSSI.CE Division of Operational Events Assessment (Post 670411) 89/06/03 
Consolidated Edison Co of New York, Inc lOBpp 50900005 50900 110, 

8908160126 NRC info Nonce 89-059, " Suppliers ol Potentially Misrepresented Fasten- 
ers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Posl 870411) 89/Oa/t6 
Consolidated Edison Co ol Now York, Inc I06pp 50992 316-50993 060 

8908 140085 NRC Info Notice 89-080, 'Mainl of Tclelberapy Units " Svc list end 
CUNNtNGHAM.fi E Division ot Industrial & Medical Nuclear Safety (Post 870729) 
89/08/16. Consolidated Edison Co ol New York, Inc 107pp. 50993 061 50993 166 

8908160129 Suppl 2 to NRC Info Notice 88 048, "Licensee Repl of Deleclive Refur- 
bished Valves " Svc list end 

ROSSI.CE Division a( Operational Events Assessment (Posl 870411) 89/06/22 
Consolidafed Edison Co of New York. Inc lOOpp 50990 039 50S90.137. 


H. General correspondence 


8908230308 Informs of new assignment as vice president, nuclear eng peering, safety t 
licensing Relocation from general ofc complex (o new field location a! Irvine underwaj 
fi Will be completed by end of Aug 1 989 

RAY.HB Southern California Edison Co 89/08/07 MURLEY.TE. Office of Hotfear 
Reactor Regulation, Director (Post 870411) ip 51006 295 51Q06 295 

8908180257 Advises ol change In location for ulil nuclear engineering, safety S (Kens 
trig dept & personnel changes 

NANDY.FR Southern California Edison Co 89/08/11. Document Control Branch 
(Document Control Desk) Ip 50955 220-50956 220 


P. Operating license stage documents & correspondence 


8907180211 Generic Ltr 89 13 lo all holders of OLs or CPs for nuclear power plants re 
svc water sys problems affecting safety-related equipment Svc list eneb 
PARTLOW.JG Associale Direcfor for Projects (Post 070411) 89/07/18, Con set da! 
ed Edison Co of New York, Inc 53pp 50735 001-50735 054 


8907280379 Provides assurance that program. consisting of systematic measure* lo 
ensure Ihat erosion/corrosion does not lead to degradation of single phase 5 fwo 
phase high energy carbon steel sys implemented at plant 

NANOY.F R Southern California Edison Co 89/07/24 Documenl Control Branch 
(Documenl Control Desk) 2pp 507U7 144-50707 145 

8907310514 Forwards notice of environ assessmeni & finding ot no significant impact re 
661024,1 107 & 8901 16 requests designated as Proposed Changes 253.256 & 284,re- 
spectively „ , 

HICKMAN.DE Protect Directorate V 89/07/24 BASKIN, KP Soulhe/n California 
Edison Co COTTON, GO San Diego Gas & Electric Co 3pp 50737036-50737 044 

-8907310519 Environ assessemen! & finding of no significant impact re proposed revs 
to Tech Specs 3/4 S 1 1,3/4 3 1,3/4 3 2 & 3/4 3 3 3 to increase interval to 18 month 
surveillance tests to at least once per 24- month interval 
HICKMAN.DE Project Directorate V 89/07/24 4pp 50737 041-50737 044 

8908010287 Discusses basis for assumption of enheat crack m nonse-.smvc portions ol 
component cooling water sys, per 881216 ltr Crack consistent w/ Branch Technical Po- 
sitions APCSB 3- 1 & MEB 3 l,as appropriate piping failure 

NANDY.FR Southern California Edison Co 89/07/25 Documenl Control Branch 
(Oocumenf Control Desk). 5pp 50754 046 50754 Q50 

8908020060 Advises that WCAP-J2148 & WNEP-8901,Rev 1 Will be withheld from 
public disclosure (ref 10CFR2 790(b)(5) & Section 103(b) ol Atomic Energy Act cl 
1954) 

KNIGHTON.G W Project Directorate V 89/07/26 WIESEMANN.R A Westmghwse 
Electric Coip. 4pp 50772 334-50772 337 

8908140209 Forwards Amends 75 & 63 to Licenses NPF 10 & NPF-15, respectively * 
safely evaluation Amends revise Tech Specs 3/4 3 1,3/4 3 2,3/4 3 3 3, 3/4.3 3 10.31 
4 6 4 3.3/4 7 1 2. 3/4 7 3,3/4 7 4,3/4 7 10,3/4 7 8 1 ,3/4 6 1 1 & 3/4 6 4 
HICKMAN.DE Project Directorate V 89/07/28 BASKIN.K P Southern California 
Edison Co COTTON.GD San Diego Gas & Electric Co 3pp 50925 031 50925106 


-8908140214 Amends 75 & 63 to Licenses NPF-10 & NPF- 15 respectively, revising 
Tech Specs 3/4 3 1.3/4 3 2,3/4 3 3 3,3/4 3 3 10, 3/4 6 4 3.3/4 7 1 2.3/4 7 3,3/ 
4 7 4,3/4 7 10,3/4 7 8 1, 3/4 8 1 1 6 3/4 8 4 re 18 month surveillance lest interval 
KNIGHTON, GW Project Directorate V 89/07/28 61pp 50925 034-50925 094 


■8908140216 Safely evaluation supporting Amends 75 & 63 to Licenses NPF-10 4 
NPF-1 5, respectively 

’ Office of Nuclear Reaclor Regulation. Director (Posl 870411) 89/07/27. 10pp 
50925 095-50925 104 


—8908140220 Notice of issuance o( Amends 75 & 63 lo Licenses NPF-10 & NPF-15/e- 
^CKMAN.D E Projecl Directorate V 89/07/28 2 pp 50925 105-50925 1 06 
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908020286 Forwards Amend Applications 85 & 70 to Licenses NPF-10 & NPF 
^.respectively, consisting of Proposed Change NPF 10/15-295, revising Tech Spec 3/ 
4 134 re control element assembly drop time 

BASKIN.KP Southern California Edison Co 89/07/31 Document Control Branch 
(Document Control Desk) 2op 50763 286 50764 015 

.8908020288 Application lor Amends 85 & 70 to Licenses NPF 10 & NPF-15, 
respectively, consisting of Proposed Change NPF 10/15-295, revising Tech Spec 3/ 
4 1 34 re control element assembly drop time 

BASKIN.KP Southern California Edison Co 09/07/31 23pp 50763 288 50763 310 

8908020290 Proposed Tech Spec 3/4 134 revising control elemonl assembly drop 
lime limits, introducing use of anthmelic average drop lime & addition of Table 3 1-1 
• Southern California Edison Co 89/07/31 15pp 50763311 50763325 

•8908020336 "Average Control Element Assembly Drop Time Concept " 

' Combustion Engineering, Inc B9/06/30 50pp 50763 326 50764 015 

1908140339 Advises that licensee may wish to consider listed observations to assure 
actions adequate for Generic Ltr 88 17, "Loss of DHR,’’ per 890105 response NRC 
intends to audit response to expeditious actions & enhancement program 
HICKMAN.DE Protect Directorate V 89/08/02 BASKIN.KP Southern Calilorma 
Edison Co COTTON, GO San Oiego Gas & Electric Co 5pp 50915 040 50915 044 

9988090134 Advises that response to NRC 890626 request for addl info ro 881219 & 
30 Proposed Cnange Notices 266 & 26 1 on extension of current 18 month surveif 
lance requirement for containment area will be submitted by 690904 
NANDY.FR Southern California Edison Co 89/08/04 Document Control Branch 
(Document Control Desk) Ip 60890 040 50890 040 

8908160222 Discusses implementation of diverse emergency feedwater actuation sys 
(DEFAS).per ATWS rule (10CFR50 62) Util commits to install DEFAS at both units 
during Cycle 6 refueling outage 

ROS^NBLUM.R M Southern California Edison Co B9/00/08 Document Control 
Branch (Document Control Desk) 2pp 50936 340-50936 34 1 

8908170487 Forwards environ assessment & finding of no significant impact re 880525 
& 890404 requests to revise Toch Spec 3/4 6 1 7, "Containment Ventilation Sys " 
HICKMAN.DE Prated Directorate V 89/08/09 BASKIN.KP Southern California 
Edison Co COTTON, G D San Diego Gas & Electric Co 4pp 50945 152 50945 159 

• 8906170665 Environ assessment & finding of no significant impact re rev to Tech 
Spec 3/4 6 1 7, "Containment Ventilation Sys " 

KNIGHTON, GW Project Directorate V 89/08/09 4pp 50945 156 50945 159 

8908180316 Sixth partial response to FOIA request App U records end & available in 
PDR 

GRIMSLEY.DH Division of Freedom of Information 8 Publications Services (Posl 
690205) 69/08/14 PARRISH, D Blade-Tribune, Oceanside, CA 3pp 50986 164- 
50966 192 

6906160321 Forwards five listed items promised at exit meeting, including mgt summa 
ry rept & graph lor Sept 1984 • Jul 1986, representative example of mgt rept.llr from 
Ham documenting acceptability ol rehabilitation program & statistics 
TALLEY, G Southern California Edison Co 66/11/25 SCARANO.R Region 5, Ofc of 
the Director 4pp 509B6 168 50986 171 

-8908160324 Forwards listed monthly data for 1966 in response lo roquost lor number 
of unconfirmed prescreens testing positive for tctrahydrocannobinol & SrmthKIino 
Bioscionce Labs confirmation of positives 

PIERCY.L Southern California Edison Co 86/11/25 SCARANO NRC • No Detailed 
Affiliation Given 17pp 50986 172-50986 188 

6908160329 Forwards 22 reactor & 9 senior reactor operator license renewal 
applications W/o end 

MCCARTHY.CB Southern California Edison Co 88/05/12 MARTIN.JB Region 5. 
01c otlhe Director 4pp 50986 189 50986 192 

8908180443 Requests addl info re "Component Cooling Water Sys Operability Assess- 
ment ” 

HICKMAN.DE. Proiect Directorate V 89/06/14, BASKIN.KP Southern California 
Edison Co COTTON, G D San Diego Gas & Electric Co 4pp 50956 242 50956 245, 

8908230050 Notifies ol chango made to fire protection program Fire alarm annunciators 
will bo de energized in control room w/contmued indication provided in emergency 
sve oflicer ofc Change allowed by 890120 amends lo license conditions 
NANDY.FR Soulhern California Edison Co 80/09/17 Document Conlrol Branch 
(Document Control Desk) 2pp 51006281-51006 282 

6908240278 Recommends that sites be eliminated from further consideration in selec- 
tion process lor proposed airport Projected airport capacity for goneral & commercial 
aviation poses risk ot aircraft crash on nuclear power plant 

KNIGHTON, GW Project Directorate V 69/08/17. HULSIZER.G L San Clemente, CA 
3pp 51016092 51016094. 

8908230431 Forwards application for amends to Licenses NPF-10 6 NPF-15, consisting 
of Amend Applications 86 & 71, respectively, adding Tech Spec 3/4 7 16 to require 
that atmospheric dump valves operable in Modes 1 4 when steam generators used for 
DHR 

RAY.HB, Soulhern California Edison Co 69/08/18, Document Conlrol Branch (Docu 
ment Contiol Desk) Ip 51005.104-51005 201 

-8906230435 Application lor amends fo Licenses NPF-10 & NPF-15, consisting of pro- 
posed Tech Spec Changes NPF 10-230 & NPF-15-230 & Amend Applications B6 & 
71, adding Tech Spec 3/4 7 1 6, "Atmospheric Dump Valves " 

RAY.HB Soulhern California Edison Co 69/06/18 8pp 51005 185 51005 192 

-8908230436 Proposed Tech Spec 3/4 7 1 6, "Almospherlc Dump Valves ” 

• Soulhern Calilorma Edison Co 09/08/16 9pp 51005.193-51005 201 

8908280278 Forwards environ assessment & finding of no significant impact re 880519 
8 690310 requests to revise Tech Specs to Increase interval lor 18-month surveil- 
lance tests to al least once per refueling interval for 24-month fuel cycle, 

HICKMAN.DE Project Directorate V 89/08/22. RAY, H B Soulhern California Edison 
Co COTTON, G D San Diego Gas & Electric Co 4pp 51042 234-51042 241 

••8908280280 Enwon assessment & finding ol no significant Impact re applications for 
amends to Licenses NPF-10 & NPF-15, revising Tech Specs to Increase interval lor 
18 month surveillance lasts to at least once per refueling interval 
HOOD.H Prelect Directorate V 89/08/22 4pp, 51042 238 51042-24T. 


O Inspection reports, IE Bulletins & correspondence 


6907200019 NRC Inlo Notice 69 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally QuaMied Equipment ' Svc list end 

ROSSICE Division of Opeiahonal Events Assessment (Posl 870411) 89/07/26 
Consolidated Edison Co Ol New York, Inc 106pp 5071 1 333 50712 076 

090B1 50078 Forwards Mgt Meeting Repts 50-206/89-22,50 361/89-22 & 50 362/B9 22 
on 890627 NRC anticipates improvements in listed areas, including quality ol m-house 
design & nuclear quality oversight activities & turnover of plant mods 
MARTIN.JB Region 5 Ole of the Director 69/07/26 PAPAY.L T Southern California 
Edison Co 2pp 50953 020 50953 061 

-8908150081 Mgt Meeting Repts 50-206/69-22,50-361/89 22 & 50 362/89 22 on 
690627 Mapr areas discussed issues of current interest re lacility Meeting agonda & 
handouts end 

JOHNSON, PH Region 5. Ofc of the Director 89/07/23 40pp 50953 022 50953 061 

8908160170 Forwards Insp Repts 50-206/89 14,50-361/69 14 & 50 362/09-14 on 
890430-0617 No violations noted Addl example of LER failing to properly address all 
applicable root causes & corrective actions lor event identilied in repi 
2IMMERMAN.RP Region 5, Ofc of the Director 89/07/26 BASKIN.KP Southern 
Calilorma Edison Co 2pp 50929 1 94-50929 2 1 1 

-890B160172 Insp Repts 50 206/89-14,50 361 /B9-14 & 50 362/89 14 on 690430- 
0617No violations noted Maior areas inspected operations program including radio- 
logical protection, security 8 evaluation of plant trips & Ovenls 
JOHNSON, P H Region 5, Ofc Of the Director 89/07/24 16pp 50929 196-50929 21 1 

8907270121 Suppl 1 lo NRC Bulletin GB-010, "Nonconlorrrung Molded Case Circuit 
Breakers " Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) B9/0B/03 
Consolidated Edison Co ol New York, Inc tOQpp 50904 146 50904 253 

0907280169 NRC Info Notice 89 050, "Disablement of Turbine-Driven Auxiliary Feed 
water Pump Oue (o Closure of One oi Parallel Stoam Supply Valves " Svc fist encf 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co ot New York, Inc I06pp 50900 005 50900 110 

8908100128 NRC Info Nollce 69 059, "Suppliers ol Potentially Misrepresented Fasten- 
ers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 0704-1 1 ) 09/00/16 
Consolidated Edison Co of New York, Ire V06pp 50992 315-50993 060 

89082300 50 Notifies ol change made to tiro protection program Fire alarm annunciators 
will bo doenonjized in control room w/ccntmued indication provided in emergency 
svc officer ofc Change allowed by 690120 amends to license conditions 
NANDY.FR Soulhern California Edison Co 09/06/17 Document Control Branch 
(Document Conlrol Desk) 2pp 51006 281 51006 282 

8908140065 NRC Info Notice 09 060, "Maint of Telethorapy Unils " Svc list end 
CUNNINGHAM, R E Oivislon ol Industrial & Medical Nuclear Safely (Posl 870729) 
89/00/18 Consolidated Edison Co of New York, Inc I07pp 50903 061-50903 166 

B9QB160129 Suppl 2 to NRC Info Nollce 88 048, "Licensee Rept of Detective Refur- 
bished Valves Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 670411) 89/0B/22 
Consolidated Edison Co of Now York, Inc IQOpp 50990039 50990 137 


R. Periodic operating reports & related correspondence 


8908230330 Monthly operating repts tor Jul 1989 for San Onofre Nuclear Generating 
Station, Units 2 & 3W/890B14 (tr 

SIACOR.ER, NANDY.FR Soulhern California Edison Co 09/07/31, 12pp 
51006 006-51006 097 


S Reportable occurrences. LERs & related correspondence 


8998020212 Followup ROidunng Juno 1 9Q9,Tech Spec fire rated doors found inoper- 
able during routine surveillances Compensatory fire watches aslablishod.per Toch 
Spec 3 7 9, Action Statement a & will remain In offocl until doors restored 
NANDY.FR Soulhern California Edison Co 89/07/21 MARTIN.JB Region 5, Ofc ol 
the Director 3pp 50772 104-59772-106 

8908010321 LER 88 005 Ol on 680220, tram A of toxic gas Isolation sys initiated conlrol 
room emergency air cleanup sys trains on high ammonia gas level Caused by ammo 
nia analyzer spiking Printed circuit board replace cl, W/890725 llr 
MORGAN, HE Soulhern Calilorma Edison Co 89/07/25 6pp 51103098 51103 126 

8908010002 LER 89 011 00 on 890626, mamt technicians discovered plant protection 
sys matrix AO power supply w/excesswe ac ripple voltage output of 400 mV Caused 
by exclusion of limiting condition from Tech Specs Amend requested W/G90726 Hr 
MORGAN, HE Southern California Edison Co 89/07/26 7pp 50745 356-50745 361 

8908080273 LER 89 012-00 on 89070 l.lnsps of all environ qualification- related Foxboro 
transmitters Inside containment indicated that 62 transmitters not Installed in tested 
configuration Caused by program deficiencies W/690731 Ur 

MORGAN, HE Southern California Edison Co 69/07/31 2pp 50B36 076 50836 077 

8908230281 LER B9-01201 on 890701, addl nonconformances for 52 Foxboro transmit 
for mounting configurations identified Caused by environ qualification & design conlrol 
program weaknesses Pull box drain holes added, where indicated W/89QB18 ltr 
MORGAN, H E. Southern California Edison Co 89/08/18 21pp 50974 326-50974'346 

8908300148 LER 09 013 00 on 890724, identified that Train B diesel generator local 
deluge control panel in alarm Caused by failure to capture continuing deficiency ra 
deluge valve Hourly fire watch established W/890Q23 Hr 

MORGAN.H E Southern California Edison Co. 89/0B/23 9pp 51054 053-51054 061 
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DOCKET 50-362 SAN ONDFRE NUCLEAR STATION, UNIT 3 
F Security, medical, emergency A lire protection plans 


■8508140218 Salely evaluation supporting Amends 75 A 63 to Licenses NPF1C4 
NPF 15, respectively 

' Ollice of Nuclear Reactor Regulation, Director (Post 870411) 89/07/2? y w 
50925 005 50925 104 


8908160170 Forwards Insp Repls 50 206/89 14,50 361/09-14 & 50 362/09 14 on 
890430 0617 No violations noted Acifll example ol IER lading lo properly address ail 
applicable root causes S corrective actions lor event idenlilied in rept 
ZIMMERMAN, R P Region 5 Ole ol the Director 89/07/26 BASKIN, KP Southern 
California Edison Co 2pp 50929 194-50929 211 

-8908160172 fnSp Repls 50 206/89-14,50 361/89 14 & 50-362/89 14 on 890430 
0617 No violations noted Major areas mspecled cperaiions pro gram .including radio 
logical projection, security A evaluation ol plant trips A events 
JOHNSON PH Region 6, Ole ol the Director 89/07/24 16pp 50929 106 50929 211 

8908080077 Revised EPtPs- including Revs 6 to S01-VHM & S023-V111-1, Rev 3 to 
S0123-VIII-0 3D1 S Revs 4 lo S0I23 VIII 70 1 & S0123 VIII-70 W/890727 Hr 
PLAPPERT.RD Southern Calilotnia Edison Co 89/07/27 iSOpp 50829 117 
50829 318 


-8908140220 Nolice ol issuance ol Amends 75 A 63 to Licenses NPF-IO S TIFF t5r>- 
speclivelv 

HICKMAN, D E Prelect Directorate V 89/07/28 2pp 50925 105 50925 106 

8908020286 Forwards Amend Applications 85 & 70 to Licenses NPF- 10 5 tZi 
15, respectively, consisting ol Proposed Change NPF 10/15-295,revismg Tech Sp-:1‘ 
4 t 3 4 re control element assembly drop time 

BASKIN KP Soulhern California Edison Co 89/07/31 Document ConUol a-ac? 
(Document Control Desk) 2pp 50763 286-50764 015 

-0908020288 Application (or Amends 85 & 70 to Licenses NPF-10 * NPFH 
respectivoly.consislmg ol Proposed Change NPF- 10/ 1 5-295, revising Tech Spe:2‘ 
4 1 3 4 re conirol element assembly drop time 

BASKIN, KR Southern California Edison Co 89/07/31 23pp 50763 288 50763 3i 3 


8908230050 Notifies ol change made to fire protection program Fire alarm annunciators 
will be de energized in control room w/ continued indication provided in emergency 
sve officer ole Change allowed by 890120 amends lo license conditions 
NANDY.FR Soulhern Calilorn.a Edison Co 89/GBM7 Document Control Branch 
(Document Control Oesk} 2pp 51006281-51006 202 

8908210212 Suppl I lo Generic Ur 89 07 lo all operating plants, applicant (or Ols 8 
holders o( CPs re power reactor safeguards contingency planning lot su'face vehicle 
bombs Svc list end 

PARTLQV/.J G Associate Director for Projects (Post 870411) 89/08/21. Consolidal 
od Edison Co ol New York, Inc 55pp 51036 001-51036 056 


H. General correspondence 

8908230309 jnloims ot new assignment as v.ce president .nuclear engineering, saloty & 
licensing Relocation from general ole complex to now hold location ot trvina underway 
& will be completed by end ol Aug 1989 

RAY.HB Southern Calilomia Edison Co 89/08/07 MURLEY.TE Office ol Nuclear 
Reactor Regulation, OiTeclor (Post B70411) ip 51006 295 51006 295 

8900180257 Advises c( change m location lot util nuclear engineering, safety & ficens 
mg dept A personnel changes 

NANDY.FR Southern California Edison Go 69/08/11 Document Control Branch 
(Document Control Desk) Ip 50956 220 50956 228 


P. Operating license elage documents A correspondence 

9907 180211 Generic Etr 89 13 lo all holder a ol 01.9 ot CPs for nuclear power plants re 
svc wafer sys problems affecting safely related equipment Svc list end 
PARTLOW.JG Associate D-iectof lor Projects (Post 87D411) 89/07/18 Consolidat- 
ed Edison Co ol New York, Inc 53pp 50735 001-50735 054 

8907230379 provides assurance that program.consistmg of systematic measures to 
ensure that eroslon/corroston does not lead to degradation of single phase & two 

K haee high energy carbon steel sys implemented al plant 
ANOY.F R Southern California Edison Co 89/07/24, Document Conirol Branch 
(Document Conirol Oesk) 2pp 50707 144 50707 145 

89073105(4 Forwards notice of environ assossm&nl & finding of no significant impact re 
881024,1107 & 800116 requests designated as Proposed Changes 252,256 A 284, re- 
spectively 

HICKMAN, QE Protect Directorate V 89/07/24. BASKIN.KP Southern California 
Edison Co COTTON, GO San Diego Gas A Eleclrlc Co 3pp 60737 038 50737.044. 

-8607310519 Environ assessement A finding of no significant impact re proposed revs 
to Tech Specs 3/4 a 1 1,3/4 3 1,3/4 3 2 A 3/4 3 3.3 to increase interval (or 18-mcmtb 
surveillance teals to at least onco per 24-month Interval 
HICKMAN ,Q E. Project Directorate V. 89/07/24. 4pp. 50737 041-50737.044. 

8908010287 Discusses basis for assumption o( cnlical crack In nonselsmlc portions ol 
component coolmg water sys, per 881216 llr Crack consistent w/Branch Technical Po- 
sitions APCSB 3-1 A MEB 3-1, as appropriate piping failure 

NANDY.FR Southern California Edison Co. 89/07/25 Document Control Branch 
(Document Conirol Desk) 5pp 50754 046 50754.050 

6S072BQ2P3 Forwards Amend Application 82 to License NPF-15,consfsling of proposed 
Tech Spec Change 294, revising Tech Spec 3/4 7 6 to permit one time extension of 
msp period (rom 12 months to 20 months for inaccessible snubbers 
BASKfN.KP Southern California Edison Co. 09/07/26 Oocumenl Control Branch 
{Documont Control Desk) Ip 50735075-50735 086 

-B90728Q207 Amend Application 82 to License NPE-15, consisting of proposed Tech 
Spec Change 294, revising Tech Spec 3/4.7 6 allowing one lima extension of Insp 
period from 12 months lo 20 months for inaccessible snubbers In containment 
BASKIN, K P Southern California Edison Co, 89/07/26 9pp. 50735 076 50735 084 

-8907280285 Proposed Tech Spec 3/4 7 6 re snubbers 
* Southern California Edison Co 89/07/26 2pp 50735 085-50735 086 

8908020060 Advises that WCAP-12148 A WNEP-890l,Rev 1 will be withheld from 
public disclosure (ref 10CFR2 790(b)(5) A Section 103(b) ol Atomic Energy Act of 
1 054) 

KN1GHTON.G W. Project Directorate V 89/07/26. WIESE MANN ,R A Westmghouse 
Electric Corp 4pp. 60772334-50772 337 

8908140209 Forwards Amends 75 A 63 lo Licenses NPF-10 A NPF-16, respectively A 
safety evaluation Amends revise Tech Specs 3/4 3.1,3/4 3 2,3/4 3 3,3,3/4 3 3 10,3/ 
4 6 4 3, 3/4, 7.1. 2, 3/4 7, 3, 3/4 7 4.374.7 10,3/4 7 8, 1,3/4 8 1 1 A 3/4 8 4, 

HICKMAN.DE Project Directorate V 89/07/28. BASKIN, KP Soulhern Calilomia 
Edison Co COTTON, G D San Diego Gas A Electric Co 3pp. 50925 031-50925 106 


-8906020290 Proposed Tech Spec 3/4 1 3 4 revising conirol eiemenl assembly dey 
time hmiis.iruroducing use of arithmetic average drop time 8 addition of Tab's 3 1 1 
' Southern California Edison Co 09/07/31 J5pp 50763 311-50763 325 

-B908020336 "Average Control Element Assembly Drop Time Concept " 

• Combustion Engineering, Inc 89/06/30 5()pp 50763 326 50764 016 

8008140339 Advises that licensee may wish to consider listed observations f o ass>« 
actions adequate for Generic Ltr 08 17. "Loss ol DHR," per 890105 response N9C 
rntonds to audit response! to expeditious actions & enhancement program 
HICKMAN.DE Project Directorate V 09/00/02 BASKIN.KP Soulhern CaiiVrcj 
Edison Go, COTTON, G D San Diego Gas 8, Electric Co Spp 50915 040 5Q91SCM< 

8900090134 Advises that response to NRC 890626 request tor addl into re 8812194 
30 Proposed Change Notices 266 A 267 on extension of current tfl mon th surve-f 
lance requirement for containment area will be submitted by 890904 
NANDY.FR Soulhern California Edison Co 89/08/04 Document Conirol 
(Document Control Oesk) Ip 50800 040 50800 040 

8008160222 Discusses implementation ol diverse emergency feedwater atlu&Vcn Sys 
(DEFAS).par ATWS rule (10CFR50 62) Util commits to install DEFAS at boih unds 
during Cycle 6 reluelmg outage 

ROSENBLUM.R M Soulhern California Edison Co 89/08/08 Document Con try 
Branch (Document Conbol Desk) 2pp 50936 340-50336 341 

B90B170487 Forwards environ assessment & finding of no significant impact re 880525 
A 090404 requests to revise Tech Spec 3/4 6 1 7, "Containment Ventilation Sys " 
HICKMAN.DE Project Directorate V 09/08/09 BASKIN.KP Soulhern CaWcrna 
Edison Co COTTON, G.D San Diego Gas A Electric Co 4pp 50945 152-50945 159 

-8908170665 Environ assessment A finding of no significant impact re rev to Tech 
Spec 3/4 6 1 7, "Containment Ventilation Sys " 

KNIGHTON, G W Project Directorate V 09/08/09 4pp, 50945 156-50945 159 

80O81BO316 Sixth partial response to FOIA request App U records end & available in 

GRIMSLEY.D H Division ol Freedom of Information A Publications Services [Pc;i 
890205) 09/00/14 PARRISH, D Blade-Tribune, Oceanside, CA 3pp 509S6 1E4 
50906 192 

-8908100321 Forwards five listed Hems promised al exit meeting, including mgt summa 
ry ropt A graph for Sept 1904 - Juf 1986, representative example ot mgl repl Hr fron 
Horn documenting acceptability of rehabilitation program A statistics 
TALLEY, G Southern California Edison Co 06/11/25 SCARANO.R Region 5. Ofc of 
the Director 4pp 50906 168-50906 171 

-8900180324 Forwards listed monthly data lor 1906 in response to request for number 
ol unconfirmed prescreens testing positive for tetrahydrocannabinol & SmithKlirva 
Biosclonce Labs confirmation of positives 

PIERCY.L Southern California Edison Co 86/1 1/25 SCARANO NRC - No Detafed 
Affiliation Given 17pp 50986 172 509B6 108 

--8900180329 Forwards 22 reactor A 9 senior reactor operator license renewal 
applications w/o oncl 

MCCARTHY.CB Southern California Edison Co 88/05/12 MARTIN, J B Region 5 
Ofc of the Director 4pp 50986 189 50906 102 

8908180443 Requests addl info re "Component Cooling Water Sys Operability Assess- 
ment '* 

HICKMAN.DE Project Directorate V 89/00/14 BASKIN.KP Soulhern California 
Edison Co COTTON.G D San Orego Gas A Electric Co 4pp 50956 242-50956 245 

8908230050 Notrtrea o( change made to (ire protection program F're alarm annunciators 
will be de energized in conirol room w/continued indication provided in emergency 
svc officer otc Change allowed by 89Q120 amends to license conditions 
NANDY.FR Southern California Edison Co 09/08/17 Documenl ConUol Branch 
(Document Control OeBk) 2pp 51006 281-51006 282 

8908240278 Recommends that sites be eliminated from further consideration in selec- 
tion process for proposed airport Projected airport capacity for general & commercial 
aviation poses risk o! aircraft crash on nuclear power plant 

KNIGHTON.GW Project Directorate V 89/08/17 HULStZER.G L San Clemente. CA. 
3pp 51016.092-51016 094 

8908230431 Forwards application lor amends io Licenses NPF-10 & NPF- 15, consisting 
ol Amend Applications 86 A 71, respectively, adding Tech Spec 3/47 16 lo requuo 
that atmospheric dump valves operable m Modes t-4 when steam generators used ter 
DHR 

RAY.HB Southern California Edison Co 69/08/ IB Document Control Branch {Qocu 
men! Control Desk) Ip 51005 104-51005 20). 


•8900140214 Amends 75 A 63 lo Licenses NPF- 10 A NPF-15,raspecliv$ly, revising 
Tech Specs 3/4 3 1,3/4 3.2,3/4 3 3 3,3/43 3 10, 3/4,8.4 3,3/4 7,1,2,3/4 7 3,3/ 

? 7 7 10,3/4 7,8 1, 3/4 8.1 1 A 3/4 0 4 rs 10 month surveillance test Interval 

KMIGHTON.G.W Project Directorate V. 39/07/28 61 pp, 50925 034-50925,094. 


■8908230435 Application for amends to Licenses NPF-10 A NPF-15, consisting ol pro- 
posed Tech Spec Changes NPF-10-230 A NPF-15-230 & Amend Applications 86 A 
71, adding Tech Spec 3/4 7 1 6, "Atmospheric Dump Valves " 

RAY ,H B, Soulhern California Edison Co 89/08/18 Spp 51005185-51005 192 



DOCKETED ITEMS 129 


-8908230438 Proposed Tech Spec 3/4 7 1 6, "Atmospheric Dump Valves" 

' Southern California Edison Co 09/00/18 9pp 51005 193 51005 201 

8908280276 Forwards environ assessmenl 8 finding ol no significant Impact re 860519 
8 890310 requosts to revise Tech Specs to increase Interval (or 10 month surveil 
lance tests 1o at least once per refueling interval for 24 month iuel cycle 
HICKMAN. D E Project Directorate V 09/00/22 RAY.H B Southern California Edison 
Co COTTON, G D San Diego Gas 8 Electric Co 4pp 51042 234-51042 241 

-8908280280 Environ Bssessmonl & finding of no significant Impact re applications lor 
amends 10 Licenses NPF-10 8 NPF-15, revising Tech Specs lo increase interval for 
18 month surveillance tests to at least once per refueling interval 
HQOD.H Protect Directorate V 09/00/22 4pp 51042 238 51042 241 


Q. Inspection reports, IE Bulletins & correspondence 


8907200019 NRC Into Notico 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 09/07/26 
Consolidated Edison Co ol New York, Inc 106pp 5071 1 333-50712 078 

8908150078 Forwards Mgt Meeting Repis 50 206/09 22,50 361/89 22 & 50 362/09 22 
on 890627 NRC anticipates improvements in tistod areas, Including quality ol in house 
design & nuclear quality oversight activities & turnover ol plant mods 
MARTIN, J B Region 5, Ole ol the Director 09/07/26 PAPAY.LT Southern California 
Edison Co 2pp 50953 020 50953 061 

■ 6906150081 Mgt Meeting Repis 50 206/09 22,50 361/69-22 & 50 362/69 22 on 
890627 Major areas discussed issues ol current interest ro facility Mealing agenda 8 
handouts end 

JOHNSON, P H Region 5, Ofc ol the Director 89/07/23 40pp 50953 022 50953 061 

8908160170 Forwards fnsp Repis 50 206/89-14,50 361/09 14 & 50 362/09 14 on 
890430 0617 No violations noted Addl oxamplo ol LER tailing to properly addro98 all 
applicable root causes 8 corrective actions lor event identified in rept 
ZIMMERMAN, R P Region 5, Ole ol the Director 89/07/26 BASKIN, K P Southern 
California Edison Co 2pp 50929 194 50929 21 1 

8908160172 Insp Repis 50 206/09-14,50 361/09 14 & 50 362/09 14 on 890430 
0617 No violations noted Major areas inspected operations program, Including radio 
logical protection socuritv 8 evaluation ol plant trips & evonts 
JOHNSON, PH Region 5, Otc oltho Oirector 09/07/24 16pp 50929 196 50929 211 

8907270121 Suppl I lo NRC Bulletin 60 010, "Nonconlorming Molded Case Circuit 
Breakers ” Svc list oncl 

ROSSI, CE Division ol Operational Events Assessment (Post 670411), 89/08/03 
Consolidated Edison Co ol New York, Inc lOBpp 50904 140 50904 253 

8907280169 NRC Into Notice 09 050, "Disablement ol Turbino-Drivon Auxiliary Feed 
water Pump Dus lo Closuro ol Ono ol Parallel Stoam Supply Valves " Svc hsl oncl 
ROSSI CE Division ol Operational Events Assessment (Post 07041 1) 09/00/03 
Consolidated Edison Co of Now York, Inc 106pp 50900 005 50900 110 

8908100126 NRC Inlo Notice 09 059, "Suppliers ol Polontially Misrepresented Fasten 
ers" Svc list oncl 

ROSSI.C E Division ol Operational Evonts Assessment (Post 070411) 09/08/16 
Consolidated Edison Co of Now York, Inc 106pp 50992 315 50993 060 

8908230050 Nolilios ol change made lo fire protection program Rlro alarm annunciators 
will bo do energized in control room w/conlinued Indication provided in emergency 
svc ollicer ofc Change allowed by 690120 amends lo liconse conditions 
NANDY.FR Soulhern California Edison Co 09/06/17 Document Control Branch 
(Document Control Desk) 2pp 51006 201 51006 282 

6908140085 NRC Inlo Nolico 09 060. "Main! ol Tolelhorapy Units " Svc list oncl 
CUNNINGHAM, RE Division ol Industrial & Medical Nucloar Saloly (Post 070729) 
89/08/ IS Consolidated Edison Co ol New York, Inc 107pp 50993 061 50993 166 

6908160 1 29 Suppl 2 lo NRC Inlo Notice 06 040, "Licensee Ropt ol Detective Rolur- 
bished Valves Svc list oncl 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 09/08/22 
Consolidated Edison Co ol New York, Inc lOOpp 50990 039 50990' 137 


R. Periodic operating reports & related correspondence 


8908230336 Monthly operaling ropls lor Jul 1909 for San Onolte Nuclear Generating 
Slaiion.Umts 2 & 3.W/090814 Hr 

SlACOR.ER, NANDY.FR, Soulhern Californio Edison Co 09/07/31 12pp 
5 1006 086-5 1006 097 


S. Repayable occurrences, LERs & related correspondence 

8908020212 Followup RO during Juno 1 989, Tech Spec tiro rated doors lound inoper 
able during roulina surveillances Compensatory tiro watches established, per Tech 
Spec 3 7 9, Action Slalemont a & will remain in ollect until doot9 restored 
NANDY.FR Soulhern California Edison Co 09/07/21 MARTIN, J B Region 5, Ole ol 
Ihe Director 3pp 50772 104-50772 106 

6906080268 LER 69 007-00 on 890629,spurious Trains A & B recirculation actuation 
signal occurred during ESFAS matrix testing Caused by mechanical 0/or electrical 
malfunction ol relay switch Switch replaced & tested & tost completed W/090731 Hr 
MORGAN.H E Southern California Edison Co 69/07/31 Bpp 50076 227-50078 234 

8908080377 LER BDOtOOOon 690629, excessive mechanical seal leakage observed 
nocossiiatmg seal replacement following Inaervlco tost Caused by failure ol seal due 
to oil In contact w/seal o-nng Spray deflector installed W/890731 (tr 
MORGAN.H E Soulhern California Edison Co 89/07/31 8pp 50070 167-50070 194 
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F. Security, medical, emergency & tiro protection plans 

8906080031 Forwards Insp Repis 50 348/09-13 & 50 364/69 13 on 090509 10 & notice 
at violation Fact that two independent actions involving unauthorized uso of radioac- 
tive metis occurred within short time indicates disrespect tor radioactivity 
EBNETER.SD Region 2, Ole ol the Director 09/07/26 HAIRSTON, W G Alabama 
Power Co 2pp 50856 126 50B56 137 

-8000060034 Notice ol violation trom Insp on 690509 10 Violations noted on 890429,30 
8 0501 licensee affixed byproduct mall to US currency to Identity theft & on 
890507, plant operator observed entering high radiation area w/o dosimeter 
EBNETER.SD Region 2, Ole ol Ihe Direclor 89/07/26 2pp 50856 120 500E6 129 

8906000159 Forwards final FEMA rept on 001102 emergency response 
exercise Identltied deficiency promptly corrected Resolution o( weaknesses, identified 
by FEMA, should bo corrected prior to next full scale emergency preparedness oxer 
ciso 

COLLINS, D M Region 2, Ole ot the Director 09/07/20 HARRIS, E B Alabama Power 
Co 2pp 50057 339 50850 035 

8908110228 Rev 24 to EPIP FNP 0 EIP 9, "Radiation Exposure Estimation & Classifica- 
tion of Emergencies “ W/090001 Hr 

HUDSPETH, JB Alabama Power Co 09/0B/01 21pp 50916 105 50916 125 

8908170103 Rev 25 to EPIP FNP-0 EIP 9, "Radiation Exposure Estimation & Classifies 
tion of Emergencies ’’ W/B90809 Hr 

HUDSPETH, JB Alabama Powor Co 00/08/09 120pp 50930 305-50939 065 

8908210064 Advises that 080601 Rev 16 lo emergency plan consistent w/ provisions of 
!0CFR50 54(p) 8 acceptable 

COLLINS, DM Region 2, Ole of the Director 89/00/09 HAIRSTON, WG Alabama 
Power Co 2pp 50976045-50976 046 

8908220047 Revised Emergency Plan Implementing Procedure FNP-0 EIP 8, "Plant No 
tlfication RoBtor " W/B90818 Hr, 

GRISSETTE.D E , HUDSPETH, J B Alabama Power Co 89/08/10 104pp 50974 195- 
50974 290 

8900220082 Revised EPIPs, Including Rev 7 to GO EIP-101 , "Corporate Emergency Or- 
ganization," Rev B to GO EIP-114, "Nows Roloase Coordination 8 Distribution” 8 Rev 
18 lo GO EIP 111, "Corporalo Activation 8 Nolilicalion " W/09OB1O Hr 
GARUNGTON.J E , MCGOWAN, J W . HAIRSTON, W G Alabama Power Co 89/08/ 
18, 04pp 50D03 202 50904 016 

8908200024 Cancellation of Rov 2 lo EPIP FNP 0 ElP-23, "Auxiliary Bldg Smoko Ro 
movai." 

• Alabama Powor Co 09/08/10 3pp 51040 277 51040 279 

8908210212 Suppl 1 lo Gononc Ltr 09 07 to all operating plants, applicants tor OLs 8 
holders ol CPs ro power reactor safeguards contingency planning lor surlaco vehicle 
bombs Svc list end 

PARTLOW.JG Associate Director lor Projects (Post 070411) 89/08/21 Consolidat 
ed Edison Co ol Now York, Inc 55pp 51036 001 51036 056 

8908250263 Rov 24 to EPIP FNP 0 EIP 16, "Emergency Equipment 8 Supplies" W/ 
090821 Mr 

HUDSPETH, J B Alabama Power Co 09/08/21 I09pp 51019 105-51019 293 


G Adjudicatory correspondence 


8908070187 Nolice ol appearance 1 Advisos that author will enter appearance In pro 
c eodmn on behall ol licensoo W/Certi(icalo ol Svc 

MILLER, J H Alabama Power Co MILLER, J H Balch, Bingham, Baker, Hawthorne. 
Williams 8 Ward #369 0954 09/07/20 3pp 50745 015 50745 017 


H. General correspondence 

89082800B4 Comment on proposed reg guide "Assuring Availability ol Funds lor Oo 
commissioning Nuclear Reaclors " Util endorses NUMARC 8 Edison Electric Inst 
comments 

HAIRSTON, WG Alabama Power Co 89/0B/ 1 7 Regulatory Publications Branch 5pp 
51103 034-51103 030 

8908280385 Advisos ot changes in distribution list lor correspondence to util Principal 8 
addl addressees listed 

HAIRSTON, W G Alabama Power Co 09/00/22 Document Control Branch (Docu 
ment Control Desk) 2pp 51043 035 51043 036 


P. Operating license stage documents & correspondence 


8907110367 Responds to Generic Ltr 69 06. Task Action Plan Item I D 2 SPDS " Doc 
umentalion supporting position, along ^/checklist 8 photographs ol plant SPDS will bo 
retained onsite as requested by Generic Ltr 09 06 

HAIRSTON.W G Alabama Power Co 89/07/07 Document Control Branch (Docu 
monl Control Desk), 2pp 50501 336 50501 337 

8907180211 Generic LU 89 13 to all holders ol OLs or CPs (or nuclear power plants ro 
svc waier sys problems alleclmg solely rolatod equipment Svc list end 
PARTLOW.JG Associate Director lor Protects (Post 6704 1 1 ) 89/07/18 Consolidat 
ed Edison Co ol New York, Inc 53pp 50735 001 50735 054 

8908110318 Notitication ol 890731 signilicnnt mgt meeting w/ulil in Region II ole to dis 
cuss training 8 overtime issues 

CANTREU F S Region 2 Ole ol tho Director 09/07/27 Region 2 Ole ol tho Diroc 
tor 2pp 50694 228 50894 229 
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89DB020263 Forwards proprialary Rev ! 1o WCAP-11786 & non proprietary WCAP- 
12311, "JM Farley Uml 2 Engineering Evaluation of Weld Joint Crack in 6-Inch Safety 
Injection & RHR Piping " Proprietary repl withheld (ref IOCFR2 790) 

HA1RSTOM.WG. Alabama Power Co 89/07/28 Document Control 8ranch (Docu- 
ment Control Desk) 2pp 50762 278-50763 161 

—3908020265 Requests that proprietary Rev 1 to WCAP-1 1786, "JM Farley Unit 2 Engi 
fleering Evaluation of Weld Joint Crack fn 6 Inch Safety Injection & RHR Piping," be 
withheld (reM0CFR2 790) 

WIESEMANN.R A Wealing house Electric Corp 89/06/23 MURLEY.T Office of Nu- 
clear Reactor Regulation, Director (Post 070411) 10pp. 50762 280 50762 289 

-8908020266 Non proprietary "JM Farley Unit 2 Engineering Evaluation of Weld Join! 
Crack in 6 Tnch Safety Injection & RHR Piping " 

ELUS.GR. ADAMONIS.DC, ARNOLD, EC Westmghouse Electric Corp WCAP- 
12311 89/07/3! 231pp 50762 290-50763 161 


Q, Inspecllon reports, IE Bulletins & correspondence 

6908010041 Ack receipt ol 890707 Itr Informing NRC of steps lakon to correct violations 
noted in Insp Repls 50 348/89 1 f & 60 364/89-1 1 

VERFIELLI.DM Region 2, Ole ol Ihe Director 89/07/IQ, HAIRSTON, WG Alabama 
Power Co Ip 50753 180 50753 ICO 

8907260124 Forwards Exam Repl 50 348/01-89-01 administered during wks of 890619 
& 26 Concerns noled re operator performance & exam admin Concerns will be dis- 
cussed at 890731 mgt meelfng el Region If ofc 

PEEBLES, T A Region 2. Ofc of Ihe Director 89/07/20 HAfRSTON.W.G Alabama 
Power Co 2pp 50851 306 50652 227 

-8907260131 Exam Rept 50 348/OL-89 01 administered during wks ol 890819 & 
26 Exam results seven ol nine reactor operators S 10 ol 13 senior reactor operators 

B assed exams 

IOORAM.J H Region 2. Ofc Of Ihe Director 09/07/20. 281pp 50651, 30B 50852 227 

8907200019 NRC Info Notice 89-057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment “ Svc list end 

ROSSI, CE Division of Oparafional Evenls Assessment (Post 870411) 89/07/26, 
Consolidated Edison Co ol New York, Inc. 106pp 5071 1 333-50712 078 

3908080031 Forwards Insp Repls 50 348/89-13 & 50 364/89-13 on 890509-10 & notice 
ol violation Fact that (wo independent aclions involving unauthorized use ol radioac- 
tive malls occurred within shor) time indicates disrespect (or radioactivity 
EBNETER.S D Region 2, Ofc ol ihe Director 89/07/26 HA1RSTON.WG Alabama 
Power Co 2pp 50856' 126 50856 137. 

-8908060034 Notice ol violation Irom insp on 890509-10, Violations noted on 890429,30 
& 0501 licensee affixed byproduct mail to US currency to Identity thief & on 890507 
plant operator observed entering high radiation area w/o dosimeter 
EBNETER.S D Region 2. Ole ol Ihe Director 89/07/26 2pp, 50856 128-50856 129 

-8906080036 Insp Repts 60-348/89-13 & 50 364/89-13 on 890509 10, Violahons 
noted Major areas Inspoclod use ol contaminated money (o catch alleged thlel & fail- 
ure of operalor to follow procedural requirements re high radiation area 
SHORTRIDGE.R B , POT TER, J P Region 2, Ole of the Direclor 89/06/05 8pp 
50856130 50856 137 

890B140202 Forwards Insp Repls 50 348/89-14 a 60-364/89-14 on 890611-0710 No 
violations or deviations noted Matter re apparent excessive work hours lor licensed 
operators will be discussed w/ulif al 890731 meeting In Region II ole 
VERRELll.DM Region 2, Ole ol tho Director 89/07/26 HAIRSTON, W G Alabama 
Power Co 2pp 50915 295 50915 309 

-3908140205 Insp Repls 50-34B/89 14 6 50 364/89-14 on 89061 1-0710 No violations 
or deviations noted Major areas inspected operational safety venhcation, monthly sur 
voilfance obsorvation.operator training, work schedule & LERs 
MAXWELL, G F , MILLER ,W H . CANTRELL, F S Region 2, Ole ol Ihe Director 89/07/ 
26 13pp 50915 297-50915 309 

8906100156 Forwards Insp Repls 50-348/89-10 S 50-364/99-10 on 890424-27 & 0508 
12 & nollce ol violalion Unresolved Hem identified 

GIBSON, A F Region 2, Ole ol tho Diroctor 89/00/01 HARRIS, EB Alabama Power 
Co 2pp 50885063-50865189 

—8908100156 Nohce ol violation from Insp on 890424-27 & 0508 12 Violations 
noted circuit breakers not calibr lor several yrs due to temporary change notice to 
Mainl Procedure FNP 0 MP-28 1 16 deleting calibr requirement lor dc breakers 
GIBSON, A F Region 2, Ole ol Ihe Director 89/07/27 2pp 50885 065 50885 066 

-8906100161 Insp Repls 50 348/89-10 & 50 364/09-10 on 890424-27 & 0500- 2 Viola- 
tions noted Major areas inspected marnl program & implementation. 

JULIAN, C A . KLEINSORGE.WP. GIBSON, A F Region 2. Ole ol Ihe Direclor 89/07/ 
27 123pp 50305 067 50885 (30 

8907270121 Suppl 1 lo NRC Bulletin 88 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411), 89/08/03 
Consolidated Edison Co, ol New York, Inc I08pp 50904,148 50904 253 

8907280169 NRC Inlo Notice 89-058, "Disablement ol Turbine-Driven Auxiliary Feed- 
water Pump Due to Closure of One of Parallel Steam Supply Valves " Svc list end 
ROSSI, CE Division ol Operational Evenls Assessmenf (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc I06pp 50900 005-50900,110 

8908170394 Requests responses to end questions re requests for relief Irom ASME 
Code requirements ol second 10 yr inservice Insp within 4 5 days ol Hr receipt 
REEVES E A Project Diiectcrale II 1 89/08/03 HAIRSTON, W.G, Alabama Power Co 
23 pp 50945 211-50945 233 

8908160007 Forwards "Interval 1. Period 3,Outage 1 Inservice Insp Repl ol JM Farley 
Nuclear Power PI ant, Unit 2 " Rept describes 8 summarizes Inservice insp activities 
perloimed during Unit 2 sixth refueling oulage 

HAIRSTON.WG Alabama Power Co 89/08/09 Document Control Branch (Docu 
men! Control Desk) 3pp 50960 055 50960 057. 

—3908160009 "Interval i. Period 3, Outage 1 Inservice Insp Repl ol JM Farley Nuclear 
Power Plant.Uml 2 " 

• Westmghouse Electric Corp 89/07/24 l,200pp 50960 058 50960 226 


8908100128 NRC Info Notice 89 059. "Suppliers ol Potentially Misrepresented Far- 
ors " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 87G411) 89,'fr,i 
Consolidated Edison Co of New York, Inc 106pp 50992 315 50993 060 

8908140085 NRC Inlo Notice 89 060, "Mamt of Telelherapy Units" Svc 1 stems 
CUNNINGHAM, R E Division ol Industrial & Medical Nudear Safety (Post 8JuJv- 
89/08/18 Consolidated Edison Co ol New York, Inc 107pp 50 993 051 sosin* 

8908160129 Suppl 2 lo NRC Inlo Notice 88 048, "Licensee Rep! ol Defect,* R ; 'j- 
bished Valves Svc list end 

ROSSI, CE Division ol Operalional Evenls Assessment (Post 870411) 
Consolidated Edison Co of New York, Inc lOOpp 50990 039 50990 137 


R. Periodic operating reports & related correspondence 

8908150158 Monthly operating repl for Jul 1989 lor JM Farley Unit 2 W/690611 r> 
MOREY.DN, HAIRSTON, WG Alabama Power Co 89/07/31 5pp 56926 Gt 
50926 048 


V. Operator Examinations 

8907260124 Forwards Exam Rept 50-348/OL 09 01 administered during wks 
& 26 Concerns noled re operator performance & exam admmConccins will fceiv 
cussed at 890731 mgt mooting at Ffegion II ole 

PEEBLES, T A Region 2, Ole ol tho Diroctor 89/07/20 HAIRSTON.WG AUara 
Power Co 2pp 50051 306 50852 227 

-8907260131 Exam Repl 50-348/OL-89 01 administered during wks Ol 890S1J I 
26 Exam results seven ol nine reactor operators & 10 ol 13 somot reactor operj'xj 
passed exams 

MOORAM.J H , CASTO.C A Region 2, Ole ol the Direclor 69/07/20 24 1» 
50051 308 50852 227 

8908020090 Outlines process usod to ensure that licensed operator failing annua) t* 
training does not perlorm licensed duties until remedial training 8 reexaminalions.: 
cossluTly completed 

HAIRSTON.WG Alabama Power Co 09/07/25 Document Control Branch (Dou 
menl Control Desk) 5pp 50757 217-50757 221 

8908160320 Requests that end rel malls bo furnished to NRC by 890825 lor regain) 
cation program exam scheduled tor wk ol 091023 

PEEBLES J A Region 2, Ole of Ihe Director 09/08/02 HAIRSTON.WG Alatam 
Power Co 1 1 pp 60930 236 50930 246 


DOCKET 50-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 


F. Securily, medical, emergency & fire protection plans 

8907270112 Forwards annual amends to updated FSAR & Rev 4 to fire hazard anal/s 
(filed in Category F) lor Hatch Units 1 & 2 FSAR & lire hazards analysis updates it 
fleet changes through 890122 

HAIRSTON.WG Georgia Power Co 89/07/07 Document Control Branch (Docent 
Control Desk) 19pp 50014 001-50820,022 

-8907270133 "Edwin I Hatch Nuclear Plant, Units 1 & 2 Firo Hazards Analysis Upda 
Rev 4 " 

• Georgia Power Co B9/07/31 400pp 50818,072-50020 022 

890B020226 Revised emergency implementing pracedures.lncliiding Rev 3, Ed 1 
73EP-EIP 001 OS, Rev 1 lo 73EP-EIP 005 OS.Rev I to 73EP EIP-009 OS, Rev I 
73EP-EIP-01 1 OS & Rev 0 lo 73EP-EIP 019 OS W/890727 Itr 
HAIRSTON.WG Georgia Powor Co 09/07/27 103pp 50760 156 50759 260 

8908030159 Ack receipt ol 890622 Hr informing NRC ol steps taken to correct vitfane 
noted In Insp Repts 50 313/88-37 & 50 360/80-37 Violalion occurred as slated 
notico ol violation Assessment withheld (rol 10CFR73 21) 

EBNETER.S D Region 2, Ole ol the Director 89/07/27 HAIRSTON.W G Geon 
Power Co 2pp 50793 132-50793 133 

8908250201 Advises that Apr 1989 Rev 9 to emergency plan mools planning stds 
10CFR50 47(b) & requirements ol 10CFR50,App E 

COLLINS, DM Region 2, Ole ol Ihe Director, 89/08/16 HAIRSTON.WG Ge<x 
Powor Co 2pp 51020 138-51020 139 

8908210212 Suppl 1 to Generic Llr 89-07 lo all operating plants, applicants lor OL 1 
holders ol CPs re power reactor safeguards contingency planning (or surlnco vcb 
bombs Svc list end 

PARTLOW.JG Associate Director lor Projecls (Post 87041 1) 89/ OB/ 21 Consol* 
ed Edison Co ol New York, Inc 55pp 51036 001-51036 056 


G Adjudicatory correspondence 

8908030142 Petition lor rulemaking PRM-50-53 requesting NRC action lo review tin 
risk posed by BWR thermal hydraulic instability NRR should issua order requiring 
GE BWRs to be placed in cold shutdown lot stated reasons 
HIATT.S L Ohio Citizens lor Responsible Energy 88/07/28 Olfice ol Nuclear R< 
tor Regulation, Direclor (Post 870411), lOpp 50020 143-50820 152 


K. Utilily Final Safety Analysis Report (FSAR) & amends 

8907270112 Forwards annual amends lo updated FSAR & Rov 4 !o Hr® hazard anal 
(lilod in Category F) lor Hatch Units I 8 2 FSAR & lire hazards analysis update* 
fleet changes Ihrough 890122 

HAIRSTON.WG Georgia Power Co 89/07/07 Document Con trot Branch (Docun 
Control Desk) I9pp 50814 001-50820 022 

-B9Q7270114 Annual amends to updated FSAR for Hatch Unit 2 
• Georgia Power Co 89/07/07 1500pp 50814 020 50818 07J 
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AnCftrust correspondence 

53170252 Responds lo Oglethorpe Power Corp allegations of Georgia Power Co non- 
comohance w/aniitrust license conditions Georgia Power has implemented license 
conditions & cooperated in ettorls that go beyond license requirements 
EDWAflOS.R P Troutman, Sanders, LocKerman & Ashmore EDWAHOS.H P Georgia 
Power Co 89/08/08 THOMAS.C O Policy Development & Technical Support Branch 
(Posl 670411) 20pp 50953 124 50953 143 


Operating license stage documents & correspondence 

9080402 IB Documents info received during discussions between Region II personnel & 
concerned individual Enel withheld (ref 10CFR2 790(a)) 

HERDT.A R Region 2. Ole Ol the Director 89/07/13 HAIRSTON, WG Georgia 
Power Co 2pp 50799 023 50799 024 

1907180211 Generic Ltr 69-13 to all holders ol OLs or CPs lor nuclear power plants re 
sve water sys problems atle cling salety-rolaled equipment Svc list end 
PAR T LOW, J G Associate Ouector for Projects (Posl 870411) 89/07/18 Consolidat 
ed Edison Co ol New York. Inc 5 Opp 50735001-60735 054 

690B020044 Responds to B90427 Ilf re notification of NRC ol employees polenfial 
safety issues Policies & practice made clear to employees & contractor employees by 
use ol written procedures & repeated reminders & NR C contacts posted 
HAIRSTON, W.G Alabama Power Co B9/07/25 Document Control Branch tOecu 
monl Conliol Desk) 7pp 50706 010 50786 024 

mBOBQlAB Responds to NRC request for add I mlo re 890622 request to revise li- 
censes DPR-57 & NPF 5, removing corlBin fuel fi core operating limns & placing limits 
m core operating limils rept.per Generic Hr 08 16 Draft Cycle 0 rept end 
HAIRSTON.WG Georgia Power Co 09/07/31 Document Control Branch (Document 
Control Desk} 2Qpp 50857 001-50857 020 

8906060236 Discusses util compliance w/ATWS rule (10CFR50 62) Design change to 
utilize test switches to block actuation signal to alternate rod Inloction solenoid valva 
during testing acceptable 

CROCKER, I- P Project Directorate 11-3 09/08/01 HAIRSTON.WG Georgia Power 
Cb 4pp 50826 168 50826171 

8908090250 Summary of 89072S intorlaco mooting wrudl in Birrminqham.AL re SON- 
OPCO/ukl corporate organization including generic cclivrtres 3 initiatives re 
plants Agenda & viowgraphs end 

REED.T A Protect Directorate 11-3 89/08/03 Prolect Directorate It 3, 24pp 

50991 062 50991 085 

8906280 1 04 Forwards corrected Tech Spec changes re reactor protection sys instru- 
mentation surveillance requirements, per NRC request 

HAIRSTON, W G Georgia Power Co 89/00/22 Document Control Branch (Document 
Control Desk) 3pp 5104 2 289 5104 2 294 

- B9082B011© Proposed Tech Specs ro pago chango requests on reactor protection sya 
instrumentation surveillance requirements 
' Georgia Power Co 89/08/22 3pp 51042 292-51042 294 


O. Inspection reports, IE Bulletins & correspondence 

i 

8907206019 NFtC Info Notice 89 057. "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc Irsl oncl 

ROSSI.CE Division ol Operational Events Assessment (PobI 8704111 89/07/26 
Consolidated Edison Co ol Now York, Inc 1G6pp 60711 333-50712 078 

8908030159 Ack receipt el 890622 Hr informing NRC of steps taken to correct violations 
noicd in Insp Repls 50-321/80 37 & 50-366/00-37 Violation occurred as staled In 
nolica ol violation Assessment withheld (rel 10CFR73 21) 

EBNETER.SD Region 2. Ole ol Iho Director 89/07/27. HAIRSTON.WG. Georgia 
Power Co 2pp 50793 132-50793 133 

8908080084 Responds lo Suppl 3 lo NRC Bulletin 80 008, "Thermal Stresses In Piping 
Connected lo RCS " For reasons staled significant cyclic thermal stresses similar lo 
that roporled In sub| suppl will not occur at plant 

HAIRSTON.WG Georgia Power Co 89/08/01. Document Control Branch (Document 
Control Desk) 3pp 50855,265-50055,267 

8908100182 Forwaids tnsp Repts 60 321/80-12 & 60 366/89-f2 on 890624-0721 Viola 
lions noted Violation not being cited due to licensee mooting alt of criteria tor catogon 
zalion oi licensee idenlibod violations 

HERDT.A R Region 2, Ole Of Iho Director. 89/08/02, HAIRSTON, W.G Georgia 
Power Co 2pp 50892.110 50B92 125 

-890B100 184 Insp Repls 50-321/80-12 & 50 366/09-12 on 890624 0721 Licensee- 
idenlilied violations noted Major areas inspected’ operational satoty vindication, maint 
obsorvalion,ROs & surveillance procedures & records 

MCNN1NG.3E , MUSSER.R A . HERDT.A R Region 2, Ota of (he Director 89/09/02 
14pp 50092 112 5O0B2 125 

8907270121 Suppl 1 lo NRC Bullotm 08 010, ''Nonconforming Moldod Case Circuit 
Breakers " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 80/08703 
Consolidated Edison Co ol New York, Inc 108pp 50904 148 50904 253 

6907280169 NRC (nfo Notice 89 050, "Disablement of Turbina-Driven Auxiliary Feed- 
water Pump Due lo Closure ol One of Parallel Steam Supply Valves" Sve list and 
ROSSI.CE Division of Operational Events Assessment (Posl B70411). 80/08/03, 
Consolidated Edison Co of New York, Inc 106pp 50900 005 50900,110 

8908090280 Summary el 89072 5 interface meeting w/uW In 8rrrmrngham,AL re SON- 
OPCO/util corporate organization Including generic activities & initiatives re 
plants Agenda & viowgraphs end 

REED.T A Project Directorate It 3 89/08/03 Proloct Directorate 11-3 24pp 
50891 062-5CBS 1-085 

8906230102 Forwards Insp Repts 50-321/89-14 & 50 366/39 14 on 890717-20 No vlo 
lalions or deviations noted 

JUUAN.C A Region 2, Ole of (ha Dimeter 89/08/00 HAIRSTON.WG, Georgia 
Power Co 2pp 51007'244-51007’250 


69Q8230t15 Insp Repls 50 321/89-14 & 50 356/89 14 on 890717-20 No violations oi 
deviations noted Major areas inspected licensee a c lions on previous insp findings 
COLEY J L , BLAKE, J J Region 2, Ole ol the Director 89/08/03 5pp 51007 246 
51007 250 


8908100120 NRC Into Notice B9 059, ‘Suppliers of Potentially Misrepresented Fasten 
ers ” Svc LSI end 

ROSSI, CE Division of Opemiiona) Evenis Assessment (Posl 870411) 80/08/16 
Consolidated Edison Co ol New York, tnc I06pp 50992 315 50993 060 

89081400B5 NRC Info Nonce 89-060, 'Main! ol Taiefheiapy Units ” Svc list end 
CUNNINGHAM. R E Oivision ol Industrial & Medical Nuclear Safely {Posl 870 729), 
89/08/18 Consolidated Edison Co of New York, Inc lO?pp 50993 061-50993 163 

8908160129 Suppl 2 lo NRC Inlo Notice CB 046 'licenses Repl ot Defective Refur- 
bished Valves Svc list oncl 

ROSSI.CE Division ol Operational Events Assessment (Posl 870411) 09/08/22 
Consolidated Edison Co or New York. Inc tOCpp 50990030 50990 137 


R, Periodic operating reports & related correspondence 


8908140235 Monthly operating icpls lor Jul 1989 for Hatch Urals 1 & 2 W/890Q07 Hr. 
BEARD, R M , HAIRSTON.WG, Georgia Power Co 89/07/31 12pp 50944 179- 
50944 190 


DOCKET 50-368 ARKANSAS NUCLEAR ONE, UNIT 2 


F. Security, medical, emergency 8 lire protection plans 


0907310443 Forwards Sateguards Insp Repts 50 313/89 27 & 50 360/89-27 on 
890606 09 No violations or deviations noted 

MILHOAN.JL Region 4. Ole ol the Director 69/07/ 12 CAMPBELL.G Arkansas 
Power & LigM Co 2pp 50744 306-50744 309 

-890731045Q Partially withheld Saieggards Insp Repts 50 313/00 27 & 50-368/89-24 
on 890005-09 (rel IOCFR73 2l)No violators oi deviations noted Major areas 
inspected physical security program Including mgt support £ secuniy progiam plan 
KELLY, R A Region 4, Ofc of (lie Dr tec 10 ,’ 89/07/07 2pp 50744 309-50744 309 

0908070310 Rev 17 lo Pages 4 S 5 to EPIP 1903 61, ‘'Communications Equipment 
Tests'* 

• Arkansas Power 8 Light CO 89/07/18 4pp 50822 040 50822 043 

8906380075 Revised EPIPs, including Rev (5 to 1904 002 £ Rev 6 (o 1904 004 

• Arkansas Power & Dghl Co 89/07/18, 24pp 50857 296 50857 319 

0906030088 Forwaids Insp Repls 50-313/89 28 & 50-368/89-28 on B90601-30 8 nonce 
ot Violation 

MILHOAN.JL Region 4, Ofc of the Director 89/07/24 CAMPBELL.G Arkansas 
Power £ light Co 2pp 50764 175 50764 191 

-8900030095 Notice of violation from msp on 890601-30 Violations noted corrective 
acton assigned lo proven! recurrence ol level dillerencos trom RCS indicators nol 
completed 8 tire door 375 propped fully open 

• Region 4, Ota of (he Director 69/07/? 4 Zpp 50764 177-50764 176 

-8908030099 Insp Repls 60-313/80-28 £ 50-388/89-20 on 090601-30 Violallons 
noted Major areas inspected plant Btatus.lollowup ol evenls.operalional safety 
veulicallon, followup on previously idonblied items, maim & surveillance 
CHAMBERLAIN, O Region 4, Ofc of the Direclor 89/07/21 I3pp 50764 179- 
50764 191. 


0908820032 Ack roccnpl of C90707 Hr Informing NRC of steps taken lo correct violations 
noted In Insp Repls 50 313/89-20 8 50-368/89-20 

MILHOAN.JL Region 4. Ole ol tho Direclor 88/07/28 CAMPBELL.G Arkansas 
Power & Light Co 2pp 50772 331-60772333 

-8908020037 Forwards response lo violations noted In Insp Repls 50-3)3/69-20 & 50- 
368/09 20 Response withheld (rel 10CFR2 700) 

EWING, E C Arkansas Power & Light Co 89/07/07 MILHOAN.J L Region 4, Ole of 
(ha Director Ip 50772 333 50772 333 

0908150065 Rev 23 fo EPiP 1903 60, "Emergency Supplies £ Equipment " 

' Arkansas Power & Dghl Co O0/C8/O3 77pp 50918 232-50918 308. 

8900160319 Forwards Insp Ropts 60 313/09 29 & 50 368/09-20 on B90626-29.No vlo 
labons or deviations noted 

MILHOAN.JL Region 4, Ofc of the Director 09/08/07. CAMPBELL.G Arkansas 
Power £ Light Co 2pp 60936 34 2 50936 347. 

-8909160326 Insp Repls 50-313/89 20 & 50 360/89-29 on 890626-28 No violations or 
deviations noted. Major areas Inspected operational status ol emergency prepared 
ness progiam, Including changes io emergency plan & facilities 
TERC.N M Region 4, Ota of the Direclor. 09/07/28 4pp 50936 344 50936 347 

8908140322 Responds lo concern noted ir> Insp Repls 50-3)3/89-27 & 50-389/09- 
27 Corrective actions, amount ot lno arm framing to security torco will be 
incroased Evaluation of firearms training program withhold (rol 10GFR73 21 S 2 790) 
EWING, E,C Arkansas Power & Light Co 09/08/1 1 Document Control Branch (Docu- 
monl Conlral Desk) Ip 50914 060 509M 084 

8908210212 Supp) 1 lo Generic Llr 09 07 lo all operalfng plan Is. applicants for OLs & 
holders of CPs re power reactor sateguards contingency planning lor surlace vehicto 
bombs Svc list end 

PARTLOW.JG Associate Director for Projects (Post 6704ft) 89/00/21 Consolidat- 
ed Edison Co ot Now York, Inc 55pp. 51930001-51036 056 
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P Operating license sfage documents & correspondence 

8908010080 Responds to Generic lir 89 06 requesling certilicalion that planl SPDS 
meets reauiremenls of NUREG 0797 Suppl 1 taking into account into m NUREG- 
1 3<t2 Belief that requirements ol NUREG-0737 Suppl 1 fully mei, based on review to 
dale, staled 

TURKCH Arkansas Power & Light Co 89/07/17 Document Control Branch (Docu- 
ment Control Desk} 3pp 507-15 314 507-15 346 

6908010278 Forwards summary ol mg! meeling on 890707 re util response to Generic 
Lir 88 17 S attendance list Sut»s discussed include repair ol Uml 2 reactor head venl 
line flange 8 organizational interlaces 

MILHOANJL Region 4 Ole of the Director 89/07/17 CAMPBELL, G Arkansas 
Power & Light Co 4pp 50756 026 50756 029 

8907180211 Geneuc Ur 89 13 to all holders of OLs or CPs lor nuclear power plants re 
sve water sys problems alleclmg safely related equipment Svc list enct 
PARTLOW J G Associate Director for Pro/ecls (Post 87041 1) 89/07/18 Consolidat- 
ed Edison Co ol New York Inc 53pp 50735 001 50/35 054 

8907310449 Requests withdrawal of proposed Tech Specs re visual insp periods for m 
accessible snubbers submitted in 090227 firs Unplanned outages & scheduled midcy 
cle oulage lor Unit I eliminated need lor changes 

TURK C H Arkansas Power 5 Light Co 09/07/21 Document Conlrol Branch (Docu 
menl Control Desk) Ip 50737 076 50737 076 

8908020364 Responds to Generic Lli 89 06 Erosion/Corrosion Induced Pipe Wall 
Thinning” Procedure governing secondary pipe wall Ihinnmg insp criteria revised to 
implement systematic type procedure that provides guidance for choosing insp loca- 
tion 

TLIRK.CH Arkansas Power 8 Lighl Co 89/07/21 Document Conlrol Branch (Docu 
menl Conlrol Desk) 2pp 50773 007-50773 008 

8908030434 Forwards safety evaluation concluding that isolation devices property 
lasted 8 acceptable (or use in SPDS.per Generic Lir 82-33 Approval sub| to conlirma 
tion lhal failure during loafing allributablo to defective component 
HARBUCK.CC , POLUSNY.C Projecl Direclorale IV 89/07/31 CAMPBELl.T G Ar 
kansas Power & Light Co 4pp 50793 219 50793 224 

-8908030136 Safety evaluation concluding lhat isolation devices acceptable for use In 
SPDS.conlmgenl on licensee submitial of followup evaluation verifying lhat failure of 
RIC SC-1302 was randomly deficient device prior to testing 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 09/07/31 2pp 
50793 223 50703 224 

89001703 19 Wilhdraws 871204 application for amend to License NPF 6, consisting of 
Proposed Change 2 to Tech Specs, modifying responsibilities of planl safely review 
committee 

TURK.C H Arkansas Power & Light Co 09/08/03 HARBUCK.C Office of Nuclear 
Reader Rogulalion, Director (Post 87041 1) tp 50954 334 50954 334 

8908170565 Forwards summary of B90725 quarterly performance meeling re activities 
authorized under Licenses DPR 5 1 8 NPF 6 Viewgraphs oncl 
MlLHOAN.J L Region 4, Ore of Ihe Director 89/08/08 CAMPBELL.G Arkansas 
Power 8 Light Co 128pp 50942 1 18 50942 255 

8908170449 Discusses withdrawal ol 890227 5 0323 applications for amends to Li- 
censes DPR 51 & NPF 6 re snubber surveillance 

HARBUCK.CC , POSLUSNY.C Projecl Directorate IV 89/OB/09 CAMPBELL.T G Ar- 
kansas Power & LEght Co 3pp 5094B 052 509-18 054 

8908180431 Forwards nolrce ol withdrawal of application lor amends to Licenses DPR- 
51 & NPF 6,mocfilying Tech Specs re review responsibilities ol planl safely committee 
HARBUCK.CC, POSLUSNY.C Projecl Directorate IV 89/00/10 CAMPBELL.T G Ar- 
kansas Power & Light Co 3pp 50956 237 50956 241 

• 8900 180433 Nolrce of withdrawal ol applicalion lor amends lo Licenses DPR-51 & 
NPF 6 re rev Co Tech Specs to decrease review requirements of plant safety commit- 
tee 

HEE3DON.FJ Project Direclorale IV. 89/08/10 2pp 50956 240 50956 241 

8908210217 Forwards application for amends lo Licenses DPR 51 8 NPF-6, requesling 
approval lor Entergy Operations, Inc to assume responsibility for plant operation 
CAMPBELL.T G Arkansas Power 8 Light Co 89/08/15 Documenl Conlrol Branch 
(Document Control Desk) 5pp 50976 047 50976 101 

-8908210223 Application for amends lo Licenses DPR-51 & NPF 6, requesting approval 
for Entergy Operations. Inc to assume responsibility for mgi & operation of 
facility Entergy will succeed Arkansas Power 8 Light Co as planl opera lor 

* Arkansas Power £ Light Co 89/00/15 32pp 50976 052-50976 083 

••B90821G252 Proposed Tech Specs, consisting ol revised licenses, reflecting change in 
ownership of facility from Arkansas Power & Light Co to Entergy Operatlons.lnc 
’ Arkansas Power & Light Co 89/08/15 18pp 50976 084-50976 101 

890B180395 Discusses 890428 response to request lor addl inlo re environ qualification 
of Bunker Ramo containment ponelraiion assemblies 8 advises (hal fifes re assem 
blies subi lo fulure NRC audil 

POSLUSNY.C Project Direclorale IV 89/06/16 CAMPBELL.T G Arkansas Power 8 
Light Co, 3pp 50967 001-50967 003 


Q, Inspection reports, IE Bulletins & correspondence 


8908010353 Responds lo violations noted in Insp Repls 50-31 3/89-1 B 8 50-368/80 
IB Corrective action individual reprimanded for failing to adhere to procedure 
requirements Individual who prepared malt ticket no longer employed on site, 

EWING, EC Arkansas Power a Light Co 89/07/11. MILHOAN.Jl Region 4. Ofc of 
the Director 3pp, 50745 313 50745 315 

8907310443 Foiwards Safeguards Insp Repls 50 313/89-27 & 50-360/89 27 on 
890605 09 No violations or deviations noted 

MILHOAN.JL Region 4. Ole ol Ihe Director 89/07/12 CAMPBELL.G, Arkansas 
Power & Lighl Co 2pp 50744 306-50744 309 


-8907310450 Partially withheld Safeguards Insp flepts 50 313/89-27 8 5Q-360i8«t 
on 890605 09 (ref 10CFR73 21)No violations or devialions noted-Mayy i j 
inspected physical socurily program including mgi support 8 security program p'zn 
KELLY R A CALDWELL ,R A . EVERETT, fl J Region 4. Ofc ol the D-rector E = . ■ 
07 2pp 50744 306-50744 309 


0908010370 Responds lo violations noted in Insp Repts 50 313/89 24 & 50-3c3 fl 
24 Corrective achons operator reentered area 8 egressed in accordance w/prrcete 
requirements & operaior counseled by operaiions manager 

EWING EC Arkansas Power 8 Lighl Co 89/07/14 MILHOANJL Region 4 O': d 
Ihe Director 3pp 50755 091 50755 093 

8907310449 Requests withdrawal of proposed Tech Specs re visual insp periods Ijr r 
accessible snubbers submitted in 890227 Itrs Unplanned outages 8 schcdu’ed frtfcy 
cle oulage for Unit 1 eliminated need (or changes 

TURK C H Arkansas Power 8 Light Co 89/07/21 Document Control Branch iDcc.- 
menl Control Desk) Ip S0737 076 50737 076 

8908020364 Responds lo Generic Lir 89 08. Erosion/Corrosion Induced Pffe Yni 
Thinning” Procedure governing secondary pipe wall thinning insp criteria re-. t/-1 K 
implement systemalic lype procedure lhat provides guidance for choosing msp Les- 
lie n 

TURK C H Arkansas Power a Lighl Co 89/07/21 Document Conlrol Branch ([».- 
menl Control Desk) 2pp 50773 007 50773 008 

8908080026 Responds lo NRC Itr re deviations noted in Insp Repls 50 313/69 26 4 JA 
368/88 26 Correclive actions completion date lor salely related 8 oilier compo"-- 1 
procedures established, program status reviewed 8 scope defined 
EWING EC Arkansas Power 8 Lighl Co 89/07/21 MILHOAN.JL Reg-on 4, OK :> 
Ihe Director 4pp 50855 26B-50Q55 271 

8908030088 Forwards Insp Repls 50-313/89-28 8 50 368/89-28 OH 890601-30 8 rOb:< 
ol violation 

MILHOANJL Region 4, Ole of ihe Director 09/07/24 CAMPBELL.G Arkadi 
Power & Lighl Co 2pp 50764 175 50764 191 

-8908030095 Nonce ol violalion bom Insp on 890601 30 Violations noted corrseivi 
action assigned to prevent recurrence ol level dilforences bom PCS inthcalCHi 
completed 8 lire door 375 propped fully open 
• Region 4, Ole ol the Director 89/07/24 2pp 50764 177-50764 178 

--8908030099 Insp Repts 50 313/09 28 8 50 368/89 28 on 89060130 Vitffer-ces 
noted Major areas inspected plant status tollowup ol evenls.oporationat M r -> 
verification, followup on previously Ideniilied items, mainl & surveillance 
CHAMBERLAIN. D Region 4. Ole ol ihe Director 39/07/21 13pp 50764 IH- 
50764 191 


8907200019 NRC info Notice 89 057, "Unqualified Electrical Splices m Vendor SuppUd 
Environmentally Qualified Equipment " Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 67041 11 89/07/2o 
Consolidated Edison Co of New York Inc 106pp 50711 333-50712 076 

B908030256 Discusses special insp re past util elforts to establish compliance w/l£ BJ- 
leiins 79 02 8 79 14 Util intends lo examine issues which led to discrepances n 
anchor boll sampling sizes per IE Bulletin 79 02 

EWING, E C Arkansas Power 8 Lighl Co 09/07/27 Documenl Conlrol Branch (Pco- 
menl Conlrol Desk) 2pp 50793 213-50793 214 

8908020032 Ack receipt ol 890707 Hr informing NRC ol steps taken to correct vsolaioni 
noted in Insp Repls 50-313/89 20 8 50 360/89-20 

MILHOAN.J.L Region 4, Ofc of the Director 89/07/28 CAMPBELL.G Ark3-nHS 
Power & Light Co 2pp 50772 331-50772 333 

—8908020037 Forwards response to violations noted in tnsp Repls 50-313/89 20 A 50- 
368/89-20 Response withheld (ret 10CFR2 790) j 

EWING, EC Arkansas Power 8 Light Co 89/07/07 MILHOAN.JL Region 4, Ofc c4 
the Director Ip 50772 333-50772 333 

8908080247 Ack receipt of 89071 1 Itr informing NRC ol steps taken to correct vWsWu 
noted in Insp Repts 50 313/89-18 8 50 368/89 18 _ 

MILHOAN.J L Region 4. Ofc of Ihe Director 89/07/28 CAMPBELL G Arkansas 
Power & Light Co Ip 50858 095-50858 098 


8907270121 Suppl 1 to NRC Bulletin 88 010, ' ’Nonconforming Molded Case Grcit* 
Breakers ” Svc list end _ 

ROSSI, C E Division ol Operalional Events Assessment (Post 8704 1 1 >. B9/C3/M 
Consolidated Edison Co of New York, Inc 108pp 50904 148 50904 253 


8907280169 NRC Info Notice 89 058, "Disablement ol Turbine Driven Auxiliary Feed- 
water Pump Due to Closure ol One of Parallel steam Supply Valves " Svc list ena 
ROSSI.CE Division of Operational Events Assessment (Posl 870111). 09/09/03 
Consolidated Edison Co of New York, Inc i06pp 50900 005 50900 1 10 


8908170556 Ack receipt of 890714 Hr Informing NRC of stops taken 10 correct vaotatons 
noted in Insp Repts 50 313/89-24 8 50-368/89-24 

MILHOAN.JL Region 4. Ofc of the Director 89/08/04 CAMPBELL.G Arkansas 
Power 8 Light Co 2pp 50945 238 50945 242 

8908160319 Forwards Insp Repts 50-313/89 29 & 50-360/89 29 on 890626-29.NO v»- 
lalions or deviations noted 

MILHOAN.JL Region 4, Ofc ol Ihe Director 89/08/07 CAMPBELL.G- Arkansas 
Power 8 Light Co 2pp 50936 342-50036 347 


-8908160328 Insp Repls 50-313/09-29 8 50-368/89-29 on 890626-29 No violations « 
devialions noted Major areas Inspected operalional stales ol emergency prepared- 
ness program, including changes to emergency plan 8 facilities 

TERC.NM, POWER S.D Region 4, Ole of the Director, 89/07/28 4pp 50936 344 
60936 347 


8908170356 Responds to violations noted in Insp Repts 50-313/89-23 & 50 363/63- 
23 Correclive aclions formal training to sensllize employees re I0CFR5O 9 planned A 
response to Generic Ltr 88-17 contained commitment to I0CFRB0 9 
CAMPBELL, TG Arkansas Power 8 Lighl Co 89/08/07. MILHOAN.J.L Region 4. Ofe 
of Ihe Direclor 4pp 50939 093-50939 096, 
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6908180509 Ack receipt of 890425 & 0616 Itrs informing NRC of steps taken 1o correct 
violations noted in Insp Repts 50 313/88 35 & 50 36B/B0-35 
MILHOAN.J L Region 4, Ofc of the Director 89/08/09 CAMPBELL, G Arkansas 
Power 8 Light Co 2pp 50068 098 50968 101 

89Q8140322 Responds to concern noted in Insp Repts 50-313/89-27 & 50 369/89 
27Corrective actions amount of firearm training to security force will be 
increased Evaluation of firearms training program withheld (ref 10CFR73 21 & 2 790) 
EWING.E C Arkansas Power & Light Co 89/08/11 Document Control Branch (Oocu 
ment Control Desk) Ip 50914 060-50914 064 

69082 1 0244 Forwards add! info re ulil 890628 response to notice of violation & pro 
posed imposition of civil penalty re equipment qualification Only two devices remain 
which may require T-drain for long term drainage provisions 

CAMPBELL, TG Arkansas Power & Light Co 89/08/11 Document: Control Branch 
(Document Control Desk) 3pp 50975 358-50975 360 

B9081 80119 Ack receipt ol 890721 Itr informing NRC of stops taken to correct devi- 
ations noted in fnsp Repts 50 313/89-26 & 50 360/89-26 

MILHOAN.J L Region 4, Ole ot tha Director 89/08/14 CAMPBELL, G, Arkansas 
Power & Light Co 2pp 50967 354 50067 359 

B90822003S Foivvards Exam Rept 50-360/0 L-89 01 on 990801-03 Exam results three 
ol four applicants passed all parts of exam & one applicant failed written exam Only 
MILHOAN.J L Region 4, Ole of the Director 99/08/14 CAMPBELL, G Arkansas 
Power & light Co 2pp. 50988'273-50.98S 339 

-■8906220040 Exam Rept 50-368/OL-OD 01 on 85080 1-03 Exam results throe applicants 

E :d all portions of exam & have been issued appropriate licenses Fourth applicant 
written exam 

MCCRORY.SL. PELLET, JL Region 4. Ofc of the Director 69/08/11 5Bpp 
50988 275 50980 332 

■8908250 1 74 Forwards addl comments re senior reactor operator exams Letdown 
backpressure control continues to have largo lluctuaiions producing alarms which dis 
tract operators while trying to operate or control plant 

FORCE, E Arkansas Power & Light Co 89/09/02 MCCRORY.S Region 4, Ofc of the 
Director 7pp 50998 333-50989 339 

8906100126 NRC Info Notice 99 059, "Suppliers of Potentially Misrepresented Fasten 
ers" Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 99/09/16 
Co nsolidaled Edison Co of New York. Inc 106pp. 50992 315-50993 060 

8908 2 8 0 0 4 5 informs that preliminary bounding evaluation of C-E Owners Group (CEOG) 
surge linos using actual data collected from CEOG plants perlormed.aridresslng IE 
Bulletin 80-011, Action 1 b Results end 

TURK.C H Aikarsas Power & Light Co 89/08/10 Documont Control Branch (Docu 
men! Control Desk). 19pp 51040 265-51040 273 

8908140085 NRC Info Notice 99 060, “Main! of Telothorapy Units," Svc list end. 
CUNNINGHAM.RE Division of Industrial & Medical Nucloar Safely (Post 070729} 
B9/*B/1B Consolidated Edison Co of Now York, Inc 107pp 60993091-50993 160 

6908160129 Suppl 2 to NRC Info Notice 86 048, '‘licensee Rept ol Detective Refur 
blshed Valves." Svo list end 

ROSSI, CE Division of Operational Events Assessment (Post 970411) 89/08/22 
Consolidated Edison Co of New York, Inc. lOOpp 50090 039 50990:137. 


R. Periodic operating reports & related correspondence 

8907310294 '‘10CFR50 59 Rept for 1988 " W/090721 Ur 
TURK.C Arkansas Power & Light Co 80/12/31 3?pp, 60724 171-50724,207. 

6907270 1U0 Monthly operating rept for June I960 for Arkansas Nuclear One, Unit 2 W/ 
890717 ftr 

TURK.C H , WHITT, M S Arkansas Power & light Co 80/06/30 6pp, 50705,255- 
60705' 260 

8908230369 Monthly operalmg rept lor Jul 1900 for Arkansas Nuclear Ono Unit 2 W/ 
890915 Ur 

WHITT ,M $ . TURK.C H Arkansas Power & Light Co 89/07/31 6pp 51005 260 
51005-273, 


S. Reportable occurrences, LERa & related correspondence 

8906160082 Summary ol Operating Reactors Events Moating 80-20 on 890802 List ol 
attendees.events discussed & slgnllicant elements ol events & summaries of reactor 
scrams for wks ending 990723 & 30 end 

HAUGHNEY.CJ Events Assessment Branch 89/00/03 ROSSI.CE Division of Oper- 
ational Events Assessment (Post 07041 1) 20 pp 51029 001-51020 020 

8908230164 LER 09-012-00, on 090626, RCS backtoakage through safety ln|ectlon sys 
check valve occurred three times Caused by missing Infernal parts Cause of missing 
rollpms could not be determined Rollpms replaced.W/890814 ltr 
MILLAR.D, EWING, EC Arkansas Power & Light Co 89/08/14. Opp 51000 055- 
SI 000 062 


V. Operator Examinations 

8900220036 Forwards Exam Rept 60 368/OL-8B Ol on 99000 1 -03 Exam results three 
of lour applicants passed all parts of exam 8 one applicant failed written exam only 
MILHOAN.J, L Region 4, Ofc of the Director 89/08/14 CAMPBELL, G Arkansas 
Power & Light Co. 2pp 50988 273-50990'339 

-8908220040 Exam Repl 50-368/OL89 01 on 690801-03 Exam results three applicants 
passed all portions ot exam & have been Issued appropriate licenses Fourth applicant 
tailed written exam. 

MCCRORY.S L, PELLET, J.L Region 4, Otc of the Director. 09/09/11 58pp 
5098B 275 50080 332 

"8909250174 Forwards addl comments re senior reactor operator exams Letdown 
backpressure control continues to have large fluctuations producing alarms which dis- 
tract operators while trying to operate or control plant 

FORCE.E, Arkansas Power & Light Co, 89/08/02 MCCRORY.S Region 4, Ofc ot the 
Director, 7pp. 50988 333 50996-339 
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F. Security, medical, emergency & lire protection plans 

8908100356 Forwards summary of comments on aclion items ansinq from critique of 
plant alerl on 890307-08, per 900404 ltr 

EBNETER.SD Region 2, Ole of tha Director 09/08/01 TUCKER, H B Duke Power 
Co 4pp 50985 205 S0895 208 

8908140289 Forwards Insp Repts 50 369/89-23 & 50 370/69-23 on 690727 Violations 
noted 

EBNETER.S D Region 2, Ofc ol the Director 60/06/08 TUCKER.H B Duke Power 
Co 2pp 50025 242 50925 244 

■■8908140301 Partially withheld Insp Repts 50-360/89-23 & 50 370/89 23 on 690727 
Crof 10CFR2 790 & 73 21) Violations noled Maior areas inspected security event togs 
MASNYK.O Region 2, Ofc of the Director 09/06/03 fp 50925 244 50925 244 

8900180076 Rev 26 to plant station emergency plan W/890009 Itr 
TUCKER.H B Duke Power Co 89/00/09 77pp 50958 294-50959 014 

8908180106 Rev 1 lo Crisis Mgt Plan Implementing Procedure EDA-09, "Environ Moni- 
toring for Emergency Conditions tor McGuire Nuclear Station " W/890014 Itr 
TUCKER.H B Duke Power Co 89/00/14 34pp 50966 317 50986 350 

8008250192 Requests deletion of NRC 890001 Itr to licensee on NRC followup ol plant 
atari critique action items from licensee records 8 to refer to 690714 version of Itr in 
any future correspondence on same sub) 

EBNETER.SD Roglon 2, Ofc of lha Director 89/08/17 TUCKER.H B Duke Power 
Co Ip 51026 359 51020 359 

8906210212 Suppl l to Generic Llr 09-07 to alt operating planls. applicants for OLs S 
holders of CPs re power reactor saleguards contingency planning for surface vehicle 
bombs Svc list end 

PARTLQW.JG Associate Director for Projects (Post 870411) 89/08/21 Consolidat- 
ed Edison Co of New York, Inc 55pp 51036 001-51036 056 


P. Operating license stage documents 4 correspondence 

8907286103 Expresses concern w/manner tn which regulatory concerns resolved on util 
plants Process of escalation to higher levels of nigi willun NRC & util to resofvo issue 
on timely basis proposed 

TUCKER.H B Duke Power Co 80/05/30 MURLEY.TE, Ollrco of Nucloar Reactor 
Regulation, Director (Post 87041 1) 2pp 50705 300 50705 301 

8907180211 Gononc Ur 69-13 to all holders ol OLs or CPs lor nuclear power plants re 
svc water sys problems affecting salety-relaiod equipment Svc list end 
PARTI OW,J G Assoclale Director tor Projects (Post 870411) 89/07/10 Consolidat- 
ed Edison Co ol Now York, Inc 53pp 50735 00 1 -50735 054 

8907310110 Forwards Amends 100 & 82 lo Licenses NPF 9 & NPF-17, respectively & 
safety evaluation A monds update pressure & temp limits tn Tech Spec 3/4 4 9 for 
heatup S cootdown ol RCS 

HOOD.D Project Directorate 11-3 09/07/16 TUCKER.H B Duko Power Co 4 pp 
S073Q 054 50730 081 

— B907310120 Amends 100 & 02 to Licenses NPF 9 & NPF prospectively, updating 
pressuro & tomp limits In Toch Spec 3/4 4 9 tor heatup & cooldown ol RCS 
MATTHEWS, OB Project Directorate 11-3 89/07/18 20pp 50738 050 50733 077 

-8907310123 Salaty evaluation supporting Amends 100 & 02 to licenses NPF 9 & 
NPF -17, respectively 

• Olfico of Nuclear Reactor Regulation, Director (Post 870411) 09/07/10 4pp 
5073B 078-50736 081 

8907270358 Forwards supplemental Info ro HVAC conlrol panel human engineering 
discrepancies, per 890812 telcon While background will bo applied to ell emergency 
procedure HVAC components for moro efficient location bv operator 
TUCKER.H B Duko Power Co. 89/07/20 Document Control Branch (Document Con- 
trol Desk), 2pp 50704 094 50704 095 

8907310324 Responds lo Generic Llr 09 00, "Erosicm/Corrosron-Induced Pipe Wall 
Thinning," Util actively involved in ostabiishod pipe erosion program dovolopcd to 
ensure that integrity of two phase & single phase piping sys susceptible to c/osion 
TUCKER.H B Duka Power Co 09/07/21 Document Conlrol Branch (Document Con 
(rol Desk) 3pp 50720323 50720325 

80072B0275 Forwards nollce ot consideration of Issuance of amends to licenses NPF 9 
& NPF-17 & opportunity for hearing re 000511 roquosl re HVAC sys associated w/ 
new waste solid itlcabon bldg 

HOOD.D S, Project Directorate II 3. 09/07/25 TUCKER.H B Duko Power Co 2pp 
50709 232-50709 239 

-■8907280276 Notice of consideration of issuance of amends lo licenses NPF-9 & NPF- 
17 & opportunity for hearing re request for mod lo HVAC sys serviced by auxiliary bldg 
filtered ventilation exhaust sys 

HOOD.D S Project Directorate II 3 89/07/21. 6pp 50709 234-50709 239 

8908080350 Application lor amends lo Licenses NPF-9 & NPF-17, revising Toch Specs 
3/4 8 2,3/4 2 3.3/4 2.4,3/4 3 1 & 3/4 3 32 lo reduce number ol available moveable 
Incore detector thimbles from 75% to 50% 

TUCKER.H 8 Duke Power Co 89/00/03 Document Control Branch (Document Con 
trot Desk) 4pp 60055015-50055 103 

-8908080351 proposed Tech Specs re Cycle 6 moveable Incore doleclor thimble re 
ductlon. 

•DukePowerCo 99/00/03 85pp 50B55019 50B55 103 

8908090425 Forwards SSER accepting 980601,0909 8 090692 changes to ATWS mill 
gallon sys actuation circuitry lor plants NRC requested to be notified upon completion 
ot human factors review. 

HOOD, OS Project Directorate II 3 99/00/03 TUCKER.H B Duke Power Co 4pp 
50989 32C-50B69 335 
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••8908090429 SSER accepting 880601,0909 & 890602 changes to ATWS mitigation sys 
actuation circuitry tor plants 

• NRC - No Detailed Affiliation Given 89/08/03 4pp 50809 332-50889 335 

6908110040 Summaiy ol 890728 mealing w/util & Bechtel re design basis documenta- 
tion program Agenda, list ot attendees & handouts end 

WIENS.t A Project Directorate 113 89/08/04 Project Directorate 113 28pp 
50910 079-50910 106 

8908280258 Forwards notice o( consideration of issuance of amends to Licenses NPF-9 
& NPF 17 & opportunity for hearing Amends would reduce number ot moveable Incore 
detector thimbles required to be operable during remainder <?f fuel cycle 
HOOD.DS Project Directorate 11-3 89/08/15 TUCKER, H0 Ouke Power Co 2pp 
51042 221-51042 230 

-690S280264 Notice ot consideration of Issuance of amends to Licenses NPF-9 & NPF- 
17 & opportunity for hearing Amends revise Tech Specs to reduce number of move- 
able incore doteclor thimbles required to be operable during currant fuel cycle 
HOOD.DS Project Directorate 11-3 89/08/15 8pp 51042 223-51042 230 


G Inspection reports, IE Bulletins & correspondence 

8907270258 Forwards Insp Repts 50 369789-14 & 50 370/89-14 on 890422- 0601 & 
notice ot violation Corrective actions to address concern re mgt controls requested 
REYES, LA Region 2, Ole ot the Director 89/07/17. TUCKER, HB Duke Power Co 
2pp 50720 031-50720 047 

-8907270262 Notice of violation from insp on B90422 0601 Violation noted Procedures 
PT/1 & 2/A/4255/03A deemed inadequate in that procedures specified testing of 
MSIVs w/air assist, contrary to assumed conditions in FSAR 
REVES.L A Region 2, Ofcofthe Director 89/07/17 2pp 50720,033-50720,034 

-8907270264 tnsp Repts 50-369/89 14 & 50-370/89 14 on 890422-0601 Violation 
noted Major areas Inspected operation safely verification, surveillance testing, main! 
activities, 10CFR21 reviews.followup on previous insp findings & LERs 
VANDOORN.K, SHYMLOCK.M B Region 2. Ofe of Ihe Director 89/07/13 13pp 
50720 035 50720047 

8908010005 Forwards Insp Ropls 50 369/89-19 & 50 370/89 19 on 890710-t4.No vlo 
lalions or deviations noted 

JULIAN, C A Region 2, Ofc of Iho Director 09/07/24 TUCKEfl.H B Duke Power Co 
2pp 50756109 50756,120 

-8908010007 Insp Repts 50-369/89-19 & 50 370/89-19 on 090710-14 No violations or 
deviations noted Major areas Inspected inservice insp program & Unit 2 Insp plan for 
ouiage.NDE procedures, in progress NDE exams & NDE equipment callbr. 

NEWSOME, R W , ECONOMOS.N . BLAKE, J J. Region 2, Ofc of the Director 09/07/ 
19 lOpp 50756 111-50756 120 

8907200019 NRC Info Notice 89 057, "Unqualified Electrical Splices In Vendor Supplied 
Environmentally Qualified Equipment," Svc fist end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 89/07/26 
Consolidated Edison Co of New York, Inc lOBpp 50711 333-50712078 

8907270121 Suppl I to NRC Bulletin 08 010, "Nonconforming Molded Case Circuit 
Breakers " Svc lust end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc 108pp 50904 148-60904 253 

8907280169 NRC Info Notice 89 058, "Disablement of Turbine Driven Auxiliary Feed 
water Pump Due to Closure of One of Parallel Steam Supply Valves." Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411). 89/08/03 
Consolidated Edison Co of New York, fnc 106pp 50900 006-50900,110. 

8908140289' Forwards Insp Repts 50 369/89 23 & 50-370/89 23 on 890727 Violations 
noted 

EBNETER.SD Region 2, Ofc of the Director 80/03/08. TUCKER.H.B Duke Power 
Go 2pp 50925 242 50925 244 

-B90B1403Q1 Partially withheld Insp Repts 50 369/89-23 & 60 370/89-23 on 890727 
(ret 10CFR2 790 & 73 2t) Violations noted Major areas mspected.security event logs 
MASNYK.O Region 2, Ofc of Ihe Director, 89/08/03 Ip 60925-244-60925 244 

8908220108 Forwards Insp Repts 50-360/89-16 & 50-370/89-16 on 890602-28 & no- 
tices of violation & deviation 

HERDT.A R Region 2, Ofc Of the Director 69/08/08 TUCK6R.H B, Duke Power Co 
2pp 50999,002 50909 016 

-8908220115 Notice of violation Irom Insp on 890622-28 Violation noted design control 
measures for changes to plant Inadequate, leading to confusing Instructions to craft 

S ersonnel which resulted in Installation of nonsalaly-related positioner 
IERDT.A R Region 2, Ofc of the Director, B9/O8/08 2pp 50999.004-50999,005 

-8908220119 Notice of deviation from insp on 890622-28.Deviallon noted, method used 
by licensee to indicate bypass at sys level failed to comply w/Paragraph 4 13 of IEEE 
279 1971 A Reg Guide 1,47 

HERDT.A R Region 2, Ofc of Ihe Director, 89/08/08 2pp 50999.008-50999 007. 

— 890B220122 Insp Repts 50 369/89-16 & 50-370/89-16 on 090622-28 One violation & 
one deviation noted, Major areas inspected operations safely verification, surveillance 
testing, malnl activities & (ollowup on LER & previous Insp findings 
VANDOORN.K, SHYMLOCK.M 8. Region 2, Ofc of the Director 09/08/08. 9pp 
50999 OOB-5O990 016 

8908230231 Advises of delay in submitting revised response to violation noted in Inap 
Repts 50-369/89 05 & 50 370/89-05 due to extensive revlew.Full compliance for cor- 
rective measures to be completed no later than 89081S. 

TUCKER, H B Duke Power Co 89708/08 Document Control Branch (Document Con- 
trol DBsk) tp, 51008 048-51008 048 

8908260241 Forwards fnsp Repts 50-360/80 18 & 50-370/89-10 on 890829-0728 No 
violations or deviations noted 

HEROT.A R Region 2, Ofc ot the Director 89/08/09, TUCKER.H.B Duke Power Co 
3pp 51020:081-51020 092 


-8908260248 tnsp Repts 50-369/89-18 & 50 370/89-18 on 890629 0728 No »>' . 
or deviations noted Major areas Inspected operations safety verification 
testing, mamt activities, followup of LER & followup on previous findings 
VANDOORN.K , COOPER,! , SHYMLOCK.M B Region 2, Ofc of the Director i , . 

09 9pp 51020 084-51020 092 

8908240291 Requests extension to 890930 to respond Id violations noted in i'-s, Fcj 
50-360/89-11 & 50-370/89-11 Extension will allow util to complete evafus r cr ‘.-j 
present Unit 2 refueling outage & revise procedures accordingly 
TUCKER, HB Duke Power Co, 89/08/14, Document Conlrol Branch (Dcco^TC- 
trol Desk) 2pp 51019.090-51019 091 

8908100128 NRC Info Notice 89-059, "Suppliers of Potentially Misrepresented Ft.-? 
ers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 8 1 2- 3 
Consolidated Edison Co of New York, InO 106pp 50992'315 50933 060. 

8908140085 NRC Info Notice 89-060, "Main! of Teletherapy Units " Svc list end. 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Rosi 
89/00/18 Consolidaled Edison Co, of New York, tnc 107pp 50993 061-50^3X1 

8908250234 Forwards tnsp Repts 50-369/89-20 & 50-370/89-20 on 39071 72lNi« 
lalions or deviations noted 

JULIAN, C A, Region 2, Ofc of the Director 89/08/10 TUCKER, H B Duke P 0 , 
2pp 51020 093-51020 101 ; 

-8908250236 Insp Repts 50-369/89-20 & 50-370/89-20 on 09071 7-21 No voVo, 
noted Major areas inspected containment local leak rato tesllng & vonficaKvutu 
talnmenl integrity _ 

ZEILER.J, BELISLE.GA Region 2, Ole of the Director 89/00/16 7pp. 51C<2 ■i 
51020 101 

8908250291 Responds to NRC 890623 Itr requesting addl response to Insp R-jUJ’ ’ 
369/89-05 & 50-370/89-05 ra mgt oversight relative to procedural comptH'cr i , 

f lantUtil addressing Issue of supervisory effectiveness in areas of ALAFtA pri'ha 
UCKER.H B Duke Power Co, 89/08/18 Document Conlrol Branch (DocumsrtO.- 
Irol Dosk) 2pp. 51020,060-51020,061 

8908160129 Suppl 2 to NRC Info Notice 88-048, “Licensee Repl of De re-ctr-e ft-*; 
bished Valves " Svc list end. 

ROSSI.CE, Division of Operational Events Assessment (Post 070411) es ■ W- 1 , 
Consolidated Edison Co. of New York, Inc. tOOpp 50990039-50990 137. 

8908240034 Notification of 890031 mealing w/utll In Rockville, MD to eJiscim dJtl[ 
Ings Irom steam generalor tubes & plugs Inspected during presenl relucting oMjt 
Unit 2 from earlier related metallurgical analyses ot Unit 1 spocimons. . | 

HOOD.D S Project Directorate lf-3 89/08/22 MATTHEWS, D B Project CWeClo-ttl j 
3 3pp 51028,230 51028 232 I 


R, Periodic operating reports A related correspondence 


8907280290 Forwards monthly repts for June 1989 tor McGuire Units 1 A 2 6 cwnoa i 
rept for May 1989 „ , ' 

TUCKER ,H B. Duke Power Co. 89/07/14. Document Control Biench (Document 0 
trol Desk). Ip 50735 127-50735 138 


*8907280297 Monthly operating repts for June 1989 for McGuire Units I & 2 
WILUAMS.RA Duke Rower Co. 89/07/14 lOpp 60735 128-S0735 137 


“8907280302 Corrected monthly operating rept for May 1989 for McQuira Urn's I tl 
covering personnel exposure & total station liquid releases 
* Duke Power Co. 89/05/31. ip 50735 138-50735,138 


8908220378 Forwards monthly operating rept for Jul 1989 for McGuire fUc^r 
Station Corrected Unit 2 shutdown & power reductions repl lor June 1939 also ed 
TUCKER.H B Duke Power Co 89/08/15, Document Conlrol Branch (Document Ca 
trol Desk). Ip 50077 112-50977 124 


•8908220442 Monlhly operating repts for Jul 1989 for McGuire Nuclear 5 taboo UVU 

& 2 . 

WILUAMS.RA Duke Power Co 89/07/31. lOpp 50977 1 13-50977 122 


•8908220445 Rev 1 to monthly operating rept tor June 1939 for McGuire Nuclear Sa 
Hon Unil 1. 

MILLS.J L Duke Power Co, B9/06/30 2pp 60977 123-50977.124 


S, Reportable occurrences, LERs & related correspondence 


8908230006 LER 89-006-01 on 890330, discovered that nonsalety related vatvo pen/w 
er placed between safety-related solenoid & valve actuator Caused by d?>S 
deflciency.Work request Issued to retube air supplies to valve W/890B09 Itr 
SIPE.A , MCCONNELL.T.L. Duke Power Co, 89/05/08, 6pp 60974 351-50974 5E4 


8908140259 LER 88-040 01:on 881 02 5, observed air leaking through ponetrabon ti 
containment bldg Caused by defective procedure due to mgt/QA deficiency 4 «rW- 
prlale action Procedure PT/Q/A-4700/48 changed W/89071 7 Hr. 

SIPE.A , MCCONNELL, T L Duke Power Co 89/07/14 12pp 50913 3 3 5 50915W> 


8908020227 LER 89 012-00 on 89080B,Ice condenser Intermediate deck doors dedin 
Inoperable due to accumulalion of ice Probably caused by overflow from av hawkf 
units & poor housekeeping Doors freed & propped open W/S 9 0720 Itr 
SIPE.A , MCCONNELL.T.L Duke Power Co. 89/07/20 Bpp 50761-155-50761 162 


6908140114 LER 89-013-00 on 890630, flow indication for steam, generator C fifed 
& on 890705,alarm for 3% deviation received during power escalation Caused ty* 
appropriate action & procedure deficiency Training implemented W/B90804 Hr 
SIPE.A., MCCONNEU-.T L Duke Power Co 89/08/04 lOpp S0913.312 5C913-U 


8908250051 LER 89 014-00 on 890713.dlscovered that land use census Tech Sf» 
3,12,2 requirement not completely fulfilled Caused by mgt deficiency & poormtato 
between groups Meetings held w/personnel to clarify responsibilities V// 890010 Itr 
SIPE.A, MCCONNELL.TL Duke Power Co 09/08/16 10pp. 51017:232-5101^11 
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8908240286 LER 89 016 00 on B9Q714,loss ol How alarm lor unil vent radiation monitor 
received in conlrol room & radioaciive gas sample not taken every 12 h Caused by 
tailura ro follow procedures Personnel instructed W/890821 lir 
SIPF, A, MCCONNELL, TL Duko Power Co 89/08/21 7pp 51005 067 51005 073 


DOCKET 50-370 WILLIAM B MCGUIRE NUCLEAR STATION, UNIT 2 


F Security, medical, emergency & lire protection plans 

6908100 3 5 6 Forwards summary ot comments on action items arising Irom critique ol 
planl alert on 890307 08, per 890404 Itr 

EBNETER.S D Region 2, Ole ol the Director 89/08/01 TUCKER, KB Duke Power 
Co 4pp 50885 205 50885 208 

89Q8140289 Forwards Insp Repts 50 369/89 23 & 50 370/89 23 cn 890727 Violations 
noted 

EBNETER.S D Region 2, Ole ol the Director 89/08/08 TUCKER.H B Duke Po wer 
Co 2pp 50925 242-50925 244 

-8908140301 Pari tally withhold Insp Repts 50 369/89 23 S 50 370/09 23 cn G90727 
(rel 10CFR2 790 & 73 21) Violations noted Maior areas inspected security event logs 
MASNYK.O Region 2. otc Ol the Director 89/08/03 Ip 50925 244-50925 244 

8908180075 Rov 26 to plant station emergency plan W/890809 Hr 
TUCKER.H B Duko Power Co 89/08/09 77pp 50958 294 50959 014 

8908180106 Rev 1 to Crisis Mgl Plan Implementing Procedure EDA 09, "Environ Morn 
loung lor Emergency Conditions lor McGuire Nuclear Station " W/890G14 Itr 
TUCKER, HB Duke Power Co 09/08/14 34pp 50966 317 50966 350 

8908250192 Requests deletion ol NRC 890801 Hr to licensee on NRC followup ol plant 
alert critique action items Irom licensed records & to roler to 890714 version ol Hr in 
anv lulure correspondence on same subj 

EBNETER.S D Region 2, Ole ol tho Director 89/00/17 TUCKER.H B Duke Power 
Co ip 51028 359 51028 359 

8908210212 Suppl 1 to Generic Ltr 89 07 to all operating plants, applicants (or OLs & 
holders ol CPs ro power reactor safeguards contingency planning tor surlace vehicle 
bombs Svc list end 

PARTLOW.JG Associate Director lor Projects (P09I 0704 1 1) 89/00/21 Consotnlat 
od Edison Co ol New York, Inc 55pp 51036001 51036056 


P. Operating license singe documents & correspondence 

8907280103 Expressos concern w/mannor in which regulatory concorns rosolved on util 
plants Process ol escalation to highor levols of mgl within NRC & ulit to resolve Issue 
on timoly basis proposed 

TUCKER.H B Duke Power Co 09/05/30 MURLEY.TE Ollico ol Nucloar Reactor 
Regulation, Dircclor (Post 870411) 2pp 50705 300 50705 301 

8907180211 Generic Ur 09 13 lo all holders ol OLs or CPs lor nuclear power plants ro 
svc water sys problems affecting saloty rolatod equipmonl Svc list oncl 
PARTLOW.J G Associate Director lor Projects (Post 070411) 89/07/10 Consolidat- 
ed Edison Co Ot New York, Inc 53pp 50735 001 50735 054 

8907310119 Forwards Amends 100 & 82 to Licenses NPF-9 & NPF-17, respectively & 
safely evaluation Am onds update pressuro & temp limits In Tech Spoc 3/4 4 0 (or 
heatup & cooldown of RCS 

HQOD.D Proiocl Directorate 113 09/07/18 TUCKER.H 8 Duko Power Co 4pp 
50738 054 50738 081 

-8907310120 Amends 100 & 82 to licenses NPF-9 & NPF-17, respectively, updating 

e ressuie & temp limits in Tech Spec 3/4 4 9 lor heatup & cooldown ol RCS, 
IATTHEWS.D B Proloci Directorate 11-3 89/07/IB 20pp 50730 058-50730 077 

■ 8907310123 Safety evaluation supporting Amends 100 & 82 to Liconsos NPF-9 & 
NPF 17, respectively 

• Ollico ol Nuclear Reactor Regulation, Director (Post 870411) 89/07/18 4pp 
50730 078-50730 081 

8997270356 Forwards supplemental into re HVAC conlrol panel human engineering 
discrepancies, per 890612 telcon While background will be applied lo all emergency 
procedure HVAC components tor more ethclonl location by operator 
TUCKER.H B Duke. Power Co 89/07/20 Document Control Branch (Document Con 
trot Desk) 2pp 50704 094 50704 005 

B907310324 Responds to Genonc Ur 09 00, "Erosion /Corrosion-Induced Pipe Wall 
Thinning" Util actively Involved In established pipe erosion program developed to 
ensure (hat integrity of two phase & single phase piping sys suscoptiblo to erosion 
TUCKER.H B Duke Power Co 09/07/21 Document Control Branch (Oocumenl Con 
trot Desk) 3pp 50720 323-50720 325 

8907280276 Forwards notice ol consideration of Issuance ol amends io Licenses NPF-9 
& NPF-17 & opportunity tor hearing ro 890511 request ro HVAC sys associated w/ 
new waste solidification Dldg 

HOOD.D S Project Directorate II 3 89/07/25 TUCKER.H B Duke Power Co 2pp 
50709 232-50709 239 

-89072B0276 Nolle© ol consideration ol Issuance ol amends lo Licenses NPF-9 & NPF- 
17 & opportunity for hearing re request lor mod lo HVAC sys serviced by auxiliary bldg 
tillered ventilation exhaust sys 

HOOD.D S Project Directorate II 3 89/07/21 6pp. 50709 234-50709 239 

8908080356 Application for amends to Llcensos NPF 9 6 NPF-17, revising Tech Specs 
3/4 22.3/4 2 3,3/4 24,3/4 3 1 & 3/4 3 3 2 to reduce number of available moveable 
incore delecior thimbles Irom 75% to 50% 

TUCKER.H B. Duke Power Co 89/08/03 Document Control Branch (Document Con- 
IroIOesk) 4pp 50055015 50355'103 

-•8908080351 Proposod Tech Specs re Cycle 6 moveable Incore detector Ihlmbla re 
duchon 

* Duke Power Co 89/00/03 85pp 50855 019-50855 103 


B90B090425 Forwards SSEfl accepting 8B060t,0909 & 890602 changes fo ATWS mm 
gallon sys actuation circuitry tor plants NRC requested to be notified upon completion 
ol human factors review 

HOOD.D S Project Directorate 11 3 89/00/03 TUCKER.H B Duke Power Co 4pp 
50889 32 B 508B9 335 

--890809042D SSER accepting 880601,0909 & 890602 changes lo ATWS mitigation sys 
actuation circuitry tor plants 

•NRC No Detailed Alliliation Given 89/08/03 4pp 50889 332 50889 335 

8908110040 Summary of 890728 meeting w/ulil & Bechtel re design basis documents 
lion program Agenda.tisl ol attendees & handouts end 

WIENS, L A Project Directorate II 3 89/08/04 Project Directorate 11-3 28pp 

50910 079-50910 106 

890B28025B Forwards notice ot consideration ol issuance of amends lo Licenses NPF-9 
& NPF 17 & opportunity lor hearing Amonds would reduce number ol moveable incore 
detector thimbles required to be operable during remainder of fuel cycle 
HOOD.D S Project Directorate 11-3 89/OB/15 TUCKER.H B Duke Power Co 2pp 
51042 221-51042 230 

--8908280264 Notice ol consideration ot Issuance ol amends io Licenses NPF-9 & NPF 
17 & opportunity tor hearing Amends revise Tech Specs to reduce number ol move 
able incoro detector thimbles required to be operable during current fuel cycle 
HOOD.D S Ptojecl Directorate 11-3 89/08/15 8pp 51042 223 51042 230 


Q. Inspection reports, IE Bulletins & correspondence 

8907270258 Forwards Insp Repts 60 369/89 14 & 50-370/09-14 on 690422- 0601 & 
nolico ot violation Corrective actions lo address concern re mgt controls requested 
REYES, LA Region 2, Otc ol the Director 89/07/17 TUCKER.H B Duke Power Co 
2pp 50720 031-50720 047 

— 6907270262 Notice ol violation Irom insp on 890422 0601 Violation noted Procedures 
PT/1 & 2/A/4255/03A deemod Inadequate in that procedures specified testing ol 
MSIVs w/air assist, contrary to assumed conditions in FSAR 
REYES, LA Region 2, Otc ol the Director 09/07/17. 2pp 50720 033-50720 034 

-6907270264 Insp Repts 50 369/69 14 & 50 370/89 14 on 690422-0601 Viotalion 
noted Major areas inspected operation safety verification, surveillance testing.mainl 
activities, I0CFR21 reviews.lollowup on previous Insp findings & LERs 
VANDOORN.K, SHYMLOCK.M.B Rogion 2, Otc ol the Director 89/07/13 13pp 
50720 035-50720 047 

8908010005 Forwards Insp Repts 50-369/69 19 & 50-370/89 10 on 890710 t4 No vio- 
lations or deviations noted 

JULIAN.C A Region 2, Otc ol Ihe Director. 89/07/24 TUCKER, H.B Duko Power Co 
2pp 50756 109-50766 120. 

•-6908010007 Insp Repts 50 369/69 19 & 50 370/B9-19 on 890710-14 No violations or 
deviations noted Major areas inspBcled, inaervico insp program & Uml 2 insp plan lor 
oulago.NDE procedures, In-progress NDE exams & NDE equipment catibr 
NEWSOME, R W . ECONOMOS.N , BLAKE, J J Region 2, Oto of Iho Director 09/07/ 
19 lOpp 50756 111-50756 120 

6907200019 NRC tnlo Notice 89-057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Oual Hied Equipmonl" Svc list end 

ROSSI, CE Division of Operational Events Assessment (Poss 870411) 89/07/26 
Consolidated Edison Co of New York, Inc lOBpp 50711,333-50712070 

8907270121 Suppl 1 lo NRC Bulletin 83 010, "Nonconforming Molded Case Circuit 
Breakers, ’’ Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post B70411). 89/08/03 
Consolidated Edison Co of Now York, Inc. I08pp 50904 148 60904 253 

8907280109 NRC Info Notice 89 058. "Disablement ol Turbine Driven Auxiliary Feed- 
water Pump Duo lo Closure ot One ol Parallel Steam Supply Valves " Svc list end 
ROSSI, CE Division ot Operational Events Assessment (Post 87041 1) 09/00/03 
Consolidated Edison Co of Now York, Inc 106pp 50900 005 50900,1 10 

8908140289 Forwards Insp Repts 50 360/69-23 & 50-370/89-23 on 690727 Violations 
notod 

EBNETER.S D Rogion 2, Ole of the Director. 69/08/08 TUCKER.H B Duke Power 
Co 2pp 60925 242-50925 244. 

-•8908140301 Partially withheld Insp Ropts 50-309/09-23 8 50 370/89 23 on 090727 
fret 1QCFR2 760 5 73 21), Violations noted Major areas mspocled.securily evonl logs 
MASNYK.O. Rogion 2. Ole ol Ihe Director. 69/08/03 1 p 50925 244-50925'244 

8908170330 Rosponds lo Bulletin 88 008, "Thermal Stresses in Piping Connected lo 
RCS " Partial exception from requirements of NRC Bulletin 88-008 lor Iwo elbows in 
facility safely injection piping requested 

TUCKER.H B Duko Power Co 89/08/08 Documonl Control Branch (Document Con- 
trol Desk) 2pp. 50947.298-60047,209. 

8908220106 Forwards Insp Repls 50-369/89 16 & 50-370/89 16 on 690602-28 & no- 
tices of violation & devl alien 

HERDT.A R Region 2, Oto of Ihe Director 89/00/08 TUCKER.H B Duke Power Co 
2pp 50999 002-50909 016, 

-8908220115 Notice of violation Irom Insp on 890622-20 Violation notod design conlrol 
measures tor changes lo plant Inadequate, leading to confusing instructions to craft 
personnel which resulted in installation of nonsatoty-related positioner. 

HERDT.A R Region 2, Ole of Ihe Director 89/00/08 2pp 50999 004-50999 005 

-8908220119 Notice ol deviation Irom Insp on 890622-28 Deviation noted method used 
by licensee to Indicate bypass at sys level tailed to comply w/Paragraph 4 13 of IEEE 
278-1971 & Reg Guide 1.47. 

HERDT.A R. Region 2, Ofc of Ihe Director, 09/OB/OB, 2pp 50999 008 50999 007 

--890B22O122 Insp Repts 50 369/89-16 & 60-370/69 16 on 890622-28 One violation & 
one deviation notod Major areas Inspected' operations safety verification, surveillance 
testing, rnainl activities & followup on LER & previous Insp findings 
VANDOORN.K, SHYMLOCK.MB Region 2, Ole ol (he Director. 69/08/00, 9pp 
50999 008-60999 016 
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B90B230231 Advises of delay in subrenting revised response lo violalion noted in Insp 
Repts 50 369/89 05 & 50 370/69 05 due to extensive review Full compliance lor cor 
rective measures to be completed no later than 890818 

TUCKER, H B Duke Power Co 89/08/08 Document Control Branch {Document Con 
trol Desk) Ip 5100B 04B-51008 048 

89082502^1 Forwards Insp Repts 50 369/89-18 & 50 370/69 18 on 890629 0728 No 
vrolations or deviations noted 

HERDT.Afl Region 2. Ole of the Director 89/08/09 TUCKER.HB Duke Power Co 
3pp 51020 081-51020 092 

--8908250248 Insp Repts 50-369/B9-18 & 50 370/89-18 on 890629 0728 No violations 
or deviations noted Major areas inspected operations safety verification surveillance 
testing, main! activities, followup ot LER & followup on previous findings 
VANDOQRN.K . COOPER, T , SHYMLOCK.M B Region 2, Ole ol Ihe Director 89/08/ 
09 9pp 51020 004-51020 092 

89 OB 240291 Requests extension to 890930 lo respond to violations noted in Insp Repls 
50-369/89 1 1 8 50 370/89 1 1 Extension will allow util lo complete evaluation during 
present Unit 2 refueling outage & revise procedures accordingly 
TUCKER.HB Duke Power Co 89/08/14 Document Control Branch (Document Con 
Irol Desk) 2pp 51019 090 51019 091 

8908100128 NRC Into Notice 89 059, "Suppliers ol Potentially Misrepresented Fasten 
ers ' Svc lisi end 

ROSSI.CE Division ol Operalional Evenls Assessment {Post 870411) 89/08/16 
Consolidated Edison Co ol New York Inc 106pp 50992 315-50993 060 

B908 140085 NRC Into Notice 89-060, "Maml ot Telelherapy Units " Svc list end 
CUNNINGHAM, R E Division ol Industrial & Medical Nuclear Salety (Post 870729) 
89/08/18 Consolidated Edison Co ol New York, Inc 107pp 50993 061-50993 166 

8908240167 Requests approval ol exception from insp requirements ol NRC Bulletin 08 
011 lor Iwo elbows prior to 890828 Temp data will be collected during 
heatup, cooldown, steady stale power operation & plant transients W/two oversize 
drawings 

TUCKER, H B Duke Power Co 89/08/18 Document Control Branch (Document Con 
trot Desk) 3pp 61016 277-51016 279 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT 1 


F, Security, medical, emergency & fire protection plans 


8907310099 Revised generic generating station emergency plan 
T able 6 3 1 .Figure 7 2 t S Figure 6 3 1 B lo Rev 6b 
* Commonwealth Edison Co 89/06/30 5pp 50743 190-50743 194 


man wl, n.Ui'9 


B 908160087 Suppls 890428 response to violations noted in Insp Repts 50 373/fio.27 8 
50 374/87 26 Corrective actions immediate assembly ol lire brigade mombcii ti it 
required upon receipt ol lire alarm in control room 

MORGAN, WE Commonwealth Edison Co 89/07/11 DAVIS, A B Reattm i a 1 
the Director 9pp 50967 332-50967 340 “ 


8908280370 Rev 32 to Procedure LZP 1320 1, “Augmentation ol Plant Siallmo 
' Commonwoallh Edison Co 89/07/31 20pp 51041 192 51041 211 * 


8908110112 Advises that Rev 6b to generating stations emergency plan transmitted ti 
util 890710 lorm acceplablo & does not decrease effectiveness ol plan 
GREGER.LR Region 3, Ole ol the Oireclor 89/08/04 REEO.C Comiwsi- 
Edison Co 2pp 50910 107 50910 108 u * 


8908150125 Discusses util response to violation noted in Insp Repts 60 373/07 27 4 
50-374/67 26 re lire protection program requirements Analysis viewed as itvtf-V 
(rom license commitment 

MILLER, HJ Region 3, Ole of the Oirector 80/08/09 REED.C COmmoruieS'h 
Edison Co 2pp 50926 065 50926 066 


8908210212 Suppl I to Generic Ur 89 07 to all operating plants, applicants for 0LS 1 
holders ol CPs re power reaclor safeguards contingency planning lor surface 
bombs Svc list end 

PARTLOW.JG Associate Director lor Proiects (Post 870411) 09/08/21 Conso'dsJ 
ed Edison Co ol New York, Inc 55pp 51036 001-51036 056 


G. Adjudlcalory correspondence 


8908250234 Forwards Insp Repls 50 369/89 20 & 50 370/89-20 on 890717-21 No vio 
lalions or deviations noted 

JULIAN, CA Region 2, Ole ol the Director 89/OB/tB TUCKER.HB Duke Power Co 
2pp 51020 093 51020 101 

— B908250236 Insp Repts 50-369/89 20 & 50-370/89 20 on 890717-21 No violations 
noted Major areas inspected conlammenl local leak rate testing & verification ol con- 
tainment integnly 

ZEILER.J, BEUSLE.G A Region 2. Ole ol Ihe Director 89/08/16 7pp 51020 095 
51020 101 

8908250291 Responds to NRC 890623 Hr requesting addl response lo Insp Repls 50 
369/89 05 & 50-370/89 05 re mgt oversight relative lo procedural compliance at 

? lant Util addressing issue ol supervisory effectiveness in areas ol ALARA practices 
UCKER,H B Duke Power Co 89/08/18 Document Control Branch (Document Con 
trol Desk) 2pp 51020 060 51020 061 

8908160129 Suppl 2 lo NRC info Notice 88 048, "Licensee Rept ot Defective Refur- 
bished Valves Svc list end 

ROSSI.CE Division ol Operalional Events Assessment (Post 870411) 89/OB/22 
Co nsolicfated Edison Co ol New York, Inc lOOpp 50990 039-50990 137 

8908240034 Notification ol 890831 meeting w/util in Rockville. MD to discuss util find- 
ings from steam generator lubes & plugs Inspected during present refueling outage ol 
Unit 2 from earlier related metallurgical analyses of Unit 1 specimens 
HOOD.DS Project Directorate II 3 89/08/2 2 MATTHEWS, D B Project Directorate II- 
3 3pp 51028 230 51028 232 


R. Periodic operating reports & related correspondence 


8907280290 Forwards monthly repts lor June 1989 lor McGuire Umls 1 & 2 & corrected 
repl for May 1989 

TUCKER.HB Duke Power Co 89/07/14 Document Control Branch (Document Con- 
trol Desk) Ip 50736 127-50735 136 

-8907280297 Monthly oparalmg repls for June 1989 (or McGuire Units 1 & 2 
WILLI AMS.R A Duke Power Co 89/07/14 lOpp 50735 128-50735.137 

-8907280302 Corrected monlhly operating rept for May 1989 for McGuire Units 1 & 2 
covering personnel exposure a total slation liquid releases 
* Duke Power Co 89/05/31 Ip 50735 138 50735 138 

8908220378 Forwards monlhly operating repl lor Jul 1989 (or McGuire Nuclear 
Slation Corrected Unit 2 shutdown & power reductions rept for June 1989 also end 
TUCKER.HB Duke Power Co 89/08/15 Document Control Branch (Document Con 
trol Desk) Ip 50977 112-50977124 


-8908220442 Monthly operating repls (or Jul 1989 lor McGuire Nuclear Station Units 1 
& 2 

WILLIAMS.R A Duke Power Co 89/07/31 lOpp 50977113-50977 122 


S. Reportable occurrences, LERs & related correspondence 


8908140252 LER 89 005 00 on 890705, discovered that Iwo wires in circuit for valve 
2NC-32B PORV had been reversed Caused by inappropriate action because of Inal- 
lantion to detail by maml engineering sves Position corrected.W/890804 Hr 
S1PE, A , MCCONNELL, TL Duke Power Co 89/07/28 8pp 50913,304 50913 311 

6908070225 LER 89 006 00 on 890705,mstrumentalion & electrical personnel defeated 
steam generator hl-hi level feedwater Isolation & negative steam line rate for 
testing Steam generator hi hi level returned W/8 90804 Ur, 

SIPE.A, MCCONNELL.T L Duke Power Co 89/08/04 8pp 51015:133 51015140 


8908030142 Petition lor rulemaking PRM-50 53 requesting NRC aclton to review lurvr^ue 
risk posed by BWR thermal hydraulic instability NRR should issue order requiring aJ 
GE BWRs lo be placed in cold shutdown lor stated reasons 
HIATT, SL Ohio Citizens lor Responsible Energy 88/07/28 Oflice ol Nuckar Re*: 
lor Regulalion, Dlroclo; (Post 870411) lOpp 50020 143-50820 152 


J. Insurance & Indemnity Information 


BB08170058 Forwards listed policies, including Endorsements 24 & 25 to DELIA PcAry 
NF-294, Endorsements 19 & 20 to MAELU Policy MF-128.Endorsemenl$ 38 4 37 « 
NELIA Policy NF-277 & Endorsements 29 & 30 to MAELU Policy MF-114 
OSTER.J Commonwealth Edison Co 89/00/09 OINITZ.I Ollice of Nuclear IteK** 
Regulation, Director (Post 870411) 49pp 50946 299 50946347 


P. Operating license stage documents 8> correspondence 

8907180211 Generic Llr 89 13 lo all holders ol OLs or CPs lor nuclear power plant* re 
svc water sys problems affecting salety-related equipment Svc list end 
PARTLOW.JG Associate Director lor Projects (Post 870411) 89/07/18 ConsaWal- 
ed Edison Co ol New York, Inc 53pp 50735 001 50735 054 

8908010143 Forwards Amends 68 & 50 to Licenses NPF-11 & NPF-18, rospoctive’y 5 
safely evaluation Amends exempt surveillance specified w/10 month suivetes r> 
terva! from Tech Spec 4 0 2 

SHEMANSKI.PC Pro|ect Directorate 1112 89/07/19 KOVACH, TJ Commonweal?. 
Edison Co 3pp 50753 339 50753 354 

-8908010147 Amends 68 8 50 to Licenses NPF 11 & NPF- IB, respectively, revise 
Tech Spec by exempting surveillance specified w/18 month surveillance Interval 
provision ol Tech Spec 4 0 2 

SHEMANSKI.PC Project Directorate III 2 09/07/19 lOpp 50753.342-50753 351 

-6908010149 Salely evaluation supporting Amends 68 & 50 to licenses NPF it S 
NPF-18, respectively 

* Ollice ol Nuclear Reaclor Regulation, Director (Post 870411) 09/07/19 3pg 
50753 352 507S3 354 

8908180042 Forwards Amends 69 8 51 lo Licenses NPF-11 & NPF-18, rospoc twety 4 
salety evaluation Amends change Tech Specs by revising MAPLHGR curvM lo 
higher nodal exposure values lor specific luel lypes W/o ends 
SHEMANSKI.PC Project Directorate 111-2 89/07/20, KOVACH, TJ COWMlMea’Ii 
Edison Co Ip 50957 049 50957 049 

8908040214 Revised application lor amends to Licenses NPF-11 & NPF-18, ii'owvig 
continued plant operation lor period ol 12 h w/maln steam tunnel high ambiont temp 
& high ventilalion sys dlllerential temp trips bypassed 
MORGAN, W E, Commonwealth Edison Co 89/07/26 MURLEY.TE Ollice ol 
Reaclor Regulation, Director (Post 670411) 6pp 50799 040-50799 186 

-8908040215 Proposed Tech Specs, allowing continued plant operation lor Whwfran 
steam tunnel high ambienl temp & high ventilation sys dillerontial lomp lops by. 
passed 

• Commonwealth Edison Co 89/07/26 12pp 50799 046 50799.186 

8908080167 Provides status ol util efforts to address NRC request for exam ol Curem 
& previous labor settlement agreements to assure that restrictive clauses whiwi wmU 
hinder employees from providing Into ol salety issues lo NRC, not present, 
RICHTER, MH. Commonwealth Edison Co 89/07/31 Pro|ec1 Oiraclorate m H. 
50855.007-50855.008 


8908220295 Rev 0 lo "Offsite Dose Calculation Manual " „ ..... . 

GOLDLUM.JC Commonwoallh Edison Co 89/08/07 1,200pp 50979 128 MM 1 195 
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8908160269 Forwards addl into per NRC 080120 request re Item 22 1 4 o( Generic Ur 
83-28 iB use ot into handling sys & mgl controls 

MORGAN WE Commonwealth Edison Co 09/00/09 Document Control Branch 
{Document Control Desk) 2pp 5093B 002 50938 003 


Q Inspection reports, IE Bulletins & correspondence 

890818006? Suppls 890428 response to violations noted in Insp Repts 50 373/89-27 & 
50-374/87-26 Corrective actions immediate assembly of lire brigade members will be 
required upon receipt ot tire alarm in conlrol room 

MORGAN, W E Commonwealth Edison Co 89/07/11 DAVIS, A B Region 3, Ole ot 
the Director 9pp 50967 332 50967 340 

6908140264 Responds to NRC 890620 Itr re noncompliance noted in Safely Insp Repts 
50-373/89-12 & 50 374/89 12 Corrective actions two ASCO HT senes solenoid 
valves replaced w/rebuill solenoid valves ot same series 

MORGAN.W E Commonwoallh Edison Co 89/07/20 DAVIS, A B Region 3. Ofc of 
the Director 7pp 50910 309-50910 315 

6907310159 Responds to 890623 request lor addl inlo re IE Bulletin 85 003, "Molor- 
Operated Valve Common Mode Failures During Plant Transients ” All valves ad- 
diessed by BWft Owners Group will be included in ref documents 
MORGAN.W E Commonwealth Edison Co 89/07/24 DAVIS.A B Region 3, Otc ot 
the Director 2pp 50736 339 50736 340 

8908140023 Forwards util provisions 8 justifications (or allowing onlry Into potential In- 
stability regions in response to IE Bulletin 08-007 

KOVACH, T J Commonwealth Edison Co 89/07/24 DAVIS.A B Region 3. Ole of Ihe 
Dueclor 5pp 50929 049-50929 055 

6907200019 NRC Into Notice 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI.CE Division ot Operational Events Assessment (Post 870411) 09/07/26 
Consolidated Edison Co ol Now York, Inc 106pp 5071 1 333 50712 078 

8908110081 Responds to NRC 890628 Itr ro violations noted in Insp Repts 50 373/09- 
10 E 50 374/09 10 Corrective actions fast starts (rom ambient conditions portormod 
on diosel generators & procedures revised 

KOVACH. T J Commonwealth Edison Co 89/07/28 DAVIS.A B Region 3. Otc ol Iho 
Director 9pp 50093 295-50893 303 

6908110138 Responds to NRC 090630 llr ro violations noted In Insp Ropts 60 373/89 
14 & 50-374/09 14 Corrective actions Toch Specs will be revisod to provide accept a 
ble penetration criteria lor charcoal fillers in standby gas treatment room 
KOVACH,! J Commonwealth Edison Co 89/07/31 DAVIS.B Rogion 3, Ofc ol the 
Director 4pp 50893 027 50093 030 

8908180064 Forwards Exam Repts 50 373/OL-89 Ot & 50-374/OL 89 01 administered 
during wk ot 800619 24 

WRIGHT, GC Rogion 3, Ofc ot the Director 09/00/02 REED.C Commonwoallh 
Edison Co 2pp 50966 137 50966 144 

-8908180068 Exam Ropts 50-373/01 89 01 & 50-374 /OL-09 01 on 800619 24 Exam 
results all nine senior reactor operators & lour roaclor operators passed wntlon.oral & 
simulator replacement exams No generic weaknesses nolod 
GRAVES.D, BIELBY.M, MUTH.J Region 3, Otc ot the Director 89/08/01 6pp 
50966 139 50966 144 

8907270121 Suppl 1 lo NRC Bulletin 00 010, "Nonconlormmg Molded Case Circuit 
Breakers " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 09/00/03 
Consolidated Edison Co Ol Now York, tnc lOOpp 50904 148 50904 253 

6907280169 NRC Inlo Notice 09 050, "Disablement ot Turbine Driven Auxiliary Food- 
waler Pump Due to Closure ol Ono ol Parallel Steam Supply Valves " Svc list end 
ROSSI CE Division ol Operational Events Assessment (Post 07041 1) 09/00/03 
Consolidated Edison Co ol Now York. Inc t06pp 50900 005 50900 1 10 

8900140031 Forwards Safety Insp Repts 50 373/89 17 & 50 374/89-17 on G90G1O 
0724 & nolice ot violation 

&HAFER.W D Region 3, Ofc of the Director 09/08/03 REED.C Commonwealth 
Edison Co 2pp 50920 067-50929 008 

-8908140033 Notico ot violation from insp on 890610 0724 Violation noted equipment 
contaminated w/bypioduct mall transferred lo unauthorized olfsilo equipment repair 
vendor 

SHAFER, WD Region 3. Ole ol Iho Director 09/08/03 Ip 50929 069 50929 069 

••8908140037 Insp Ropts 50 373/89-17 & 50 374/09 17 on 890610 0724 Violation 
noted Ma|or areas inspected operational safety. survoillanco.mainl.LERs.ESF sys 
walkdowns.OA program implementation & radiation occurrence ropts 
HARRISON, JJ Region 3. Otc ol the Director 09/08/03 19pp 50929 070-50929 008 

89081402 57 Forwards Insp Repts 50 237/08 20,50 254/00 22,50 295/88 17, 50 373/ 
88 23,50 454/08 15 & 50 456/08 24,50 457/83-24. 50-455/00-14.50 240/80 21.50- 
374/88-22,50 265/80-22 & 50 304/06-17 on 880016 090802 No violations noted 
GREENMAN.EG Region 3. Ofc ot the Director 09/08/04 REED.C Commonwealth 
Edison Co 2pp 50915 340 50915 347 

- 0903 140261 Insp Repts 50 237/00 20,50 254/80 22.50 295/00-17 50 373/88 23,50- 
454/B8-15.50 4 5G/86-24. 50-4 57/80 24, 50 455/00-14,50-249/88-21,50 374/80-22 50 
265/80-22 & 50 304/88 17 on 880016 090Q02,No violations noted 
SHAFER.W D Region 3, Ole ol the Director 09/08/04 6pp 50915 342-50915 347 

8908150125 Discusses util response to violation noted in Insp Repts 50 373/87 27 & 
50-374/87-26 re lire protection program requirements Analysis viewed as deviation 
from license commitment 

MILLER, HJ Region 3, Ole ol the Director 89/08/09 REEDC Commonwealth 
Edison Co 2pp 50926 065 50926066 

8908100128 NRC Inlo Notico 89 059, ' Suppliers ol Potentially Misrepresented Fasten 
ers ‘ Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co ot New York, Inc I06pp 50992 315 50093 060 

8908140085 NRC Inlo Notice 89 060, "Main! of Telelherapy Units " Svc list end 
CUNNINGHAM.R E Division ol Industrial & Medical Nuclear Saloly (Post 870729) 
89/08/18 Consolidated Edison Co ol New York, Inc 107pp 50993 081-60993 166 


8908180129 Suppl 2 to NRC Info Notice 88 04B, "licensee Ropl of Defective Refur- 
bished Valves " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of New York, Inc lOOpp 50990 039 50990 137 


R. Periodic operating reports & related correspondence 

0908230225 Monthly operating repts for Jul 19B9 lor LaSallo County Nuclear Power 
Station W/8908D7 Hr 

THUNSTEDT.J W , OIEDERICH.G J Commonwealth Edison Co 89/07/31 24pp 
51005 345 51006 008 


S Reportable occurrences, LERs & related correspondence 

8908040230 Advises that on 090626, small number ol dead fish observed floating & 
beached along south sido of clr steering dike ol cooling pond (UHS) Die oil caused by 
high water lemps Stocking ol cool water lish species will be limited 
DIEDERICH.G J Commonwealth Edison Co 89/07/26 DAVIS.A B Rogion 3, Ofc of 
Ihe Director Ip 50800 047 50800847 


V. Operator Examinations 


8900160064 Forwards Exam Repts 50 373/01 89 01 & 50 374/OL 69 01 administered 
during wk ol 690619 24 

WRIGHT.G C Rogion 3. Otc ol ttio Director 89/00/02 REED.C Commonwealth 
Edison Co 2pp 50966 137-50936 144 

--B9081 80068 Exam Ropts 50 373/OL 89 01 & 50 374/OL 09 01 on 090619-24 Exam 
results all nine senior reactor operators 8 tour reactor operators passed written, oral & 
simulator replacement exams No gonerlc weaknesses noted 
GRAVES.D, BIELBY.M, MUTH.J Region 3, Ofc of iho Director 89/06/01 6pp 
50966 139 50B66 144 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


F. Security, medical, emergency & lire protection plans 

9907310099 Rovisod generic generating station omorgoncy plan manual, including 
Table 6 3-1, Figure 7 2 1 A Figure 6 3- IB lo Rov 6b 

• Commonwealth Edison Co 09/06/30 5pp 50743 190 50743 194 

8908180067 Suppls 890428 response to violalions noted in Insp Repls 50 373/09 27 & 
50 374/07 26 Corrective actions immediate assembly ol liro brigade members will be 
required upon rocoipi ol lire alarm In conlrol room 

MORGAN.W E Commonwealth Edison Co 89/07/11 DAVIS.A B Rogion 3, Ofc ol 
the Director 9pp 50967 332-50967 340 

8908260370 Rev 32 to Procedure LZP 1320 1, "Augmentation ol Plant Stalling " 

* Commonwealth Edison Co 89/07/31 20pp 51041 192-51041 211 

B90B110112 Advises that Rev 6b to generating stations omorgoncy plan Iransmitfed by 
ulil 090710 form acceptable & doos not dectoaso olloclivenoss ol plan 
GflEGER.LR Rogion 3. Ofc of Iho Director 89/00/04 REED.C Commonwoallh 
Edison Co 2pp 50910 107 50910 106 

8908150125 Discusses uni response to violation notod in Insp Repls 50 373/07-27 8 
50 374/87 26 ro lire protection program rcquiromonts Analysis viewed ns deviation 
Irom license commnmenl 

MILLER, HJ Region 3. 01c ot Iho Director 09/00/09 REED.C Commonwoallh 
Edison Co 2 pp 50926 065-50926 066 

8908210212 Suppl 1 to Gonoric Llr 09 07 lo all operating plants, applicant lor OLs & 
holders ol CPs ro power reactor safeguards contingency planning lor surface vehicle 
bombs Svc list end 

PARTLOW.JG Associate Director lor Projects (Post 070411) 09/00/21 Consolidal 
ed Edison Co of New York, Inc 55pp 51036 001 51036 056 


G, Adjudicatory correspondence 

8908030142 Pelilion lor rulemaking PRM 50 53 requesting NRC action to rcviow undue 
nsk posed by BWR thermal hydraulic instability NRR should issuo order requiring all 
GE BWRs lo be placed in cold shutdown ler slated reasons 

HtATT.SL Ohio Citizens tor Responsible Energy 80/07/28 Oflica at Nucloar Roac 
tor Regulation, Director (Post 870411) tOpp 50 B20 143 50820 152 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

690BQ70376 Summary ot ACRS Combined T/H Phenomona/Coro Performance Sub 
committee meeting on 090523 in Bethesda.MD re NRC RES Thermal Hydraulic Re 
search Program Plan per NUREG 1252 & proposod SECY paper & status ol plant os 
alfahon own l 

• ACRS • Advisory Committee on Roaclor Safeguards 89/06/08 ACRS - Advisory 
Committee on Roaclor Saleguards 37pp 50825 145 50025 101 


P. Operating license stage documents & correspondence 

6907180211 Generic Ltr 09-13 lo all holders ol OLs or CPs (or nuclear power plants ro 
svc water sys problems aflectmg saloly related equipment Svc list oncl 
PARTLOW.JG Associate Director lor Pioiects (Post 870411) 89/07/10 Consolidal 
ed Edison Co ol Now York Inc 53pp 50735 001 50735 054 

8900010143 Forwards Amends 68 & 50 lo Licenses NPI* 11 & NPT 18, respectively & 
snlety evaluation Amends exempt suivoilFance specified w/18 month surveillance in 
lo.’val trom Tech Spec 4 0 2 

SHEMANSKI.PC Project Directorate 111-2 89/07/19 KOVACH TJ Commonwealth 
Edison Co 3pp 50753 339 50753 354 
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-8906010147 Amends 68 & 50 to Licenses NPF 1 1 & NPF- 18, respectively, revising 
Tech Spec by exempting surveillance specified w/18 month surveillance interval from 
niQVision of Tech Spec 4 0 2 

SHEMANSKIPC Prelect Directorate III 2 89/07/19 lOpp 50753 342-50753 351 

-8908010149 Safety evaluation supporting Amends 68 & 50 to Licenses NPF-11 & 
NPF- 18, respectively 

■ Oflice of Nuclear Reactor Regulation, Director (Post 870411) 89/07/19 3pp 
50753 352 50753 354 

B90B160042 Forwards Amends 69 8 51 to Licenses NPF-11 & NPF 18, respectively & 
safety evaluation Amends change Tech Specs by revising MAPLHGR curves to retied 
higher nodal exposure values for specitic fuel types W/o ends 

SHEMANSKI P C Project Directorate 1112 89/07/20 KOVACH, T J Commonwealth 
Edison Co Ip 50957 049 50957 049 

8906040214 Revised application lor amends to Licenses NPF-11 & NPF-18, allowing 
continued plant operation lor period ol 12 h w/main steam tunnel high ambient temp 
& high ventilation sys differential temp trips bypassed 

MORGAN, WE Commonwealth Edison Co 89/07/26 MURLEY.TE Ollice of Nuclear 
Reactor Regulation, Director (Posl 870411) 6pp 50799 040 50799 106 

-B90B040215 Proposed Tech Specs, allowing continued plant operation lor 12 h w/mam 
steam tunnel high ambient temp 8 high ventilation sys differential temp trips by- 
passed 

■ Commonwealth Edison Co 89/07/26 12pp 50799 046-50799 106 

6908080167 Providos status ol util efforts to address NRC request (or exam of current 
& previous labor selllemant agreements to assure that restrictive clauses which would 
hinder employees from providing into of safety issues to NRC, not present 
RICHTER, M H Commonwealth Edison Co 89/07/31 Pro|ect Directorate llf-2 2pp 
50855 007-50855 008 

8908220295 Rsv 0 to ''Offsite Dose Calculation Manual " 

GOLDLUM,JC Commonwealth Edison Co 89/08/07 1,200pp 50979 126-50981 196 

8908160289 Forwards addl into per NRC 880120 request re Item 2 2 1 4 ot Generic Ltr 
83-20 re use ol into handling sys 8 mgt controls 

MORGAN, W E Commonwealth Edison Co 89/08/09 Document Control Branch 
(Document Control Desk) 2pp 50938 002 50938 003 


Q. Inspection reports, IE Bulletins A correspondence 


6907270121 Suppl 1 to NRC Bulletin 88-010, "Nonconlormrng Molded Casa Crcj 
Breakers " Svc list end 

ROSSI, C E Division ol Operational Events Assessment (Post 8704HJ 69' 05 A 
Consolidated Edison Co oi New York, Inc 108pp 50904 148 50904 253 

8907280169 NRC Info Notice 89 058, "Disablement ol Turbine Driven Auxiliary Fc~1 
water Pump Due to Closure ol One ot Parallel Steam Supply Valves" Svc Lst s-u 
ROSSI, CE Division of Operational Events Assessment (Post 670411) 83/34 'A 
Consolidated Edison Co of New York, Inc 106pp 50900 005-50000,110 

8908140031 Forwards Safely Insp flepts 50 373/89-17 & 50 374/69 17 on l k 
0724 & not.ee ol violation 

SHAFER.W D Region 3, Ofc ol the Director 89/08/03 RE£D,C Comma’* s*-! 
Edison Co 2pp 50929 067-50929 088 

-•Q90B 140033 Notice ot violation trom msp on 890810-0724 Violation noted 
contaminated w/byprocfuct matt transferred to unauthorized ollsilo equipment rep*; 
vendor 

SHAFER.W D Region 3, Ole ol the Director 89/08/03 Ip 50929 069 50929 009 

-6908140037 Insp Repts 50 373/89-17 & 50 374/89 17 on 890610 0724 ViOti*-’ 
noted Major areas inspected operational salely, surveillance, mainl,LERs.ESF s,t 
walkdowns.QA program implementation & radiation occurrence repts 
HARRISON, JJ Region 3, Ofc ol the Director 89/08703 19pp 50929070 50929 Ul 

8900140257 Forwards Insp Repts 50 237/88 20,50-254/88-22,50-295/88 17. 50-37" 
08-23,50 454/80-15 & 50 456/80-24, 50-457/88-24, 50-455/88- 14,50 249/88 21 53 
374/88-22,50-265/08-22 & 50 304/00-17 on 880816 090B02 No violations noted. 
GREENMAN.EG Region 3, Ole ol the Director 89/08/04 REED.C CommorrW. 
Edison Co 2pp 5Q915 340-50915 347 

-8908140261 Insp Repts 50-237/08-20,50 254/88 22,50 295/88-17. 50 373/88 23» 
454/88-15,50-456/08 24,50-457/88 24, 50 455/88-14,50 249/88 21 ,50 374/68 22 « 
265/88 22 & 50 304/88-17 on 880816 890802 No violations noted 
SHAFER.W D Region 3, Ole ol the Director 89/08/04 6pp 50915 342 60915 3U 

8908150125 Discusses util response to violation noted in Insp Repts 50 373/8727 4 
50-374/87-26 re tire protection program requirements Analysis viewed as tferov* 
trom license commitment 

MILLER, HJ Region 3, Ole of tho Director 89/08/09 REEO.C Common* ei^ 
Edison Co 2pp 50926 065-50926 066 


8908070005 FOIA request for final open item transmittal Mrs per NRC Insp Procedure 
94300B for listed planls 

WILLIAMS, OG JRA Associates 89/05/17 GRIMSLEY.DH NFIC - No Detailed Affili- 
ation Given 2pp 50809 279 50809 280 


8908100128 NRC Into Nolico 09-059, "Suppliers ot Potentially Misrepresented Fas'i-v 
ers " Svc list end 

ROSSI, CE Division ot Operational Events Assessment (Posl 870411) M/0JMS 
Consolidated Edison Co ot New York, Inc 106pp 50992 315 50993 060 


8908180087 Stippls 890428 response to violations noted in Insp Repts 50 373/89-27 & 
50 374/87 26 Corrective actions immediate assembly ot tire brigade members will bo 
required upon receipt ot lire alarm in control room 

MORGAN, W, 6 Commonwealth Edison Co 89/07/11 DAVIS, A B Region 3. Ofc ot 
the Director Bpp 50967 332-50967 340 

8908140264 Responds to NRC 890620 Hr re noncompkance noted in Safety Insp Repts 
50 373/89-12 8 50-374/89 12 Corrective actions two ASCO HT senes solenoid 
valves replaced w/rebuill solenoid valves of same senes 

MORGAN, WE Commonwealth Edison Co 89/07/20 DAVIS, A B Region 3, Ofc of 
the Director 7pp 50910 309-50910 315 

8907310159 Responds to 890623 request for addl info re IE Bulletin 85 003, "Motor- 
Operated Valve Common Mode Failures During Plant Transienls ' All valves ad 
dressed by BWR Owners Group will ba included in rel documents 
MORGAN.WE Commonwealth Edison Co 89/07/24 DAVIS, A 0 Region 3. Ofc ol 
Ihe Director 2pp 50736 339-50736 340 

8908140023 Forwards util provisions 8 justifications for allowing entry into potential in 
stability regions in response lo IE Bulletin 88 007 

KOVACH, T J Commonwealth Edison Co 89/07/24 OAVIS.A B Region 3, Ole ol tho 
Director 5pp 50929 049 50929 055 

0907200019 NRC Into Notice 89-057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI ,C E Division ot Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co ol Now York, tnc 106pp 50711 333 50712 078 

8908110081 Responds lo NRC 890628 ltr re violations noted in Insp Repts 50 373/89- 
10 8 50-374/89-10 Corrective actions fast starts from ambient conditions performed 
on diesel generators & procedures revised 

KOVACH.T J Commonwealth Edison Co 89/07/28 DAVIS, A B Region 3, Ole of Ihe 
Director 9pp 50893 295 50093 303 

8908110138 Responds lo NRC 890630 Hr re violations noted in Insp Repts 50 373/89 
14 & 50 374/89 14 Corrective actions Tech Specs will ba revised to provide accepts 
bio penelralion criteria loi charcoal fillers in standby gas treatment room 
KOVACH.T J Commonwealth Edison Co 89/07/31 OAVfS.B Region 3. Otc of the 
Director 4pp 50B93 027 50893 030 

8908070013 Pariial response lo FOIA request App A records available in PORApp B 
records end S available in PDR 

PHI LIPS, J Division of Freedom ol Information & Publications Services <Post 890205) 
89/08/01 WILLIAMS, OG JRA Associates 3pp 50800 281-50809 362 

—8906070019 Forwards into re status ol preparedness lor licensing of facility, per l£ 
Manual Chapter S4300 

NORELIUS.CE Region 3 Ole of the Director 83/11/04 EISENHUT.DG Division of 
Licensing <800420 851124) 15pp 50809 284 50809 298 

8908100064 Forwards Exam Repts 50 373/OL 89 Ol & 50 374/OL-89 01 administered 
during wk ot 890619 24 

WfitGHT.G C Region 3 Otc ol Ihe Director 89/08/02 REED C Commonwealth 
Edison Co 2pp 50966 137-50966 144 


6908140085 NRC Into Notice 89 060, "Main! ol Teletherapy Units " Svc list end 
CUNNINGHAM.R E Division ol Industrial & Medical Nuclear Satoly (Post 6?u7M 
89/06/10 Consolidated Edison Co ol New York, Inc 107pp 50993 081 -50993 1 E6 

8908160129 Suppl 2 to NRC Info Notice 08 048, "Licensee Ropt of Defective ReLr 
bished Valves 1 Svc list end 

ROSSI, CE Division ot Operational Events Assessment (Post B704H) 69/ftJ/xJ 
Consolidated Edison Co ol New York, Inc lOOpp 50990039-50990 137 


R Periodic operating reports & related correspondence 

8908230225 Monthly operating repts lor Jut 1989 tor LaSalle County Nuclear Po*» 
Station W/890807 Hr 

THUNSTEDT.J W , DIEDERICH.GJ Commonwealth Edison Co 89/07/31 2CC 
51005 345-51006 008 


S. Reportable occurrences, LERs & related correspondence 

8907310516 LER 89 009 00 on 890619, RCIC steam lino hi How Isolation switch lounJu 
have diaphragm leak Probably caused by torn diaphragm Failed switch sent to vsrtXf 
lor detailed insp New switch installed W/090719 Hr 

TENNYSON. M , DIEDERICH.GJ Commonwealth Edison Co 89/07/19 
50745 202 50745 206 

890B040230 Advises that on 890626.small number ot dead fish observed floating I 
beached along south sido of clr steering dike ol cooling pond (UHS) Dio Oil causes ti 
high water temps Stocking ot cool water listi species will be limited 
DIEDERICH.GJ Commonwealth Edison Co 89/07/26 DAVIS, AS Region 3, O': Of 
the Director Ip 50800 047-50800 047 

8908170551 PNO III 89 050 on 890801. turbine driven reactor feedwater pump B acW 
erratically when operator changed level control & placed pump Pl1 
automatic Recirculation pump A tripped to permit opening ol llow control vawCsuw 
under review 

SHAFER.W , HARRISON, J Region 3. Otc ot the Director 89/08/02 2pp S0&J8 ?tJ- 
50938 269 

8906180030 PNO III 89 050Aon 890801, turbine driven reactor feedwater pump 0 Stifl- 
ed to act erratically while operating at 98% power Licensee currently investigaVg 
cause ol problem Flow control valve opened & recirculation pump A restailed 
HARRISON, J . SHAFER.W Region 3. Otc ol the Oirector 69/08/02 2pp 50970 017- 
50970 013 

8908160082 Summary ol Operating Reactors Events Meeting 89-28 on 690892 liM ff 
attendees, events discussed & significant elements ol events & summaries Ol reacw 
scrams for wks ending 890723 & 30 end 

HAUGHNEY.CJ Evenls Assessmenl Branch 89/08/03 ROSSI.CE Division ol Oper- 
ational Events Assessment (Post 87041 1) 20pp 51028 001-51028 020 


-8908180068 Exam Repts 50 373/OL-89-01 8 50-374 /OL-89 01 on 890619-24 Exam 
results all nine senior reactor operators a lour reactor operators passed wnllen.oral & 
simulator replacemenl exams Mo generic weaknesses noted 
GRAVES D , MORGAN, M , BETTENDORF.T Region 3. Ofc ot the Director 89/08/01 
6pp 50966 139 50966 144 


890822030S LER 89 010 00 on B90715.HPCS sys inoperable due lo voltage oKiBibore 
on Div III battery charger Possibly caused by problems w/high voltage stHJWCnm 
relay Chart recorder connected to monitor coll voltage W/89081 4 ltr 
VINYARD.HT, DIEDERICH.GJ Commonwealth Edison Co 89/08/14 $pp 
50973 107 50973 112 
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V Operator Examinations 

8908180064 Forwards Exam Repts 50 373/OL 89 01 & 50 374/OL 89 01 administered 

S wk of 6906(9 24 

HT.GC Region 3, Ole ol the Director 89/08/02 REED.C Commonwealth 
Edison Co 2pp 50966 137 50966 144 

-B9QB180068 Exam Repts 50 373/OL 89 01 & 50 374/OL 89 01 on 890619 24 Exam 
results all nine senior reactor operators & four reactor operators passed written, oral & 
simulator replacement exams No generic weaknesses noted 

GRAVES, D. BIELBYM, MUTH.J Region 3, Ole of the Director 89/OB/Ot 6pp 
50966 139-50966 144 


DOCKET 50-382 WATERFORD GENERATING STATION, UNIT 3 


F Security, medical, emergency & tire protection plans 

B907280348 Rev 14 to EP OOt 030, Rev 14 to EP 001 040, Rev 7 to EP 002 032,Rev 13 
lo EP 002-100, Rev 13 to EP 002 101, Rev 1 1 lo EP-002 130, Rev 7 to EP 002-190, Rev 
12 toEP003 040 £ Rev 11, Change 2 lo EP 002 060W/890720 Ur 
LEONARD, T R Louisiana Power & Light Co HOGERS.E , BURSKI.R F Arkansas 
Power & Light Co 89/07/20 314pp 50707 242 50700 200 

6908230106 Forwards schedule ol activities re emergency planning 1989 annual exer- 
cise 

BURSKI.R F Louisiana Power & Light Co 89/08/16 Document Conlrol Branch (Doc 
ument Conlrol Desk) 4pp 51006 285 51006 280 

8906210212 Suppl 1 to Generic Ur 69 07 lo all operating plants, applicants lor OLs & 
holders ot CPs re power reactor saleguards contingency planning lor surface vehicle 
bombs Svc list end 

PARTtOW.J G Associate Director for Protects (Post 870411) 89/08/21 Consolidat- 
ed Edison Co Ol New York, Inc 55pp 51036 001 51036 056 


P. Operating license stage documents & correspondence 

8907180211 Generic Ur 89-13 to all holders ol OLs or CPs lor nuclear power plants ro 
svc water sys problems alleclmg safely related equipment Svc list oncl 
PARTLOW.JG Associate Director (or Protects (Post 870411) 89/07/18 Consolidat- 
ed Edison Co o I New York, Inc 53pp 50735 001-50735 054 

B9D7270363 Responds lo Generic Ltr 89 08, "Erosion/Corroslon Induced Pipe Wall 
Thinning” ticenseo has implemented monitoring program as described, per NUREG- 
1344 

BURSKI.R F Louisiana Power & Light Co 09/07/21 Document Control Branch (Doc- 
ument Control Desk) 3pp 50704 292-50704 294 

8907310346 Requests util address oncl concerns re B9D321 application lor amend to 
License NPF 39 Amend would replace Tech Spec on control room air conditioning 9ys 
w/four specs on air Miration, air lomp & Isolation & pressurization 
WIGGINTON.DL Protect Directorate IV 89/07/27 DEWEASE.JG Louisiana Power 
8 Light Co 6pp 50736 355 50736 360 

8908030272 Responds lo B90427 request for notification ot any sotllomon! agreements 
which contained restrictions on present or former employees providing into to 
NRC Settlement agreements have not contained such restrictions 
BURSKI.R F Louisiana Powor 8 Light Co B9/07/3I Document Control Branch (Doc- 
ument Control Desk) Ip 50793 127 50793 127 

6908 170 4 1 5 Confirms 090B08 conversation w/RP Barkhursl re util participation In NRC 
impact survey scheduled tor 891010 & submits inlo ro survey 
MARTIN, R D Region 4, Ole ol the Director C9/0B/14 DEWEASE.JG Louisiana 
Power & Lighl Co 4pp 50953 353 50953 356 

890B 180050 Application lor amend to License NPF-38, consisting ol Tech Spec Chango 
Request NPF 38-98,revising control element assembly drop lime limits for facility C E 
EQpi, " Control Element Assombly Drop Time Tocli Spec Change " oncl 
DEWEASE.JG Louisiana Power 8 Light Co 89/00/14 Document Conlrol Branch 
(Document Conlrol Desk) 1 1 pp 50986 001-50966 060 

-8908180052 Proposed Tech Specs.revismg control olement assombly drop time limlls 
’ Louisiana Power & Light Co 09/08/14 2pp 50966,012 50966 013 

-890B1BOQ53 "Wateilord Steam Electric Station-Unit 3 Control Element Assembly Drop 
Time Tech Spec Change Justification " 

' Combustion Engineering, Inc 89/07/31 47pp 50966 014-50966 060 

B9Q818D044 Forwards application (or amend to License NPF-38. consisting ol Change 
Request NPF-3B 99, se eking approval tor Entergy Operations, Inc to assume operallng 
& mgl responsibility tor facility 

DEWEASE.JG, Louisiana Power 8 Light Co 09/08/15 Document Conlrol Branch 
(Document Conlrol Desk) 5pp 50959 162-50959 225 

■•89QB1BC046 Application lor amend to License NPF-38, requesting approval (or Entergy 
Operations, Inc to assume operating & mgt responsibility lor facility Marked up amenda 
lo License NPF-38 end 

CAIN.JM Louisiana Power 8 light Co 89/08/15 59pp 50959 167-50959 225 

8908280362 Forwards Change 1 to Rev 6 ot "Pump 8 Valve Inservlce Test Plan " 
BURSKI.R F Louisiana Power & Lighl Co 89/0B/21 Document Control Branch (Doc- 
ument Control Desk) Ip 51032 220 51032 220 

- 69082B0366 Change 1 lo Rev 6 of "Pump & Valve Inservice Test Plan ” 

’ Louisiana Powers Light Co 89/08/04 190pp 51032 221-61033 051 


Q-, Inspection reports, IE Bulletins & correspondence 

8908070005 FOJA request lor final open Hem transmittal Itrs per NRC Insp Procedure 
9430QB (or listed plants 

WILLIAMS, OG JRA Associates 89/05/17 GRIMSLEY.D H NRC • No Detailad Affili- 
ation Given 2pp 50809 279 50B09 280 


890B010021 Forwards Insp Repl 50-382/09 18 on 890626 30 Violations noted One un 
resolved Hem identified in Paragraph 3 ol rep! 

MILHOAN.JL Region 4. Ole of Ihe Director 89/07/17 DEWEASE.JG Louisiana 
Power & Light Co 3pp 50767 192 50767 203 

- 8908010023 Insp Rept 50 382/89-18 on 890626-30 Noncited violation noted Major 
areas inspected corrective action program 8 licensee actions on previously identified 
findings 

GILBERT, LD ELLERSHAW.L E . BARNES, I Region 4, Ofc ol the Direclor 89/07/ 
13 9pp 50767 195-50767 203 

8908010329 Forwards Insp Repl 50 382/89 17 on 890601 30 8 notice of violation Util 
will be requested to address concerns on administrative guidance tor inoperable sup 
porl sys effect on safety sys operability 

MILHOAN.JL Region 4, Ole ol Hie Director 09/07/16 DEWEASE.JG Louisiana 
Power 8 Lighl Co 3pp 50755 324-50755 342 

-8908010334 Notice ol violalion from insp on 890601 30 Violations noted failure to tag 
open one ol valves in venl path lo primary sample sink & failure lo adequately estab 
tish 8 maintain procedures 

* Region 4, Ole ol the Director 89/07/18 2pp 50755 327-50755 328 

-8908010336 Insp Repl 50-382/89 17 on 89060 1 30 Violalions noted Major areas 
inspected onsile lollowup ot events, monthly mamt observation, monlhly surveillance 
observation 8 operational safety verification 

CHAMBERLAIN, D Region 4. Ofc ol the Direclor 89/07/14 14pp 50755 329 
50755 342 

8908020262 Ack receipt ol 890531 Ur informing NRC of steps taken to correct violations 
noted in Insp Rept 50 382/89-07 Requests response encompassing issues discussed 
in 890713 lelcon re Violation 382/8907 02 

MILHOAN.J L Region 4. Ole ol the Director 89/07/21 DEWEASE.J G Louisiana 
Power & Light Co 3pp 50763 229-50763 240 

8907200019 NRC Inlo Notice 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment" Svc lisl end 

ROSSI.CE Division ot Operational Events Assessment (Post 070411) 09/07/26 
Consolidated Edison Co of New York, Inc 106pp 50711 333 50712 078 

8908010003 Forwards Insp Repl 50-382/69 20 on 890705 No violalions or deviations 
noted One unresolvod Horn identified In Paragraph 2 of end rept re review ol findings 
ol lab failure analysis & licensoe planned response actions 
MILHOAN.J L Region 4. Ofc of the Diroctor 09/07/27 DEWEASE.J G Louisiana 
Powor & Light Co 2pp 50754 1B6-50754 202 

-8908010004 Insp Repl 50-302/89 20 on 890705 No violations or dovialions 
noted Malor areas Inspected svc failure ol shaft in chilled water pump B 
BARNES, I Region 4, Ole of the Diroctor 89/07/25 5pp 50754 198-50754 202 

8908030098 Responds to violations noted in NRC Enforcement Action EA 89 069 & lo 
civil penalty Corrective actions standing instruction issued to provide instructions to 
operators on testing requirements lor appropriate pumps w/lixed lines 
BURSKI.R F, Louisiana Powor & Light Co 89/07/28 Document Control Branch (Ooc 
umont Conlrol Desk) I2pp 50786 321 50786 332 

89080800(18 Ack receipt of 890706 supplemental response Informing NRC of steps 
taken to correct violations noted In Insp Rapt 50-382/80 06 
MILHOAN.J L Region 4, Ofc of the Direclor 89/07/28 DEWEASE.J G Louisiana 
Power 8 Light Co 2pp 50858 088 50850 092 

8908070380 Suppls 890403 responso to NRC Bulletin 88 010 re molded case circuit 
breakers Four circuit breakors originally Identified as traceable now reclassified as 
nontraceablG & no longer available lor Issue List ol breakers oncl 
BURSKI.R F Louisiana Power & Light Co 89/07/31 Document Control Branch (Doc 
ument Conlrol Desk) 5pp 50022 137-50822 141 

6908090352 Discusses Insp Rept 50-382/09-05 on 890213-17 & forwards notice of 
violation No add! Into was provided to change NRC position 8 therefore util In violation 
ol requirements Basis lor NRC determination ot violation provided 
MARTIN, RD Region 4, Ole of tho Director 09/07/31 DEWEASE.JG Louisiana 
Powor & Light Co 4pp 50801 314-50881 313 

-890B090472 Nolice ol violalion from Insp on 890213 17 Violation noted failure lo doc- 
ument performance spec9 of qualified equipment under condilions existing during & 
following design basis accidonts 

* Region 4, Ole of tho Director 09/07/31 Ip 50081 318 50801 310 

8907270121 Suppl 1 lo NRC Bulletin 08 010. "Nonconforming Molded Case Circuit 
Breakers " Svc list ancl 

ROSSI.CE Division of Operational Events Assessment (Post 87041 1) 89/08/03 
Consolidated Edison Co of New York, Inc lOBpp 50904 148 50004 253 

0907280169 NRC Inlo Notice 89-058, “Disablement ol Turbine-Driven Auxiliary Feed 
water Pump Due to Closure ot One ol Retail ol Steam Supply Valves" Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/08/03 
Consolidated Edison Co of New York, Inc 106pp 50900 005 50900 110 

6908180056 Ack receipt ol 893710 ltr Informing NRC ol steps taken to correct violations 
noted In Insp Rept 50-382/09-12 Excluding Incident 1. Violation 302/8912-02 Should 
stand as cited. Response w/corrective acllons requested within 30 days 
MILHOAN.J L Region 4, Ofc of the Director. 89/08/11 DEWEASE.J G Louisiana 
Power & Light Co. 3pp 60970 092-50970 100 

8908220084 Forwards Insp Rept 60-382/09-22 on 090701 31 & notice ol violation 
MILHOAN.JL Region 4. Ofc of the Director. 89/08/tl DEWEASE.JG Louisiana 
Power & Light Co 3pp 60999 116 50999.130 

-8908220089 Notice ot violation from insp on 8 9 070 1 -31, Viol at Ion noted failed to take 
adequate corrective actions re missing seismic supports in core protection calculator 
cabinets 

4 Region 4, Ofc of lhe Director 89/08/11. Ip 50999 119-50999 119 

—8908220092 Insp Rept 50 382/89-22 on 890701-31. Violation noted Ma|or areas 
Inspected onsite followup ot events, monthly matnt observation, monthly surveillance 
observation.operational safely verification & LER followup 

CHAMBERLAIN. D Region 4. Ofc ol lhe Director 89/08/09 Itpp 50999 120 
50999 130 
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8908100128 fine Into Notice 89 059 Suppliers of Potentially Misrepresented Fasten 
e/s Svc lisi end 

ROSSI CE Division ol Operational Events Assessment (Post 070111} 89/08/16 
Consolidated EcLson Co ol New York, Inc 106pp 50992315 50993 060 

8908230135 Responds lo violations noied in Insp Repl 50-382/89 17 Corrective 
actions operations personnel added Tag 89-673 1 1 lo clearance request for valve 
PSL-3081 verified ilial valve in normal open position & hung tag 
BURSklRF Louisiana Power & ligM Co 89'C8/17 Document Control Branch (Doc 
umenl Control Desk) 9pp 510 08 0 74 51008 0 82 

890814008 5 NRC Info Notice 89 060, Main! ol Teletherapy Unils Svc list end 
CUNNINGHAM R E Division of Industrial 8 Medical Nuclear Safety (Post 870729) 
89/08/18 Consolidated Edison Co Of New York, Inc I07pp 50993 061 50993 166 

8908250016 Forwards supplemental info lo ulil 890531 response lo violations noted in 
Insp Rep! 50 302/89 07 re failure of Plant Operations Review Committee to meel in 
quorum 8. review radioactive releases 

BUHSKI R F Louisiana Power 8 Light Co 89/08/21 Documem Control Branch (Doc- 
ument Control Desk) 3pp 51035 149-51035 151 

8908160129 Suppl 2 lo NRC into Nohce 88 048, Licensee Repl of Defective Refur 
bished Valves ' Svc fist end 

ROSSI CE Division of Operational Events Assessment (Pos! 870411) 89/08/22 
Consolidated Ed»son Co ol New York Inc lOOpp 50990 039 50990 137 


R Periodic operating reports & related correspondence 

8908230276 Monthly operating rept lor Jul 19B9 lor Waterlord 3 W/890815 Hr 
CENTOLANZI.P BURSKIRF Louisiana Power & Light Co 89/07/31 7pp 
51006 274 51006 280 


S. Reportable occurrences, LERs & related correspondence 

8908140122 Requests that NRC be advised ol actons taken to determine 1 1 other utils 
& vendors supplied w/nonconformmg fasteners by Hardware Specialty Co.lrtc.per A 
Mueller 890606 response to NRC 890501 Itr Response requested within 30 days 
BRACH.EW Vendor Inspection Branch 89/07/10 LEWIS, J Hardware Specialty Co , 
Inc Ip 50925 147 50925 147 

8907200293 Par! 21 repl re quench cracks in bar of A-SA 193 Grade 87 
component Quench cracks found in one bar of mall Listed purchasers informed at po 
leniial defect Nexl rept will be submitted when addl info becomes available 
LANZAWM Pressure Vessel Nuclear Steels, Inc 89/07/17 MURLEY.T E Office of 
Nuclear Reactor Regulation, Direclor (Post 87041 1) 16pp 50614 160 50614 174 

8906000270 LER 69 012 00 oh 890706, health physics technician noted that liquid waste 
mgt sys effluent radiation monitor sample pump not operahng during radioactive re- 
lease of waste condensate tank A Caused by inadequate review of software W/ 
390803 Mr 

SMITH, T H , MCGAHA.JR Louisiana Power & Light Co B9/08/03 6pp 50878 206- 
50876 211 

8908170315 LER B9 013 00 on 890719, rapidly decreasing level observed in steam gen- 
erator 1 resulting in manual reactor tup Caused by circuit (aihire in position control 
circuilry Circuit card w/fai!ed component replaced S sys restored W/850SI4 Itr 
LEONARDJR, MCGAHA.JR Louisiana Power & Light Co 89/08/14 7pp 
50940 313 50940 324 

8998220017 LER 09 014 00 on O90716.discovered that plant operated m condition pro- 
hibited by Tech Specs re cooling waler valves Caused by inadequate review of ASME 
Section XI Concluded that valves operable W/8SG816 Ur 

DAVIS.G M , MCGAHA.J R Louisiana Power & Light Co. 89/08/16 5pp 50969 344- 
50969 348 


V, Operator Examinations 

8908170591 Advises thal re qualification exams scheduled lor wk of 890911 changed to 
wk of 890905 to accommodate new INFO schedule issued in May 1969 
MILHOAN.Jl Region 4, Ofc ol the Director 89/OB/09 BARXHURST.R P Louisiana 
Power & Light Co 2pp 50949 190 50949 191 


DOCKET 50-307 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


F, Security, medical, emergency & lire protection plans 

8907310293 Revised EPIPs.including Rev 7 lo EP IP-001 & Rev 12 to EP-IP007W/ 
890717 Hr. 

KEISER.HW Pennsylvania Power & Light Co 89/07/17 llpp 50715 026 50715 036 

8908070304 Forwards Safely tnsp Repls 50-387/89 15 & 60-388/89 13 on 890525- 
0624 & notice ol violation Mods should be considered due to concern that proposed 
corrective actions may not provide necessary assurance that event will not again 
recur 

LINVILLE.JC Region 1. Ofc of the Director B9/07/28 KEISER.HW Pennsyfvanla 
Power & Light Co 2pp 50802 257-50B02 337 

-8908070319 Insp Rep Is 50 387/69 15 & 50 383/89 13 on 890521 0624 Violations 
noted Major areas inspected plant oper aliens, physical security, plant 
eve nls,survei! lance, main! & Unit 1 refueling outage a etivi lies Supporting documenta- 
tion enci 

B LOUGH, A R Region 1, Ofc of the Director B9/07/26 78pp 50802 260 50802337 

89 08170033 Forwards safety evaluation re util 880330 Rev 3 to fire protection review 
rept Util lire protection program.sala shutdown analysis & planl mods schedule ac- 
ceptable SA1C 69/1122 also end 

THADANt.MC Project Directorate 1-2 89/08/09 KEISER.HW Pennsylvania Power & 
Light Co 4pp. 50955 140 50355 198 

— B908170037 Safely evaluation accepting listed deviations from certain commitments of 
lire proteclion programmer 8B0630 submittal 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 89/08/09 2pp 
50955 144 50955 145 


--8906280026 ‘ Susquehanna Units 1 & 2 Fire Protection Review Rept Eva'uatoi 
* Science Applications International Corp (formerly Science Applications, Inc) f,=s 
03 87 020 SAIC 89/1122 89/06/22 NRC No Detailed Affiliation Gnc-n. 5# 
50955 146 50955 198 

8908160195 Discusses insp ol operational slatus of emergency prepared,, 
program Susquehanna Review Committee 1987 a 1988 emergency plan aud-tsea 
w/other supporting documentation 

KEISERHW Pennsylvania PowerS, Light Co 89/08/10 BELLAMY, R R 
Ofc of the Director 100pp 50929 285 50930 096 

8908240015 Revised EPIPs.including Rev 10 to EP IP 002, Rev 8 to-EP rp-04&4flfr! 
to EP-IP-029W/890810 Itr 

KElSER.H W Pennsylvania Power & Lighl Co 89/06/10 70pp 51028 272 610733/1 

8908250103 Forwards Safeguards Insp Repls 50 387/89 17 & 50 368/83-15 * 
890619 23 & 0718 & 19 No violalions noted 

BELLAMY, RR Region 1 Ofc of too Director 89/08/15 KEISER.HW PeruiS)*.!.* 
Power & Light Co 2pp 51029 103 51029 1 10 

-8908250106 Insp Repts 50 387/89 17 & 50 388/89 15 on 890610-23 & 07184 13.‘c 
noncompliance noted Major areas inspected mgt support, secunty program RVii 
audits, protected & vital area physical barriers, emergency power supply & test-ng 
SMITH, G , DELLA RATI A, A . KEIMIG.R R Region 1, Ofc ol lha Director 8M«'IS 
6pp 51029 105 51029 110 

890B240309 Forwards Safely Insp Repls 50 387/89-23 & 50 388/80 21 on 8-Oil? 
20 No violations noted 

E3ELLAMY.RR Region 1, Ofc of the Director 89/08/17 KEISER.HW Pe-rviSy*« 3 
Power & LighlCo 2pp 51016 265-51016 266 

-8906240310 Safety Insp Repts 50 387/89-23 & 50 3BB/89 21 on 890717 20 IfOvCS 
lions noted Major areas inspected emergency preparedness (EP) program ndUf-g 
review of previously identified insp findings & changes to EP program 
GORDON.CZ. LAZARUS WJ Region 1, Ofc of the Director 69/00/15 i>; 
51016 267-51016 276 

8908210212 Suppl 1 lo Generic Ltr 89 07 to all operating planls, applicants fo* CXsi 
holders of CPs re power reactor safeguards contingency planning lor surface 
bombs Svc list end 

PARTLOW.JG Associate Director lor Projects (Post 870411) 89/00/21 Cor^Jis 
ed Edison Co ol New York, Inc 55pp 51036 001 51036 056 


G, Adjudicatory correspondence 

8908030142 Petition for rulemaking PRM-50-53 requesting NRC aclion lo review ovJ* 
risk posed by BWR thermal hydraulic instability NRR should issue order require if 
GE BWRs to be placed in cold shutdown lor stated reasons 

HIATT, S L Ohio Citizens lor Responsible Energy 88/07/28 Office Of Nuclear S 5 k 
tor Regulation, Director (Post 870411) lopp 50820 143-50820 152 


J. Insurance & Indemnity Information 

8908100034 Forwards Endorsements 49 & 50 to NELIA Policy NF-262, Endorsers 
32 & 33 to MAELU Policy MF-107.Endorsements 9 & 10 lo NELIA Policy H04Ev 
dorsements 9 S. 10 to MAELU Policy M 84 4 Endorsements 7 & 8 lo NELIA PdCyh- 
96 

KEISER.HW Pennsylvania Power & Light Co 89/08/10 SALTZMAN.J NRC - h: 
Detailed Affiliation Given 41pp 50930 271-50930311 


P, Operating license stage documents & correspondence 

8907030235 Submits Info re settlement agreements tor discrimination matters am j 
under Energy Reorganization Act ol 1974 No setllements made between ricc-rstal 
any employees in Section 210 proceedings 

KEISER.H W Pennsylvania Power & Light Co 89/06/27 THADANI.M C Prth*-< &• 
reclorate 1-2 Ip 50946 122-50946 122 

8907180211 Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power plants a 
svc water sys problems affecting safety related equipment Svc list end 
PARTLOW.JG Associate Direciorfor Projects (Post 87041 1) 89/07/18 ConSCfdS 
ed Edison Co of New York. Inc 53pp 50735 001-50735 054 

8907270004 Forwards rev to Form VII, hazardous subslance spill reporting requr&T.ei 
exemption, for plant Chlorine is only requested exemption 

FIELDS, JS Pennsylvania Power & Light Co 89/07/19 AGUSTINI.D Ponnsyl'.-m 
Commonwealth Of 3pp 50704 033-50704 036 

8908010165 Provides response lo Generic Ltr 89 06 re erosion corrosion rvCFi'cri^ 
program Program meets & exceeds NUMARC program 8 Implemented through fcy 
formalized procedures 

KEISER.HW Pennsylvania Power & Light Co 89/07/27 BUTLER, WB. Project C*e. 
torate 1-2 3pp 50753 192-50753 194 

6908090479 Notification of 890808 meeting w/util & NUMAHC in Rockville. MO b 
review licensing actions & schedules 

THADANI.M, C Project Directorate 1-2 89/08/01 BUTLER.W R P/ojacI DireCtOra'eL 
2 3pp 50862 020-50882 022 

8908160254 Advises that util can not meat Mar 1991 deadline (o certify planl eirwls'c 
to ANS 3 5-1 985 Simulator will be replaced or substantially upgraded in order to 
10CFR55 criteria 

KEISER.H W. Pennsylvania Power & Light Co 89/08/04 RUSSELL, W T. R«gon 1, 
Ofc of the Director 2pp 50935 226-50935 227 

8988170285 Advises of completion of main! cleaning of discharge diffuser on 89QJH 
21 at plant Approx 7 5 cubic yards of river silt & sediment removed frc.Tt ifilfuser ffe 
& discharged to Susquehanna River 

FIELDS, JS Pennsylvania Power & Light Co 89/08/09 COUNSIL.EE PennsyVara, 
Commonwealth of 2pp 50945,164 50945 165 
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8908220336 Responds lo 890630 Itr re containmenl performance improvement program 
(CPI) NRC goal to iniegrale findings of CPI program w/other programs lor closure of 
severe accidenl issues w/individual plant exam program 

CARR.K M Commissioners 89/08/ It KEISER.HW Pennsylvania Power & Light Co 
2pp 5099-1 203-50994 286 

-890B220338 Submils comments on containmenl portormance improvement program 
(CPI) Believes program will bo generic approach to improving containment perform 
ance during severe accident 

KEISER KM Pennsylvania Power & Light Co 89/06/30 CARR.K M Commissioners 
2pp 5Q99-1 285-50994 206 

89D824D347 Conlinns 690B08 tclcon re util agreement to paiticipalo in NRC regulatory 
impact survey on B91027 in Berwick. PA Info ro survey provided Schedule & general 
discussion groups shown in one) 

RUSSELL WT Region 1. Oic ol tlio Director 09/08/11 KEISER.HW Pennsylvania 
Powers Light Co 3pp 51009 359 51009 361 

8908250139 Parlial response lo FOIA requoal lor documents App D S E documents 
available in PDR App E documents end 

GRIM5LEY D H Division ol Freedom of Information & Publications Services (Post 
830205) 89/08/16 WILLIAMS, OG JRA Associates Qpp 50991 115 50992 226 

-6908250163 Discusses neeil lor NRR mgt assistance in developing common Tech 
Specs for plant Requests that NRR require licensee to coordinate Tech Specs differ 
ences between units & lo make changed require me nts applicable lo both units 
STAROSTECKI.R Region 1, Ofc ot the Director 84/02/1-1 EISENHUT.DG Division 
Ol Licensing (800420 051 124) 17pp 50991,156-50991 170 

8908230198 Provides paitial rosponso lo roquesl lor addl info ro Generic Llr 88 01. 
'NRC Position on IGSCC in BWR Austenitic Stainless Steel Piping ” Final response 
(or remaining addl ilems will bo forwarded by 890930 

KEISER HW Pennsylvania Power S Light Co 89/OB/lfl MURLEY.T Office of Nucte 
ar Reactor Regulation. Director (Posl 07041 1) 9pp 51028 050 51028 066 

8908250003 Forwards "Primary Reactor Containment Intogiated Leakago Rale 
To si Susquehanna Sloam Electric Station Unit 1," final ropl Acceptance criteria mot 
lor bolh "as found" & "as loft" Integrated leakage rate lest 

KEISER.HW Pennsylvania Power & Light Co 89/00/21 BUTLER, WR Pro|ecl Direc 
(orate I 2 tp 51027 I DO 51027 334 

-6906250004 "Primary Reaclor Containmonl Integrated Leakago Rato Test. Susque 
hanna Steam Electric Station Unit 1," final repl 
' Bechlol Power Corp 09/05/31 150pp 51027 101-51027 334 


O. Inspection reports. IE Bulletins 8> correspondence 

8907310139 Updates response to Enforcement Conference 08 226 re inoperability ol 
four main slcam lunnel Della T modulos Ocvolopment ol now comparlment transient 
temp analysis program for thermal modeling of ECCS rooms completed 
KEISER HW Pennsylvania Power & Light Co 89/07/24 KANE.WF Region t, 01c of 
the Director 4pp 5073C 100 50736 103 

8907200019 NRC Info Notico 89 057, ' Unqualilied Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list oncl 

ROSS1.CE Division ol Operalional Evonts Assessment (Post 670411) 09/07/26 
Consolidalod Edison Co of New York, Inc tOGpp 50711 333-50712 078 

8908070304 Forwards Salety Insp Ropts 50 387/B9 15 & 50 300/09-13 on 890521 
0624 S notice ol violation Mods should ho considered duo lo concern that proposed 
corrective actions may not provide necessary assuranco llial event will not again 
recur 

LINVILLE.JC Region l, Ofc of the Director 09/07/2Q KEISER.HW Pennsylvania 
Power & Lighl Co 2pp 50002 257 50602 337 

-8908070307 Notico of violation from insp on 890521-0624 Violation noted secondary 
containment penetration dampers botwoon Zones I & II not closed nor capable of 
being closed by automatic isolation sys 

• Rogion 1 Ofc ol the Director 89/07/27 tp 50802 259 50802 259 

-8906070319 Insp Repts 50 387/89 15 & 50 300/09 13 on 690521 0624 Violations 
noled Maioi areas inspected plant operations. physical socunly.planl 
events, surveillance mainl 8 Unit I refueling outage activities Suppoilmg documenta- 
tion end 

BLOUGHAR Region 1 Ole ol the Dircclor 09/07/26 7Bpp 50002 260 50602 337 

8907270121 Stippl I lo NRC Bulletin 08 010, "Nonconlormmg Molded Case Circuit 
Breakers" Svc list end 

ROSSI, CE Division ol Operalional Evonts Assessment (Post B704I1) 09/08/03 
Consolidated Edison Co ol Now York, Inc lOOpp 50904 140-50904 253 

8907260169 NRC Inlo Notice 09 050. 'Disablement ol Turbine-Driven Auxiliary Feed- 
water Pump Duo to Closure ol One ol Parallel Steam Supply Valvos ' Svc list end 
ROSSI CE Division ol Operational Events Assessment (Post 070411) 09/00/03 
Consolidated Edison Co ol Now York, Inc 106pp 50900 005 50900 1 10 

6968 180253 Forwards feeders loi Units 1 & 2 SALP in functional areas ol 
operalrons.mainl/survoillanco & snloly assessment/ quality verification lor Feb 1988 - 
Jul 1989 W/o end 

FLOREK.D J Rogion I Ole ol Iho Director 09/00/03 BLOUGHAR Region 1. Ole 
oT the Director 2pp 50965 139 50965 140 

8908160195 Discusses insp ol operational status ot emergency preparedness 
program Susquehanna Roviow Committee 1987 & 1998 emergency plan audits end 
w/othor supporting documentation 

KEISER.HW Pennsylvania Powoi & Light Co 89/08/10 BEILAMYRR Rogion t 
Ole ol the Director lOOpp 50929 285 50930 096 

8903250103 Forwards Safeguards Insp Rcpls 50 3B7/89I7 & 50 38B/G9 15 on 
B906I9 23 8 0718 & 19 No violations noted 

BELLAMY RR Region 1, Ole ol Iho Direc toi 69/08/15 KEISER HW Pennsylvania 
Power & Light Co 2p p 51029 103 51029 110 

-8908250106 Insp Rcpls 50 387/89-17 & 50 386/89-15 on 890619 23 & 0710 & 19 No 
noncompliance noted Major aroas mspecledmgl support security program ptans & 
audits, protected & vital area physical barriers.omorxjcncy power supply & testing 
SMITH, G , DELLA RATTA A . KEIMiG.R R Region I. Ole of ll»P Director 00/08/15 
6pp 51029 105 51029 110 


8908280368 Forwards Safoty Insp Repts 60 3B7/89 25 & 50 388/09 23 on 8 90724- 
28 No violations or deviations noted 

BELLAMY, RR Region 1, Ofc ol the Director 89/08/15 KEISER.HW Pennsylvania 
Power & Light Co 2pp 51041 201-51041 288 

-0903280372 Insp Repts 50-387/89 25 & 50 388/89-23 on 090724-28 No violations or 
deviations noled Major areas inspected solid radwaste sys. Iran spoliation & radiologi- 
cal environ monitoring programs.ircluding mgl conlrols.audits & QA 
FURIA.J , BORES.R Region 1 , Ofc ol Ihe Director 89/00/14 6pp 51041 203- 
51041 288 

8908100120 NRC Inlo Notice 89 059, "Suppliers ol Potentially Misrepresented Fasten 
ers " Svc list end 

ROSSt.CE Division ol Operalional Events Assessment (Post 870411) 89/03/16 
Consolidalod Edison Co of New York, Inc 106pp 50992 31 5 50993 060 

8908240309 Forwards Safely Insp Repls 50 367/89 23 & 50 368/89 21 on 890717- 
20 No violations noted 

BELLAMY, RR Region 1. Ole ol the Director 89/08/17 KEISER.HW Pennsylvania 
Powers Light Co 2pp 51016 265-51016 266 

-8908240310 Satoly Insp Repls 50 387/89 23 & 50 380/89-21 on 890717-20 No viola- 
tions noted Major aroas mspccled emergency preparedness (EP) program, including 
review ol previously identified insp findings & changes lo EP program 
GORDON.CZ, LAZARUS, WJ Region 1, Ofc ol the Director 09/08/15 lOpp 
51016 267-51016 276 

8900140085 NRC Info Nolice 09 060, "Main! ol Telelhe/apy Units " Svc list and 
CUNNINGHAM, R E Division ol Industrial & Medical Nuclear Safety (Posl 870729) 
89/00/18 Consolidated Edison Co of New York, Inc 107pp 50993 061 50993 166 

8908230137 Confirms NRC position re definition of oxtremity for purposes of sotting oc 
cupalional exposure limits Inlo provided in Inlo Nolice 01-26.Parl 3,Suppl 1 misunder- 
stood & not intended lo change what is considered extremity 
BELLAMY. R R Region 1. Ole ol the Direclor 89/08/18 KEISER.HW Pennsylvania 
Power & Light Co 6pp 51041 334-51041 342 

8908160129 Suppl 2 lo NRC Into Notice 08 040, "Ucensco Repl ol Oaleclive Relur 
bished Valves ’ Svc list oncl 

ROSSI, CE Division ol Operational Evenls Assessment (Posl 070411) 89/08/22 
Consolidated Edison Co of New Yoik. Inc lOOpp 50990 039 50990 137 


R. Periodic operating reports & related correspondence 

89073 10256 "Quarterly Hazardous Waste Rcpt" for Second Quarter 1909 W/ 890724 
llr 

HANSELL.JB Pennsylvania Power a Light Co 89/06/30 4pp 50728 327 50726 330 

8908010225 "NPDES Discharge Monitoring Ropl lor Juna 1989" W/890721 Itr, 
FIELD.JS Pennsylvania Power & Light Co 89/06/30 BREZINSKI.R Pennsylvania. 
Commonwealth ol 13pp 50753 164-50753 179 

8908180290 "NPDES Discharge Monitoring Ropl lor Jul 1989 " W/89 0810 Itr 
FIELDS.J S Pennsylvania Power & Llghi Co 89/07/31 BREZINSKI.R Wilkes Barre. 
PA 13pp 50930 102-50930 194 

0908230139 Monthly operating repls lor Jul 19B9 lor Susquehanna Steam Electric Sta- 
tion Unils 1 & 2 W/090016 llr 

YOUNG.K A . KEISER.HW Pennsylvania Power 8 Light Co 89/07/31 llpp 
51007 021-51007 031 


S. Reportable occurrences, LERs 8, relaled correspondence 

8908040197 LER 89 020 00 on 890702, problems w/circuit broaker CBBB caused nu- 
merous power interruptions in reaclor protection sys Caused by loose input connec- 
tion & cracked ground Insulator Insulator tube & wire reworked W/890730 llr 
RUSANOWSKY.P P , BYRAM, R G Pennsylvania Power & Light Co 89/07/30 4pp 
50803 012 50803 015 


DOCKET 50-368 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


F. Security, medical, emergency & lire protection plans 

8907310203 Revised EPIPs.Includmg Rev 7 to EPIP001 & Rev 12 lo EP-IP007W/ 
809717 llr 

KEISER.HW Pennsylvania Power S Lrghl Co B9/07/17 llpp 50715 026-50715 036 

8908070304 Forwards Salety Insp Ropts 50 367/89 15 & 50-308/09 13 on 890521- 
€624 & nolice ot violation Mods shoutd be considered duo lo concern that proposed 
corrective actions may not provide necessary assuranco that event will not again 
recur 

LINVILLE.JC Region 1, Ole ol Iho Direclor 89/07/20 KEISER.HW Pennsylvania 
Power & Light Co 2pp 50802 257 50002 337 

- 8908070319 Insp Repls 50 307/09 15 & 50-386/89 13 on 090521 0624 Violations 
noled Major areas inspected plan! operalions, physical security plant 
events, surveillance.maint & Unit l reluolmg outage activities Supporting documenla 
bon end 

BLOUGHAR Region 1 Ole ol the Director 09/07/26 76pp 50B02 260 50802 337 

8908170033 Forwards saloly evalualion re util 880630 Rov 3 lo tiro protection review 
repl Util tiro protection program sate shutdown analysis & plant mods schadulo ac 
coplablo SAIC 89/1122 a'so end 

THADANIMC Project Directorate 1-2 89 /OB/09 KEISER.HW Pennsylvania Povrer A 
Lighl Co 4pp 50955 140 50955 198 

-8908170037 Salely evaluation accepting lislod deviations Irom certain commitments of 
lire protection programmer 880630 submittal 

• CJILce ol Nuclear Reactor Regulation Direclor (Posl 0704I1) 89/08/00 2pp 
50955 144-50955 145 
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•6906280025 Susquehanna Ur, '(s 1 & 2 Fire Protection Review Rept Evaluation " 

• Sc cr.ce Ap.pl cat ons Intcrnat'Onal Carp (formerly Science Applications, Inc) NRC- 
03 57 029 SAIC 8971122 89/05/2 2 NRC • No Detailed Affiliation Given 53pp 
50955 U 6 505551 S3 


8908 160195 Dscussss n.sp of operational status ol emergency preparedness 
program Susquehanna Review Committee 1987 & 1988 emergency plan audits encl 
w/ote;r support ng documentation 

KElSER H YV FennsyWart'a Power & Light Co 69'Q8/10 BELLAMY.R R Region I 
Ofc ottee D rector lOOpp 50929 285 S0930 096 

8908240015 Reused EPiPs inciud ng Rev 10 lo EP IP 002,Rev 8 Id EP IP 046 & Rev 5 
to EP IP 029 W/690310 Itr 

K6ISERHW. Penns, Ivama Power 8 Light Co 89/05/10 70pp 51028 272-51028 341 

8908250103 Fcrward3 Safeguards Insp Repls 50 387/89-17 & 50-388/89 15 or» 
690610 23 & 07IB & 19 No Wafens noted 

BFllAM/.RR Reg-on J, Ofc of the D lector 89/08/15 KEISER.H W Pennsylvania 
Power A Light Co 2pp 51023 103 51029 110 


-8908250106 Insp Repts 50 387/89 17 & 50 388/89-15 on 890619-23 & 0718 & 19 No 
noncorr.pl.anC0 noted Ma.or areas inspected mgt Support, security program plans & 
audits protected & » tal area ph/s cal Darners, emergency power supply & testing 
SMITH, G Region 1 Ofc of the Director 89/08/15 6pp 51029 105 51029 110 

8908240309 Forwards Safely Insp Repls 50 387/89 23 & 50-388/89-21 on 890717- 
20 No violations noted 

BELLAMY RR Reg-on 1. Ofc Ol the D.rector 89708717 KEISER.H W Pennsylvania 
Power & Light Co 2pp 51016 265 51016 266 


-8908240310 Safety Insp Repts 50 387/89 23 fi 50 388/89-21 on 890717-20 No viola- 
tions noted Major areas inspected emergency preparedness (EP) program, including 
renew ol pie nous!; idem fed insp f, ridings & changes lo EP program 
GORDON C Z Regon 1, Ofc ol the Director 89/08/15 lOpp 5101626751016276 


8908210212 Suppl 1 to Genenc Llr 63 07 io all operating plants, applicants tor Ols & 
hoide'S ol CPs re power reactor safeguards contingency planning for surface vehicle 
tombs Svc l-st encl 


PARTLOWJG Associate D.rector lor Projects (Post 870411) 89/08/21 Consolidat- 
ed Ed son Co of New York, Inc 55pp 51036 001-51036 056 


8908220336 Responds to 090630 Hi ro containmunl po/formnneo Improvement pr^,, 
(CPI) NRC goal to integrate findings ol CPI program .v/olher ptoflmma to Otoi tw 
severe accident issues w/lndividunl plant oxam program 
CARR.KM Commissionors 09/00/11 KEISER.H W Pennsylvania Power & 

2pp 50994 203-50994 2BG 

-890B220338 Submits comments on contatnmont poifoimanco unpiovemont 
(CPI) Believes program will Do gononc approach lo improving coiilainmenl ptr In- 
ane a during severe accidoni 

KEI-SER.KM Pennsylvania Power 6 light Co 09/06/30 CARfi.K.M Comm ssor,,, 
2pp 50994 285 50994 206 

8908240347 Confirms 890008 telcon ro util agroomonl to pnrlicipnto in NRC rogi/it,. 
impact survey on 891027 in Berwick, PA Info ro survoy provided Scheduln & g^,„ 
discussion groups shown in encl 

RUSSELL, WT Region 1, Ofc of tho Director 1)9/00/11 KEISEft.HW f’enniA*, 
power & Light Co 3pp 51009 350-51009 3G1 

8908250139 Partial response to FOIA roquest lor documents App l> & f rfocuirieriij 
available in PDR App E documents encl 

GRIMSLEY.D h Division of Froedom of Information & Publications Services (p^i 
390205) 89/08/16 WILLIAMS, 06 JR A Associates Cpp 50G 91 115 50991 170 

-8407090093 Responds to roquest tor rapt of dolnilod bnsos for concluding that ur.t 
constructed substantially in accordonco w/CP, application A NRC regulations 
STAROSTECKI.R Div ol Project & Rosidont Programs. R 1 114/02720 WUI1LCYJE 
Reg.on 1. Ole o( the Diioctoi 7pp 50991 Wt-50091 1B3 

-8908250163 Discusses noed lor NnR mgl asslstanca in developing common Todi 
Specs for plant Requests (hat NRR roquiro licensor! to coonlinnto Toch Specs (% 
ences between units S to make changod requiromonls applicable! to Doih units 
STAROSTECKI.R, Region t, O(o ol tho Osracto 94/02/ 14 RISENMUT.O G Oivtw 
of Licensing (800420 051124) 17pp 50991 156 50901 170 

8908230198 Provides partial response to request for ndtll fnlo ro Generic Hr 88 Ol, 
"NRC Position on IGSCC in Own Austonilic Stainless Stool Piping ” f inaf respvris 
for remaning addl items will bo lorwardod by 690930 

KEISER.H W Pennsylvania Power & Light Co 80/00/ Ifl MIJITLCY.T 0 lino of Nude 
er Reactor Regulation, Director (Post 07041 1) 9pp 5102(1 050-5 1020 060 


G. Adjudicatory correspondence 

8908030142 Pctton for rulimalurg PRM 50 53 requesting NRC action to review undue 
^ ty 6WR iharrat hydrant, c msiatoUyNRR should issue order lequuing alt 
GE BIARs to be placed m co'd shutdown for stated reasons 
HIATT SL Ohio Citeens for Responsible Energy 88/07/28 Office of Nuclear Reac- 
tor Regulation D rector (Post 870411) tOpp 50820 143-50820 (52 

J Insurance & Indemnity Information 

Endorsements 49 & 50 to NElIA Policy NF-262. Endorsements 
32 & 33 to MAELU Po’icy MF-107 Endorsemenis 9 8 10 to NELIA Policy N 84 En 
dorsements 9 & 10 to MAELU Policy M 84 & Endorsements 7 3 8(0 NELIA PofeyN- 

ne!!£^Ato 3 . P o' 1 r’ l,arl ‘ < a , PoA t n r n, & L ,' 9hl Co 89/08/10 SALTZMAN.J NRC No 
Detailed At!,’, alien Gwen 41pp 50930 271 50930 311 

P Operating license stage documents & correspondence 

? ^Kte^nt agicemenis lor dscnm, nation mailers ar.smq 
any e mpte ,le s° i n C S echon *2 io p mceetJ 9 7 g s N ° 5el, ' emen ’' made belween llceniee $ 

Sfa^^p i ^5^K3^l & 2 2 L ' 9ht C ° 69/06/27 THADAN,MC P '^ c1 a 

SW5,ffigSS'' 

5tl " ,cpo " ins 

e^wTKytigfS/siiSioSl 1 , M ' 07 ''» *»a™° 

sss'as !w s » ixg-’g&i? rat? wtr 

CM ol the Drectcr 2pp 50753 270 50753 271 * HUbSELL W T Region 1, 

formal, zed pro«dw« NUMAFIC program & implemented through four 

IC’at-f I 2 3pp P 50753 lQ2 5075^1 94 L ' 3h ' C ° 89/07/27 SUTLER W R Project Direc- 

S HOC**. MD ,0 

S9/oa ' 0 ’ a™**" PfOjec, Dr,ec,wa,e I 

oES"™R.SX“ ! SSatil?' ! g> Russell w t F, mm 

3’ 31 plan, Appio/ / -I/ l 7 ',";'.];/-'.,)//,' /: dl,,user on 0907,7- 
A a-schar^d ip 5usquehanna River E i S cd menl amoved from ddluser pipe 

OOWWUE 


8908250312 informs that third refueling & map outage currently scheduled lo begin on 
890909, pet Proposed Amend 7i to License NPr-22A« survciltervcos return'd lets 
completed during outage will be accomplished within t 25 errtona 
KEISER.H W Pennsylvania Power & Light Co 80/06/21 BUTI.ER.WF1 F f ro|CCl Oircc 
torate 1-2 2pp 51035260 51035201 

Q. Inspection reports, IE Bulletins & correspondence 

P0 , IA re , quosl ,or ,,nnl opon (tom transmittal llrs per NRG Insp Piocctfuic 
94300B (or listed plants 

WILLIAMS, O G JRA Associates 89/05/17 GRIMSLE Y.DH MX'. No On t ailed Alt, « 
ation Given 2pp 50809 279 50009 200 

8907310139 Updates responso to Enforcement Conloronco m-?2G io inoporabiJ'ly ol 
four mam steam tunnel Della T modules Dovolopmonl of now comp ailment transient 
l B m?r- a ,?,, y , s ,', s S ,0 9 ,arn ,or 'hernial modoling ot ECCS rooms completer) 
iv»a w . lq, 'f?8y | vania Power & Ligtit Co 09/07/24 KANb.W F Fteflion 1. Ole of 

the Director 4pp 60736 100 50706 103 

Jn*° Nolico 09 057. "Unqualiliod Elucincnl Splicos In Vcntini S Killed 
mem ally QuaWicd Equipment " Svc tisl end 

i JS2 s,on Operational Evcnls Assossmunt (Post 0704111 f)9/07/J6 
Consolidated Edison Co of Now York. Inc fOfepp 50711 333-5071? 07(1 

B9 n^IVii, F °' M ? rds , S . a,el /' n y R °P ,! > 50 307/69-15 & 50 301)709 13 on (190521- 
0 v ‘° at,on ™ oda should bo considered rluo io concern Dial proposed 
recur 6/6 aC ons may no P '’ 0VK|0 nocossary assurnneo Ibnl ovont will not agj n 

l pK^!&S 1 IS, l i l 5£g 7 l !afiS®[ mmm KEISL-n.MW P.nn s ,u™ 

"’ 8 comamml 7 i n«niu^' n VIDl , allQn ,f0 '? lns P on 800621 0624 Violnl.on noted scctVHferv 
SSSSSA 2o ' ,os 1 & “ no ’ ctoS0<J np«ii 

Region 1. Ofc ol the Oireclor 09/07/27 Ip 50002 259 50002 250 

“notedMa.nr 50307/89 15 & 50-300/89 13 on 8905? 1-0624 Viofaicih 

evenis suwB,tlanr-fl , ' ns P, LC ' ed P 1 ? 0 ' oporolions, physical eerur. ey.pLant 
kon e^cl ’ & ljn " 1 ,0,uolm 9 oulngo nctivilios SuRpoNmy rlocu moats 

BLOUGH.AR Region t, Ole ol tho Oiroctor 89/07/26 76pf> CO 00 ? 260 C060233T 
89 B. 7 ea2f •• Ivc£|end NR ° Bu "° ! ' n 00 ° 10 ' "Nonconforming Molded Cn so Gucwl 

Conslwated Ed.snn rl E , venl s Asao 5s mon 1 (Post 0704 11 ) 69/06/0) 

ionoaiea toison Go o( New York, tnc lOOpp 50904 148 50904 253 

890 ate^Pump 1 Due' te° Ctesum n? r> 5 « '', D Q ab, l ? r f^' t ol Tufblno Driven Auxiliary Feed 
oncici n c” ^ vviosure of Ono of Pafallof Steam Sunnlv Velvras M 5ivf* li^l prri 

89/00/03 Bl ' OUGH ’ AR ' Rw voft 

program Susquehanna Rpvfp^r- °P e/ ® ,l0na * sialus of emergency preparodnoss 

w^er supporting documenlalion 01 '" ° ° ? & 1000 0 " nof S £mc > / f >,an 0U<J,,S oncl 
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09OB25OIO3 Forwards Safeguards Insp Repls 50 387/89 17 & 50 388/89 15 on 
890619 23 & 0718 & 19 No viofalions noted 

BELLAMY, R R Region 1 Otc ol the Director 89/08/15 KEISER.HW Pennsylvania 
Pov,er & Light Co 2pp 51029 103-51029 110 

-.8906250106 Insp Repls 50 387/89 17 & 50 388/89 15 on 890619 23 & 0718 & 19 No 
noncompliance noied Maior areas mspocted mgi support, security program plans 8 
audits protected 8 vital area physical harriers, emergency power supply & testing 
SMITH G, DELLA RATTA.A , KEIMIG R R Region 1, Otc of the Director 89/08/15 
6pp 51029 105-51029 1 10 

8908280368 Forwards Safety Insp Repls 50 387/89-25 & 50 388/89-23 on 890724- 
28 No violations or deviations noted 

BELLAMY.RR Region 1, Ofc of the Director 89/08/15 KEISER.HW Pennsylvania 
Power & Light Co 2pp 51041 20 1 5104 1 288 

-8908280372 Insp Repls 50-387/89 25 & 50 388/89 23 on 890724 28 No violations or 
deviations noted Mapr areas inspected solid radwaste sys, transportation & radiologi- 
cal environ monitoring programs.including mgl controls, audits 8 QA 
FURIA.J , BORES R Region 1, Ole of the Director 89/08/14 6pp 51041 203- 
51041268 

6908100128 NRC Into Notice 89 059, ' Suppliers ol Potentially Misrepresented Fasten- 
ers " Svc list end 

ROSSI.C E Division ol Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co of New York Inc 106pp 50992 315-50993 060 

8908240309 Forwards Safety Insp Repls 50-387/89-23 & 50 388/89-21 on 090717- 
20 No violations noted 

BELLAMY.RR Region 1, Ofc of tho Director U9/0B/17 KEISER.HW Pennsylvania 
Power & light Co 2pp 51016 265 51016 266 

-89082403 1 0 Salety Insp Repls 50 387/09-23 8 50 300/89 21 on 690717 20 No viola- 
tions noted Major areas Inspected emergency preparedness (EP) program, including 
review ol previously identified insp findings 8 changes to EP program 
GORDON.CZ. LAZARUS, WJ Region 1, Ole ol the Director 89/08/15 10pp 
51016 267 51016 276 

8908140085 NRC Info Notice 89 060, "Mainl ot Tolotherapy Units " Svc list end 
CUNNINGHAM, R E Division ol Industrial & Modical Nucloar Safety (Post Q70729) 
89/08/18 Consolidated Edison Co ot New York, Inc 107pp 50993 061-50993 166 

6908280137 Confirms NRC position ro definition ot extremity for purposos ot sotting oc- 
cupational exposure limits Into provided in Into Notice 01-26.Part 3,Suppl 1 misunder- 
stood 8 not inlonded to change what is considered extremity 
BELLAMY.RR Region 1, Otc ot tho Director 89/08/10 KEISER.HW Pennsylvania 
Power & Light Co 6pp 51041 334 51041 342 

8908250312 Informs that Hurd refueling 8 Insp outage currently scheduled to begin on 
890909, par Proposed Amond 7t to Liconse NPF-22AII surveillances required to be 
completed during outage will bo accomplished within 1 25 criteria 
KEISER.HW Pennsylvania Power & Light Co 09/00/21 BUTLER, W.R Proioct Dlrec 
lorata I 2 2pp 51035 280 51035 281 

BOOB IC0 129 Suppl 2 to NRC Into Notice 80 048, "Licensee Rept ot Defective Rofur 
bishod Valves 1 Svc list end 

ROSSI, CE Division ot Operational Evonls Assessment (Post 870411) 89/08/22 
Consolidated Edison Co ol Now York, Inc lOOpp 50990 039-50990 137 


R, Periodic operating reports & related correspondence 

8907319256 "Quarterly Hazardous Waste Rept" tor Socond Quarter 1989 W/ 090724 
Hr 

HANSEL L,J B Pennsylvania Power & Light Co 09/06/30 4pp 60726 327 50726-330 

6908010225 "NPDES Discharge Monitoring Rept lor June 1989 " W/890721 Mr 
FIELD, JS Pennsylvania Power & Light Co 09/06/30 BREZINSKI.R Pennsylvania, 
Commonwealth ol I3pp 50753 164 50753 179 

8908160290 "NPDES Discharge Monitoring Rept lor Jul 1909 " W/890810 Hr, 

FIELDS, J S Pennsylvania Power 8 Lighl Co 09/07/31 BREZINSKI.R Wilkos-Barre, 
PA 13pp 50930102-50930 194 

8908230139 Monthly operating ropls lor Jul 1989 lor Susquehanna Steam Electric Sta- 
tion Units 1 & 2W/890B16 Itr 

YOUNG.KA, KEISER.HW Pennsylvania Power 8 Light Co 09/07/31. llpp 
51007 021-51007 031 


DOCKET 60-3B9 ST. LUCIE PLANT, UNIT 2 


F. Security, medical, emergency & lire protection plans 

8908080024 Forwards Insp Repls 50 335/89-17 & 50 389/89-17 on 690619-23 No vio- 
lations or deviations identified. 

CLINE, W E Region 2, Ole of the Director 09/07/24 WOODY.CO Florida Power & 
Light CO 2pp, 50B57 058 50857 060 

-B90B080030 Partially withheld Insp Repls 50-335/80-17 & 60-389/89 17 on 890619 23 
(rel 10CFR2 790 & 73 21) No violations or devlalions Identified Major aroas 
inspected mgi support & security program plans & audit 
TILLMAN, A Regfon 2, Ole ol thq Director 89/07/24 Ip 50B57 0S0 50857-060. 

8907310285 Summary of 890712 meeting w/util In Rockvtllo.MD to discuss safeguards 
issues at plant List ol attendees end 

NORRIS, J A Proiact Directorate II 2 89/07/25 Project Directorate II 2, 3pp 
50726 353-50726 355 

8908020132 Forwards followup actions & dates lor completion ol actions lor changing 
status ol certain equipment trorn vital to nonvital Actions scheduled to be completed 
by 900201 Enct withheld (rel 10CFR2 790(a)(3)) 

WOODY.CO Florida Power & Light Co 89/07/26 Document Control Branch (Docu- 
ment Control Desk), Ip, 50772 193 50772 193 


6906080204 Advises that 890711 Rev 21 to physical security plan consistent w/provi 
sions ol 10CFR5O 54 (p) 8 acceptable 

CLINE.WE Region 2. Ole ol the Director 89/07/28 WOODY CO Florida Power & 
Light Co 3pp 50855 OH 50855 013 

89DB090319 Advises that 890711 Rev 5 to guard training 8 qualification plan consistent 
W/10CFR50 54(p) 8 acceptable lor inclusion inla plan 

CLINE.WE Region 2, Ole ot the Director 89/07/31 WOODY.CO Honda Power & 
Light Co 3pp 50062 113 50B62 115 

8908170563 Forwards Insp Repls 50 335/89-18 & 50 389/89 IB on 890612 0710 No 
violations cr deviations noted Unresolved items noted 

S1NKULE.M V Region 2. Ole ol the Director 89/07/31 WOODY.CO Florida Power 
8 Light Co 2pp 5094B02Q 50948 045 

-B9Q817056B Insp Repls 50 335/89 10 & 50 309/89-16 on 69061 2 0710 No Violations 
or devlalions noted Maior areas inspected Tech Spec compliance, operator 
performance, QA practices, overall plant operations & site security procedures 
ELRODS A, CRLENJAK.R V Region 2, Ole of Hie Director 89/07/31 15ep 
50948 031 50948 045 

8908210268 Revised EPIPs including Rev 41 to 3100023E, "Onsite Emergency Organi- 
zation & Roster" 8 Rev 17 to 3100024E, "Natural Emergencies ' W/890014 Hr 
WOODY.CO Florida Power 8 Light Co 69/08/ 14 35pp 50975 314 50975 348 

8908220103 Revised Healtli Physics operating procedures including Rev 17 to HP-90, 
"Emergency Equipment" 8 Rev 6 lo HP 200, "Health Physics Emergency 0/qamza 
iron" W/B90815 Hr 

WOODY.CO Florida Powor 8 Light Co 89/OB/15 37pp 50983 255 50983 291 

8900250204 Forwards Insp Ropts 50 335/80-16 8 50 369/89 16 on 890410- 0612 & 
notice ol violation 

SINKULE.M V Region 2. Ole of the Director BD/00/17 WOODY.CO Florida Powor 
8 Light Co 2pp 51029 275-51029 300 

-8908250208 Insp Repls 50 335/89-16 8 50 389/69 16 on 8904 10 0612 Violations 
noted Mapr areas inspected plant lours, plant operations, Toch Spec compliance mainl 
observations, revie wol non routine evenls.physical protection & outage activities 
ELROD, S A Region 2. Otc otlhe Director 89/0(1/15 22pp 51029 279 51029 300 

8908210212 Suppl t lo Generic Llr 89-07 to all operating plants, applicants for OLs & 
holders ol CPs re powor reactor sateguards contingency planning (or surface vohicle 
bombs Svc list end 

PARTLOW.JG Associato Director lor Projects (Post 870411) 89/08/21 Consolidat 
ed Edison Co ol Now York. Inc, 55pp 51036 001-51036 056, 


J. Insurance & indemnity Information 


0906070367 Forwards Endorsements 4 to NELIA Certificate NW-131 & MAELU Certili 
calo MW-60 

GREEN, T Marsh 8 McLonnan, Inc 09/07/31 OINtTZ.I NRC No Detailed Afliliatlon 
Given 29pp 50824 167 50824 185 


P. Operating license stage documents & correspondence 

89 0718021 1 Gonoric Ltr 89-13 to all holdors ol OLs or CPs for nuclear power plants re 
svc water sys problems allocting salaly-related equipment Svc list enci 
PARTLOW.JG Associate Director lor Projects (Post 0704 1 1) 89/07/(8 Consolidat 
ed Edison Co ot Now York. Inc 53pp 50735 001-50735 054 

8907310064 Responds to Gonoric Ur 09 08, "Erosion/Corrosion Induced Pino Wall 
Thinning" Upgraded eroslon/corro9lon sld, mealing NUMARC guidelines, will be in 
place by 900101 

WOODY, C.O Florida Powor 8 Light Co 69/07/21 Document Control Branch (Docu 
menl Conlrol Desk) 3pp 50741 209 50741 30t 

6908020329 Application for amond to Ltconso NPF-16.revising ACTION t ot Toch Spec 
3.8.1. 1 lor consistency w/emergoncy diesol generator testing ACTION requirements 
WOODY.CO Florida Power 8 Light Co 09/07/26 Documont Conlrol Branch (Docu 
ment Control Desk) 2pp. 50764 325-50764 331 

-8908020330 Revised Tech Spec Page 3/4 6 3 ro diese! generators 

* Florida Power 8 Light Co 89/07/26 Spp 50764 327-50764 331 

6908020351 Application lor amends to Licenses DPR 67 8 NPf-tB, revising Tech Spec 
Section 3.7 to clarify testing requirements lor mam feedwater lino isolation valves & 
main steam Hno Isolation valves 

WOODY.CO Floods Power & Light Co 99/07/26 Document Control Branch (Docu 
menl Control DaBk) 2pp 50758 190 50750 200 

-8608020363 Proposed Tech Spec, revising Section 3 7 lo clarity testing requirements 
(or main feedwater lino Isolation valves 8 main steam lino isolation valves 

* Florida Power 8 Light Co. 89/07/21 9pp 50750 192 50758 200, 

890B03025B Forwards status ol 10CFR50 62, "Requirements lor Reduction ot Risk 
From ATWS Events tor Light-Water Cooled Nuclear Power Plants," mods as o< mid 
Jul 19S9.par NRC request made at 890301 meeting 

WOODY.CO Florida Power & Light Co 89/07/27 Document Control Branch (Docu 
ment Control Desk) 2pp 50775.105-50776 106 

8906070364 Advises that mil search ol labor contracts did not identify any agreements 
between util 8 employees containing clauses restricting employees, or lormor 
employeeB.from communicating sately issues to NRC, per Stelto 890427 ltr 
WOODY.CO, Florida Power 8 Light Co 89/07/27 Document Conlrol Branch (Docu- 
ment Control Desk) Ip 50802 233 50802 233, 

8800070414 Forwards exemption from requirements of 10CFR20.App A. Footnolo d- 
2(c), Exempli on permils use of Scott Aviation 631-TEDA-H canisters In air purifying 
respirators at plant 

BERKOW.H.N Project Directorate 11-2 89/08/02, WOODY.CO Florida Power 8 Light 
Co. 3pp 50824:130 50824 154 
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--B9 DB070420 Exemption from lOCFR20.App A Footnote d 2(c), allowing use of radroio 
dine protection factor of 50 lor Scotl Aviation 631-TEDA-H canisters to be used at 

VARGAS A Division of Reactor Protects - I/ll (Post 870411) 89/08/02 Florida 
Power & Light Co 14pp 50824 141-50824 154 

8908210272 Discusses status ol conrormance to Reg Guide t 97 Existing safety injec- 
tion tank level transmitters replaced w/ Rosemounl Model 1153DD5P8 Class IE 
transmitters & msirument loops upgraded to receive 120 volt ac power 
WOODVCO Florida Power 8 Light Co 89/08/14 Document Control 8ranch (Docu 
menl Control Desk) 2pp 50976-110-50976 til 

8909220019 Certifies that status Ol TMI Hem I D2 re SPDS meets NUREG 0737,Suppl 
I requirements, per 890412 Generic Ur 89-06 

WOODY, CO Florida Power 8 Light Co 89/08/14 Document Control Branch (Docu- 
ment Control Desk) 2pp 51015 290-51015 291 

8908180421 Forwards safely evaluation supporting util actions to comply w/Generic L!r 
63-28. Item 4 5 3, "Reactor Top Sys Reliability - On-Line Testing of Reactor Trip Sys," 
based on endorsement of C E Owners Group Rept CE NPSD-277 
NORRIS J A Project Directorate II 2 09/08/16 WOODY.CO Florida Power & Light 
Co 2pp 50966 123-50968 154 

-•8908180422 Safely evaluation supporting util actions to comply w/ Generic L(r 83- 
28, Item 4 5 3. “Reactor Trip Sys Reliability On Line Functional Testing of Reactor Trip 
Sys " Item complete 

* Office of Nuclear Reactor Regulation, Director (Posl 670411) 69/08/16 3 pp 
50968 125 50968 154 

8908230 15 J Provides wrilien slalus ol util efforts to reduce challenges to main steam 
safely valves during normal plant trips, per J Noras 890526 request Emphasis placed 
on efforts lo reduce challenges to main sleam safely vatvos 

WOODY.CO Florida Power 8 Light Co 00/08/16 Document Control Branch (Cocu- 
menl Control Desk) 3pp 51016 035 51016 037 

8908240203 Advises that util 890721 Itr confirms erosion/corrosion program & meets 
NUMARC guidelines, per Generic Ur 69 08 

NQRRLS, J A Project Directorate II 2 89/08/17 WOODY.CO Florida Powers Light 
Co 3pp 51020 179-51028 181 

8900280181 "Si Lucie Uni! 2.Cycle 6 Slarlup Physics Testing Repl " W/ 890321 dr 
WOODY.CO Florida Powers Lighl Co 89/08/21 15pp 51043019 51043 034. 


Q. inspection repo/ls, IE Bulletins & correspondence 

8908080024 Forwards fnsp Rente 50 335/39-17 & 50-389/89-17 on 890619-23 No vio- 
lations or deviations identified 

CLINE.WE Region 2. Ole ol Ihe Diroclor. 89/07/24 WOODY.CO Florida Power S 
Light Co 2pp 60857 050 50B57 060 

-6908080030 Partially withheld Insp Repls 50-335/89 17 & 50 389/89 17 on 890619-23 
(ref 10CFR2 790 8 73-21) No violations or deviations identified Major areas 
inspected mgl support & security program plans & audit 

TILLMAN A , MCGlilRE.D fl Region 2. Ofc ol Ihe Director 89707/24 Ip, 50857 060- 
50857 060 

8987200019 NRC Info Notice 89-057, "Unqualified Eleclrjcal Splices In Vendor Supplied 
Environmenfally Qualified Equipmenl ” Svc list end 

ROSSI, CE Division ol Operalional Events Assessment (Post 670411) 89/07726 
Consolidated Edison Co of New York. Inc I06pp 50711 333 50712 078 

8908080336 Responds lo NRC Bulletin 86 011, "Pressurizer Surge Line Thermal Slratifi 
cation " No gross discernpblo distress or structural damage identified In pressurizer 
surge lines 

WOODY.CO Florida Power & Light Co 89/07731 Document Conlrot Branch (Oocu 
me ht Control Desk) 3pp 50858 085-50856 087 

8908170563 Forwards Insp Repls 50-335769-18 & 50 309/89-18 on 890612 07l0.No 
violations or deviations noted Unresolved Hems noted 

SINKULE.M V Region 2. Ole ollhs Director 09/07/31 WOODY.CO Flood a Power 
8 Light Co 2pp 50948 029-50948 045 

••8908170568 Insp Repls 50-335/89-18 & 50 389/89-18 on 890612 0710 No violations 
or deviations noled Major areas inspecled.-Tech Spec compliance.operator 
performance, QA practices, overall plant operations & site security procedures 
ELROD.S A , BUTCHER, R , SCOTT , U A Region 2, Ole ol Ihe Director 89/07731 
1 5pp 5094 8 03 1 -50948 045. 

8907270121 Suppl 1 to NRC Bulletin 08-010, "Nonconlo/ming Molded Case Circuit 
Breakers ” Svc list end 

ROSSI.CE. Division ol Operational Evanls Assessment (Posl 870411) 80/06/03 
Consolidalad Edison Co of New York, Inc, 108pp, 50904-148-50904 253 

8907280169 NRC Info Notice 89 058. "Disablement of Turbina -Driven Auxiliary Feed- 
water Pump Due to Closure of One of Parallel Sleam Supply Valves" Svc list end, 
ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, fnc 106pp 50900 005-50900 110 

8908170387 Informs ol NRC Bulletin 88 003. "GE HFA Relays" closure, per util 860922 
Hr. 

NORRIS, J A Project Directorale 11-2 89/08/15 WOODY.CO Florida Power & Lighl 
Co. Ip. 50949 064-60949 064 

8908100128 NRC Inlo Notice 89-059. "Suppliers of Potentially Misrepresented Fasten- 
ers " Svc fist end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/06/16 
Consolidated Edison Co of New York, Inc. 106pp 60992 315-50993 060 

B9 882301 41 Comments on SALP Repts 50 335/89-13 & 60-389/89- 12.Concurs that 
overall performance excellent Ulil sensitive lo NRC concern about complacency 
WOODY.CO. Florida Power & Light Co. 89/08/1$ Document Control Branch (Docu- 
ment Control Desk) 3pp 51006 015 51006 017 

8908250204 Forwards Insp Repls 50-335/69-16 8 60-309/89-16 on 090410- 0612 & 
notice ol violation 

SINKULE.M V Region 2, Ole of the Director 89/08/17, WOODY, C.O Florida Power 
& Lighl Co 2pp 51029 275-51029-300. 


--6908250206 Notice ol violation from insp on 890410 0612 Violation noted pup* 
design inputs not translated into output documents for adequate mounting of ten 
pressed gas cylinders in safety related equipment areas 

SINKULE M V Region 2, Ole of the Director 89/08/17 2pp 51029 277 51023 278 

--8908250206 fnsp Repls 50 335/89-16 8 50-389/89-16 on 890410 0612 ViOlaNr, 
noted Major areas inspected plant tours, plant operations, Tech Spec compliance 0-3 rt 
obsorvalions.review ol nonroutine events, physic a I protection & outage activities 
ELROD.S A , SCOTT, M A , CRLENJAK.R V Region 2, Ofc of Ihe Dncclor 69/03'li 
22pp 51029 279-51029 300 

8908140065 NRC Info Notice 89 060, "Main! of Telelherapy Units " Svc list cncl 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Posl 8707251 
89/08/10 Consolidated Edison Co ol New York, Inc 107pp 50993 06 1 -50393 163 

8908160129 Suppl 2 to NRC Info Notice 88 048, ' Licensee Repl of Defective IV jr 
bished Valves ’ Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) B9/C8r?2 
Consolidated Edison Co of New York, Inc lOOpp 50990 039 50990 137 


R. Periodic operating reporls * related correspondence 


B908090199 "Marine Turtle Removals St Lucie Plant Intake Canal.” Apr- Juno 1989V// 
B90002 Hr 

WOODY.CO Florida Power a Light Co 89/06/30 6pp 50884 251-50384 256 

8908240040 Forwards monlhly operating repls for Jul 1989 lor Turkey Point Un 14 3 4 4 
a Sl Lucie Units 18 2a corrected monlhly operating repts for June 1989 for Turkey 
Point Units 3 a 4 

WOODY.CO Florida Power a Light Co 89/00/15 Document Conlrol Branch (Docu- 
ment Control Desk) Ip 51019 121 51019 139 

••8908240043 Monlhly operating repts lor Jul 1909 for Turkey Point Unite 3 & 4 1 St 
Lucie Units 1 a 2 

BONETT.D M Florida Power a Light Co 09/07/31 16pp 51019 122 51019 137 


S. Reportable occurrences, LERe & related correspondence 

8908010387 LER 89 005-00 on 890626, reactor tripped on loss of load from 22% power 
during turbine startup due to high steam genorolor level in steam generator Caused ty 
personnel error Personnel counseled a training melhods evaluated W/890726 ll( 
MCLAUGHLIN.L L , WOODY.CO Florida Power a Light Co 09/07/26 4pp 
50756,039-50756 042 


V. Operator Examinations 

880B160324 Requests that end ret mails be furnished to NRC by 690913 for rcqualdr 
calion program evaluation scheduled for wks of 091 1 13 a 27 Assignment of simulator 
operator requested 28 days prior to scheduled exam date 

PEEBLES, T A Region 2, Ofc of the Director 89/07/27 WOOOY.CO Florida Po^er 
& Light Co Bpp 50930 195 50930 202 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. Appllcallon/conslructlon siege documents & correspondence 

890718021 1 Generic Ltr 89 13 lo all holders of OLs or CPs for nuclear power plants re 
svc wafer sys problems affecting safety-related equipmenl Svc hsl end 
PAR T LOW. J G Associate Director for Projects (Post 870411) 09/07/10 ConsoWat 
ed Edison Co ol New York. Inc 53pp 50735 001-50735 054 

6907310213 Requests response to potential discriminatory action against TVA employ- 
ees within 30 days of Hr date, to determlno whether enforcement action necessary to 
ensure compliance w/ regulatory requirement 

CRUTCHFIELD, D Associale Director for Special Projects (Posl 890101) 89/07/20 
KINGS LEY .O D Tennessee Valley Authority. 4pp 50736 232 50736 235 

8907270185 Advises that 890505 Rev 6 to corporate nuclear performance plan 
acceptable Changes given In Rev 6 to corporate nuclear performance plan do noi 
affect conclusions ol stall SER on corporate nuclear performance plan 
BLACK, S Assistant Director lor Projects 89/07/21 KINGSLEY, OD Tennessee 
Valley Authorily 3pp 50683 325-50603 327 

8908010157 Forwards pages Inadvertently omitted from 890629 Ur re corrective action 
program plan lor equipmenl seismic qualification 

RAY.MJ Tennessee Valley Authorily 89/07/27 Document Conlrol Branch (Docu- 
ment Conlrol Desk). 4pp 50745 264-50745,267 

8908020291 Updates info on application of later version of ASME.Seclion lit to 
facilities Section III covers dry magnellc particle exam of welds 8 wefd edge 
preparations, ultrasonic exam ol weld joints & pressure bubble leak lest 
RAY.MJ, Tennessee Valley Authority 89/07/20 Document Control Branch (Docu 
ment Control Desk), 40pp 50757-160 50757 190 

8908030309 Advises that based on completed exam & that ol contractors fo dale, no 
restrictive clauses found which could prevent employee from contacting NRC about 
potential safely issues 

KINGSLEY.O D Tennessee Valley Authority, 89/07/31 CRUTCHFIELD, D Associate 
Director for Special Projecls (Posl 890101). 3pp, 50792 358 50792 360 

8908090195 Forwards response lo NRC 690428 pretmplemenlaUon audit of DCROR 
Issues In Sections 2 2,2 3,2 5,2 7 & 2 8 of ref safety evalualion Supple menial DCRDR 
summary rept will be provided before Unit 1 fuel load 

RAY.MJ Tennessee Valley Authority 09/08/03 Document Control Branch (Docu 
ment Conlrol Desk) 4pp 50884 121-50804 124. 

8908180062 Summary of 890721 meeting w/util & Impell In Rockville MD r© licensee 
employee concerns programs 

CRAIG, JW Associate Director lor Special Projects (Posl 890101) 89/00/04 Associ 
ate Director for Special Projecls (Posl 890101) 67pp 50989 010 50969 077 



DOCKETED ITEMS 145 


8903100134 Forwards Rev 3 to "Walls Bar Nuclear Plant Replacement Hems Program 
(Piece Parts) Corrective Action Program Plan " Rev also reflects resolulion of NRC 
comments concerning seismically sensitive, electrically active parts 
RAY.M J Tennessee Valley Authority, 89/08/07 Document Control Branch (Docu 
men! Control Desk) 2pp 50885 231-50085 250 

- 8908100135 Rev 2 to ' Watts Bar Nuclear Plant Replacement Items Program (Piece 
Parts) Corrective Action Program Plan " 

* Tennessee Valley Authority 89/00/02 I0pp 508B5 233 50885 250 

8908230363 Forwards comments on NRC contractor riratt rept summarizing COMMIX 
computer code results (or main steam line break event in ice condenser 
containment COMMIX results overly conservative when applied to local containment 
temps 

RAY.M J Tennessee Valley Authority 89/08/17 Document Control Branch (Docu- 
ment Conlrol Desk) Opp 51015 324-51015 331 

89O82BD3B0 Requests delarral of 6 month review & conlirmation Hr requested by Gener- 
ic Ur 89 04 Proposes submission of revised ASME Section XI inservico pump & valve 
test program 6 months before expected license issuance date W/commilment 
RAY.M J Tennessee Valley Authority 89/08/21 Document Conlrol Branch (Docu 
ment Conlrol Desk) 3pp 51041 307-51041 309 


F. Security, medical, emergency & (Ire protection plans 

B90B220065 Provides info re access of listed delegation of Soviet Inspoctor Exchangees 
lor 090907 visit to plant, per Soviet Reactor Inspector Exchange Program L Whitney 
will accompany delegation & should be provided access to vital areas 
SHAW, PR Region 2, Ofc of the Director 89/08/00 KINGSLEY, O D Tennessee 
Valfoy Aulhonty 2pp 50994 256 50994 257 

8908210212 Suppl 1 lo Generic Ur 89 07 to all operating plants, applicants lor OLs 8 
holders ol CPs re powor reactor safeguards contingency planning (or surface vehicle 
bombs Svc list end 

PARTLOW.JG Associate Director lor Pro|ects (Post 07041 1) 09/08/21 Consolidat- 
ed Edison Co ol Now York, Inc 55pp 51036 001-51036 056 


Q. Inspection reports, IE Bulletins & correspondence 

8907200019 NRC Inlo Notice 09-057, "Ijnqualiliod Electrical Splices In Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI, CE Division ol Operational Events Assossmonl (Post 070411) 89/07/26 
Consolidated Edison Co Ol Naw York, Inc 106pp 5071 1 333 50712 070 

8908020219 Forwards supplemental final responso to violations noted in (nsp Rept 30 
390/87 07 Corrective actions spec re conduit & conduit support Installations issued re 
obtaining engineering approval prior to attaching conduit supports 
MEDFORD.MO Tonnossea Valley Authority 09/07/28 Document Control Branch 
(Document Conlrol Oosk) 5pp 50757 155 50757 159 

8908090225 Advises that util responses to violation noted in tnsp Ropts 50-390/86-22 & 
50-391/86 22 did 070120 acceptable, except tor denial of violation citod against Crite- 
rion XVi of 1 0CFR50, App B re failure to romody situation of missing calculation 
UAW.BD TVA Protects Division 00/08/01 KINGSLEY.O D Tonnossoe Valley Au 
thonty Kipp 50003 221-50083 233 

6907270121 Suppl l lo NRC Bulletin 08 010, "Nonconforming Molded Caso Circuit 
Breakers " Svc list end 

ROSSI, CE Division of Onoralional Evonts Assossmonl (Post 870411) 09/00/03 
Consolidated Edison Co of New York, Inc I00pp 50904 t4B 50904 253 

8907280169 NRC Info Notice 89 050, "Disablemoni of Turbino Driven Auxiliary Feed 
water Pump Duo to Closure of One ol Parollol Steam Supply Valves " Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 070411) 89/00/03 
Consolidated Edison Co of New York, Inc t06pp 50900 005 50900 110 

8900150127 Informs that NRC will porform independent foam Insp of design basolino S 
verification program on B9091 1-15 at sito Welding Insp plan outline oncl 
BLACK.SC Assistant Director lor Projects 09/00/07 KINGSLEY.O D Tennessee 
Valley Authority 4pp 50917 196 50917 199 

B9Q 6220085 Providos into ro access of listed dolegalion ol Soviol Inspeclor Exchangees 
for 090907 vigil to plant, per Soviot Roactor Inspeclor Exchange Program L Whitney 
will accompany delegation & should bo provided access to vital areas 
SHAW, PR Region 2, Ole ol the Director G9/0G/0B KINGSLEY.O D Tennessee 
Valley Aulhonty 2pp 50994 256 50994 257 

8908210109 Forwards tnsp Ropts 50-390/09 00 & 50 391/09 08 on 090617 0721 & 
notice of violation 

WILSON, BA Assistant Director lor Inspection Programs 69/00/10 KINGSLEY, OD 
Tennessoo Valley Authority 2pp 50964 273 50964 206 

• 890B210192 Notice ol violation from insp on 890617-0721 Violalion noted relative hu- 
nudity indicators in records vault noted at 60% Humidity above 50% requirement since 
890514 & averaged abovo 60% 

WILSON, BA Assistanl Diredor for Inspection Programs 09/08/10 2pp 50964 275- 
509S4 276 

- -8908210 194 Insp Repls 50 390/89 08 & 50 391/89 08 on 090617 0721 Violations 
noted Major areas inspected preoporalional test program implementation, design con- 
trol 8 electrical cables & QA records corrective action programs 
BRANCH MW , WALTON, G A . HUMPHREY, P G Region 2, Ole ot the Director 89/ 
06/10 IQpp 50964 277-50964 286 

8908250153 Forwards Insp Repls 50-390/89 10 & 50 391/89 10 on 890731-0804 No 
violations or deviations noted 

WILSON, BA Assistant Director tor Inspection Programs 89/08/15 KINGSLEY.O D 
Tennessee Valley Authority 2pp 51029 115 51029 125 

-•8906250159 Insp Repls 50 390/89 10 & 50 391/89-10 on 090731-0804 No violations 
or deviations noted Major areas inspected preservice insp 

NEWSOME, R W , BLAKE.JJ Region 2, Ole ol tho Oireclor 89/08/09 9pp 
51029 117-51029 125 


090B10012B NRC Inlo Notice 89 059, 'Suppliers ol Potentially Misrepresented Fasten- 
ers ” Svc list end 

ROSSI, C E Division of Operational Evonts Assessment (Post 670411) 89/OB/ 1 C> 
Consolidated Edison Co ot Now York, Inc 106pp 50992 315-50993 060 

89D8140085 NRC Inlo Notice 69 060, "Maml ol Teletherapy Units ' Svc list encl 
CUNNINGHAM. R E Division ol Industrial & Medical Nuclear Safely (Post 8707291 
89/08/18 Consolidated Edison Co ol Now York, Inc I07pp 50993061-50993 166 

8908160129 Suppl 2 lo NRC Inlo Notice 8B-040, "Liconsee Rept of Detective Refur- 
bished Valves " Svc list encl 

ROSSI, C E Division ol Operational Evonls Assessment (Post 670411) 89/08/22 
Consolidated Edison Co ot New York, Inc lOOpp 50990 030-50990 137 


S. Reportable occurrences, LERs & related correspondence 

6900010161 Interim deficiency rept re inadequate qualification lor cablo supports & 
fittings Initially reported on Q90622 Employees trained lo revised design criteria & nu- 
clear engineering procedures Final repi expected by 900430 
RAY.M J Tennessee Volley Authority 09/07/26 Document Control Branch (Docu- 
ment Conlrol Desk) 6pp 50754 165-50754 190 

8908020280 Interim deficiency rept re seismic retention clamp bars tor satoly related in- 
strument racks Initially reported on B90628 Clamp bars will be installed before fuel 
load Final rept lor sub) deficiency will be provided by 890915 
RAY.M J Tennessee Valley Authority 09/07/28 Document Conlrol Branch (Docu- 
ment Control Desk) 4pp 50772 357-50772 360 

89QB020311 Revised linal deficiency rcpl re problems w/dicsol generalor relay 
contacts Initially reported on 860514 Caused by layer ol dust preventing complete 
relay contact closuro Relays in all diesol generalor control circuits will ba elimmaled 
RAY.M J Tannesseo Valley Authoniy 69/07/31 Document Conlrol Branch (Docu- 
ment Conlrol Desk) 5pp 50772 261-50772 265 

990014031 1 Final deficiency rept ro failure to Implement G-32 requirements for concrete 
chipping Imtally reported on 060508 Applicant has evaluated alleclod installed an- 
chors & determined that anchors acceptable lor uso as is 

RYA.MJ. Tennessee Valley Aulhonty 89/08/07 Document Control Branch (Docu- 
ment Conlrol Desk) 2pp 51033055 51033057 

89Q8170222 Final delicioncy rept ro sloevo sealing program (or Seismic Calegory I 
bldgs Initially roportod on 870527 Design Criteria WB-DC40 66 issued to 
IcJontiliod, various sleeve seal requirements & engineering drawings revised 
RAY.M J Tonnossec Valley Authority 69/08/09 Document Control Branch (Docu- 
ment Control Desk) 5pp 50953 330 50953 334 

0900100437 Third interim doficiency & Part 2t ropt re possible tailuro ot Square D 
relays in diesel generator control panels to open upon loss ol powor Initially reported 
on 870424 Final rept dolayod until 891215 due to required rasoarch 
RAY.M J Tennosseo Vailoy Authority 69/08/14 Documeni Control Branch (Docu- 
ment Conlrol Desk) 5pp 50965 141 50965 145 

890B230418 Revised linal deficiency rept re lack of complete controlling design Input 
requirements Initially roportod on 871030 Design basolino & verification program do 
velopod lo ensure licensing a design basis accurate 8 maintained 
RAY.M J Tennessoo Vailoy Authority 89/00/17 Document Conlrol Branch (Docu 
ment Conlrol Desk) 4pp 51006057-51006 060 

8908230246 Third supplemental dcticicncy ropt re Limr torque motor actuator component 
interchangeability Initially reporled on 870924 Submission dates lor dosign into lor 
parts aftcctmy dosign (unction & maml Instructions ret into stated 
RAY.M J Tennessoo Valley Authority 09/06/10 Document Control Branch (Docu 
rnent Control Dosk) 3pp 51006 223 51006 225 

8908230259 Second rovisod final dolicioncy rept ro dolicionl welds lor hanger lugs on 
ASME code piping Initially reporled on 870127 All shear lugs inspoclcd lor backgoug 
inn or ultrasonic ally examined & tfelormmod to bo acceptable 
RAY.M J Tennessee Valley Authority 89/00/16 Documont Control Branch (Docu 
men! Control Desk) 5pp 51000 057-51000 061 

890B2B0367 Fourth interim doficiency rept re failure to adoquatoly control 8 document 
instrument accuracy requirements Initially reported on 870G2G Final rept describing 
rosults ot evaluations will bo provided by 900630 

RAY.M J Tonnossec Valley Authority 89/06/22 Documont Control Branch (Docu 
ment Control Dosk) 5pp 51035 306 51035 310 


DOCKET 80-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A. AppUcallon/construcIton stage documents & correspondence 


89071B0211 Generic Hr 89 13 to all holders o( OLs or CPs tor nuclear powor planls ro 
svc water sys problems atfecting saloty-relateil equipment Svc list oncl 
PARTLOW.JG Associate Director tor Pro|ocls (Post 070411) 09/07/ 1 a Consolidnt 
ed Edison Co of New York, Inc 53pp 50735 001-50735 054 

8907310213 Requests response to potential discriminatory action against TVA employ- 
ees within 30 days ol hr dale. to dolermino whether enforcement action necessary to 
ensure compliance w/ rogulalory requirements 

CRUTCHFIELD, D Associate Director (or Special Projects (Post 09010 1) 09/07/20 
KINGSLEY OD Tonnossoe Valley Authority 4pp 50736 232-50736 235 

8907270185 Advises that 090505 Rev 6 lo corporate nuclear performance plan 
acceptable Changes given in Rev 6 lo corporate nucloar performance plan do nol 
afreet conclusions ol stall SER on corporate nuclear performance plan 
8LACK.S Assistant Diredor lor Projects 89/07/21 KINGSLEY.O D Tennessee 
Vailoy Authority 3pp 50663 325-50683 327 

890B0101 57 Forwards pages inadvertently omitted Irom 090629 hr ro corrective action 
program plan for equipment seismic qualilicalion 

RAY.M J Tennessee Valley Authority 69/07/27 Documont Conlrol Branch (Docu- 
ment Conlrol Desk) 4pp 50745 264 50745 267 
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890802029) Updates into on application of later version o ( ASME.SecIron III lo 
facilities Section III covers dry magnetic pariicre exam ol welds & weld edge 
preparations ultrasonic exam of weld joints & pressure bubble leak test 
RAY M j Tennessee Valley Authority 89/07/20 Documenl Control Branch (Docti 
menl Control Desk) <lOpp 50757 160 50757 199 

6908830309 Advises that based on completed exam & lhat of contraclors lo date.no 
restrictive clauses found which could prevenl employee Irom contacting NRC about 
potential safely issues 

KINGSLEY O0 Tennessee Valley Authority 89/07/31 CfiUTCHFIELD.D Associate 
Director for Special Proiecis (Posl 890101) 3pp 50792 350 50792 360 

8908090195 Forwards response lo NRC 690)20 pr ©implementation audit ol DCRDfl 
issues in Sections 2 2,2 3,2 5,2 7 & 28 of rel safely evaluation Supplemental DCRDR 
summary rept will be provided before Uni I t (net load 

RAY.MJ Tennessee Valley Authority 69/08/03 Document Control Branch (Docu 
mem Control Desk) 4pp 50884 121 -50884 124 

8908180882 Summary of 890721 meeting w/ulil & Impel) in RockvilloMD re licensee 
employee concerns programs 

CHAlGJW Associate Director for Special Propels (Posl 89010)) 89/08/04 Associ 
ale Director lor Special Projects (Post 890101) 67pp 50989 010 50969 077 

890B230363 Forwards comments on NRC contractor draft rept summarizing COMMIX 
computer code resulls tor main steam line break even! in ice condenser 
containment COMMIX rosults overly conservative when applied (o local containment 
temps 

RAY.MJ Tennessee Valley Authority 89/00/17 Documenl Control Branch (Docu- 
ment Control Oosh) 8pp 51015 324-51015 331 

0908280300 Requests dolorral ot 6 month review & confirmation Ilf requested by Oenor 
re Ur 89 04 Proposes submission of revised ASMS Section XI mservice pump & valve 
test program 6 months before expected license issuance date W/commitment 
RAY.MJ Tennessee Valley Aulhonty 80/00/21 Documenl Control Branch (Docu 
monl Control Desk) 3pp 5l04t 307 6104! 309 


F Security, medical, omergency & lire protection plans 

8900220865 Provides into to access ol listed delegation ol Soviol Inspector Exchangees 
lot 890907 visit lo plant, per Soviet Reactor Inspector Exchange Program L Whitney 
will accompany delegation & should be provided access to vital areas 
SHAW.PR Region 2 Ofc ol the Director 09/08/08 KINGSLEY.OD Tennessee 
Vatey Authority 2pp 50934 256-50904 257 

8908210212 Suppl 1 to Generic Lti 89 07 lo all operating plants, applicants lor OLs & 
holders o! CPs re power reactor safeguards contingency planning lor suilace vehicle 
bombs Svc lisl end 

PARTI.OWJG Associaie Director for Projects (Posl 870411) 89/08/21 Consolrdat 
edEdisonCo of New York, Inc 55pp 5tQ36 001-51030 056 


Q Inspection reports, IE Bulletins & correspondence 

0907200019 NRC Into Notice 89 057, "Unqunhlied Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment ' Svc list enci 

ROSSI, CE Division ot Operational Events Assessment (Post 8704 M) 89/07/26 
Consolidated Edison Co of New York, Inc I06pp 507 1 1 333-50712 070 

8908090225 Advises lhal util responses (o violation noted in Insp Repls 50 390/88 22 & 
50 991/06 22 did 870128 accop (able, except lor denial of violation cited against Crite 
non XVI ot 10DFR5D, App B re tailure lo remedy situation ol missing calculation 
LIAW,BO 7VA Proiocts Division 09/08/01 KINGSLEY, OO Tennessee Valley Au 
thonty I3pp 50653 221 50803 233 

8907270121 Suppl 1 to NRC Bulletin 80 010, Nonconlormmg Molded Case Circuit 
Breakers Svc list enci 

ROSSI CE Division ol Operational Events Assessment (Posl 870411) 89/08/03 
Consolidated Edison Co of New York, Inc 108pp 50904 148-50904 253 

0907280169 NRC Inlo Notice 89 058 ‘Disablement ol Turbine Driven Auxiliary Feed 
water Pump Duo to Closure ol One ol Paiailel Steam Supply Valves " Svc list end 
ROSSI, CE Division ot Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co o I New Yotk Inc 106pp 50900 005 50900 1 10 

0900220065 Provides inlo re access ol listed delegation of Soviel Inspector Exchangees 
lor 090907 vistl to plant, per Soviel Reactor fnspeclor Exchange Program L Whitney 
will accompany delegation & should be provided access lo vital areas 
SHAW PR Region 2. Ole ol the Oirectoi 89/08/08 KINGSLEY.OD Tennessee 
Valley Authority 2pp 50994 256 50994 257 

69082(0189 Forwards Insp Repts 50-390/89 08 S 50 391/89 08 on 090617 0721 8 
notice ol violation 

WILSON.BA Assistant Director for Inspection Programs 89/08/10 KINGSLEY.OD 
Tennessco Valley Authority 2pp 50964 273 50964 286 

-0908210192 Notice ot violation from insp on 090617 0721 Violation noted relative hu- 
midity indicators in records vault noted at 60°° Humidity above 50°o requirement since 
690514 & averaged above 60°= 

WILSON.BA Assistant Director for Inspection Programs 89/08/10 2pp 50964 275 
50964 276 

- 8900210194 Insp Repls 50 390/89 08 S 50 391/89 08 on 890617 0721 Violations 
noted Major areas inspected preoperational lest program implementation design con 
trot & electrical cables & QA records corrective aclion programs 
BRANCH.MW. WALTON.6 A , HUMPHREY, PG Region 2 Ofc ol the Director 89/ 
00/10 lOpp 50964 277-50964 286 

8908250153 Forwards Insp Repts 50 390/89-10 8 50 391/89 10 on 890731 0801 No 
violations or deviations noted 

WILSON.BA Assistant Direclor lor Inspection Programs 89/08/15 KINGSLEY OD 
Tennessee Valley Authority 2pp 51029 115 51029 125 

-0900250159 tnsp Repts 50 390/89 10 & 50 391/09 (0 on 8S073I 0801 No violations 
or deviations noted Major areas inspected preservice insp 

NEWSOME, ft W, BLAKE, JJ Region 2, Ofc ol (he Director 89/08/09 9pp 
51029 117 51029 125 


8906100128 NRC Into Notice 89 059, "Suppliers of Potenlialty Misrepresented Fasfe-r 
ers " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) aa/OS/rs 
Consolidated Edison Co of New York, Inc 106pp 50992 315-50993060 

8908140005 NRC Into Notice 89 060, "Maml of Teletherapy Units " Svc list end 
CUNNINGHAM, R E Division ol Industrial & Medical Nuclear Satotv (Post 87072=1 
89/08/18 Consolidated Edison Co ot New York, Inc 107pp 50933061 50993166 

8908160129 Suppl 2 to NRC Into Nolice 80 048, “Licensee Rept of Defective Rc f j 
blshed Valves Svc list end 

ROSSI, CE Division of Operalional Events Assessment (Post 870411) 89/06/22 
Consolidated Edison Co of New York Inc lOOpp S0990 039-50990 137 


S Reportable occurrences, LERs & related correspondence 

0906010161 Interim deficiency rept re inadequate qualification (or cabin supports & 
tidings Initially reported on 890622 Employees trained to revised design coleoa & nu- 
clear engineering procedures Final rept expected by 900430 
RAY.MJ Tennessee Valley Authority 89/07/26 Document Control Branch (Docu- 
ment Control Desk) 6pp 50754 105 50754 190 

8906020311 Revised final deficiency rept re probloms w/diesol generator te' 2 j 
contacts Initially reported on B6051 4 Caused by layer ot dust preventing compete 
relay contact closure Relays in all diesel generator conlrol circuits will be climma'ed 
RAY.MJ Tennessee Valley Authority 09/07/31 Document Control Branch (Docu- 
ment Conlrol Desk) 5pp 50772 261-50772 205 

890814031 1 Final deficiency repl re failure to implement G 32 requirements for -eoncrets 
Chipping fmially reported on 860500 Applicant has evaluated affected installed an- 
chors & determined lhat anchors acceptable tor use-as-is 

RYA.MJ Tennessee Valley Authority 09/08/07 Document Control Branch (Docu 
ment Control Desk) 2pp 51033 0S5 51033 057 

6908170222 Final deficiency rept re sleeve-sealing program for Seismic Category I 
bldgs Initially reported on 870527 Design Criteria WB DC-40 66 issued lo 
identified, various sleeve seal requirements & engineering drawings revised 
RAY.MJ Tennessee Valley Authority 09/08/09 Document Conlro) Biench (Docu- 
ment Conlrol Desk) 5pp 50953 330 50953 334 

8908 180437 Third interim deficiency 8 Part 21 rept re possible failu/0 ol Squara 0 
relays m diesel generator control panels to open upon loss of power Initially report ed 
on 870424 Final rept delayed until 891215 due to required research 
RAY.MJ Tennessee Valley Authority 09/08/14 Document Conlrol Branch (Docu- 
ment Conlrol D09k) 5pp 50965 141-50685 145 

8908230418 Revised final deficiency repl re lack of complete controlling design input 
requirements Initially reported on 871030 Design baseline & verification program de- 
veloped to ensure licensing & design basis accurate & maintained 
RAY M J Tennessee Valley Aulhonty 89/08/ 1 7 Document Control Branch (Docu 
menl Control Desk) 4pp 51006 057-51006 060 

8908230246 Third supplemental deficiency rept re Lirmtorquo motor actuator component 
interchangeability Initially reported on 870924 Submission dates for design Into tor 
aria affeclmg design function & main! instructions rel into stated 
AY.MJ Tennessee Valley Authority 09/08/18 Document Control Branch (Docu- 
ment Control Desk) 3pp 51006 223 51006 225 

8908230259 Second revised final deficiency rept re deficient welds for hanger lugs on 
ASME code piping Initially reported on 870127 Alt shear luqs inspected for backgoug- 
mg or ultrasonically examined & determined to be acceptable 
RAY.MJ Tennessee Valley Authority 09/08/18 Document Control Branch (Docu- 
menl Control Desk) 5pp 51000 057 51008 061 

8908280367 Fourth interim deliciency rept re failure to adequately conlrol & documenl 
instrument accuracy requirements Initially reported on 870626 Final rept describing 
results ot evaluations will be provided by 900630 

RAY.MJ Tennessee Valley Authority 89/08/22, Document Control Branch (Docu 
tnenl Conlrol Desk) 5pp 51035 306 5)035 310 


DOCKET 50-395 VIRGIL C, SUMMER NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency 8. lire protection plans 

8908010248 Forwards Amend 79 to License NPF-12 & safety evalualion Amend revises 
Tech Specs 6 1 1 ,6 5 1 & 6 53 re change in job idles, 6 4 for lo meol ANSI 3 1-1981 
training requirements & 6 2 1 8 6 2 1 ro Generic Ltr 88 06 

HAYES, JJ Project Directorate II- 1 89/07/24 BRADHAM.OS South Carolina Electric 
& Gas Co 4pp 50754 231 50754 275 

-6908010252 Amend 79 to License NPF-12, amending Tech Specs 6 t t, 6 5 1, 6 5 3 i 
Paragraphs 2 C ( 1 8) & 2 C (2) re job titles training requirements & fire detection 
ADENSAMEG Protect Directorate 11-1 09/07/24 34 pp 50754 235-50754 26-0- 

--8908010254 Safety evalualion supporting Amend 79 to License NPF-12 
• Office of Nuclear Reactor Regulation, Director (Post 070411) 89/07/24 6pp 
50754 269 50754 275 

8900010237 Rev 9 to Emergency Plan Procedure EPP 021, ‘'Activation ol Early Warning 
Siren Sys (EWSS) 

BRADHAM.O S Soulh Carolina Electric & Gas Co 89/07/20 (3pp 50754 065 
50754 078 

8908110176 Forwards Insp Rept 50 395/89 16 on 890710 14 No violations or dew 
abans noted 

CLINE WE Region 2 Ole of the Director 89/08/07 BPADHAM O S South Carolina 
Electric & Gas Co 2pp 50906 343 50908 345 

-0908110177 Partially withheld insp Rapt 50 395/89 16 on 090710 14 (ret 
10CFR2 790) No violations or deviations noted Major areas inspected security plan S 
implementing procedures mgt effectiveness & security program & organization 
STANSBERRY WW, MCGUIRE D R Region 2 Ofc of the Director 89/08/04 Ip 
50908 345 50908 345 
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8908 180180 Responds to exercise weakness noted in Insp Rept 50 395/89 lOCorrec 
Live actions corporate health physiC9 evaluating most appropriate method tor rapid 
held deLermmalion ol high airborne radioactive concentrations 

BRADHAM.OS South Carolina Electric & Gas Co 89/08/11 Oocumenl Conlrol 
Qranch (Document Control Desk) 2pp 50967 167 50967 168 

BS06210212 Suppl 1 lo Generic Lit 89 07 lo all operating plants, applicants far OLs & 
holders ol CPs re power reactor safeguards contingency planning lor surface vehicle 
bombs Svc list end 

PARTLOW.JG Associale Oirecfor for Projects (Post 07041 1) 89/08/21 Consolidal 
ed Edison Co of New York, Inc 55pp 51036 001-51036 056 


690B2B0209 Forwards Amend 27 lo physical security plan Amend withheld (ref 
10CFR73 21) 

BRADHAM.O S South Carolina Electric & Gas Co 09/08/22 Document Control 
Sranch (Document Control Desk) Ip 51040 326 51040 326 


K Utility Final Sarety Analysis Report (FSAR) & amends 

6906020206 Forwards Amend 5 lo updated FSAR lar Virgil C Summer Nuclear 
Station Updated FSAR amended through 890301 

BRADHAM.OS South Carolina Electric & Gas Co 89/07/27 Document Conlrol 
Branch (Document Control Oesk) 5pp 50778 062-50779 126 

-8908070127 Amend 5 to updated FSAR lor Virgil C Summer Nuclear Station 
• South Carolina Electric & Gas Co 89/08/31 275pp 50778 068-50779 126 


P Operating license stage documents & correspondence 

6907100211 Generic Hr 89 13 lo all holders ol OLs or CPs lor nuclear power plants re 
svc water sys problems attesting safely-related equipment Svc list end 
PARTLOW.JG Associate Director lor Projects (Post 870411) 09/07/10 Consolidal 
ed Edison Co ol Now York, Inc 53pp 50735 001 50735 054 


-8908010254 Salely evaluation supporting Amend 79 to License NPF-12 
' Ollice ot Nuclear Reactor Regulation, Director (Post 870411) 89/07/24 6pp 
50754 269 50754 275 

8906090037 Application lor amend lo License NPF-12.rovismg Surveillance Require 
ment 48112 ol Tech Spec 3/4 8 1, 'AC Sources, re diesel luel oil 
storage, monitoring, sampling & analysis 

BRADHAM.O S South Carolina Electric & Gas Co 89/07/27 Document Conlrol 
Branch (Document Control Desk) 4pp 50891 274-50881 282 

--B90BQ90039 Proposed Tech Spec Surveillance Requirement 46 1 1 2c re removing 
accumulated water from diesel luel oil storage tanks on specified frequency 

* South Carolina Electric & Gas Co 89/07/27 5pp 50BB1 278 50QBI 282 

8906170421 Forwards Amend 81 to License NPF-12 & salely evaluation Amend revises 
Surveillance Requirements 403A404 ol applicability section ol Tech Specs 
HAYES, J J Project Directorate 11-1 09/08/03 BRAOHAM.O S South Carolina Electric 
& Gas Co 3pp 50953 250 50953 263 

-690B170429 Amend 61 lo License NPF-12,revismg Surveillance Requirements 4 0 3 & 
4 0 4 under applicability 

ADENSAM.EG Project Directorate II 1 89/08/03 8pp 50953 253 50953 260 

- 890B170433 Salely evaluation supporting Amend 81 to License NPF-12 

" Olfico ol Nuclear Reaclor Regulation, Director (Post 870411) 89/08/08 3pp 
50953 261-50953 263 

890B1BD26D Forwards correcled Tech Specs ra changes contained in Amend 79 lo li 
cense & sigmficanl safety hazards consideration due lo typos 
BRADHAM.OS South Carolina Electric & Gas Co 09/08/10 HAYES, JJ Document 
Control 8ianch (Document Control Desk) Ip 50969 080 50969 082 

- 8908230412 Proposed Tech Spec Section 3/4 7 9 re area temp monitoring limiting 
condition lor operation 

* South Carolina Electric & Gas Co 89/06/10 2pp 50969 001 50969 082 


6907310479 Application lor amend lo License NPF 12, revising Tech Spec Sections 
38 11 & 30 1 2 ro ac sources & bases section ro ac sources.dc sources & onsite 
power distribution sys to corroct deticiency on mm luel oil storage vol 
BRADHAM.O S South Carolina Electric 8 Gas Co 89/07/21 Document Conlrol 
Branch (Document Conlrol Desk) 3pp 50724-210 50724 217 


8908180121 Requests relief Irom ASME Coda/Soclion XI hydrostatic pressure testing 
requirements Rebel reeded to support repair ot mam steam hoader moisture collector 
drain valves during filth refueling outage scheduled in May 1990 
BRADHAM.OS South Carolina Electric & Gas Co 09/08/ 11 Document Control 
Branch (Document Control Desk) 3pp 50968 180 50968 182 


- 8907310481 Proposed Toch Specs re mm vol in luel slorago sys.ac sourcos & eleclri 
cal power sys 

• South Carolina Electric & Gaa Co 89/07/21 5pp 50724 213 50724 217 

6907310553 Application I or amend lo License NPF- 12, revising action staloment ol Tech 
Spec 3 7 15, "Main Sloam Line Isolation Valvos" lo allow ono or moro valvos to bo 
Inoperable in Modes 2 & 3 providod valves closed 

BRADHAM.OS South Carolina Eleclnc & Gas Co 89/07/21 Document Control 
Branch (Document Conlrol Desk) 2pp 50723 156-50723 161 

-8907310554 Proposed Tech Spocs ro limiting conditions lor operation S survoillanco 
requirements lor main sloam lino Isolation valvos 

• South Carolina Electric & Gas Co 89/07/21 4pp 50723 1 50-50723 161 


890B240109 Summary ot 8D0801 meolmg w/ulil in Rockville, MD re loss of ollsite power 
event al plant List ol attendees, agenda & handouts end 

HAYES.J J Project Directorate IM 39/08/15 Project Directorate II t 41pp 
51009 190 51009 229 

89DB170493 Advises that addl Into neodod to support 890615 submittal ra proposal to 
extend OL ot plan! to 40 yrs Unclear w/respect to whether 30 or 40 yr operating lilo 
assumed 

HAYES.J J Project Oiroctorato ll-t 89/08/16 BRADHAM.OS South Carolina Electric 
& Gas Co 4pp 50953 159 50953 162 


Q Inspection reports, IE Bulletins 8c correspondence 


8908019099 Application for amend to License NPF- 12, revising Toch Spec Section 3/ 
4 5 2. "ECCS, to support removal ol RHR sys ACI Amend dololes surveillance ro 

J uiromant associated w/ACI to tost autoclosuro capability every to months 
RADHAM.O S South Carolina Electric & Gas Co 09/07/21 Document Control 
Bianch (Document Conlrol Desk) 2pp 50747 001-50749 253 

- 8998910100 Proposed Tech Specs revising Secllon 3/4 5 2, "ECCS," to support ro 
moval ol RHR sys ACI 

* Soulh Carolina Eleclnc 8 Gas Co 89/07/21 3pp, 50747 003-50749 253 

8908020233 Application lor amend lo License NPF- 1 2, revising Tech Spec Tablos 2 2-1 
8 3 3 4 re reactor Irip sys instrumentation sotpoints A GSFAS Inslrumonlallon WCAP- 
12160 & proprietary WCAP 12189 end WCAP-12109 withheld (rol 10CFR2 790) 

B RADHAM.O S Soulh Carolina Electric & Gas Co 09/07/21 Documonl Control 
Branch (Documonl Conlrol Desk) 2pp 50762 200 50762 275 

-8998820234 Proposed Tech Specs.rovising Tablos 2 2-1 & 3 3 4 re reactor trip sys In 
slrumentalion setpoints & ESFAS Instrumentation 
• Soulh Carolina Eleclnc & Gas Co 89/07/21 9pp 50702 202 50762 210 

-8908020236 Requests that proprietary WCAP-12189, "Resistance Temp Doloctor 

S ass Efimlnalion Licensing Repl lor VC Summor Nuclear Station" bo withheld Irom 
lie disclosure (rol 10CFR2.790) 

WlESEMANN,RA Wostinghouso Eleclnc Corp 09/04/28 MURLEY.T Office ol Nu- 
clear Reaclor Regulation, Director (Post 8704 1 1) 1 1 pp 50762 211-50762 221 

-6908020239 "Resistance Temp Deteclor Bypos9 Elimination Licensing Repl lor VC 
Summer Nuclear Station " 

PROVIANO.M J , WATERS, RM Westmghouso Electric Corp WCAP-12190 89/04/ 
30 55pp 50762 222 50762 275 

8908910024 Application lor amend to License NPF-12, revising Tech Spec 3/4 4 5 sur- 
veillance requirements ro sleam generators to extend application ol F* tube plugging 
entonon lor lito ol sloam gone ralors 

BRADHAM,OS Soulh Carolina Electric & Gos Co 09/07/24 Document Control 
Blanch (Document Conlrol Desk) 2pp, 50767' 170-50767 100 

-690BQ10Q27 Proposed Tech Spec 3/4 4 5 re sleam generators revising surveillance 
requirements lo oxlond application ol F* tube plugging criterion lor life ol steam gen- 
erators 

' South Carolina Eleclnc & Gas Co 89/07/24 9pp. 60767. 172-50767- 180 

8906010248 Forwards Amend 79 lo License NPF-12 & salely evatualion Amend revises 
Toch Specs 61.1,6 5.1 & 6 5.3 re change In job Idles, 6 4 for lo meet ANSI 3 t-1981 
Hairing roqulromenls & 6 2-1 & 6 2-1 re Generic Llr 88 06 

HAYES.J J Project Dlreclorale 11-1. 89/07/24 BRADHAM.O S South Carolina Eleclnc 
a Gas Co 4pp 50754,231-50754 275 

-■890B0102S2 Amend 79 to License NPF-12,amending Tech Specs 6 1 1.6 5 1, 6 53 & 
Paragraphs 2 C (18) & 2 C,(2) re job till os, I raining requirements & fire detection. 
ADENSAM.EG Project Directorate 11-1 89/07/24. 34 pp 6O764-235-50754'268 


8007200019 NRC Info Notice 89-057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc lisl end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 09/07/26 
Consolidated Edison Co ol Now York, Inc 106pp 50711 333 50712 078 

090B080066 Forwards Insp Repl 50-395/89 12 on 890626 30 No violalions or devl 
aliens noted 

PEEBLES, T A Region 2, Ole of tho Dircclor 09/07/28 BRADHAM.OS South Caroli- 
na Eleclnc 8 Gas Co 2pp 50058 064-50858 079 

-8908080072 Insp Ropt 50 395/80 12 on 890626 30No violations or deviations 
noted Major areas inspected followup ol OSTI Insp completed In Dec 1908 
SCHIN.R, KELLOGG, P Rogion 2. Ofc ol Iho Director 89/07/28 I4pp 50058 066 
50850 079 

8907270121 Suppl 1 to NRC Bulletin 80-010, "Nonconforming Molded Cose Circuit 
Breakers " Svc lisl end 

ROSSI, CE Division ol Operational Events Assessment (Post 070411} 89/08/03. 
Consolidated Edison Co ol Now York, Inc lOOpp 50904 148-50904 253, 

8907280169 NRC Info Nollce 89 058. "Disablement ol Turbine Driven Auxiliary Feed 
water Pump Due lo Closure of One of Parallel Sleam Supply Valves" Svc list encl 
ROSSI.CE Division of Operallonal Events Assessment (Post 070411) 89/08/03 
Consolidated Edison Co ol Now York, Inc 106pp 50900 005 50900 110 

B908230001 Forwards Insp Ropt 50 395/89 13 on 890701-31 & notice ol violation 
VERRELLI.DM Region 2, Ole ol tho Director 89/08/04 BRADHAM.OS South Caro- 
lina Electric & Gas Co 2pp. 51010 010-51019.021 

-890B230002 Notice of violation Irom Insp on 890701-31 Violation noted Iwo portable 
demlnerahzor unils placed in Intermediate bldg w/o implementing mainl work request 
or station administrative procedure lorm 

VERRELLI.D.M Region 2, Ole ol the Director 09/08/04 2pp 51019 012-51019 013 

-8908230003 Insp Repl 50-395/09 13 on 8 9070 1 -31, Violation noted Major areas 
inspected monthly surveillance observalions, monthly main! observation, operational 
salely venlication, action on previous insp findings & other areas 
PREVATTE.R L , HOPKINS.PC, CANTRELL, FS Region 2, Ole of the Director 89/ 
08/04 Opp 51019 014 51010 021 

8908110176 Forwards Insp Repl 50 395/09-16 on 090710 14 No violations or devi- 
ations noted 

CUNE.W E Region 2. Ole of the Director 89/00/07 BRADHAM.O S South Carolina 
Electric & Gas Co. 2pp 50908 343 50908 345 

-8908110177 Partially withheld Insp Rept 50 395/89-16 on 890710 14 (rol 
10CFR2 790) No violations or deviations notod Major areas inspected security plan & 
implementing procedures, mgl effectiveness & security program & organization 
STANSBERRY, W W , MCGUIRE, D R Region 2, Ofc ol the Director. 89/08/04 Ip 
60B08 345-50908 345 
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8900240284 Remits lee for plant msps during 07 l220-880326,per Invoice 1256B 
BRADHAM.OS Soulh Carolina Eiecinc & Gas Co B9/C8/09 Division of Accounting 
& Finance {Post 890205) Ip 51016 088 51016 086 

8908250062 Forwards summary of 890728 enforcement conference on Insp Repl 50 
395/89 1 4 re assumplion o* licensed operator duties by unqualified operator 
EBNETER S 0 Region 2, Ofc of Hie Director 69708710 BRADHAM.OS South Caro 
liria Electric S Gas Co 31pp 51029 157-5(029 187 

8908 1801 80 Responds «o exorcise weakness noted in Insp Repl 50-395789 lOCorrec 
live actions corporate health physics evaluating most appropriate method for rapid 
field determination of high airborne radioactive concentrations 
BRADHAM.OS South Carolina Electric 8 Gas Co 89/08/11 Document Control 
Branch (Document Control Desk) 2pp 50967 167 50967 168 

8808100128 NRC Info Notice 89 059, Suppliers of Potentially Misrepresented Fasten 
ets"Svc list end 

ROSSl.CE Division of Operational Events Assessment (Post 870411) 69/08/16 
Consolidaied Edison Co of New York, Inc I06pp 50992 315 50993 060 

8988140085 NRC Into Notice 89-060, "Main! of Telelherapy Units " Sue list end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
89/08/10 Consolidated Edison Co ol New York, Inc 107pp 50993 061-50993 166 

8908160129 Suppl 2 IP NRC Info Notice 88 040 ' Licensee Repl ol Defective Refur- 
bished Valves ’’ Svc list end 

ROSSl.CE Division ol Operational Events Assessment (Post 870411) 89/0B/22 
Consolidaied Edison Co of New York, Inc lOOpp 50990 039 50990 137 


R Periodic operaling reports & related correspondence 

8908150136 Monlhly operating repl for Jul 1989 for Virgi) C Summer Nuclear 
Siation.Unit 1 W/890B11 Hr 

HALTIWANGER.J , BRADHAM.OS South Carolina Electric S Gas Co 89/07/31 
BARRY, LW Document Conlrol Branch (Document Control Desk) 5pp 50927 326 
50927 330 


S Reportable occurrences, LERs 4 related correspondence 

0907200293 Pari 21 repl re quench cracks in bar of A-SA-193 Grade B7 
componeni Quench cracks round in one bar ol mat! Listed purchasers informed ot po 
tential defect Next rept will be submitted when addl info becomes available 
LANZA, WM Pressure Vessel Nuclear Steels, tnc 89/07/17 MURLEY.T E Office ol 
Nuclear Reactor Regulation, Director (Post 870411) 16pp 50614 160-50614 174 

8907270062 NPOES non compliance notification on 890715, fish kill discovered at plant 
circulating water discharge canal Caused by thermal shock 

BRADHAM.OS South Carolina Electric & Gas Co 69/07/20 KflECKER.WR South 
Carolina, State ot 5pp 50706 059-50705 063 

8907270225 NPOES noncomptiance notification on 890626, dead catfish discovered in 
circulating water discharge bay & canal at plant During 890626 0710,167 dead fish 
noted tn discharge area Fish kill suspected lo have occurred late on 890624 
BRADHAM.OS Soulh Carolina Electric 5 Gas Co 89/07/20 KRECKER.WR South 
Carolina, Slate of 3pp 50705 099-50705 107 

8907200301 Notification ot 890801 meeting w/ulil in Rockville, MD to discuss recent 
loss of electrical generating units as result ot trip at facility 

HAYES, JJ Project Directorate 11-1 89/07/21 ADENSAM.EG Project Directorate II- 
1 3pp 50707 239 50707 24 1 

8900180040 NPDES noncompliance notification on 890804,89 dead fish discovered in 
circulating water discharge bay Possibly caused by temp fluctuations at bottom of dis- 
charge bay on 890803 

BRADHAM.OS South Carolina Eiecinc & Gas Co 89/08/09 KRECKER.WR South 
Carolina, Slate of 8pp 50960 201-50960 208 

0908140351 LER 89 012 00 on B 907 1 1, turbine trip/reactor (up occurred. Caused by in- 
advertent shorting of ac power leads to temp converter causing control power fuse to 
blow Generator backup relays reset & runback relay replaced W/ 8 908 10 Itr 
HIGGINS.WR. BRADHAM.OS South Carolina Electric & Gas Co 89/08/10 5pp 
60S 1 3 349-509 \ 3 353 

8908180357 Part 2t rept re error in design of nonsafe ty.nonseismic portion of svc water 

R house HVAC sys Situation will be levlewed S determined 10 be unique to mod 
ant Training will be conducted re consideration of Hood paths 
VAUGHN.ME Gilberl/Com monweal lh. Inc (former’y Gilbert Associates, Inc) 89/08/ 
11 MURLEY.T.E, OfficB of Nuclear Reactor Regulation. Director (Post 870411) 6pp 
50968 092-50968 097. 


V. Operator Examinations 

8908010248 Forwards Amend 79 to License NPF-12 & safety evaluation Amend revises 
Tech Specs 6 1.1,6 5 1 & 6 5 3 re change m job titles, 6 4 tor to meet ANSI 3 1 *1 981 
tramlng requirements & 6 2-1 & 6 2-1 re Generic Ltr 8B 06 

HAYES.JJ Project Directorate 11-1 09/07/24 BRADHAM.OS South Carolina Electric 
& Gas Co 4pp 50754 231-50754 275 

-8908010252 Amend 79 to License NPF-l2,amending Tech Specs 6 1 1,65.1. 653 & 
Paragraphs 2 C MB) & 2.C (2) re job ti If es,f raining requirements & fire detection 
ADENSAM.E G. Project Directorate 11-1 89/07/24 34pp 50754 235-50754 268 

-•8908010254 Safely evaluation supporting Amend 79 to License NPF-12 

’ Office of Nuclear Reactor Regulation, Director (Post 870411) B9/07/24 6pp 
50754 269-50754'2?5. 

8908250062 Forwards summary of 890728 enforcement conference on Insp Rept 50- 
395/89-14 re assumption of licensed operator duties by unqualified operator. 
EBNETER.S D Region 2, Ofc ol ths Director 89/08/10 BRADHAM.OS South Caro- 
lina Electric & Gas Co 31 pp 51029,157-51029 187 

8908250255 Advises that reactor operator & senior operator wntten & operating exams 
scheduled for wk of 891204AII completed application info should be submitted 30 
days prior to first exam in order to review training & experience ol candidates 
PEEBLES.TA Region 2. Ole of the Director 89/08/16 BRADHAM.OS South Carod 
na Electric 6 Gas Co 1 1pp 51029 146-51029 156 


DOCKET 50-396 UNIV OF VIRGINIA CAVALIER REACTOR 


P. Operating license stage documents & correspondence 


8907280305 Forwards Amends 18 & 6 to Licenses R 66 & H-123. respectively. re* s*vj 
organizational structure to allow health physicist to report to Dept of Nuclear E r g> 
neenng & safety evaluation 

ADAMS, A Standardizahon & Non Power Reactor Project Directorate jPrs 89073* | 
89/07/20 MULDER, R U Virginia. Umv of, Charlottesville, VA 3 pp 50707 145- 
50707 1 58 

-8907280317 Amends 18 & 6 to Licenses R 66 & R-123, respectively, revising aganzt- 
tional structure 

MILLER.C L Standardization & Non Power Reactor Project Directorate (Pro 69073C) 
89/07/20 Bpp 50707 149 50707 156 

—8907280320 Safely evaluation supporting Amends 18 & 6 to Licenses R65 A fi- 
123. respectively 

’ Office ol Nuclear Reactor Regulation. Director (Post 870411) 89/07/20 
50707 157 50707 158 


DOCKET 50-397 WPPSS NUCLEAR PROJECT. UNIT 2 


F. Security, medical, emergency & lira protection plans 

890B080266 Forwards SALP Repl 50-397/69-18 (or June 1988 - May 1989 Plan! per- 
formance acceptable & directed toward sale facility operation 
MARTtNJB Region 5, Ofc of the Director 89/07/24 MAZUR, DW Washington 
Public Power Supply System 3pp 50855 272-50855 312 

-8908080287 SALP Rept 50 397/89 16 lor June 1988 May 1989 
• Region 5. Ofc of the Director 89/07/24 38pp 50855 275-50855 312 

8908040195 Forwards corrected Page i of Change 6 to guard training S qualification 
plan Page withheld 

SORENSEN.G C Washington Public Power Supply System 89/07/31 Document 
Conlrol Branch (Document Control Desk) Ip 50798 359 50798 359 

8908170049 He vised EPIPs.includmq Rev 7 lo 13 1 2, Rev 6 lo I3 8 2.RCV 7 to 
13 8 3, Revs 6 to 13 9 1 8 13 9 2,Revs 5 to 13 9,7 & 13 10 3, Rev 8 to 13 10 9.RC.S 5 
to 1311 1 & 13 11 10, Rev 6 to 13 It 11 S Revs 7 to 13 1 1 13 & 13 1 1 14 
POWERS.C M , ALBERT ,C Washington Public Power Supply System 89/08/08 
400pp 50943 118-50944 170, 

8908180005 Ack receipt of 890630 Itr transmitting objectives & limitations, for 193? 
emergency exercise Exercise objectives appropriate Util should consider incorporate 
refs to EPIPs In objectives 

FISH.RF Region 5. Ofc ol the Director 89/08/11 SORENSEN.G C Washington 
Public Power Supply System 2pp 50968 183-50968 193 

-690B1 80006 Forwards proposed objectives & limitations lor Exercise 89 on 891004, ter 
review & approval, 

SORENSEN.G Washington Public Power Supply System 89/06/30 GOOD.G Region 
5, Ofc Of the Director 9pp 50968 185 50968 193 

8908210212 Suppl 1 to Generic Llr 89 07 to all operating plants, applicants for OLs 1 
holders of CPs re power reactor safeguards contingency planning lor surface vehicle 
bombs Svc list enc) 

PARTLOW.J G Associate Director for Projects (Post 870411) 89/08/21 Consolidat- 
ed Edison Co of New York, Inc 55pp 51036 001-51036 058 


G, Adjudicatory correspondence 

8908030142 Petition for rulemaking PHM-50-63 requesting NRC action lo review undue 
risk posed by BWR thermal hydraulic instability.NRR should issue order requiring it 
GE SWRs to be placed in cold shutdown for slated reasons 

HIATT.S L Ohio Citizens for Responsible Energy 08/07/28 Office of Nuclear Reac- 
tor Regulation, Director (Post 870411) I0pp 50820 143 50820 152 


P Operating license stage documents & correspondence 

8907270129 Informs of plans to manage development of engineering support ol PpOt 
ation programs concurrently w/overall supply sys quality Improvement program 
MAZUR, D W. Washington Public Power Supply System 89/07/07 MARTIN. J B 
Region 5, Ofc of the Director Ip 50683 341-50683.341 

8907180211 Generic Llr 80-13 to all holders of OLs or CPs for nuclear power plants re 
svc water sys problems a I feeling safety-related equipment Svc list end 
PARTLOW.J, G. Associate Director for Projects (Post 87041 1). 89/07/18 Consolidat- 
ed Edison Co ot New York, Inc 53pp. 50735.001-50735 054 

89072801B1 Forwards addl info re 880728 response to Generic Ltr 88 01, per NRC 
890516 request, 

SORENSEN.G C Washington Public Power Supply System 89/07/20 Document 
Control Branch (Document Control Desk) 46pp 50702 305-50702 350 

8907310057 Advises that no agreemenls exist that contain restrictive clauses re em- 
ployee right to discuss poiential salaty Issue 

MAZUR. D.W Washington Public Power Supply System 89/07/24 Document Centro! 
Branch (Document Control Desk). 2pp. 50715, 037-50715 038 

8907310145 Responds to Generic Ltr 89 08, "SPDS," certifing that graphic display 
fully meets requirements of NUREG 0737. Suppl 1. taking into account info provided in 
NUREG-1342 

SORENSEN.G C. Washington Public Power Supply System 89/07/24. Documanl 
Conlrol Branch (Document Control Desk) 2pp 50737 083-50737 064 
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8908030016 Forwards "Instrument Air Sys Review Response to Genoric Ltr 88 14," per 
89Q70& commitment 

SORENSEN GC Washington Public Power Supply System 89/07/20 Document 
Control Branch (Document Control Desk) ip 50774 027-50774 131 

-8908030033 "tnslrumenl Air Sys Review Response to Generic Ur 88-14 " W/six over- 
size figures 

“ Bechtel Power Corp 89/07/31 103pp 50774 028 50774 131 

890B1B021B Forwards proposed equipment setpoint methodology program plan. per CJ 
Bosled requasl Proposed program manpower Intensive & will probably require parhci 
palion 8 support of Supply Sys Technical Support Svcs contractor 
SORENSEN, G C Washington Public Power Supply System 89/08/02 MARTIN, J B 
Region S, Ofc of tho Dirocfor 5pp 50970 203-50970 207 

8906180330 Applicalion lor amend lo License NPF 21 .revising Tech Spec Table 384 2 
1, 'Pnmarv Conlainmenl Penetration Conductor Overcurront Proteciivo Refay De- 
vices" to /noddy backup containment penetration overcurrent protection 
BOUCHEY.G D Washington Public Power Supply System 89/08/13 Document Con 
trot Branch (Document Control Desk) 6pp 5096B 155-50960 163 

--8908 180333 Proposed Tech Specs re primary containment penetration conductor 
Qvercurrent protective devices 

* Washington Public Power Supply System 89/08/13 ip 50968 161-50968 161 

--890S180334 Advises dial util review 8 approval o( application lor amend lo License 
NPF 21 re overcurrenl protective relay devices accomplished Fuse size changed from 
100 to 99 ampere to provide addl margin in conlainmenl penetration protection 
BOUCHEY.G D Washington Public Power Supply Systom 89/08/14 Document Con 
lid Branch (Oocumenl Control Dosk) 2pp 50960 162-50968 163 

8906260157 Forwards Amend 72 lo License NPF-21 8 safely evaluation Amend revisos 
Tech Spec Table 3 04 1-1, "Primary Conlainmenl Penetration Conductor Protective 
Devices" by changing backup protection device tor 4B0 volt disconnects 
SAMWQRTH.RB Protect Directorate V 89/00/16 SORENSEN, G C Washington 
Public Power Supply Systom 4pp 51041 269 51041 200 

-6908280189 Amend 72 to Liconso NPF 21. changing Tech Spec Table 3 84 2*1. “Pn 
maiy Containment Penetration Conductor Proteciivo Devices" by changing backup 
protection device lor 400 volt ac (used disconnects to permit plant reslan 
KNIGHTON, G W Pro]ect Directorate V 89/00/16 4pp 51041 273 51041 276 

••8908280160 Satoly evaluation supporting Amend 72 to Liconse NPF-21 
■ Oltico of Nuclear Reactor Regulation. Director (Post 070411) 09/00/16 4pp 
51041 277-5104 1 260 


Q Inspection reports, IE Bulletins & correspondence 

8908070005 F-OIA request tor final open item transmittal llrs per NRC Insp Procedure 
94300B (or listed plants 

WILLIAMS, OG JnA Associates 09/05/17 GRIMSLEY.DH NRC No Detailed Altili 
alien Given 2pp 50009 279 50009 280 

8907310070 Provides add! into re acceptability of tivo installer) items lor use in safety 
related applications, por Insp Rept 50 3D7/09 21 Items include, Potior 8 Brumfield 
relays, Anchor Darling valve parts & 600 volt or loss (uses 

BOUCHEY.G D Washington Public Power Supply System 89/07/20 
FAULKEN BERRY. B Region 5, Ole ot the Director I4pp 50737 103 50737 116 

8908110333 Forwards SSOMI Rept 50 397/B9 06 on 090327-0526 & nolico o( 
violation Outage mod process found adequate Principle concerns lislect.mcluding con 
corn re quality o! maml & surveillance procedures & controls 
ZIMMERMAN, RP Region 5, Otc ol tho Director 09/07/20 MAZUR, DW Washington 
Public Power Supply Systom 4pp 50095 358 50096 too 

-8908110337 Nolico ol violation from insp on 090327 0407 Violations noted incorrect 
engineering calculation issued on 031213 dial defined values ol rot bounds & Incorpo 
rated into Tech Spec Surveiltanco Procedure 7 4 5 t o 

ZIMMERMAN, RP Region 5, Otc ot Ilia Director 09/07/20 4pp 50096 001 
50898004 

-8908110338 SSOMV Repl 50 397/09 06 on 090327 0407 8 0500 26 Violations 
noted Major areas inspected plant mod program & assessment ol licensee soil imlia 
tives 

TOTH, A D , WAGNER, W , CICOTTE.G Region 5. Otc ol the Director 89/07/05 96pp 
50896005 50696 100 

8909110324 Forwards Enforcement Conference Rept 50 397/89 22 on 890628 to dis 
cuss potential enforcement issues ro environ qualification ot electrical equipment 8 
commercial grade procurement 8 dedication process 

FAULKENBERRY.B Region 5. Otc of the Director 89/07/21 MAZUR, DW Washing 
Ion Public Power Supply System 3pp 50B92 271-50892 280 

-•8808110326 Enforcement Conference Rept 50 397/89 22 on 890628 Violation 
noted Mapr tssuos discussed, environ qualification ol electrical equipment 8 commer- 
cial grade procurement process 

JOHNSON,? H Region 5. Otc ot the Director 09/07/21 7pp 50892 274 5089? 280 

8906080266 Forwards SALP Rept 50 397/89-16 tor Juno 19B8 - May 1989 Ptani per- 
formance acceptable & directed toward sale facility operation 
MARTIN, JB Region 5, Ole ol the Director 09/07/24 MAZUR, OW Washington 
Public Power Supply System 3pp 50055 272 50855 312 

••8906080287 SALP Repl 50 397/89 16 for Juno 1980 • May 1989 
' Region 5. Otc of the Director 09/07/24 3Bpp 50855 275-50855 31? 

8907200019 NRC Into Notice 09 057. ' Unquatitiod Electrical Spticos in Vendor Supplied 
Environmen laity Qualified Equlpmonl " Svc list oncl 

ROSSI, CE Division ot Operational Events Assossmont (Post 070411) B‘t/07/26 
Consolidated Edison Co ot New York, Inc 106pp 507 it 333 50712 070 

8908010426 Confirms mgl mealing on 890800 at silo to discuss results ol SAI l> toi 
period ending 890531 

ZIMMEF1MAN.FI P Region 5, Oic of tho Director 89/07/27 MAZUR DW Washington 
Public Power Supply System 3pp 50767 060-50767 062 


8908020333 Responds to NRC 690620 ltr re violations noted in Insp Rept 50 397/89- 
13 Corrective actions radiation barrier posting for RWCU HX room removed from ac 
cordion style gate at entrance to room & placed on rope in Iront of gate 
BOUCHEY.G O Washington Public Power Supply Systom 89/07/28 Document Con 
trot Branch (Document Conlrol Desk) 5pp 50772 221 50772 225 

8908000277 Forwards Page 3 ol util 8S0720 response to violations noted in Insp Rept 
50 397/09-21 re routine testing & certification of relays 

PECK.SH Washington Public Power Supply System 69/07/31 FAUl KENBERRY.B 
Region 5, Ole ot the Director 2pp 5085B 093-50856 094 

8908 1601 53 Towards Insp Rept 50 397/89 17 on B90B04 0709 & notice ol violation 
MENDONCA.MM Region 5, Ofc ot the Director 89/07/31 SORENSEN GC Wash- 
ington Public Power Supply System 2pp 50964 297 50964 315 

-8900180154 Notice ot violation from insp on 090604-0709 Violations notedTech Spec 
Surveillance Procedure 7 4 6 3 4 1 rot established implemented or maintained on 
090617 & 10 

MENDONCA.MM Region 5, Ole ol the Director 89/07/31 2pp 50964 299 
S03G4 300 

••8908180156 Insp Rept 50-397/69 17 on 090604 0709 Violations noted Major areas 
inspected conlrol room ope ratio ns, action on previous insp findings, ESF 

sialus.surveillance & mainl programs, LERs, special insp topics & review of periodic 
roots. 

JOHNSON ,P H Region 5. Otc of Hie Director 89/07/24 15pp 50964 301-50964 315 

8908080302 Submits final response lo Suppl t lo NRC Bulletin 05 003 Measured thrust 
values for valves obtained by analysis of spring pack calibr signatures & valves con 
trailed by limit switches w/open torque switches jumpered throughout travel 
SORENsEN.GC Washington Public Power Supply System 89/08/02 Document 
Control Branch (Document Conlrol Desk) 4pp 50055 261 50855 264 

8908180330 Forwards Insp Rept 50 397/09 20 on 690710-14 8 notice of violation 
YU HAS, G P Region 5, Otc of tho Director 99/08/02 SORENSEN.GC Washington 
Public Power Supply System 2pp 50967 242-50967 257 

•-899B180342 Notice ol violation horn insp on 890710-14 Violation notedaudii ot 
performance, training & qualifications of entire unit stall not conducted for period ot 21 
months 

YUHAS.G P Region G. Otc ol the Dirocfor 09/00/02 2pp 50967 244 50987 215 

- 8908180346 Insp Repl 50-397/89 20 on B90710 14 Violation noted Ma|or areas 
inspected liquids & liquid waslo.radwaste mgLALARA & followup ol open 8 unrosclved 
items 

CICQTTE.GR, GARCIA, EM Region 5, Ofc ot the Diroctor 89/OB/OI 12pp 
50967 246 50987 257 

8907270121 Suppl 1 lo NRC Bulletin 08 010, "Nonconforming Molded Case Circuit 
Breakers ” Svc list end 

ROSSl.C E Division ol Opeialional Events Assessment (Posl B70411) 09/08/03 
Consolidated Edison Co ol New York, Inc lOflpp 50904 148 50904 253 

8907280169 NRC Info Nolico 69 056, "Disablement ol Turbine Driven Auxiliary Feed 
water Pump Due to Closuro ot One ot Parallel Steam Supply Valves" Svc list oncl 
ROSSl.C E Division ot Operational Events Assessment (Post 670411) 89/03/03 
Consolidated Edison Co ol Now York, tnc 10Gpp 50300 005-50900 1 10 

8903100128 NRC Info Notice 89 059, "Suppliers of Potentially M is ro presented Fasten 
ors '* Svc list oncl 

ROSSl.C E Division o! Operational Events Assessment (Post 870411) 89/03/16 
Consolidated Edison Co ol New York, Inc I06pp 50992 315-50993 060 

8908140035 NRC Info Notice B9-060, "Main! of Telolherapy Units " Svc list end 
CUNNINGHAM, R E Division of Industrial 8 Medical Nuclear Satoly (Posl 870729) 
89/08/18 Consolidated Edison Co ot New York. Inc 107pp 50993 061-50993M66 

8908280312 Responds to NRC BD0720 Hr re violations noted in Insp Repl 50 397/89- 
OS Corrective actions pump discharge pressures recalculated to meet Tech Spec re- 
quirement ol 26 psid 

BOUCHEY G D Washington Public Power Supply System 89/06/21 Document Con- 
trol Branch (Oocumenl Control Desk) 9pp 51042 331 51042 339 

8908160129 Suppl 2 to NRC Into Notice 88 048, "Licensee Rept ot Detcrtive Refur 
bished Valves ' Svc list end 

ROSSl.C E Division ol Opeialional Events Assessment (Post 6704 11) 89/06/22 
Consolidated Edison Co ol Now York, Inc lOOpp 5OB90 039 50390 107 


R Periodic operating reports & rotated correspondence 


8908280226 "WPPSS 2 Semiannual Effluent Repl for Period Jan June 1989 W/ 
890821 ltr 

POWERS, CM Washington Public Power Supply Systom 89/06/30 3tpp 51040 083 
51040 113 

8908170602 Monthly operating rept for Jul 1909 lor WNp-2 W/09QQ0B Hr 
HUTCHISON.L B . POWERS CM Washington Public Power Supply System 89/07/ 
31 4pp 50953 013 50950 016 


S Reportable occurrences, LERs & rotated correspondence 

8900080199 LER 69 028 00 on 890629, turbine throttle valvo closure reactor scrammed 
during turbine testing Caused by inadequate) procedure Operator acted promptly Ip 
place plant in safe shutdown condition Training program improved W/890728 Hr 
DAVISON WS. POWERS.C M Washington Public Power Supply System 89/07/27 
6pp 50636 070 50836 075 

8908070002 LER 09 027 00 on 890630 preliminary engineering evaluation dotci mined 
that two seismic supports missing on each oi two PASS containment isolation 
valves Caused by toss than adequate work practices W/090728 ltr 
FULLER.R E , POWERS C M Washington Public Power Supply System 80/07/23 
6pp 51015 115 51015 120 
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B90B1401Q1 1-ER 89 029 00 on 890703.RWCU & RCIC sys isolation occurred when 
RWCUV-1 closed as part of Group 7 nuclear steam supply shutoff sys> 
isolation Caused by inadequate preparalicn & review ol surveillance test procedure W/ 
890001 Hr 

FIES.CL, POWERS.CM Washington Public Power Supply System 89/08/01 5pp 
50891 009 50891 013 

8908170032 PNO V-89 046 on 890806, reactor tripped from 100% on low reactor pres- 
sure vessel water level Cause of loss of lube oil pressure & reacior trip under 
investigation Plant expected lo be shutdown until 890809 for repairs 
JOHNSON P. BOSTED.C Region 5. Ofc of Ihe Director 89/08/07 Ip 50953 289- 
50953 289 

8908180270 PNO V-89 049 on 89081 1. portion of Divs I & II of electrical sys declared 
inaperablo & plan! shutdown initialed Caused by inoperable motor control ctr feeder 
breaker Feeder breaker replaced w/|umper or appropriately sized fuse 
JOHNSON, P, SORENSEN, C Region 5, Ofc of the Director 09/00/14 2pp 
50967 258-50S67 259 


DOCKET 50-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


F Security, medical, emergency A fire protection plans 

8907310556 Forwards "Plan lor Sboaron Harris Nuclear Power Plant Emergency Exer 
cis a - 890914 " Players do nol have access to scenario to be used W/o oncl 
LOFLIN.L I Carolina Power & Lighl Co 89/07/25 Pocumenl Control Branch (Oocu 
men) Control Desk) Ip 50723 163 50723 163 

8908030218 Revised EPIPs, Including Rev 6 to PEP-215, Rev 2 to PEP-363 & Rev 6 to 
PEP 406 W/890727 Hr 

RICHEY.RB Carolina Power 8 Light Co 89/07/27 37pp 50773 076-50773 112 

8908180332 Change I lo Vol 2, Part 5, Procedure PEP 321, Rev 3, “Notification ot 
SHNPP Emergency Response Personnel W/89081 4 Itr 

BLOCKER.JM Carolina Power •& Light Co 89/08/14 5pp 50970 186 50970 190 

8908210212 Suppl 1 to Generic Ltr 09 07 lo all operating planls, applrcanls lor OLs & 
holders of CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc list end 

PARTLOW.JG Associate Director for Projects (Post 870411) 89/08/21 Consolidat- 
ed EdisonCo ol Now York, Inc 55pp 51036 00151036056 


M Antitrust correspondence 

89081502S4 Requests that Commission dismiss Norlh Carolina Eastern Municipal Power 
Agency complaint re CP8L violation ol antitrust conditions on basis that Power 
Agency has pursued claim in multiple forums & reasons in CP&L 890615 llr 
AVERY, G A Cadwalader, Wickersham & Tall AVERY.GA Carolina Power & Light 
Co 69/08/04 MURLEY.T E Ollico ol Nuclear Reacior Regulation, Director (Post 
8704 11) 4pp 50929 123-50929 126 


P. Operating license stage documents & correspondence 

8907180211 Generic Ur 89-13 lo all holders ot OLs or CPs lor nuclear power planls re 
svc water sys problems affecting safety related equipment Svc list encl 
PART LOW, J G Associate Director lor Propels (Posl 870411) 89/07/18 Consolidat- 
ed Edison Co Ol New York, Inc 53pp 50735 001-50735 054 

8908010284 Forwards addl info in supporl of util 89041 1 request lor amend to License 
NPF 63, revising Tech Spec limit lor max teel enrichment 

CUTTER, AS Carolina Power a Light Co 89/07/26 Document Coniro) Branch (Docu 
menl Control Desk) 4pp 50756 1 21-60756 124 

8900080182 Rosponds to V Stella 890427 Itr re employee nolificalion to NRC ol poten 
tial safely issues Util contacted ally lor lormer employee who entered mio settlement 
agreement w/ulil lo verify agieement did not contain restrictive clauses 
CUTTER.A B Carolina Power 8 Light Co 09/07720 Oocumoni Control Branch (Docu 
menl Control Desk) 2pp 50B360 10 50836 011 

8908080187 Confirms that lourlh quarlo/ly msiallment payment ol NRC FY89 annual 
fees electronically transferred lo NRC on 690720 

LOFLIN.LI Carolina Powar & Light Co 89/07/31 Document Control Branch (Docu 
menl Coniro I Desk) Ip 50857 267-50857 267 

8908160365 Requests commencement ol informal complaint procedures per Section 
5 3 2 ol NUREG 0970 tor listed reasons 

NEWELL. G J Spiegel & McDiarmid MEWELL.G J Norlh Carolina Municipal Power 
Agencies 09/06/03 MURLEY.T E Olfice ol Nuclear Reader Regulation Oaector 
(Post 870411) 2pp 50930 173 50930 174 

8908170519 Responds to uhl 890728 llr ro nolificalion ol NRC of employees potential 
salely issues Requesls dial util provide NRC w/setllemen! agreement 
ADENSAM.E G Project Directorate II 1 89/08/09 EURY L W Carolina Power 8 light 
Co 4pp 50945 160 50945 163 

8908220010 Responds lo NRC concern re abifily ol employees & contractors to raise 
safely issues to licensee mgl & NflC Licensee understands & endorses importance 
of maintaining paihway unrosiricled 

LOFLIN.L I Carolina Power & Light Co 09/06/11 Document Control Branch (Docu 
menl Control Oesk) ip 51015 286-510(5 286 


0, Inspection reports, IE Bulletins 4 correspondence 

8908070005 FOlA request lor final opon item iransmitlal llrs per NRC Insp Procedure 
94300B for listed plants 

WILLIAMS OG JRA Associates 39/05/17 GRlMSLEYDH NRC - No Detailed Atlih 
alion Given 2pp 50809 279 50809 280 

8907200019 NRC Info No I icc 89 057 Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipmcni Svc list encl 

HOSSICE Division of Operational Events Assessment [Posl 870411) G9/0//26 
Consolidated Edison Co ol New York. Inc 106pp 50711333 50712 078 


8907270121 Suppl 1 lo NRC Bulletin 88 010, "Nonconforming Molded Case Oral 
Breakers " Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Posl 878411) 89/08163 
Consolidated Edison Co of New York, Inc I08pp 50904 148 50904 253 

8907280169 NRC Info Notice 89 058, 1 Disablemenl ol Turbine Driven Auxiliary Feed- 
water Pump Due to Closure ol One of Parallel Steam Supply Valves " Svc list end 
ROSSl.C E Division ol Operational Events Assessmeni (Post 870411) 8 9/M.teJ 
Consolidated Edison Co of New York, Inc I06pp 50900 005 50900 1 10 

8908100128 NRC Info Notice 89 059, "Suppliers of Potentially Misrepresented Faster, 
ers " Svc list encl 

ROSSl.C E Division of Operational Evenls Assessmeni (Post 870411) 69/08/15 
Consolidated Edison Co of New York, Inc 106pp 50992 315 50993060 

8908140085 NRC Info Notice 89 060, "Mainl of Teletherapy Units" Svclisl encl 
CUNNINGHAM, R E Division ol Industrial & Medical Nuclear Safety (Post 870723) 
89/00/18 Consolidated Edison Co of New York, Inc 10/pp 50993061 50993166 

8908160129 Suppl 2 to NRC Into Nolice 80 048, "Licensee Repl Of Oefeclrvo Hefur- 
bished Valves Svc list encl 

ROSSI, CE Division ol Operational Evenls Assessmeni (Post 070411) 89/08(22 
Consolidated Edison Co of New York, Inc 100pp 50990 039 50990 137 


R Periodic operating reports & related correspondence 


8908150311 Monlhly operaling repl for Jul 1909 tor Hams Nuclear Power PJanl Unel 
1 W/69001 1 Itr 

HALE.MW RICHEY, RB Carolina Power & Light Co 89/07/31 5pp 50927 241 
50927 246 


S Reportable occurrences, LERs & related correspondence 

8908070312 Pari 21 repl re potential failure ol mam sleam PORVs supplied by Conl/d 
Componerds, Inc Initially reported on 890719 Cause ol failure speculated to bo did or 
corrosion particles preventing ring from sealing PORV turn modified 
RICHEY, RB Carolina Power & Light Co 89/07/26 EBNETER.S O Region 2, OlCd 
the Director 4pp 50826 074 50826 077 

8908040186 LER 89 012 00 on 890630, required continuous sampling ol release ol sac 
ondary waste sample tank not performed Caused by personnel errorGrab sampled 
secondary waste analyzed w/no radioactivity detected Procedure revised W/0M73I 
llr 

SCHWABENBAUER, RICHEY, R B Carolina Power & Light Co 89/07/31 2pp 
50795 098 50795 099 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 


F Security, medical, emergency & fire protection plans 

8908100262 Forwards proposed generic llr requasling voluntary licenseo participation m 
ERDS & requesls that proposed generic Ur be sent to all licensees of power 
reaclors except for participants & licensees of listed plants 
JORDAN E L Ollice for Analysis & Evaluation of Operational Dala, Director 89/07/ 
27 MURLEY.T E Office ol Nuclear Reacior Regulation, Director (Post 070411) Ip 
51074 359-51074 360 

8908210212 Suppl 1 lo Generic Ltr 89 07 (o all operating plants, applicants ter OLs i 
holders ol CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc list encl 

PARTLOW.JG Associate Director for Projects (Posl 870411) 89/00721 Consdidal 
ed Edison Co of New Yoik, Inc 55pp 61036 001 51036 056 


P Operaling license stage documents 8. correspondence 


8907180211 Generic Llr 09-13 to all Holders ol OLs or CPs (or nuclear power plants re 
svc water sys problems affeciing safely related equipment Svc list encl 
PARTLOWJG Associate Director lor Protects (Posl 870411) 89/07/18 Consdrdai 
od Edison Co ol Now York, Inc 53pp 50735 001 50735 054 

8908150199 Advises (hal util already exempt from 10CFR26, ' Fitness-for- Duly Pro 
gram' because ol SAFSTOR status Roquest lor exemption will not bo necessary 
since license amended to possession only license via Amend 63 did 080910 
TAYLOR JW DairyJand Power Cooperative 89/07/27 Document Control Branch 
(Document Control Desk) 2pp 50917 359 5091/360 


O Inspection reports, IE Bulletins & correspondence 

0907200019 NRC Into Notice 89 057, "Unqualified Eleclncal Splices in Vendor Supplied 
Environmentally Qualified Equipment Svc list encl 

ROSSI CE Division ol Operational Evenls Assessmeni (Post 870411) 09/07/26 
Consolidated Edison Co of New York Inc 106pp 50711 333-50712 078 

8907270121 Suppl 1 to NRC Bulletin 88 010, "Nonconlorming Molded Case Circuit 
Breakers Svc list encl 

ROSSl.C E Division ol Operational Events Assessment (Post 8704 if) 89/08/03 
Consolidated Edison Co of Now York, Inc 100pp 50904 140 50904 253 

6907280169 NRC Info Notice 89 058, ' Disablement ol Turbine Driven Auxiliary Feed 
water Pump Due lo Closure ol One ol Parallel Steam Supply Valves " Svc LSI oncf 
ROSSI CE Division ol Operational Evenls Assossmenl (Posl 870411) 89/08/03 
Consolidated Edison Co of New York, Inc I06pp 50900 005 50900 110 

8908100128 NRC Info Notice 89 059 'Suppliors ot Potentially Misroprasonlod Fasten 
ors Svc list encl 

ROSSI CE Division ol Operational Evonts Assessmeni (Posl 870411) 89/08/16 
Consolidated Ed'son Co of Now York. Inc 106pp 50992 315 50993 060 
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6SDB14OO05 NRC Inlo Notice B9 060, "Mamt of Teletherapy Units " Svc list end 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 070729) 
89/08/18 Consolidated Edison Co of New York, Inc t07pp 50993 061-50993 166 

6909160129 Suppl 2 to NRC Info Nolice 88 040, "Licensee Rept of Defective Refur 
bished Valves " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 07041 1} 89/00/22 
Consolidated Edison Co of New York, fnc tOOpp 50990 039 50990 137 


fl Periodic operating reports & related correspondence 


P Operating license stage documents & correspondence 

8908010325 forwards Amend 9 to License NPF-69 & safely evaluation Amend deletes 
Tech Spec Figures 62l&622&to create posilion of executive vice president nu 
clear operations, per Generic Ur 08-06 

SLOSSON.MM Protect Directorate 1-1 89/06/30 BURKHARDT.L Niagara Mohawk 
Power Corp 2pp 50755 300-50755 323 

-8908010331 Amend 9 to License MPF-69.doleting Figure 6 2 1, "Mgt Organizational 
Chart" & Figure 6 2 2 "Nuclear Site Organization,” per Generic Ltr 86 06 
CAPRA, T A Proiect Diroctorato 1-1 09/06/30 18pp 50755 302 50755 319 


6903150067 Monthly operating rept (or Jan 1989 lor LACBWR W/B90202 Hr 
CHRISTIANS R , TAYLOR, JW Dairyland Power Cooperative 09/01/31 5pp 

50917 027-50917 031 

6908150089 Monthly operating rept for Feb 1989 for La Crosse BWR W/ 890308 ltr 
CHRISTIANS, R , TAYLOR, JW Dairyland Power Cooperative 09/02/28 5pp 

50925 245-50925 249 

8908150147 Monthly operating rept for June 1989 for LACBWR W/890706 ltr 
CHRISTIANS, R , TAYLOR.J W Dairyland Power Cooperative 09/06/30 5pp 

50927 043 50927 047 

6SDB16Q147 Monthly operating rept lor Jul 1909 lor LACBWR W/B90807 lit 
CHRISTIANS.R , TAYLOR.J W Dairyland Power Cooperative 09/07/31 5pp 

50935 242-50935 246 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


f Security, medical, emergency & lire protection plans 

8908020378 Forwards final SALP Repts 50 220/88 99 & 50 410/68 99 for Mar 1908 - 
Feb 1989 Areas which showed decline in performance include operations, main! & sur 
veillance & engineering & technical support 

RUSSELL, WT Region I, Ofc of the Director 00/07/24 ENORIES.J Niagara 
Mohawk Power Corp 3pp 50763 162-50763 220 

-8906020305 SALP Repts 50-220/00 99 & 50 410/88 09 for Mar 1908 Feb 1909 
■ Region 1, Ole of the Director 09/07/24 46pp 50763 165 50763 227 

-8908020395 Errata to SALP Board Repts 50 220/88-99 8 50-4 10/08 99, changing 
Pago 26,Lmo 37 to assure meteorological forcasting methods consistently applied 8 
understood lor nccuralo input to dose assessment models 
• NRC No Dolailed Altiliation Given 09/07/24 Ip 50763 228-50763 220 

8908020031 Forwards Issue 2, Rev 0 to physical security plan Specific changes set forth 
in Attachment A Supporting info set forth in Attachment B Master acronym & abbrevia- 
tion list also onct Ends withhold (rot 10CFR73 21) 

BERATTA.J P Niagara Mohawk Powor Corp 89/07/25 Oflico of Nuclear Reactor 
Regulation, Director (Post 870411) Ip 50757 314-50757 314 


-8908010337 Safety evaluation supporting Amend 9 to License NPF-69 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 89/06/30 4pp 
50755 320 50755 323 

09Q8O1O289 Forwards Amend to to License NPF 69 & safety evaluation Amend revises 
Tech Specs by transferring air start receiver requirements for emergency diesel gener- 
ator to 4 8 1 t 2 a 8 S reducing mm allowable pressure for Div III generator 
SLOSSOM.MM Project Directorate I 1 89/07/12 BURKHARDT.L Niagara Mohawk 
Power Corp 2pp 507S3 251-50753 250 

-8908010291 Amend 10 to License NPF 69, revising Tech Specs by transferring air start 
receiver requirements for emergency diesel generator to 4 8 1 1 2 a 8 & reducing mm 
allowable pressure (or Div III emergency standby diesel generator 
CAPRA, R A Project Directorate I 1 89/07/12 4pp 50753 253 507 53 2 56 

-8908010294 Safety evaluation supporting Amend 10 to License NPF 69 

* Office of Nucloar Reactor Regulation, Director (Post 870411) 09/07/12 2pp 
50753 257 50753 250 

8907100211 Generic Ur B9 (3 to all holders ol OLs or CPs lor nuclear powor plants re 
svc water sys problems alleclmg safety-related equipment Svc list end 
PARTLOW.JG Associate Director for Projects (Post 870411) 89/07/10 Consolidat- 
ed Edison Co of New York. Inc 53pp 50735 001 50735 054 

8908090204 Forwards application for amend to License NPF 69, revising Tech Spec 3/ 
4 9 7 Proposed changes will allow movement of fuel pool gales along designated safe 
load path 

TERRY, CD Niagara Mohawk Power Corp 09/07/26 Document Control Branch 
(Document Control Desk) Ip 50891276 50891 201 

"B90B090209 Application for amend to License NPF 69 rovising Tech Spec 3/4 9 7 lo 
allow movoment ol polar crane over spent fuel storage pool to facilitate fuel handling 
operations 

TERRY, CD Niagara Mohawk Power Corp 89/07/26 Ip 50095 277-50891 277 

- 8908090213 Proposed Tech Spec 3/4 9 9 allowing movoment ol polar crane over 
spent fuel storage pool to facilitate fuel handling operations 

* Niagara Mohawk Powor Corp 09/07/26 6pp 50091 270 50091 283 

8908090275 Notification of 890809 mooting w/util in Rockville, MD lo discuss licensing 
action status 

SLOSSON.MM Protect Diroctorato II 89/08/01, MURLEY.T , SNIEZEK.J , 
MIRAGUA.F NRC - No Detailed Affiliation Gwen 3pp 50890 037-5009 0 039 


8908070330 Forwards Insp Ropts 50 220/09 06 & 50 410/09 06 on 090513-0707 & 
notice of violation Concoms raised re recurring violations ol 10CFR21 roporlmg re 

J uiremonls & high radiation area gatos loll unlocked 

/IGOINS.J T Region 1. Ofc of lha Director 80/07/27 BURKHARDT.L Niagara 
Mohawk Power Corp Spp 50822 175-50022 227 


9908070342 Notice of viotalion from insp on 800513 0707 Violations noted actions to 
correct cause ol Tech Spec violation ra fire protection program & cause of failure to 
property secure high radiation area gate on 881221 & 23 Ineffective 
• Region 1. Ofc of the Director 89/07/27 2pp 50022 177-50822 170 


8908070345 Insp Ropts 50 220/09 06 & 50 410/89 06 on 890513-0707 Violations 
noted Major areas Inspected llcon see actions on previous insp findings, plant 
tours.survoillance testing reviews, LER reviews & allegation followup 
KOLTAY.P Region 1, Ole aftho Director 09/07/26 4?pp 50822 179 50022 227 


8906140003 Forwards Rev 6 to training & qualification plan Rev withhold (rof 
10CFR73 21 & 10CFR2 790(d)) 

OERATTA.jp Niagara Mohawk Power Corp 89/00/07 Office ot Nuctoar Roactor 
Regulation, Director (Post 870411) Ip 50911 020 50911 020 


0808170352 Advises that 071027 rospanso to NRC 870820 Hr re quality of spoilt fuel 
racks fabricated by US Tool & Dio & prodecessor.acceptable 
SLOSSON.MM, Protect Diroctorato 1-1 09/00/09 BURKHARDT.L Niagara Mohawk 
Power Corp 2pp 50945 106 50945 107 

8008220209 Roquosls addl 60 days lo respond lo NRC 890616 roquosl tor addl info ro 
Generic Llr 88 01, 

TERRY, CD Niagara Mohawk Power Corp 89/08/14 Document Control Branch 
(Document Control Desk) Ip 50977 107 50977 107 

0908250139 Partin) response to FOiA requosl tor documents App D & E documents 
available in PDR App E documants end 

GRIMSLEY.DH Division of Freedom ol Information & Publications Sorvicos (Post 
890205) 00/03/16 WILLIAMS, O G JR A Associates Opp 50991 115 50001 170 

-8008260104 Updatas IE Murley 86102!) to Denton recommendation re initial licensing 
of util & provides Region I assessmanl & recommendation for util to proceed w/instial 
criticality 

RUSSELL, WT Region 1, Ole of the Director, 87/05/20 MURLEY.T E Office of Nu- 
clear Roactor Regulation, Director (Post 07041 1 ) 3pp 50991,334 50992 049 


3908240353 Proposes holding of plant 1990 emergency preparedness exercise on 
90 1002, using Unit 2 scenario Written confirmation ol acceptability of date 
requested Data acceptable to Slato ot NY & Oswego County 
TERRY.CD Niagara Mohawk Power Corp 89/08/16 LAZARUS.WJ Region 1, Ofc 
ol the Director 2pp 51009 357-51009 358 


■890826010B Updates 870520 memorandum re Initial criticality recommendation of 
plant & provides Region I recommendation for Issuanco of full power OL for 
plant Bases for rocommondatlon listed 

RUSSELL, WT Region 1, Ofc ol the Director B7/07/Q2 MURLEY.T E Office of Nu- 
clear Roactor Regulation, Director (Post 8704 1 1 ) 6pp 50992 050 50992 €55 


8908210212 Suppl 1 to Generic Hr 09 07 to all operating plants, applicants for OLs & 
holders of CPs ro power reactor safeguards contingency planning lor surface vohlcle 
bombs Svc list end 

PARTLOW.JG Associate Director for Projects (Post 070411) 00/00/21 Consolidat- 
ed Edison Co of New York, Inc 65pp 51036 001-51036 056 


G. Adjudicatory correspondence 

8903030142 Petition for rulemaking PRM-50-53 requesting NRC action to review undue 
risk posed by BWR thormat hydraulic Instability NRR should Issue order requiring all 
GE BWRe to bo placed In cold shutdown f-or stated reasons 

HIATT, SL Ohio Citizens tar Responsible Energy 80/07/28 Office of Nucloar Roac- 
tor Regulation, Director (Post 87041 1) lOpp 50820143-50820 152 


8008240002 Forwards application for omond to license NPF 89, revising Tech Spec 3/ 
4 3 2 to Incroaso trip setpoints & allowable values for high absolute 8 dillorential temp 
tsotation Instrumentation sys In main steam tunnel 

TERRY.CD Niagara Mohawk Power Corp 89/08/17 Document Control Branch 
(Document Control Dosk) Spp, 51019 163 51019 173 

-890 8240 0 03 Application for amend to License NPF-69, revising Tech Spec 3/4 3 2 to 
Incroaso trip setpoints 8 allowable vatuos for high absolute & differential temp Isola- 
tion Instrumentation sys in main steam tunnel. 

TERRY.CD Niagara Mohawk Power Corp B9/0B/17 2pp 51010 165 51019166 

-0908240004 Proposed Tech Spocs.lncroasing trip setpoints & allowable values for 
high absolute & differential temp isolation Instrumentation sys in main steam tunnel, 
• Niagara Mohawk Power Corp 89/08/17 7pp 51019 187-51019 173 


H, General correspondence 

8900100199 Notification of Significant Mgt Meeting 09-1 16 on 890725 w/ util to discuss 
organization & personnel plans, 

WIGG1NS.JT Region 1, Ole of the Olrector 89/07/19 Region 1, Ofc of tho Director. 
2pp 50886 167 50006 188 


Q, Inspection reports, IE Bulletins & correspondence 

3908020378 Forwards (mat SALP Ropts 60-220/88 99 & 50 410/83 99 (or Mar 1908 . 
Feb 1989 Areas which showed decline in peiformanco mclucfo operations, main! & sur- 
veillance & engineering & technical support 

RUSSELL.WT Region 1, Ofc of the Director 89/07/24 ENDRIES.J Niagara 
Mohawk Powor Corp 3pp 50763 162 50763 228 



152 DOCKETED ITEMS 


-8908020305 SALP Repts 50 220/88 99 & 50-410/68 S9 for Mar 1989 Feb 1989 

• Region 1 O'c of the Director 89/07/24 46pp 50763 f65 50763 227 

-0908020395 Errata to SALP Board Repts 50 220/06-99 4 50-410/88 99, changing 
Page 26, Lme 37 to assure meteorologies! forcashng methods consistently applied 8 
understood tor accurate input to dose assessment models 
■ NRC - No Detailed Affiliation Given 89/07/24 Ip 50763 228 50763 228 

8907200019 NRC Into Notice 89 057. "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co cl New York. Inc 106pp 5071 1 333 50712 078 

6908038191 Forwards Exam Rept 50 4 10/89 10OL of exams admmislered during wks 
of 890417 £ 24 Concern raised re performance or licensed reactor operator on simti 
la lore <am 

GALLO.R M Region f, Ofc of the Director 89/07/26 0URKHARDT.L Niagara 
Mohawk Power Corp 2pp 60774 132 50774 284 

-8908030195 Exam Rept 50-410/89-IQOL during wks ol 890417 & 24 Exam results all 
reactor operators 8 senior reactor operators passed wntlen exams One reactor opera- 
tor^ Iwo senior reacior operators failed operating exams 

FISH.T, HOWE, A, WALKER T Region 1. Ole ol the Director 69/07124 52 pp 
50774 134-50774 248 

.•6900030202 Forwards comments on hot license exams administered on 890418 to 
eight reactor operator candidates & six senior reactor operator candidates Exam welt 
written A question & answer key accurately reflecled training mail & procedures 
WILLIS JL Niagara Mohawk Power Corp 89/04/21 RUSSELL.W. GALLO.R M 
Region 1, Ofc of the Director 36pp 50774 249 50774 284 

0908070338 Forwards Insp Repts 50220/8906 & 60 410/89 06 on 090513-0707 4 
nolice ol violation Concerns raised re recurring violations ol 10CFR21 reporting re 
cuiremenls & high radiation area gates left unlocked 

WGCINS.JT Region 1, Ole of the Director 89/07/27. BURKHARDT.L Niagara 
Mohawk Power Corp 2pp 50822 175-50822 227 

-8908070342 Nolice of violation from msp on 890513-0707 Violations noted actions to 
correct cause of Tech Spec violation re lire proleclron program & cause of failure 1o 
properly secure high radiation area gale on 831221 & 23 Ineffective 

• Region 1. Ofc ol Ihe Director 89/07/27 2pp 50822 177-50822 178 

-89D807O345 Insp Repls 50 220/89-06 & 50 410/89-06 on 890513-0707 Violations 
noted Major areas inspected licensee actions on previous insp lindings.planl 
tours.surveiJIance testing reviews, LER reviews S allegation followup 
KOLTAY.P. Region 1. Ofc ol the Director 89/07/26 47pp 50822 179-50822 227 

8908150191 Notification ol Significant Licensee Meeting 89 119 on 890731 in King ol 
Prussia, PA to discuss Insp Rept 50410/69-12 re operator requaldicalion program 
COOK, W A Region 1. Ofc of Ihe Director 89/07/28. Region 1, Ofc ol the Director 
2pp 50927 143 50927 144 

8907270121 Suppl I to NHC Bulletin 88-010, "Nonconforming Molded Case Circuit 
Breakers " Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Posl 870411) 09/08/03 
Consolidated Edison Co of New York, Inc lOflpp 509Q4 148 50904 253 

9907280169 NRC Info Notion 89 05B, "Disablement ol Turbine-Driven Auxiliary Feed- 
water Pump Duo lo Closure o( One ol Parallel Steam Supply Valves " Svc list encl 
ROSSI.CE Division ol Operational Events Assessmenl (Post 870411). 89/08/03 
Consolidated Edison Co of New York, Inc, 106pp. 50900 005-50900 1 10 

8909170491 Responds lo NRC 8905 10 Hr re violations noled in Special Team Insp 
Repls 50 220/89 200 & 50-410/89-200 Corrective acirong maint support procedure 
writers will be Iramod on relationship between loop accuracy 4 setpoints 
BURKHARDT.L Niagara Mohawk Power Corp 89/08/04 Document Controf Branch 
(Document Control Desk) 2lpp 50949 259-50949 279 

6908220416 Foiwerds Salety Insp Rept 50 410/89-15 on 890522-26 No violations 
noted 

GALLO.R M Region I, Ofc ol Ihe Director 89/08/07 BURKHARDT.L Niagara 
Mohawk Power Corp 2pp 50977 210 50977 217, 

-B90B22D422 Insp Rept 50-410/89-16 on 890522-28 No violations noted Ma|or areas 
inspected surveillance activities implementation & review of surveillance procedures to 
venJy Tech Specs requiromenis. 

B RIGGS, L Region 1. Ofc of Ihe Director 89/08/04. 6pp 50977 212-50977 217 

8908100128 NRC Info Notice 89 059. "Suppliers o I Potentially Misrepresented Fasten 
ers," Svc 1st enc) 

ROSSI.CE Division ol Operalional Events Assessmenl (Posl 870411) 89/08/16 
Consolidated Edison Co. of New York, Inc. 106pp 50992 315-50903 060. 

89OB14008S NRC Into Notice 89-060. "Maint ol Telelherapy Units " Svc list encl 
CUNNINGHAM.R E Division ol Industrial & Medical Nuclear Safety (Post 870729) 
89/08/16 Consolidated Edison Co of New York, Inc 107pp 60993 061-50903:166 

8903250276 Forwards fnsp Rept 50 410/88 201 on 880817-19 No violations noted 
VARGA.S A Division ol Reacior Projects - I/ll (Posl 870411) 89/08/21 
BURKHARDT.L Niagara Mohawk Power Corp 3pp 51019, 320-5101B.328 

-8908250277 Insp Rept 50-410/88-201 on B80817-19NO violations noled Major areas 
inspected procurement ol safely related & nonsalety-related equipment from NSSS.Inc 
& subsequent tasting ol molded case circuit breakers by Grown Boven.fnc 
JACOBSON.JB,, SILKO.TB, BRACH.E W. Dans ton ol Reactor Inspection S Sale- 
guards (Post 87041 1) 88/10/19. 6pp 51019.323-510 19.328 

8900150129 Suppl 2 ip NRC Info Nolice 68-048, "Licensee Rept oi Detective Refur- 
bished Valves Svc list encl 

ROSSI.CE Division oi Operalional Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of New York, Inc lOOpp 50990 039-50990 137 


R. Periodic operating reports & related correspondence 

6908240035 Monthly operating rept for Jot 1989 for Nine Mite Point Unit 2.W/890814 Hr 
SAUNDERSON.R . WILLIS.J L Niagara Mohawk Power Corp. 09/07/31. 17pp 
51019 098-51019 t14. 


890B170499 Forwards NPDES discharge monitoring rept lor Apr 1989 & discusses s'j- 
Uon slate pollution discharge elimination sys discharge permit during period cl J*-- 
June 1989 

WILLIS.J L Niagara Mohawk Power Corp 89/08/07 Document Control Bran.fi idx- 
ument Control Desk) 2pp 50945 204-50945 207 

-8908220035 Discharge monitoring rept for month of Apr 1989 
DAHLBERG.K A , ABBOTT ,R B Niacara Mohawk Power Cotp 89fC5/25 New SVk 
Slate ol 2pp 50945 206-50945 207 


B. Reportable occurrences, LERs & related correspondence 


8908010311 PNO I 89 064 durmgs wks ot 890717 4 24,requalificatron exam incLca’^-d 
that requaldicalion program not satisfactory Preliminary conclusions of exam res-Ti 
indicate 10 ol 24 operators failed portions, resulting in removal from shift 
FLOREK.D , GALLO.R Region t. Ofc of the Director 89/07/23 Ip 50755 Ki- 
50755 088 

8903090163 PNO 1-09 064A during wks ol 890717 & 24 .results ol NRC requa' Icat-Oi 
exam indicate lhai util requaldicalion program not satisfactory Affecleed rndvxfjals re- 
moved from watch dunes Continued operation will be decided after exam 
FLOREKD. GALLO.R Region 1, Ofc of the Director 89/08/01 Ip 5083116.*- 
50881 188 

8900100206 PNO 1-89 064B results of NRC administered requalification exam performed 
during wks of 890717 4 24 indicated that program unsatisfactory Two crcns thil 
failed exam removed from watch-standing duties 

FLOREK.D, GALLO.R Region 1. Ofc ol (he Dueclcr 89/08/03 3pp 50992 126- 
50B92 128 


V. Operator Examinations 

8903030191 Forwards Exam Rept 50 410/89-10OL of exams administered during 
of 890417 4 24 Concern raised re performance of liconsed reacior operator on str»> 

I a tor exam 

GALLO.R M Region 1, Ole of Ihe Director 89/07/26 BURKHARDT.L M-i-gara 
Mohawk Power Corp 2pp 50774 132-50774 284 

-8908030195 Exam Rept 50 410/89 10OL during wks of 690417 & 24 Exam rasuHs il 
reacior operators & senior reactor operators passed written exams One reactor Of-era- 
tor & Iwo senior reacior operators failed operating exams 

FISH.T , HOWE, A , WALKER ,T Region 1. Ole of Ihe Director 89/07/24 52pp 
50774 134 50774 24B 

-890B030202 Forwards comments on hoi license exams administered on 690418 to 
elghl reactor operator candidates 4 six senior reactor operator candidates Exam nefl 
written & question & answer key accurately tellected training matt & procedures 
WILLIS.J L Niagara Mohawk Power Corp 89/04/21 RUSSELL W, GALLO.R M 
Region 1, Ole ol the Director 36pp 50774 24D-50774 284 

8908150191 Notification ol Significant Licensee Meeting 09 119 on 090731 m King of 
Prussia, PA to discuss Insp Rept 50 4(0/89 12 re operator ^qualification program 
COOK, W A Region 1, Ole of (he Director 89/07/28 Region 1, 0 fc Of tha Director 
2pp 50927 143 50927 144 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


F, Security, medical, emergency 4 (Ire protection plans 

8908230202 Forwards Safely Insp Repls 50-334/89 12 & 50 412/89 13 on 890523- 
0707 & notice ol violation 

WENZINGER.EC Region 1, Ole ot the Director 89/08/11 SIEBER.J D Ouquevu? 
Light Co 2pp 51007 219 51007 234 

-8908230210 Insp Repls 60 334/09-12 4 50 412/89 13 on 690523 0707 VtofaWns 
noted Major areas inspected plant operations, security. radiological controls, plant 
housekeeping 4 lire protechon, surveillance testing 4 main! 

COWGILL.CJ Region 1, Ofc ol the Director 89/08/09 I3pp 51007.222-5 1 00 7 234 

8908210212 Suppl 1 lo Genenc Ur 89 07 lo all operating plants, applicants fo/ Ots 4 
holders ol CPs re power reacior safeguards contingency planning for surface vehicle 
bombs Svc list encl 

PARTLOW.JG Associate Director for Projects (Posl 87041 1) 69/08/21 Consolidat- 
ed Edison Co of New York, Inc 55pp 51036 001 51036 056 


P. Operating license stage documents 4 correspondence 

8907180211 Generic Lb 89 13 lo all holders of OLs or CPs for nuclear power plants ra 
svc water sys problems atlectmg safety-related equipment Svc list encl 
PARTLOY/.JG Associate Director tor Projects (Post 870411) 89/07/18 Consolidat- 
ed Edison Co ol New York, Inc 53pp 50735 001-50735 054 

8908020081 Forwards "Cycle 2 Startup Physics Test Rept” summarizing applicable 
physics testing performed to verify adequacy of Cycle 2 reload core design Resells Of 
each test performed indicates measured parameters within acceptance criteria 
SIEBER.J D Duquesne Light Co 89/07/24 Document Control Branch (Document 
Control Desk) Ip 50797089 50797 100 

-8908090027 "Cycle 2 Startup Physics Test Rept " 

BURTER.AR Duquesne Light Co 89/06/30 1 ipp 50797090 50797 100 

8900080295 Forwards application tor amend to License NPF-73, consisting of Proposed 
OL Change Request 26, revising visual msp requirements to reduce surveillance freq- 
uency for tailed snubbers resulting Irom Isolated damage 

IEBER.JD, Duquesne Light Co 89/07/27 Document Control Branch (Document 
Control Desk) Ip 50857 169 50857:177 
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-890808029? Application lor amend to License NPF-73, consisting of Proposed OL 
Change Requosl 26, revising visual map requirements to eliminate requirement to 
reduce surveillance frequency lor (ailed snubbers 
SIEBER.JD Duquesne light Co- 89/07/27 Ip 50857 170 50857 170 

-8908080298 Proposed Tech Specs re visual insp criteria lor snubbers, consisting ol 
replacement Pages 3/4 7-25 & B 3/4 7-5 

* Duquesne Light Co 89/07/27 7pp 50857 171-50657 177 

0908070400 Forwards Amend 19 to License NPF-73 & saloly evaluation Amend revises 
supple menial leak collection & releaso sys (SLCRS) How rale from 59,000 dm to 
57,000 dm lo reflect approved change to design basis ol SLCRS 
TAM, PS Project Direclorale 14 89/08/02 SIEBER.JD Duquesno Light Co 2pp 
50822 127 50822 135 

-8908070402 Amend 19 to License NPr-73, revising supplemental leak collection & re- 
leaso sys (SLCRS) How rale from 59.000 dm to 57,000 dm to reflect approved 
change to design basis ol SLCRS 

STOLZ.JF Project Directorate I 4 89/08/02 5pp 50822 129-50822 133 

-8908070403 Sately evaluation supporting Amend 19 to License NPF-73 
' Oltico o( Nuclear Reactor Regulation, Director (Post 0704 11) 89/0B/O2 2pp 
50022 134 50B22 135 

890 B 150236 Forwards Implementation & certification status of SPDS,por Generic Ltr 09- 
06 Procedure guideline verification & validation & user training scheduled to be com- 
pleted prior to startup following seventh refueling outage 

SIEBERJD Duquosne Light Co B9/0B/02 Document Control Branch (Document 
Control Desk) 15pp 50929 212-50929 226 

8908170277 "Beaver Valley Unit 2 Startup Rept Suppl 6 " W/80OBO4 Hr 
SIEBER.JD Duquesno Light Co B9/08/04 12pp 50953 299 50953 310 

8908180232 Advises that commitment date for evaluation & posting upgrades missed 
duo lo oxtended outage Evaluation & placement of permanent yellow caution tags In 
identified radio exclusion areas completed on 890B03 

SIEBER.JD Duquesno Light Co 89/00/07 Document Control Branch (Document 
Control Desk) 2pp 50965 132-50965 133 

8908280019 Provides info re prossunzer safety valvo loop seal temps at facility, per 
890127 commitment Results of calculations concerning PORV loop soal temps indi- 
cate that tiM can oporato PORVs al lower lamp 

SIEBERJD Duquosne Light Co 89/08/08 Document Control Branch (Document 
Control Desk) 2pp 51042 356 51042 357 

890 6240022 Forwards application for amends lo Licenses DPR 66 & NPF-73, consisting 
ol License Change Requosl 161 & 21, Rev 1, respechvely, revising RCS teakago delec 
lion Tech Spec 3 4 6 1 & channel calibr survoillanco frequency 
SIEBER.J O Duquosne Light Co B9/0D/14 Document Control Branch (Document 
Control Desk) 2pp 51009 230 51009 243 

- 8908240024 Application for amends to Licenses DPR 66 & NPF 73, revising RCS teak- 
age Tech Spec 3 4 6 t & channel calibr surveillance frequency for containment partic- 
ulate 8 gaseous radiation monitors 

SIEBERJD Ouquesno Light Co 89/00/14 Ip 51009 232-51009 232 

-8906240025 Proposed Tech Specs, revising RCS leakage Spec 3 4 6 18 channel 
calibr stuvoillance frequency (or conlainmonl particulate & gaseous radiation monitors 

* Duquesno Light Co 09/08/14 llpp 51009 233-51009 243 

8908250139 Partial rosponso to FOIA request lor documents App D S E documents 
available in PDR App E documonts oncl 

GRIMSLEY.DH Division ol Freedom ol Information 8 Publications Services (Post 
690205) 89/06/16 WILLIAMS, OG JRA Associates Opp 50991 115 60991 170 

- 880825021 1 Provides Region I assessment & recommendation for issuance of OL for 
plant pei 10CFR50 57(a) Plant lound constructed substantially per CP CPPR 15, plant 
FSAR & NRC regulatory requirements & ticonsoe found capable of plant operation 
RUSSELL, WT Region 1 , Ole of the Director 87/05/20 MURLEY.T E Office of Nu- 
clear Reactor Regulation, Director (Post 870411) 2pp 50092.100-50092 226 


O Inspection reports, IE Bulletins & correspondence 

8908070005 FOIA requosl (or final open item transmittal llrs per NRC Insp Procedure 
C4300B lor listed plants 

WILLIAMS, OG JRA Associates 09/05/17 GRIMSLEY.DH NRC - No Dotailod Affili 
ation Given 2pp 50009 279 50809 200 

8908010358 Forwards Insp Ropts 50 334/09 08 & 50 4)2/09-08 on B9050I-05 No vio- 
lations noted 

GALLO, RM Region I, Ole ol the Oirector 09/07/21 SIEBER.JD Duquesne Light 
Co 2pp 50756 190 50756 197 

--990B010366 Insp Repts 50-334/89 0B & 50 412/89 OB on 890501-05 No violations 
noted Major areas inspected evaluation ol effectiveness ol licensed operator training 
program a discussions w/cognizant training personnel 

SILK DM. eSELGROTH.PW Region 1, Ole ol the Director 89/07/20 6pp 
50756 192 50756 197 

8907200019 NRC Info Notice 89-057, "Unqualiliod Eleclrical Splices In Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI, C E Division ol Operational Events Assessment (Post 070411) 89/07/26 
Consolidated Edison Co of New York, Inc 106pp 60711 333 50712 078 

6908080295 Forwards application for amend to License NPF-73, consisting of Proposed 
OL Change Requosl 26, revising visual Insp requirements lo reduce surveillance fro 
nuency for (ailed snubbers resulting from Isolated damage 

SIEBER.JD Duquesne Light Co 69/07/27 Documonl Control Branch (Document 
Control Desk) Ip 50B57 169 50857 177 

-89080B0297 Application for amend lo License NPF 73,consisting ol Proposed OL 
Change Request 26.revising visual insp requirement to eliminate requirement to 
reduce surveillance frequency lor failed snubbers 
SIEBER.JD duquesne Light Co 89/07/27 Ip 50B57 170-50B57.170, 

- 89Q80B0298 Proposed Tech Specs re visual Insp criteria for snubbers, consisting of 
replacement Pages 3/4 7-25 & B 3/4 7-5 
’ Duquesno Light Co 89/07/27 7pp 50857 171-50857 177 


8908080220 Forwards revised pages to proprietary & nonpropnstary WCAP 12141 & 
WCAP-12142, "Beaver Valley Unit 2 Evaluation for Tuba Vibration Induced Fatigue," 
respectively, per NRC Bulletin 66 02 

SIEBER.J D Duquesne Light Co 69/07/31 Document Control Branch (Document 
Control Desk) 3pp 50878.IB2-5007B 186 

-8908080225 Nonproprietary revised pages to "Beaver Valloy Unit 2 Evaluation for 
Tube Vibration Induced Fatigue ” 

’ Wesllnghouse Electric Corp WCAP-12142 ERR 89/07/31 2pp 50D78 IB5 
50378 186 

6908070303 Advises that licensee SB1 107 & 890424 responses to Bulletin 80-009 
acceplablo Util also commuted to perlorm luture rnsps in accordance w/new Info re 
ceived from Westinghouso Owners Group 

TAM.PS Project Direclorale 1-4 89/OB/Ol. STOLZ.JF Project Direclorale 1-4 Ip. 
50602 113 508D2 113 

8907279121 Suppl 1 to NRC Bulletin 88-010, "Nonconforming Molded Case Circuit 
Breakers" Svc list end 

ROSSI,CE Division of Operational Events Assessment (Post 670411) 89/00/03 
Consolidated Edison Co of Now York, Inc I08pp 50904 148 50904 253 

8907200169 NRC Info Notice 89 053, "Disablement ol Tuibine-Drivon Auxiliary Feed 
water Pump Oue (o Closure of One of Parallel Steam Supply Valves ” Svc list end 
ROSSI, C E Division of Operafional Events Assessment (Pos! 870411) 89/08/03 
Consolidated Edison Co of New York, Inc I06pp 50900 005 50900 1 10 

89081 B0019 Requests util provide oncl list ol rol malls lor mamt program insp sched 
uled for 890916-29 NRC draff Temporary Instruction 2515/97, "Main! Instruction," 
also end lor Info a to aid in preparing insp 

BOGER.B A Region 1, Ole of the Diroclor 89/08/04 SIEBER.J O Duquosne Light 
Co 15pp 50927 1 54 50927 1 6B 

8908140196 Confirms plan lo conduct site audit to evaluate NDE performed in response 
lo Bulletin 88 008, "Thermal Slressos in Piping connected lo RCS " Audit lo bo per 
formed by R Hermann & M Hum 

TAM, PS Proloct Directorate 1-4. 89/08/07 SIEBER.JD Duquesne Light Co 2pp 
50916 135-50916‘ia6 

890B2 20280 Forwards Rev 1 lo "Inservice Insp 10-Yr Plan for Second Insp Interval al 
Uml 1 & First Interval al Unit 2 " Plan also included piping wold summaries that iabu 
lala number ol welds & exams, by item number & sys lo facililale review 
SIEBER.JD Duquesne Light Co 89/08/11 Document Control Branch (Document 
Control Desk) 2pp 50977 3 0 9 50379 1 25 

-8908220286 Rev t to "Inservice Insp 10 Yr Plan for Uml 1 Second Interval & Unit 2 
First Interval " 

■ Duquesno Light Co 89/05/15 450pp 50977 311-50979 125 

8908230202 Forwards Safety Insp Repts 50 334/89 12 & 50 412/09 13 on 090523- 
0707 & notice ol violation 

WENZINGER.EC Region 1, Ole ol the Director 00/08/11 SIEBER.JD Duquesne 
Light Co 2pp 51007 219 51007 234 

-8903230208 Notice ol violation from Insp on 090523 0707 Violations noted liconsoe 
corrective actions in response lo findings identified in Insp Rept 36 22, Detail 10 re 
efecirical coble inadequate 

■ Region 1, Ole of the Director 89/00/11 Ip 51007 221-51007 221 

"8900230210 Insp Repts 50 334/89 12 & 60 412/09-13 on 890523-0707 Violations 
noted Ma|or areas inspected plan! operations, secunly.radiologicni controls, plant 
housekeeping & lire protection, surveillance testing & main! 

COWGILL.CJ Region 1, Ofc ollhe Director 89/08/09 13pp 51007 222-51007 234 

8906100128 NRC tnlo Notice 09-059, "Suppliers of Potentially Misrepresented Foston- 
ers " Svc tisl end 

ROSSI, CE Division of Operational Evenls Assessment (Post 870411) 89/08/10 
Consolidated Edison Co of New York, Inc 106pp 50992 315-50993 060 

8908140085 NRC Inlo Notice 39-000, "Main! of Tolethorapy Units " Svc list oncl 
CUNNINGHAM, R E Division ol Industrial S Medical Nuclear Satoty (Post 070729) 
89/08/18, Consolidated Edison Co of New York, Inc 107pp 50903 061-50993 166 

8908160129 Suppl 2 lo NRC Info Notice 88-048, "Licensee Rep! of Detective Refur- 
bished Valves Svc list end 

ROSSI, C E Division ol Operational Events Assessment (Post 670411) 89/08/22 
Consolidated Edison Co of Now York. Inc lOOpp 50990 039-50990 137 


R. Periodic operaling reports & related correspondence 

8908D20236 NPDES discharge monitoring rept lor June 19Q9W/090726 Hr W/Ihreo 
oversize ends 

DRUGA.RJ Duquosne Ughl Co 89/06/30 146pp 50701 163 50762 057 

8908170223 Forwards corrections to semiannual radioactive eflluent release ropts (or 
CYB8 Results from analyses used to classily & determine activity for sovoral ship 
morris of low level radwasto 

SIEBER.JD Duquosne Light Co B9/O7/20 Document Control Branch (Document 
Conlrol Oesk) 2pp 5094B 076 50940 079 

■■8908170316 Corrected semiannual radioactive offluenl release ropt of solid waste S 
irradiated fuel shipments (or First Half 1808 
• Duquesno Light Co 88/06/30 Ip 50948 078 50948 078 

•-B90B170323 Corrected semiannual radioactive effluent release rept ot solid waste 8 
Irradiated fuel shipments tor second half ot 1968 

1 Duquesno light Co 88/12/31 Ip 50940 079 50948 079 

8908150074 Forwards monthly operating ropts tor Jut 1989 for Beaver Valloy Units 1 A 

2 & revised Unit II operating data rept sheet lor June 1989 

SIEBER.JD Ouquesno Light Co 89/08/08 Document Control Branch (Document 
Control Desk) Ip 50917 063 50917 072 

-8908150122 Monlhly operaling rept tor Jut 19BS for Beaver Valfey Units 1 A 2 
WINGER.M A Duquosne Light Co 89/07/31 Opp 50917 064 50917071 
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-0903150124 Revised monthly operating rep! for June 1989 lor Beaver Valley Power 
Station Unit 2 

WINGER, M A Duquesne Light Co 89/06/30 Ip 50917 072 50917 072 


S. Reportable occurrence 9, LERs & related correspondence 

8SO8O2O30O NPDES noncomphance nohlicahon monitoring tor chlorine residual al Dis 
charge 001 discovered being performed by daily grab samples rather than required 
chlorine analyzer New chlorine analyzer scheduled to be in svc 891231 
DRUGA.RJ Duquesne Light Co 89/07/18 Environmental Protection Agency Spp 
50772 226-50772 227 

8908160340 LER 89 023 00 on 890804,identitied potential generic problem w/Wostmg 
house solid slate protection sys auxiliary relays Mod made to control circuits lor 
valves Relay lor each valve rewjred to uso two pairs of contacts in senes W/890B09 
Hr 

NOONAN, T P Duquesne Light Co 89/08/09 5pp 80926 2)4-50926 218 

0908210196 LER 09 022 00 on 890713,8 gpm inleakage into primary drains transfer 
lank observed due to increased tank pumpout Caused by seal leakage on isolation 
valve 2DGS 300 Valve closed lightly, eliminating leakage W/890814 Itr 
NOONAN, TP Duquesne Light Co 39/08/ J4 5pp 50969 205-50989 209 


DOCKET 50-413 CATAWBA NUCLEAR STATION, UNIT 1 


F Security, medical, emergency & lire protection plans 

8907280D3B Advises that Soviet inspectors, assigned to plant under US/USSR exchange 
program, authorized access to safeguards Info incident to duties at site Soviet Inspec- 
tors will be escorted at all times while in protected areas 

SNlEZEK.JH Office of Nuclear Reactor Regulation, Director (Post B70411) 09/07/ 
14 TUCKER, HB Duke Power Co Ip 50669 227 50609 227 

8908080085 Forwards Insp Repls 50 413/89-16 & 50 414/89 16 on 890520- 0701 8 
notices of violation & deviation 

HERDT.A R Region 2, Ole ol Ihe Oirector 89/07/25 TUCKER.H 0 Duke Power Co 
2pp 50657 091 50857 115 

- 8908080093 Notice of deviation from insp on 89052B 0701 Dovialion noled exterior fire 
protection functional capability lest does not test pumps to determine ability to attain 
satislactory performance al shutoff 

HERDT.A R Region 2, Ole of Iho Oirector 09/07/25 Ip S0857 095-50857 095 

8908170253 Forwards public version ol revised EPIPs, including Change 15 to RP/O/A/ 
5000/02 & RP/0/A/5000/03 & Rov 22 to Station Directive 30 4 W/OH Grimsloy 
890814 release memo 

TUCKER.H B Duke Power Co 69/07/27 Document Control 8ranch (Document Con- 
trot Desk) 4pp 50949 134-50949 189 

-8908170256 Public version ol revised EPIPs, including Change 15 to RP/O/A/ 5000/02 
& RP/O/A /5000/03 & Rev 22 to Station Oireclive 3 0 4 
MITCHELL, GL Duke Power Co 89/07/27 53pp 50949 139 50949 109 

0908160273 Forwards public version of EPIP HP/0/B/ 1009/09. "Guidelines for Accl 
d8nl 8 Emergency Response " W/890809 release memo 

TUCKER.H B Duko Power Co 69/00/01 Documont Control Branch (Document Con 
trol Desk) 2pp 60937 300 50937 325 

-8908160274 Public version ol EPIP HP/0/1009/09, "Guidelines lor Accident a Emer- 
gency Response " 

MCNAMARA, M Duke Power Co 89/07/25 23pp 50937 303 50937 325 

8908140313 Forwards Insp Repts 50 413/09 23 & 50 414/09 23 on 090728 Violations 
noted in insp rept under consideration for escalated enforcement action & will bo dis 
cussed al future enforcement conference 

EBNETER.SD Region 2, OIc of the Director 89/08/07 TUCKER.H B Duke Power 
Co 2pp 50925 144-50925 146 

-8903140318 Partially withheld Insp Repts 50 413/89-23 & 50 414/89-23 on 890728 
(ret 10CFR2 790 & 73 2!)) Violations noted Major area inspected secunly event logs 
MASNYK.O, MCGUIRE.DR Region 2, OIc ol Ihe Director 89/08/03 Ip 50925 146 
50925 146 

8900210131 Response lo NRC 890715 Itr re violations noled in Insp Repts 50 413/09- 
17 & 50-414/89-17 re visitor a vehicle conlrol & security badge control Response 
withheld (re I 10CFR73 21) 10CFR73 21) 

TUCKER.H B Duke Power Co 89/00/14 Document Control Branch (Document Con 
Irol Desk) ip 50969 190 50969 190 

8908210212 Suppl 1 to Generic Ur 69 07 to al! operating plants, applicants lor OLs a 
holders ol CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc list end 

PARTLOW.J G Associate Director tor Projects (Post 870411) 89/08/21 Consolidat- 
ed Edison Co o I New York, Inc 55pp 51036 001 51036 056 


P Operating license stage documents & correspondence 

8907200103 Expresses concern w/manner in which regulatory concerns resolved on util 
plants Process ol escalation to higher levels of mgl within NHC & util to resolve issue 
on timely basis proposed 

TUCKER H B Duke Power Co 89/05/30 MURLEY.TE Ollice ol Nuclear Reactor 
Regulation Director (Post 87041 1> 2pp 50705 300 50705 301 

89071B0211 Generic Ltr 89 13 to all holders ol OLs or CPs for nuclear power plants re 
svc water sys problems affecting safely related equipment Svc list end 
PARTLOW.JQ Associate Director for Projecis (Post 870411) 89/07/18 Consolidal 
ed Edison Co of New York, fnc 53pp 50735 001-50735 054 

8907310127 Forwards Amends 67 fi 61 to Licenses NPF-35 & NPF 52, respectively & 
safety evaluation Amend modifies Tech Spec Tables 3 3-7 & 434 lo change eleva- 
tion at which seismic monitor located 

JABBOUR.KN Pro|ect Directorate 113 89/07/18 TUCKER.H B Duke Power Co 
2pp 50720 269 50720 279 


-8907310129 Amends 67 & 61 to Licenses NPF-35 & NPF-52, modifying Tech Spec 
Tables 3 3-7 & 4 3 4 to change elevation at which seismic monitor located 
MATTHEWS, DB Protect Directorate 11-3 89/07/18 7pp 50720 270 50720 276 

-6907310133 Safety evaluation supporting Amends 67 & 61 to Licenses NPF-35 4 
NPF-52, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 89/07/18 lap 
50720 277 S0720 279 

0907270227 Advisos that rosponse to Generic Lfr 89 04, ' Guidance on Developing Ac 
ceptable Inservlce Testing Programs" w/ confirmation Itr not needed 
JABBOUR,K N Project Directorate 11-3 89/07/21 TUCKER.H B Quke Power Co 
3pp 50705 157-50705 159 

8907290203 Forwards safety evaluation re util 031104 & 851203 responses lo Generic 
Ur 83 28, Item 4 5 3, "Reactor Trip Reliability - On Lino Testing of Reactor Tnp Sys" 
Existing intervals for on-line teslmg acceptable Item completed 
JABBOUR.K N Project Directorate II 3 09/07/21 TUCKER.H B Duko Power Co 
2pp 50735 097-50735 126 

8907310324 Responds to Generic Ltr 09 00, “Erosion/Corrosion Induced Pipe Wal 
Thinning" Util actively involved in established pipe erosion program developed lo 
ensure that integrity of two phase & single phase piping sys susceplible to erosion 
TUCKER, H B Duke Power Co 89/07/21 Document Control Branch ((Document Con- 
trol Desk) Spp 50720 323 50720 325 

8906070386 Advises that util has no agreements which contain clauses that restrict atxl 
ity of employees to provide info ro potential safety issues to NRC, per V Stella B90427 
Ur Agreement w/HS Nunn not to take action against util noled 
CARR, A V Duke Power Co 89/07/31 STELLO.V Ofc of the Executive Director f or 
Operations Opp 50B02 158 50B02 165 

890809042S Forwards SSER accepting 8B0601.0909 & 090602 changes to A7WS mb 
gatlon sys actuation circuitry for plants NRC requested to be notified upon completion 
of human factors review 

HOOD.D S Pro|eci Directorate 11-3 09/08/03 TUCKER.H B Duke Power Co 4pp 
50889 320 50889 335 

-8908090429 SSER accepting 880601,0909 & B90602 changes to ATWS mitigation sys 
actuation circuitry for plants 

* NRC - No Detailed Affiliation Given 09/08/03 4pp 50889 332-508B9 335 

B9081 10040 Summary ol 890720 meeting w/util & Bechtel ro design basis documents 
tion program Agenda, list of attendees & handouts end 

WIENS, LA Propel Directorate 11-3 89/08/04 Proiect Oirectoraio 11-3 28pp 
50910 079 50910 106 

8908160398 Forwards response to request lor addl Info re performance testing ol rebel 
& safety valves, NUREG 0737,ltem II D 1 Vendor proposals re thermo hydraulic ana'y 
sis to determine methodology for resolving Hems in Question 4 under review 
TUCKER.H B Duke Power Co 89/00/04 Documont Conlrol Branch (Document Con- 
lrol Desk) 3pp 50930 179 50930 181 

8908230398 Forwards Amends 68 & 62 to Licenses NPF-35 & NPF 52, respeclrvet/ 4 
safety evaluation Amend modifies Tech Specs to add requirements for steam goners 
tor power operated relief valves 

JABBOUR.KN Project Directorate fl-3 89/08/15 TUCKER.H B Ouko Power Co 
3pp 51005 227-51005 243 

— B908230403 Amends 68 & 62 lo Licenses NPF-35 & NPF 52,respoclivoly. tnocMy.iig 
Tech Specs lo add requirements for steam generator power operated relief valves 
MATTHEWS, D B Project Directorate II 3 89/00/15 llpp 51005 230 51005 24D 

-8908230409 Safety evaluation supporting Amends 68 & 62 to licenses NPF-35 4 
NPF 52, respectively 

* Office of Nuclear Reactor Regulation, Oirector (Post 07041 1) ag/Q0/)5 3pp 
51005 241 61005 243 

890B250139 Partial response lo FQIA request for documents App D & E documents 
available in PDR App E documents end 

GR1MSLEY.DH Division of Freedom ol Information 8 Publications Services (Poll 
890205) 89/08/ 16 WILLIAMS, OG JRA Associates Spp 50091 115-50991 170 

-8908250173 Advises of completion of const 8 preoperational testing ol plant per 
FSAR Rocommends issuanco of fuel load & precritical testing license based on sabs 
factory resolution of Hems listed 

O'REILLY, J P Region 2, Ofo o( the Director 04/07/05 DENTON.H R Olfico of Nu 
dear Reactor Regulation, Director (pre 851 125) Opp 50991 212-50991 220 


O inspection reports, IE Bulletins & correspondence 

B9080700Q5 FOIA request lor final open item transmittal Itrs per NRC Insp Procedure 
94300B for listed plants 

WILLIAMS.OG JRA Associates 89/05/17 GRIMSLEY.DH NRC - No Detailed Alkli 
ation Given 2pp 50809 279 50809 280 

8907270350 Forwards Insp Repts 60-413/09 19 & 50 414/89-19 on B9OCI0 20 No 
notice of violalion presently Issued due lo violations being under consideration for os 
calaled enforcement action Enforcement conference scheduled for 890720 
EBNETER.SD Region 2, Ofc of the Director 09/07/14 TUCKER.H B Duko Power 
Co 2pp 50704 099-50704 116 

-8907270354 Insp Repts 50 413/89-19 & 50-414/89 19 on 890616-0628 Violations 
noted Major areas Inspected 890616 event re channels of reactor vessel level msuu 
mentation sys Inoperable tor period of time in excess of Tech Specs 
ORDERS, W T . LESSER, M S , SHYMLOCK.M B Region 2, Ofc of Ihe Director 89/07/ 

13 I6pp 50704 101-50704 116 

8907280038 Advises that Soviet Inspsclors, assigned to plant under US/USSR exchange 
program, authorized access to safeguards Info incident to duties al site Soviet inspec- 
tors will be escorted at all times while in protected areas 

SNlEZEK.JH OfHce of Nuclear Reactor Regulation, Director (Posl 870411) 69/07/ 

14 TUCKER.H B Duke Power Co Ip 50689 227-50689 227 
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8907310471 Responds lo NRC 890621 Itr re violations noted in Insp Repts 50 413/89 
14 & 50 414/89 14 Corrective actions Station Directives 3 1 1 1 & 3 11 3 revised lo in 
elude guidance on assessing equipment & temporary shielding installed 
TUCKER H B Duke Power Co 89/07/21 Document Control Branch (Document Con 
trol Desk) 3pp 50723 141-50723 143 

8906060085 Forwards Insp Repts 50 413/89-16 & 50 414/89-16 on 690528 0701 & 
notices ol violation & deviation 

HERDTAR Region 2, Ole of the Director 89/07/25 TUCKER, HB Ouke Power Co 
2pp 50857 091-50857 115 

• 8906080089 Notice of violation from insp on 890526 0701 Violation noted post-acci- 
dent liquid sampling sys periodic lest inadequate to ensure valve lacked closed after 
use on 8S0602 in that valve discovered open & unlocked 
HERDT.A R Region 2, Ole ol the Director 89/07/25 2pp 50857 093 50857 094 

-8906060093 Notice of deviation from insp on 890528 0701 Deviation noted exterior fire 
protection functional capability test does not test pumps to determine ability to attain 
satisfactory performance at shutoff 

HERDT.A R Region 2, Ofc of the Director 89/07/25 Ip 50857 095 50857 095 

-6908880095 Insp Repts 50 413/89-16 & 50 414/69 16 on 890528 0701 Two violalions 
& one devialion noted Major areas inspected plant operations, surveillance 
observation, maint observation, licensee nonroutine event rents & Part 21 insps 
ORDERS, W T , LESSER, M S , SHYMLOCK.M B Region 2, Ofc of the Director 89/07/ 
24 20pp. 50857 096 50857 115 

8907200019 NRC Info Notice 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 070411) 89/07/26 
Consolidated Edison Co ot New York, Inc I06pp 50711 333 50712 078 

6908090006 Forwards response to NRC 890627 Itr re violations noted in Insp Repts 50 
413/69-13 & 50 414/89-13 Corrective actions valve 2NV-15b closed to isolate leak & 
valve 2NV-20 closed & penetration test completed 

TUCKER.H B Duke Power Co 09/07/27 Document Control Branch (Documont Con 
trol Desk) 1 1 pp 50884 110 50884 120 

9906170561 Ack receipt ol 890331,0522 & 0526 response to violations noted In Insp 
Repts 50 413/89-02 & 50 414/89 02 Requests description ol steps taken lo correct 
violations within 30 days of Mr date 

EBNETER.S D Region 2, Ofc of the Director 89/08/02 TUCKER, HB Duke Power 
Co 6pp 50946 057-50948 062 

8907270121 Suppl 1 to NRC Bulletin 86 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 69/08/03 
Consolidated Edison Co. ol Now York, Inc lOOpp 50904 148 50904 253 

89072B0169 NRC Info Notice 89 058, "Disablement of Turbine Driven Auxiliary Feed- 
water Pump Duo to Closure of One of Parallel Steam Supply Valves" Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 69/08/03 
Consolidated Edison Co of New York, Inc 106pp 50900 005 50900 110 

6908140313 Forwards Insp Repts 50 413/89 23 & 50 414/89-23 on 090728 Violations 
noted in insp repl under consideration for escalated enforcement action & will bo dis- 
cussed at future enforcement conference 

EBNETER.S O Region 2. Ole ot the Director 09/08/07 TUCKER, H B Duke Power 
Co 2pp 60925144 50925 146. 

-6908140319 Partially withheld Insp Repts 50 413/89-23 & 50 414/89 23 on 890728 

S sf 10CFR2 790 & 73 21)) Violations noted Malor area inspected security event togs 
ASNYK.O , MCGUIRE, O R Region 2. OIc ol the Director. 89/08/03 Ip 50925 146 
50925 146 

6908160293 Confirms 090815 enforcement conference In Region II lo discuss Inoper- 
ability of reactor vessel level Instrumentation sys on Unit 2 

EBNETER.S D Region 2, OIc of the Oireclor 89/08/07 TUCKER, HB. Duke Power 
Co ip 50930 235 50930 235 

8908230133 Ack receipt of 890727 Itr Informing NRC ol slops taken to correct violations 
noted In fnsp Repts 60 413/09-13 & 50 414/89-13. 

HERDT.A R Region 2, Ofc of the Director 89/08/08 TUCKER, H.B Duke Power Co 
Ip 51008 047-5100B 047 

8906180043 Responds lo NRC 890710 Itr ro violations noted In Insp Repts 50-413/89 
09 S SO 414/89 09 Corrective actlons'valve handwheel reattached In locked open po- 
sition 5 work request written lo replace stem boll on suclion & discharge valvos 
TUCKER, HB Duke Power Co 89/08/10 Documont Control Branch (Document Con- 
trol Desk) 6pp 50966 991-50968 296 

8906210001 Forwards Insp Repts 50 413/89 20 & 50-414/89 20 on 890717-21 No vio 
Cah-ons or deviations noted 

JULIAN, CA Region 2, OIc of the Director 09/08/11 TUCKER, HB Duke Power Co 
2pp 50994 094 50994 107 

-8998210002 Insp Repts 50 413/89-20 & 50-414/89-20 on 890717-21 No violations or 
deviations noted Major areas inspected environ qualification of electrical 
equipment, Generic Ur 83 20 & NRC Bulletins 88 001 & 88-003 
MERFUWEATHER.N , CONLON.TE Region 2. Ofc of the Director 89/08/11 12pp. 
50994 096-50994 107 

8908210131 Response to NRC 890716 Hr re violations noted In Insp Repts 50-413/89- 
17 & 50 414/89-17 re visitor & vehicle control & security badge control Response 
withheld (ref 10CFR73 21) 10CFR73 21) 

TUCKER, H B Duke Power Co. 89/08/14. Document Control Branch (Document Con- 
trol Desk) Ip 60969 190 50969T90. 

8908250090 Forwards Insp Repts 50-413/89-18 & 50-414/69 16 on 890717-21.Vlo1a- 
lions noted In rapt but not cited 

COLLINS.DM Region 2, Ofc of the Director 89/08/14 TUCKER, HB. Duke Power 
Co 2pp 61020 102-51020.117. 

• 6906250096 Insp Repts 50 413/80 18 & 50 414/89 18 on 890717-21 Violation re tur- 
bine bldg sump analyses noted but not cited Major areas Inspected chemistry, liquid 
waste controls 8 previously identified inspector followup Items. 

ADAMOVITZ,SS„ DECKER, TR. Region 2, Ofc of the Director 89/08/11. 14pp. 
51020 104-51020117 


B 909100128 NRC Info Notice 89 059, "Suppliers of Potentially Misrepresented Fasten 
ers " Svc list end 

ROSSI, C E Division ol Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co ol New York. Inc I06pp 50992 315 50993 060 

8908250050 Ack receipt o< 890721 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50 413/89 1 4 & 50 4 14/89 1 4 

JULIAN, CA Region 2, Ofc Ol the Director 89/08/16 TUCKER, H B Duke Power Co 
Ip 5102835851028 358 

6908140085 NRC Info Notice 89 060, "Mamt ol Teletherapy Units " Svc list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
89/08/18 Consolidated Edison Co of New York, Inc 107pp 50993061-50993 166 

8906160129 Suppl 2 to NRC Info Nolice 88 046, Licensee Rept of Defective Refur 
bished Valvos ’ Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of Now York, Inc lOOpp 50990 039 50990 137 


R. Periodic operating reports & related correspondence 

8907280132 Forwards monthly operating ropls for June 1989 for Calawba Units 1 & 2 & 
corrected repl for May 1989 

TUCKER, HB Duke Power Co 89/07/14 Document Control Branch (Document Con 
irol Desk) Ip 50709 240 50709 253 

-B907280159 Monthly operalinq repts for June 1969 for Calawba Units 1 8 2 
WILLIAMS, R A, MILLS, J L Duke Power Co 89/06/30 12pp 50709 241 50709 252 

-6907280161 Corrected monthly operating repls tor May 1989 for Catawba Units t & 2 
•Duke Power Co 89/05/31 Ip 50709 253-50709 253 

8908220185 Forwards monthly operating repts lor Jul 1969 lor Catawba Nuclear Station 
Units 1 & 2 & corrected June 1989 repl 

TUCKER, HB Duke Power Co 89/08/15 Document Control Branch (Document Con 
trol Desk) Ip 50995 027-50995 038 

-8908220354 Monthly operating repts lor Jul 1 989 for Catawba Nuclear Station Units t 
& 2 

WILLIAMS, R A, MILLS, JL Duke Power Co 89/07/31 lOpp 50995 028 50995 037 

-8908220355 Corrected monthly operating repts for Juno 1969 for Calawba Nuclear 
Station Units 1 &. 2 

• Duke Power Co 89/06/30 Ip 50995 038-50995036 


8. Reportable occurrences, LERs & related correspondence 

8908010455 LER 89 018 00 on 890628, discovered that required charcoal cartridge 
missing from particulate & charcoal sanmles Caused by Inappropriate personnel 
action Technician removed paniculate lifter S replaced w/new filter W/890728 Itr 
GLOVER, R M , OWEN.T B OukePowerCo 89/07/26, 6pp 5 0758 1 04-50756 1 89 

8908010458 LER 89 017-00 on 890626, steam generator 1A main feedwater control 
valve began closing causing generator level to decrease Caused by action perform 
ance w/lnsuflicient precision Torn gasket replaced W/890726 Hr 
GLOVER, R M„ OWEN.T B Duke Power Co 89/07/26 6pp 50756 176-50756 183 

8903040165 LER 89-019 00 on 090628.unplanncd automatic alignment of nuclear svc 
walar sys to standby nuclear svc water pond occurred Caused By defective procedure 
due to erroneous circuit Isolation Calibr procedures revised W/890728 Hr 
GLOVER, R M , EWENJ.B Duke Power Co. 89/07/27 6pp 50795 062 50795 087 

8903010436 LER 89 001 02 on 800107, Train A blackout due lo Inappropriately Installed 
protective relay Apparently relays wore swapped during initial installation during 
1978 RHR reestablished by placing ND Train B in svc W/890728 Mr 
GLOVER, R.M, OWEN, TB Duke Power Co. 89/07/26 6pp 50756T65-50756 170 

6908290124 IER 89 019 Ol on 000626, automatic alignment ol nuclear svc water sys to 
standby nuclear svc water pond occurred Caused by defective procedure Proper isola- 
tion points Identified & pumps 2A,2B & 1A secured W/C90317 Itr 
GLOVER, RM, OWEN.T B Duke Power Co. 89/08/18 6pp 51043 228 51043'233 
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F. Security, medical, emergency & fire protection plans 

8907260038 Advises that Soviet Inspectors, assigned lo plant under US/USSR exchange 
program, authorized access to safeguards Into Incident to duties at site Soviet inspec- 
tors writ be escorted at all times while In protected areas 

SNIEZEK.J.H. Office of Nuctear Reactor Regulation, Director (Post 879411) 89/07/ 
14 TUCKER, HB Duke Power Co Ip 50609 227-50689 227. 

6908080085 Forwards Insp Repts 50-413/09-16 & 50 414/89-16 on 890528- 0701 & 
notices of violation & deviation 

HERDT.A R Region 2, OIc of the Director 89/07/25 TUCKER, H B Ouke Power Co 
2pp 50857 091-50857.115 

-8908080093 Notice ol deviation from insp on 890528 0701 Deviation noted exterior fire 
protection functional capability test does not lest pumps to determine ability to attain 
satisfactory performance at shutoff 

HERDT.A R Region 2, Ofc of the Director 89/07/25 Ip 50857.095 50357 095. 

890B170253 Forwards public version of revised EPIPs, Including Change 15 to RP/O/A/ 
6000/02 & RP/0/A/5000/03 & Rev 22 to Station Directive 3 0 4 W/DH Grimsley 
890614 release memo 

TUCKER, H B Duke Power Co. 89/07/27. Document Control Branch (Document Con- 
trol Desk). 4pp 60949 134-50949 189 

—3908170256 Public version of revised EPIPs, Including Change 15 to RP/0/A/5000/02 
& RP/0/A/5000/03 & Rev 22 to Station Directive 3.8 4 
MITCHELL, GL Duke Power Co 89/07/27 53pp 50949 139-50949’189 
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8908160273 Forwards public version ol EPIP HP/0/ B/ 1009709, "Guidelines for Acci 
deni 8 Emerqency Response" W/89QS09 release memo 

TUCKER H B' Duke Power Co B9/08/01 Document Conlrol Branch (Document Con 
trol Desk) 2pp 50937 300 50937 325 

-•8908160274 Public version of EPIP HP/0/1009/09, "Guidelines lor Accident A Emer- 
gency Response " 

MCNAMARA, M Duke Power Co 89/07/25 23pp 50937 303 50937 325 

8908140313 Forwards Insp Repts 50 413/89-23 & 50 414/89-23 on 890728 Violations 
noted in insp repl under consideration lor escalated enforcement action A will be dis- 
cussed at future entorcemenl conference Enel withheld (ret 10CFR2 790(d)) 
EBNETER.SD Region 2, Ofc ol the Director 89/08/07 TUCKER.HB Duke Power 
Co 2pp 50925 144 50925 146 

-890B14O318 Partially withheld Insp Repts 50 413/89 23 a 50 414/89-23 on 890728 
(ref 10CFR2 790 8 73 21» Violations noied Major area inspecied security event logs 
MASNYK.O Region 2. Ofc of Ihe Director 89/08/03 Ip 50925 146-50925 146 

8908210131 Forwards response !o NRC 890715 Itr re violations noted in Insp Repts 50 
413/89-17 a 50 414/89 17 re visitor & vehicle conlrol & security badge 
control Response withheld (ret 10CFR73 21) 

TUCKER.H B Ouke Power Co 89/08/14 Document Control Branch (Document Con- 
trol Desk) lp 50969 190-50969 190 

8908210212 Suppl 1 lo Generic Ltr 89-07 to all operating plants, applicants lor OLs A 
holders of CPs re power reactor safeguards contingency planning (or surface vehicle 
bombs Svc list end 

PARTLOW.J G Associate Director lor Proiecls (Post 870411) 89/08/21 Consolidat 
ed Edison Co ol New York, Inc 55pp 51036 001-51036 056 


P Operallng license slage documents & correspondence 

BS07 280103 Expresses concern w/manner in which regulatory concerns resolved on util 
planls Process ol escalation to higher levels of mgt vvilhin NRC A util to resolve issue 
on timely basis proposed 

TUCKER,H B Ouke Power Co 89/05/30 MURLEY.T E Office o( Nuclear Reactor 
Regulation, Di/eclor (Post 870411) 2p p 50705 300-50705 301 

0907180211 Generic Ltr 89 13 to all holders of OLs or CPs for nuclear power plants ra 
svc water sys problems affecting safely related equipment Svc hsl end 
PARTLOW.J G Associate Direclor for Projects (Post 8704 li) 8 9/07/18 Consolidat 
ed Edison Co of New York, Inc 53pp 50735 001-50735 054 

8907310127 Forwards Amends 67 & 61 to Licenses NPF-35 & NPF-52, respectively A 
safety evalualron Amend modilies Tech Spec Tables 3378434 to change eleva 
lion al which seismic monitor located 

JABBOUR.KN Project Directorate 113 89/07/18 TUCKER.HB Duke Power Co 
2 pp 50720 269-50720 279 

-8907310129 Amends 67 A 61 to Licenses NPF-35 A NPF-52, modifying Tech Spec 
Tables 3 3-7 & A 3 4 to change elevation at which seismic monitor located 
MATT HEWS, DB PrO|ect Directorate 11-3 89/07/18 7pp 50720 270-50/20 276 

• 8907310133 Safety evaluation supporting Amends 67 & 61 to Licenses NPF 35 A 
NPF-52,respec1ively 

* Ollice of Nuclear Reactor Regulation, Director (Post 870411) 89/07/18 2pp 
50720 277-50720 279 

B907270227 Advises that response to Generic Ur 89 04, "Guidance on Developing Ac- 
ceptable Tnservice Testing Programs" w/ confirmation ltr rot needed 
JABBOUR.K N Project Directorate 11-3 89/07/21 TUCKER.H B. Duke Power Co 
3pp 50705 157-50705 159 

8907280293 Forwards safely evaluation re util 831104 A 851203 responses lo Generic 
Ltr 83 28, Item 4.5 3, "Reactor Tnp Reliability - On Line Testing of Reactor Trip Sys " 
Existing intervals lor on line tesling acceplabte Item completed 
JABBOUR.KN Project Directorate li-3 89/07/21 TUCKER.HB Duke Power Co 
?pp 50735097-50735126 

8907310324 Responds to Generic Llr 69 08. "Erosion/Corroslon Induced Pipe Wall 
Thinning " Util actively involved In established pipe erosion program developed to 
ensure fhat Integrity ol two-phase A single phase piping sys susceptible to erosion 
TUCKER.H.B Duke Power Co 89/07/21 Document Conlrol Branch (Document Con- 
trol Desk) 3pp 50720 323 50720 325 

8908070386 Advises that util has no agreements which contain clauses that restrict abil- 
ity ol employees lo provide info re potential safety Issues to NRC, per V Slello 890427 
Hr Agreement w/HS Nunn not to lake action against util noted 
CARR, A V. Duke Power Co 89/07/31 STELLO.V Otc ol the Executive Oirector tor 
Operations Bpp 50802 158 50802 165 

8906090425 Forwards SSER accepting 880601,0909 A 890602 changes to ATWS miti- 
gation sys acluation circuitry tor planls NFC requested lo be notified upon completion 
of human (actors review. 

HOOD.DS Project Directorate 11-3 89/08/03 TUCKER.HB Duke Power Co 4pp 
50889 328-50889 335 

-8908090429 SSEFt accepting 880601,0909 & 890602 changes to ATWS mitigation sys 
actuation circuitry tor planls. 

* NRC -No Detailed Allilialion Given. 89/08/03 4pp 50B89332-508B9 335 

9908110040 Summaiy of 890728 meeting w/util A Bechtel re design basis documents 
lion program Agenda, list ol attendees A handouts end 

WIENS, LA. Project Directorate 113 89/08/04 Project Directorate 11-3 28pp 
50910 079-50910 106 

8908160398 Forwards response to requesl lor addl Into re performance tesling of relief 
& safety valves, NUREG 0737.!1em II D 1 Vendor proposals re Ihermo hydreulic analy- 
sis to determine methodology for resolving items In Question 4 under review 
TUCKER.H B Duke Power Co 69/08/04 Document Control Branch (Document Con- 
trol Desk) 3pp 50930 179 50930 181. 

8906230398 Forwards Amends 68 A 62 to Licenses NPF-35 A NPF-52, respectively A 
safely evaluation Amend modifies Tech Specs lo add requirements for steam genera- 
tor power-operated rellel valves 

JABBOUR.KN Project Directorate 11-3 89/08/15 TUCKER.HB Duke Power Co 
3pp. 5 1005 227-51005 243. 


-8908230403 Amends 68 A 62 to Licenses NPF 35 & NPF 52, respectively. modV'-J 
Tech Specs to add requirements tor steam generator power-operated relief va\es 
MATTHEWS, DB Project Directorate II 3 09/08/15 1 1pp 51005 230 S1O05 240 

-8908230409 Safety evaluation supporting Amends 68 A 62 to Licenses NPF 35 S 
NPF 52, respectively 

' Ollice ot Nuclear Reactor Regulation, Direclor (Post 870411) 89/08/15 
51005 241 51005 243 


Q, Inspection reports, IE Bulletins & correspondence 

8908070005 FOIA requesl lor final open item (ransmillal Mrs per NRC Insp ProceSJe 
94300B lor listed planls 

WILLIAMS, OG JRA Associates 09/05/17 GRIMSLEY.O H NRC - Nb Detai’ed Aftfc- 
ahon Given 2pp 50809 279 50809 280 

8907270350 Forwards Insp Hepls 50 413/89 10 A 50 414/89 19 on 890816 23 No 
notice of violation presently issued due to violations being under consideration for es- 
calated enlorcement action Enforcement conference scheduled for 890/20 
EBNETER.SD Region 2, Otc ol the Director 09/07/14 TUCKER.HB Duke Pew 
Co 2pp 50704 099-50704 1 16 

-8907270354 Insp Repts 50-413/89 19 & 50 414/89 19 on 890616062S Violator.* 
noted Major areas inspected 090616 event re channels ol reactor vessel level rnst'’j- 
menlahon sys inoperable lor period ol lime in excess ol Tech Specs 
ORDERS, W T , LESSER, M S , SHYMLOCK.M B Region 2, Ole ol Ihe Director 89/8/7 

13 16pp 50704 101-50704 116 

8907280038 Advises lhat Soviet inspectors, assigned to plant under US/USSH exchange 
program, authorized access to safeguards into incident to duties al site Soviet inspec- 
tors will be escorted al all limes while m protected areas 

SNIEZEK.JH Office ot Nuclear Reacior Regulation, Direclor (Post 870411) 69/87/ 

14 TUCKER.HB Duke Power Co Ip 60689 227-50689 227 

8907310471 Responds lo NRC 890621 Itr re violations noted In Insp Flopts 50 413/89- 
14 & 50 414/89 14 Corrective actions Station Directives 3 1 1 1 & 3 1 1 3 revised lo In- 
clude guidance on assessing equipment A temporary shielding installed 
TUCKER.H 8 Duke Power Co 09/07/21 Document Control Branch (Document Con- 
trol Desk) 3pp 50723 141-50723 143 

8908080985 Forwards Insp Repts 50 413/09 16 A 50 414/89-16 on 890528 0701 A 
notices ol violation A deviation, 

HERDT.A R Region 2. Otc ol the Director 89/07/25 TUCKER.H B Duke Power Co 
2pp 50857 091-50857 115 

--89080800B9 Nolice ot violation trom insp on 890528 0701 Violation noted post acc* 
dent liquid sampling sys periodic test inadequate to ensure valve locked closed alter 
use on 890602 m that valve discovered open & unlocked 
HERDT.A R Region 2. Ofc of the Director 80/07/25 2pp 50857 093 508S7 094 

-8908080093 Notice ot deviation from insp on 890528 0701 Deviation noted exterior lire 
protection functional capability test does not test pumps to determine ability lo eltam 
satisfactory performance at shutoff 

HERDT.A R Region 2, Ofc ot the Director 89/07/25 Ip 50857 095-50857 095 

-0908080095 Insp Repts 50 413/89-16 A 50-414/89-16 on 890528 0701 Two violabons 
A one dovialion noted Ma|or areas inspected plant operations, surveillance 
observation, mamt observation, licensee nonroutine event repts A Part 21 (asps 
ORDERS, W T , LESSER.M S , SHYMLOCK.M B Region 2, Otc ot the Director 09/07/ 
24 20pp 50857 096 50857 115 

8907200019 NRC Into Notice 89-057, "Unqualified Electrical Splices in Vendor Suppf.cd 
Environmentally Qualified Equipment " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York. Inc 106pp 50711 333 50712 078 

8908090086 Forwards response lo NRC 890627 Itr re violations noted in Insp Repts 50- 
413/83 13 A 50-414/89-13 Corrective aclions valve 2NV-15b closed to , sola to leak A 
valve 2NV-20 closed A penetration test completed 

TUCKER.HB Duke Power Co 89/07/27, Document Control Branch (DocumcntCon 
Irol Desk) llpp 50884 110-50804 120 

8908170581 Ack receipt of 890331,0522 A 0526 response to violations noted in Insp 
Repts 50-413/89-02 A 50 414/89-02 Requests description of steps taken to correct 
violations within 30 days of Itr date 

EBNETER.SD Region 2, Ofc ot the Director. 09/08/02 TUCKER.HB Duka Power 
Co 6pp 50948 O57-5O'J40 062 

8007270121 Suppl 1 to NRC Bulletin 88 010, "Nonconforming Molded Casa CirciM 
Breakers" Svc list end 

ROSSI.CE Division ot Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co. of New York, Inc 108pp 50904 140 50904 253 

8907280169 NRC Into Nolice 89 058. “Disablement ol Turbine Driven Auxiliary Feed 
water Pump Due to Closure ot One of Parallel Steam Supply Valves" Svc I si end 
ROSSI.C.E Division ot Operational Events Assessment (Post 870411) 83/00703 
Consolidated Edison Co of New York, Inc 106pp 50900 005-50900 110 

8908140313 Forwards Insp Repts 50-413/89-23 A 50 414/89 23 on G90720 Violations 
noted In insp repl under consideration tor escalated enforcement action A will be dis- 
cussed at luture enlorcement conlerence 

EBNETER.S D Region 2, Ofc of the Director 89/08/07 TUCKER.H.B, Duka Power 
Co 2pp 50925 144-50925146 

-8908140318 Partially withheld Insp Repts 50-413/89-23 A 50-414/89 23 on 690728 
(ref 10CFR2 790 A 73 21)).Violations noted Major area rnspectad secunty event logs 
MASNYK.O . MCGUIRE.D R Region 2. Otc of the Direclor, 89/08/03 Ip, 50925 146- 
50925 146 

6908 160293 Confirms 890815 enforcement conlerence in Region It to discuss inoper- 
ability of reacior vessel level instrumentation sys on Unit 2 

EBNETER.S D Region 2, Otc ot the Director 89/08/07 TUCKER.H B Ouke Power 
Co Ip 50930 235 50930 235 
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8908230133 Ack receipt of 890727 Mr informing NRC of steps taken to correct violations 
noted in Insp Repls 60 413/09-13 5, 50 414/09 13 

HERDT.A Ft Region 2, O!o of the Director 09/08/00 TUCKER, H B Duke Power Co 
Ip 51000 047-51008 047 

8908180043 Responds to NRC B90710 Itr re violations noted in tnsp Repls 50-413/89 
09 & 50 414/09 09 Corrective actions valve handwheel reattached in locked open po 
sition ■& v/ork request written to replace stem bolt on suction & discharge valves 
TUCKER, HB Duke Power Co 89/08/10, Document Control Branch (Document Con 
irol Desk) 6pp 5096B 291 5096B 296 

8 90S 2 10001 Forwards Insp Repts 50-413/B9-20 & 50 414/89-20 on 890717-21 No vio 
lations or deviations noted 

JULIAN C A Region 2, OIc of the Director 89/08/11 TUCKER, H B Duko Powor Co 
2pp 50994 094-50994 107 

-0908210002 Insp Repts 50 413/09-20 & 50 414/89-20 on 890717-21 No violations or 
deviations noted Major areas inspected environ qualilication of electrical 
equipment, Generic Llr 03-20 & NRC Bulletins 88 001 & 88 003 
MERR1WEATHER.N , CONLON ,T E Region 2, Ofc of the Director 09/08/11 12pp 
50994 095 50994 107 

8908210131 Response to NRC 890715 Ur re violations noted in Insp Repts 50-413/89 
17 & 50 414/99-17 ra visitor S vehiclo control & security badge control Response 
withheld (ref (0CFR73 2f( (OCFR73 2f) 

TUCKER H B Duke Power Co 89/08/14 Document Control Branch (Oocument Con 
trol Desk) ip 50969 190-50989 190 

8908250095 Forwards Insp Repts 50-413/09-18 & 50 414/89-1B on 890717-21 Viola 
lions noted in ropt but not cited 

COLLIN S.OM Region 2, Ofc of the Director 09/08/14 TUCKER.HB Duko Power 
Co 2pp 51020 102-51020 117 

-890 8 250096 Insp Repts 50 413/09 10 & 50 414/09-18 on B90717-21 Violation re tur- 
bina bldg sump analyses noted but not cited Major areas Inspected chemistry .liquid 
waste controls S previously Identified inspector followup items 
ADAMOVITZ.S S , DECKER, T R Region 2, Ofc of the Director 89/08/11 14pp 
51020 104-51020 117 

890 0 1 00 1 28 NRC Info Notice 09 059, "Suppliers ol Polonlially Misrepresented Faslon- 
ers " Sue Jisl enc) 

ROSSl.CE Division ol Operational Events Assessment (Post B70411) 89/00/ 16 
Consolidated Edison Co. of Now York, Inc 106pp 50992 315-50903 060 

8908250050 Ack receipt ol B90721 Hr Informing NRC ol stops taken to correct violations 
noted in Insp Repts 50-413/99-14 & 50 414/89 14 

JULIAN, C A Region 2, OIc ol the Director 89/08/16 TUCKER.HB Duke Power Co 
Ip 51028 35B-6 1028 358 

8908140085 NRC tnfo Notice 09 060, "Malnt ol Tolothorapy Units " Svc list end 
CUNNINGHAM, R E. Division of Industrial & Medical Nuclear Safety (Post 870729) 
89/08/18 Consolidated Edison Co of New York, Inc 107pp 50903 061-50993 166 

8908160129 Suppt 2 to NRC Info Notice 80 048, “Licensee Ropt of Oolectivo Rolur- 
bished Valves Svc list onct 

ROSS' ,CE Division ol Operational Events Assessment (Post 070411) 69/00/22 
Consolidated Edison Co ol Now York, Inc 100pp 50980 039 00990 137 

* 

R. Periodic operating reports & rotated correspondence 

8907289132 Forwards monthly operating repts lor Juno 1909 tor Catawba Units 1 8 2 A 
corrected ropt lor May 1980 

TUCKER, HB Duke Power Co 09/07/14 Document Control Branch (Document Con 
trol Desk) Ip. 50709 240 50709 253 

-8907280159 Monthly oporatmg repts lor June 1989 lor Catawba Units 1 & 2 
WILUAMS.R A . MILLS, J L Duke Power Co 09/06/30 12pp 50709 24 1-50709 252 

-6907200161 Corrected monthly oporatmg repls for May 1909 for Caiawba Units 1 & 2 

• Duko Power Co. 09/05/31 Ip 50709 253 50709 253 

&9OB22O105 Forwards monthly operating ropls for Jul 1989 for Catawba Nuclear Station 
Units 1 & 2 & corrected June 1980 ropt 

TUCKER.HB Duke Power Co 89/08/15 Document Control Branch (Document Con 
irol Desk) Ip 50805 027-50995 038 

-8908220354 Monthly operating repls tor Jul 1989 for Caiawba Nuclear Station Units 1 
& 2 

WILLIAMS, R A, MILLS, JL Duko Powor Co 89/07/31 lOpp 50005 028 5099S 037 

■■8908220355 Corrected monthly operating ropls for June 1989 lor Caiawba Nuclear 
Station Units 1 S 2. 

• Duke Power Co 89/06/30 Ip 50995 038-50995 038 

8906240290 Forwards HID quarterly updale to Unit 2 startup roptOno tost not 
completed Addl quarterly updates to startup ropt will be submitted as required by Tech 
specs 

TUCKER.HB Duko Power Co 89/08/15 Document Control Branch (Document Con 
trol Desk) 2pp 5102B't82-5102B:1C3 


S. Reportable occurrences, LERs & related correspondence 

8907310433 LER 69-016 Ot'on 890616,both channels ol upper range reactor vessel 
fovof mslrumentatlon found inoperable Caused by supervision assigning unqualified 
technician to return Instrumentation to svc on 890520 W/B007 18 Itr 
GLOVER.R M , OWEN.T B Duke Power Co 89/07/20 13pp 50745 182-50745 194 

0008010231 Special rapt on 890B14, Channel 7 of steam generator 2C vibration & loose 
pans monitor sys declared inoperable Caused by strong 60 Hz lone present in 
channel Work request 437690PS written to investigate & repair channel 
TUCKER.H B Duke Power Co 89/07/25 Document Control Branch (Document Con- 
trol Desk) 2pp 60756 133-50756 134 

6900080125 LER 09-012 00 on 6907O3,Loop C overtemp delta temp computer alarm re 
cctved during performance ol Mode 1 periodic surveillance items procedure Caused 
by railed card In process control cabinet Procedure revised W/B0080P Itr 
GLOVE R.RM.OWEN.TB Duke Powor Co 89/08/01, 5pp 51015 161-61015 165 


09Q829D11? LER 89 007 01 on 8903l6,containmen,t air return Ian 2A started in re- 
sponse to high containment pressure Caused by inadequate policy involving control of 
sliding links nan secured & Inner calibr reperformed W/89081B Hr 
GLOVER.R M , OWEN.T B Duke Power Co 09/08/18 6pp 5(043234 51043 239 


DOCKET 50-416 GRAND GULF NUCLEAR STATION, UNIT 1 


E. NRC Safety Evaluation Report (SER), suppls a correspondence 

8908090376 Documents util commitment re post accident sampling sys 
requirements, per SSER4.il B 3, Insp Rept 50 416/89 16 & 890711 lelconNRC concur- 
rence w/proposod depressurized sampling program requested 
COTTLE.WT System Energy Resources, Inc 89/07/27. Document Control Branch 
(Document Control Desk) 2pp 50891 133 50891,134 


F. Security, medical, emergency & fire protection plans 


8908250139 Partial response to FOIA request for documents A pp DAE documents 
available in PDR App E documents end 

GRIMSLEY.D H Division o( Freedom of Information & Publications Services (Post 
890205) 89/08/16 WILLIAMS.O G JRA Associates 8pp 50991 115-50991 170 

■■8908250157 Discusses slops taken to resolve coordination concerns re annual full 
scale exorcise involving State ol Mississippi & local govts & licensee 
TROJANOWSKI.R Region 2, Ofc ol the Director 83/03/03 Region 2. Ofc ol iho Dl 
rector 17pp 60991 139 50991 155 

-8908260171 Forwards WV Thomas.RJ Traub.F Vosbury & G Wehmann finalized ropt 
re Grand Gulf emergency preparedness exercise Areas covered listed 
THOMAS, WV Batlelle Memorial institute, Pacific Northwest Laboratory 84/04/13 
MARS TON, R Region 2, Olo ol the Director 2Gpp 50991 104 50991 211 

B9DB220071 Rev 1 1 1o Emergency Plan Procedure 10 S 01 -23, “Emergency Plon Train 
Ina & Drills" & Rev 4 to Emergency Plan Procedure 10-S-01-28, "Control ol Designat- 
ed Emergency Vehicles ” W/ 800817 Itr 

HURLEV.J, WR1GHT.M, COTTLE.WT System Energy Resources. Ino 09/08/17 
24pp 50994 210 50994 242 

6908210212 Suppl 1 fo Generic Llr 89 07 lo all oporatmg plants, applicants lor OLs & 
holders ol CPs re power roaclor saloguards contingency planning lor surlaco vehiclo 
bomba Svc list end 

PART LOW, J G Assocla to Director lor Projects (Posl 870411) 09/00/21 Consolidat- 
ed Edison Co ol Now York, Inc 55pp 51036001-51036050 


G. Adjudicatory correspondence 

0908030142 Poiilion lor rulornakmg PRM 50 S3 requesting NRC action to review undue 
risk posod by BWR thormnl hydraulic Instability NRR should issue order requiting all 
GE BWRs to bo placed in cold shutdown for slated reasons 
HIATT, SL Ohio Citizens lor Responsible Energy 88/07/20 Office ol Nucloar Reac- 
tor Regulation, Director (Post 870411) IQpp 50820 143 60620 152 


P. Operating llconso atago documents & correspondence 

8007180211 Generic Llr 89 13 to all holders of QLs or CPs lor nuclear powor plants re 
svc wafor sys problems affccling safety related equipment Svc fisf encf 
PARTLOW.JG Associate Director for Prejecls (Post B7041 1) 89/07/10 Consolidat- 
ed Edison Co of New York, Inc E3pp 50735 001-50735 054 

8908010145 Forwards inlo documenting info recolved botween Region II & concerned 
Individual No attempt made to ascertain accuracy of info supplied by 
individual Requests findings within 45 days Enel withheld (rot 10CFR2 790(a)(6) 8 (711 
REYES.L A Region 2, Ofc ol Iho Director 89/07/18 COTTLE.WT System Energy 
Resources. Inc 2pp 50753 249 50753 250 

B907270321 Corrected llr requesting for withdrawal ol 890130 Relief Requost 100020 
(rem ASME Secllon XI requirements ,per tOCFR5Q 55d(g)5(ni) 

COTTLE.WT System Energy Resources, Inc 89/07/19, Document Control Branch 
(Document Control Desk) 2pp 50704 080-50704 009 

8907280164 Denies 890706 request lor extension re payment ol invoices Suggests that 
util pay outstanding balances & any amount determined lo be overpayment will be re 
Hindoo by NRC 

JOHNSON, GD Division ol Accounting & Finance (Posl 890205) 69/07/20 
COTTLE, W T System Enorgy Besourcos, Inc 2pp 50709 264 50709 255 

8907280162 Forwards SER accepting licensee commitment to install ex core neutron 
llux monitoring instrumentation mooting requirements of Reg Guide l 97,Rov 2, prior to 
rosLerl following fourth refueling outage 

KINTNER.LL Protect Directorate 11-1 69/07/21 COTTLE.WT System Enorgy Re 
sources, tnc 3pp 50709 258 68709 261 

-8907200156 SER accepting licensee commitment to install ex core noution llux moni 
toring Instrumentation meeting requirements of Reg Guide 1 97, Rev 2, prior to restart 
following fourth refueling outage 

• NRC • No Detailed Affiliation Givon 89/07/21 3pp 50709 259 50709 261 

8907310201 Informs that long term orosion/corrosion monitoring program for steam & 
two phase high energy carbon, steel piping sys at plant developed & implomonted.por 
Generic Ur G9 08 

COTTLE.WT System Enorgy Resources, Inc 09/07/21 Document Control Branch 
(Document Control Desk) 3pp 50736 177-50736 179 

8907310355 "Grand Gull Nuclear Slation Unit 1 Cyclo 4,Starlup Physics Test Summa 
ry ” W/890721 Itr 

COTTLE.WT System Energy Resources. Inc 89/07/21 7pp 50721 095 50721 101 
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6908010016 Notifies lhat JF Throckmorton resigned from position effective B90626,per 
10CFR50 74(b) 

COTTLE.WT System Energy Resources, Inc 89/07/25 Document Control Branch 
(Qocumenl Control Desk| 2pp 50753 190-50753 101 

8908090341 Responds 1o NRC 890522 request lor addl info re uM 880B19 proposed 
change to License NPF 23, pet Generic Ur 67 09 Util analyse o( 39 action statements 
affected by proposed amend lo Tech Spec 3 0 4 submitted to NRC on 881214 
COTTLE.WT System Energy Resources, Inc 89/07/27 Document Control Branch 
(Document Control Desk) 8pp 50302 304-50302311 

6900030209 informs lhat ulii does not prohibit, restrict or discouraoe employees or con- 
tractor/ subcontractor employees.from contacting NRC re potential salely issues, in re 
spouse to NRC 890427 tti 

COTTLE, WT System Energy Resources, Inc 89/07/28 Document Control Branch 
(Document Control Desk) 2pp 50706 298-50786 299 

89Q8Q402S4 Provides evaluat'd* af util proposed revised PASS tost procedure, per 
890726 Hr Ulrl commitments to document changes to PASS sampling program accepl 
able 

KINTNEfl.L L Project Directorate 11-1 89/07/31 COTTLE ,W T System Energy Re 
sources, Inc 3pp 50799 001 50799 Q03 

8908169245 Forwards " Primary Reactor Containment Integrated Leakage Rate 
Test, Final Repl " Test successfully completed on B90A16 

COTTLE.WT System Energy Resources, Inc 89/00/04 Document Control Branch 
(Document Control Desk) 2pp 5092B 053 50928 133 

-8908160246 "Gra n U Gulf Nuc'ear S'aVon.Utvl (.Primary Reactor Contamment Integral 
ed Leakage Rale Test, Final Repl " 

• Bechtel Group, Inc B9/04/30 79pp 50928 055 50928.133 

8998180231 Summarizes 890731 discussion w/A Huffman of Clarion-Ledger re 
NUREG-1 150 resulls & comparison o( Grand Gulf w/other plants studied 
MURPHY ,J A Division ot Systems Research (Post BB0717). 89/08/04 Division of 
System, a Resaaich (Pest 030717) Ip 51 07 4- 142-51 07 4 142 

0908180368 Advises (hat 890609 Rev 8 lo operational QA program consistent w/ 
10CFR50 54(a) a acceptable 

PEEBLES,! A Reg-on 2. Ofc q| the (Vector 89/00/11 COTTLE.WT System Energy 
Resources, fnc 2pp 50968 073 50968 074 

8900220253 Forwards application tor amend to License NPF-29, requesting approval for 
Entergy Operationsjnc to assume mgt & operating responsibility lor facility 
COTTLE.WT System Energy Resources, Inc 89/03/15 Document Control Branch 
(Document Control Desk) 6pp 50977 22? 5D977 308 

-89D82202S4 Application for amend to License NPF-29, requesting approval for Entergy 
Operatrons.lnc lo assume responsibility for mgl & operation of facility Marked up 
amends to license encl 

BLOUNT, J L System Energy Resources. Inc. ag/00/1 5 79pp 50977 233 50977 308 

6908250139 Partial response to FOlA request lor documents App D 8 E documents 
ava, table in FOR App E documents end 

GRIMSLEY.D H Division of Freedom ol Information & Publications Services (Post 
890205J 69/08/16 WILLIAMS.O G JRA Associates 8pp 50991:115 50991 170 

-89082501d4 Forwards 1st ol remaining open items requiring resolution before finding 
of readiness for operation may be endorsed by Region II Licensee projected (uel loam 
mg by 620423 Const approximately 97?» complete 

LEWIS, RC Region 2, Ofc c4 ihe Greet or 82/03/19 EISENHUT.DG DiViS.on ol Li- 
censing (800488-851124) 12p(> 50991 123 50991 134 

—8908250150 Discusses results ot pane) 620602 & 04 review ot status ot msp program 
al util & readiness (or 1'Censmg Pare' bet' eves cecammendafon for licensing can ba 
made based on review 

LEWIS, R C Region 2, Ofc ol the Director 82/06/ ID O'REILLY.J p. Reqion 2, Ofc of 
the Director 4pp 50991 135-50991 13B 

-8908250179 Responds to 840717 request for info re FEMA.Stafa of LA & local govts 
perspectives concerning plant 

TROJANOWSK1.R Region 2, Ofc ol the Director 84/07/24 STOHR.JP Rea .on 2 
Ofc ol the Director 7pp 50991 221 50991 240 


Q Inspection reports, IE Bulletins & correspondence 

6908070005 FOlA request for final open item transmiital Itrs per NRC Insp Procedure 
943000 lor lisied plants 

WILLIAMS.O G JRA Associates 09/05/17 GRIMSLEY.D H NRC - No detailed Aftiti 
ation Given 2pp 50809 279 5 0809 280 

8908080152 Forwards clarifications 5 ptoposed actions to address concerns re Unre- 
solved Item 69-10 Ot tn Insp Repl 50 4)6/89 IQSubmittal discussed w/Reqion (I on 
690718 

COTTLE.WT System Energy Resources, Inc 69/07/21 E0NETER.SO Region 2, 
Qfc Ol the Director 6pp 50856 353 50856 358 

B90 8010044 Ack receipt of 090621 & 26 Itrs informing NRC of steps (aken to correcl 
violations moled in Insp Repl 50-416/69-08 

COLUNS.O M Region 2, Ofc of Ihe Oteclar 89/07/25 COTTLE, W T System Energy 
Resources, fnc Ip 50753 220-50753 220 

8907200019 NRC tr.To Notice 69-057, ' Unqualified Eleclncal Splices in Vendor Supplied 
Environ menially Qualified Equipment " SvC list end 

ROSSJCE Division of Operational Events Assessment (Post 870411) 09/07/26 
Consolidated Edison Co ol New York, Inc I06pp 5071 1 333-50712 078 

8908010313 Responds lo violations noted in insp Repl 50 416/89-16 Corrective 
actions both damping pals restored lo correcl values S Planl Administrative Procedure 
01 -S D7-0 changed to require planning & scheduling personnel 
COTTLE.WT System Energy Resources Inc 89/97/27 Document Control Branch 
(Document Control Desk) 4pp 50755 343 50765 346 

6908070036 Forwards response to violations noted in Insp Repl 60-416/89 16 Correc- 
tive actions initiated Corrective Action Rapt 2263 lo document PASS programmatic 
deficiencies <8 restored PASS to operable status 

COTTLE.WT Syslem Energy Resources, Inc 89/07/27 Document Control Branch 
(Document Control Oesk) 8pp 50620 157-50820164 


6908090376 Documents util commitment re post- accident sanync i 
requirements, per SSER4.I) B 3, Insp Repl 50 416/89 16 & 890711 telco/i^RCr-i 
ranee « /proposed depressurized sampling program requested 
COTTLE.WT System Energy Resources, Inc 09/07/27 Document CocL'HBj- 
(Document Control Desk) 2pp 50891 133 50091 134 

8908140107 Forwards corrected response to violations noted in insp Repl SOi l 
tSCorrec'we acbonsmod vrorV permit int'ated to (aci'ilate removal -ol vahesF; u 
F720 & PASS restored to operable status following sampling 
COTTLE, W T Syslem Energy Resources, Inc 09/07/27 Document Dentil £c- - 
(Document Control Desk) 9pp 50910 300-50910 308 

8908100169 Forwards tosp Rept 5Q 416/69-17 oil 890616 0714 4 notice Ol vcl 
VERRELLl.D.M Region 2, Ole ol Ihe Director 89/07/20 COTTLE, YV I SiV=- 
Energy Resources, Inc 2pp 50885 321 50805 334 

-8908100194 Notice of violation (tom insp on 890616 0714 Violations rcVJ • 
890620 .operators failed to implement HCIC Sys Operating Instruction 04-1-01 E51! 
when returning sys to standby condition following maml 

VERRELLI.DM Region 2, Ofc of Ihe Director 89/07/26 2pp 50835 3 23 Mc-jSSt 

-8908100196 Insp Rept 50-416/Q9-17 on 690617-0714 Violations noted Va/a «.ti 
inspected operational safety verification.maml observation suns. 1 rei 

observation.ESF sys walkdown, action on previous Insp findings S reporiaNa ccru 
rences 

CHRISTENSEN, H , MATHIS, J L , CANTRELL, F S Region 2, Ol: cl ’.ho Ore- tor K 
07/20 lOpp 50085 325-50005 334 

8908180190 Forwards Insp Repl 50 416/89-18 on 890710 14 No violations c<«fe" 
ations noted 

COLLINS, DM Region 2, Ofc ot the Q'rec'ar 89/Q8/02 COTTLE.WT System Ere? 
Resources. Inc 2pp 50967 324 50967 33 1 

-8900180192 Insp Rept 50 416/09-10 on 090710 14 No viorations or tte.WS 
noted Major areas inspected occupational oxposuro,shippiii9 & transportation S tre-s 
ea action on previous insp tindinga 

SHORTRIOGE.R B , POTTER, J P Region 2, Ofc ol Ihe Director 09/00/01 6>; 
50967 326 50967 331 

8907270121 Suppl 1 to NRC Bullet.n 88 010. "Nonconfotm.ng Molded Case Ctvj 
Breakers " Svc list end 

ROSSI, CE Division of Operational Evenls Assessment (Posl 870411) S9 vl | 3 ■ 
Consolidated Edison Go of New York, Inc I08pp 50904 148 50304 253 

8907200169 NRC Info Nohce 69-056, "Disablement of Turbine-Driven Aunt-ary Fete 
water Pump Due to Closure of One ol Parallel Sleam Supply Valves" Svc Wred 
ROSSI, CE Division ot Operational Events Assessment (Posl B70411) 69/06/01 
Consolidated Edison Co of New York, tnc 106pp 50900 DOS 50900 I fO 

6909250165 Ack receipt of Q90727 Hr informing NRC of steps taken to correct wotjVs 
noted in Insp Rept 50 416/69-16 Implementation of corrective actions WiJ! be c->a.^ 
ined during future Insps 

VERRELLI.DM Region 2, Ofc ol Ihe Director 99/08/16 COTTLE.WT 5ys'-i 
Energy Resources, Inc tp 5(029 317-51029 317 

8908250169 Ack receipt of 890712 6 13 Itrs informing NRC of stops taken lo ceriM 
violations noted in Insp Rept 60 416/89 14 Implementation of corrective actions *l 
bB eyanvned during luture maps 

VERRELLI.OM Reqion 2, Ole ot the Director 89/08/15 COTTIF.WT S(iYi 
Energy Resources, Inc Ip 51029 310 51029310 

89081001 28 NRC Info Notice 80 059, "Suppliers of Potentially Misrepresented Fast-’ 
ets ” Svc list encl 

ROSSI, CE Division ol Operational Evenls Assessment (Post 870411) aSMDflNS 
Consolidated Edison Co of New York, Inc 106pp 50992 315-50993060 

8908140085 NRC Inlo Notice 89 060, "Marnt of Teletherupy Units " $«c S.sl end 
CUNNINGHAM.R E OiviS'on of Industrial & Medical Nuclear Safely (Posl B7072S) 
89/08/18 Consolidated Edison Co of New York, Inc I07pp 50993 061-50993 l W 

8908280176 Responds to violations noted in Insp Rept 50 416/89 17 Concave 
actions alt shill superintendents instructed, via night ordeis.to control amount Qt »cr*. 
performed at one time to level that can be properly overseen 
COTTLE.WT System Energy Resources, Inc 09/08/21 Documont Ceni/ol 0/4 r<n 
(Document Control Desk) 3pp 51042 304 51042 306 

690B280272 Forwards safety evaluation granting util 860524 lequests (ot relief from ob- 
tain requrrements m ASMS cods, Section XI re inservice insp program 
ADENSAM.E G Project Directorate II 1 89/00/21 COTTLE.WT System Energy Ra 
sources, fnc 2pp 51040 018 51040 034 

-8908280273 Safety evaluation granting 8Q0524 requests for relief from certain require 
ments of ASME Code.Secuon XI 

* Olfice of Nuclear Reactor Regulation, Director (Post 870411) 89/06/21 1EW 
51040020 51040 034 

8908160129 Suppl 2 to NRC Info Notice 88 048, "Licensee Repl of Defective Refur- 
bished Valves " Svc list encl 

ROSSI, CE Division ot Operational Events Assessment (Post 870411) 89)08722 
Consolidated Edison Co of New York, tnc lOGpp 50930 039 50 990 137 


R Periodic operating reports & relaled correspondence 

8908230282 Monthly operating rept for Jul 1989 for Grand Gull Nuclear Slabon Uni 
1 W890814 hr 

EDGE.W E , COTTLE.W T System Energy Resources, Inc 89/07731 4pp 5(002 206- 
51002 209 


S. Reportable occurrences, LERs & related correspondence 
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8908030319 LER 69-008 01 on B90523,lwo redundant secondary containment isolation 
valves failed to close within <1 s limn Caused by failure ot internal disks of exhaust 
valves Exhaust valve of actuator of each damper replaced W/8S0731 Hr 
BYRD.R , COTTLE, WT System Energy Resources, Inc 89/07/31 6pp 50786341- 
50786 346 

69082501759 PNO ll-D9-058on 8908 14, reactor tripped from 93% on turbine trip Caused 
by loss Of condenser vacuum as resuil of ruptured seal betwoen condenser & 
lurbine Investigations underway Licensee estimate of 5 day outage noted 
CANTRELL, F Region 2, Ole ot the Director 89/08/15 2pp 51027 359 51027 360 

6908280005 LER 69 010 00 on 890722, reactor automatically scrammed duo lo high 
neutron flux signal on APRMs 8 RCIC automatically actuated Caused by severe elec 
meal slorm passing over station Channel check ol APRM indications doneW/890821 
Hr 

BYRD, R , COTTLE, W T System Energy Resources, Inc 89/08/21 5pp 51030 296 
51030 300 

8908780003 LER 89 011 00 on 890726, discovered that fuel & cartridge holder tor fuel 
handling area ventilation installed w/o cartridge Caused by personnel error Procedure 
revised to require insp fit at cartridge installed W/890322 dr 

BYRD.RW, COTTLE, WT System Energy Resources, Inc 89/08/22 5pp 
61030 301 51030305 


DOCKET 50 417 GRAND GULF NUCLEAR STATION, UNIT 2 


A Appllcallon/constructlon stage documents & correspondence 


6907180211 Generic Llr 89 13 lo all holders ol OLs or CPs for nuclear power plants re 
sve watot sys problems affecting safety related equipment Svc fist end 
PARTLOW.JG Associate Director tor Projects (Post 870411) 89/07/18 Consolidal 
edEdisonCo ol New York, Inc 53pp 50735 001-50735 054 

8907280184 Denies 890706 request lor extonsion re payment of invoices Suggests that 
util pay outstanding balances & any amount determined lo bo overpayment will bo re- 
lunded by NRC. 

JOHNSON, GO. Division ol Accounting & Fmanco (Post 890205) 09/07/20 
COTTLE, WT System Energy Resources, Inc 2pp 50709,254 50709 255 


F. Security, medical, emergency & fire protecllon plans 


8908 2 10212 Suppl 1 lo Generic Llr 09 07 lo all operating plants, applicants lor OLs & 
holders ot CPs re powor reactor safeguards contingency planning tor surface vehicle 
bombs Svc list end 

PARTLOW.JG, Associate Director tor Projects (Post 870411) 89/08/21 Consolidal 
od Edison Co ol New York, Inc 55pp 61036 001-51036 056 


P, Operating license stage documenle & correspondence 


9908180231 Summarizes B90731 discussion w/A Huffman of Clarion Ledger re 
NllREG-l 150 results & comparison of Grand Gulf w/othor plants studied 
MURPHY, J A Division ot Systems Rosearch (Post 980717) 09/08/04 Division ol 
Systems Research (Post 080717) Ip 61074U42-51074 142 


Q. Inspection reports, IE Bulletins & correspondence 


8907200019 NRC Ido Notice 89-057, "Unqualilled Electrical Splices In Vendor Supplied 
Environmentally Qualified Equipment " Svc list end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York, Inc 106pp 50711 333-50712 078 

8907270121 Supp) 1 to NRC Bullolm 09-010, "Noncontormlng Molded Case Circuit 
Breakers " Svc list encl 

ROSSI, CE Division ol Operational Events Assessment (Post 070411) 89/08/03 
Consolldaled Edison Co, ol New York, Inc 108pp, 50904.148-50904 253 

89G72-B0169 NRC Info Notice 89 058, "Oleablemont ol Turbine-Driven Auxiliary Feed- 
water Pump Duo to Closure ol One of Parallel Sleam Supply Valves." Svc list encl 
ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co Ol New York, Inc. 106pp 50900 005-50900 110, 

8908100128 NRC Info Nollce 09-059, "Suppliers of Potentially Misrepresented Fasten- 
ers ’’ Svc lisl end 

ROSSI, CE Division of Operational Events Assessment (Posl 870411) 89/08/16. 
Consolidated Edison Co of New York, Inc I06pp, 60992,315-50993,060 

8808140985 NRC Info Notice 09-000, "Maml ol Teletharapy Units " Svo list encl 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safoty (Post 970729), 
89/08/10. Consolldaled Edison Co. of New York, Inc 107pp 50993.061-50993'166 

8908180129 Suppl 2 lo NRC Info Notice 88-048, "Licensee Ropt of Defective Refur- 
bished Valves. Svc list encl. 

ROSSI, CE Division ol Operational Events Assessment (Posl 870411), 89/08/22 
Consolidated Edison Co, of New York, Inc 100pp 60990 039 50990'137. 


R, Periodic operating reports & related correspondence 


8988090310 Forwards summary of environ protection program re const of facility for 6 
months ending B9Q630,per NRC Exhibit 2-A requirement as rel In CP C PPR -11 9, Sub- 
section 3 E.l. 

CESARE.J.G System Energy Resources, Inc 89/07/27 Document Control Branch 
(Document Control Desk) 4pp, 50884.3D8-60084’311, 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


F Security, medical, emergency * fire protection plans \ 

89OB07O443 Revised EPlPs, including Rev 5 to EPIP 4006 Rev 7 to EPIP 400BRev\2 to 
EPIP 4010A.Rev 4 lo EPIP 4010B 8 EPIP 4010C,Rev 3 lo EPIP 4011, Rev 4 to EPIP 
4016.Rov 7 lo EPIP 4207, Rev 4 lo EPIP 4210 8 EPIP 4227 & Rev 3 to EPIP 4305A 
SCACES, QUCHWII Northeast Nuclear Energy Co (subs of Northeast Utilities! 
89/07/26 228pp 50823 001-50823 228 

8908210212 Suppl 1 to Generic Hr 69 07 to all operating plants, applicants for OLs & 
holders ot CPs ro power reactor safeguards contingency planning tor surface vehicle 
bombs Svc list encl 

PARTLOW.JG Associate Director lor Projects (Post 67041 1) 89/08/21 Consolidat- 
ed Edison Co Ol New York Inc 55pp 51036 001 51036 056 

I 

8908280072 Application lor amend lo License NPF 49, revising Tech Specs to correct 
discrepancies between lire detectors monitored in surveillance procedures & quanti 
ties ol detectors specified in Table 3 3 1 1 ol Tecti Specs 

MROCZKA.EJ Norlbeasl Nucloar Energy Co (subs ol Northeast Utilities) 
MROCZKA.EJ Northeast Utilities 09/08/22 Document Control Brancti (Document 
Control Desk) 2pp 51042 207 51042 216 

-890B280075 Proposed Tech Specs chango correcting discrepancies between fire de 
lectors monitored in surveillance procedures & quantities of detectors specified in 
Table 3 3 1 1 ol Tech Specs 

• Northeast Nuclear Energy Co (subs ot Northeast Utilities) 89/08/22 8pp 
51042 209 51042 216 

890B280146 Forwards description ol temporary adjustment to socunty sys at plant Encl 
withheld 

MROCZKA.E J , SEARS.C F Northeast Nuclear Energy Co (subs ol Northeast Utill 
ties) MROCZKA.E J Northeast Utilities 09/08/23 Document Control Branch (Docu- 
ment Control Desk) Ip 51035 140-51035 140 

8908280229 Forwards Rev 10 lo plant physical security plan Explanation ol changes 
also encl Ends withhold (rel 10CFR73 21(b) & 2 790(a)) 

MROCZKA.EJ Northeast Nuclear Energy Co (subs of Northeast Utilities) 
MROCZKA.E J Northeast Utilities, 89/08/24 Document Control Branch (Document 
Control Desk) Ip 51040,035-51040 035 


H. General correspondence 

8908010135 Informs ol Russoll Library interest in housing & maintaining public docu 
ment collodion for plant.per NRC FR notice 

PORTER, S T Middletown, CT 89/07/24 MEYER.D Regulatory publications Branch 
4pp 51015009 51015091 

8908140422 Expresses Interest In Thamos Valley State Technical College becoming re 
location silo tor LPDR tor plant 

PRICE.PS Connecticut, Stale o! 89/07/31 MEYER, 0 Regulatory Publications 
Branch 2pp 50946 180 50946 181 

6908150187 Comment on draft reg guide, "Assuring Availability ol Funds (or Decommis- 
sioning Nuclear Reactors" Recommends that NRC "rocommondatlon" on trust agree- 
ment wording bo dotolod or NRC should grandlalher existing trusts such as (or plants 
MROCZKA.EJ Conneclicul Yankee Atomic Power Co 89/06/03 Regulatory Publica- 
tions Branch 6pp 50924 021-50924 026 


P. Operating license stage documents A correspondence 

8907180211 Generic Llr 09 13 to all holdors ol OLs or CPs lor nuclear powor plants ro 
svc water sys problems nlleclmg salety-relaiod equipment Svc list end 
PARTLOW.JG Associate Director lor Projects (Post 070411) 09/07/ to Consolidat- 
ed Edison Co ol Now York, Inc 53pp 50735.001-50735 054 

8908020350 Confirms that ATWS mitigating sys actualion circuitry installed & operation 
a! as of 80O7C7,as described In ufit 600420 f(r 

MROCZKA.EJ Northeast Nuclear Energy Co (subs ot Northeast Ulllitios) 

MROCZKA.EJ Northeast Utilillos 89/07/24 Document Control Branch (Oocumenl 
Control Dosk) 2pp. 50758 201-50758 202 

6908030200 Conlirms that lop level display loaluros (or post-LOCA variables & contain- 
ment hydrogen concentration as described In util 000502 Hr Implemented during 
second refueling outage & operational as ot 090707 

MROCZKA.EJ Northeast Nucloar Energy Co (subs of Northeast Utilities) 

MROCZKA.EJ Northeast Utilities 89/07/25 Document Control Branch (Document 
Control Desk) 2pp 50786'296-507B6.297 

890B080007 Outlines general approach which util Intends lo utilize in responding to Go 
none Ur 98-20, "Individual Plant Exams (or Severe Accident Vulnerabilities" & sum 
marizes key points ol past involvement in Held ot PR A 8 accident mgt 
MROCZKA.E J Northeast Nuclear Energy Co (subs ol Northeast Utilities) 89/07/27 
Document Control Branch (Document Control Desk) 20pp 50856 284 50856 303 

8908140017 Advises that no agreements restricting employees to Inform NRC of poten 
Hal safely Issues exist, per V Slolto 890427 llr 

MROCZKA.EJ. Northeast Nuclear Energy Co, (subs ol Northeast Utilities) 89/07/31, 
STOLZ.J.F Project Directorale I 4 2pp 50926 107-50925 108 

8908090470 Application (or amend to License NPF 49, decreasing reactor trip set point 
& allowable value for reader coolant pump low shall speed from 97,8 to 05 8% rated 
speed & from 94 6 to 92 6 % rated speed.rospectively 

MROCZKA.E J Northeast Nuclear Energy Co, (subs ol Northeast Utilities) 
MROCZKA.EJ Northeast Utilities, 89/0 8/0 1 Documont Control Branch (Document 
Control Desk) 4pp 50890046 50Q90 051 

-8908090475 Proposed Tech Specs, decreasing reactor trip sol point & allowable value 
for reactor coolant pump low shall speed from 97,0 to 95 8% rated speed 8 from 
94 6 to 92 5% rated speed, respective ly. 

* Northeast Nuclear Energy Co (subs of Northeast Utilities), 89/08/01 2pp 
60890 050-50B90 051. 
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8908140201 Advises lhat payment lor Invoices H1386.H1387.H1410 & H1411 Will be 
wire transferred on B90810,per NRC instructions 

MROCZKA.EJ Northeast Nuclear Energy Co (subs ol Norlheasi Utilities) 89/08/01 
Document Control Branch (Document Control Desk) 2pp 50916 236 50916 237 

8908070244 Forwards Rev 12 to OA program topical rept did 890713 
NORDQUIST.DO Norlheasi Utilities 89/08/03 Document Control Branch (Document 
Control Desk) 3pp 50804 145 50804 284 

8908090158 Comments on draft /eg guide, "Assuring Availability of Funds for Decom 
missioning Nuclear Reactors " Changes to slated phrases re cerlilication amounts dis- 
cussed 

MROCZKA.E J Conneclicut Yankee Atomic Power Co MROCZKA.EJ Northeast Nu 
clear Energy Co (subs of Norlheasi Utilities) MROCZKA.EJ Northeast Ulifilies 89/ 
08/03 Regulatory Publications Branch 6pp 50881 283 50881,268 

8908250141 Confirms 890808 lelcon re util participation in NRC regulatory impact 
survey on 891023 in Berlin, CT Schedule & general discussion groups shown in end 
RUSSELL, WT Region 1. Otc ol Ihe Director 89/08/11 OPEKA.J F Norlheasi Utili- 
ties 3pp 51020 121 51020 123 

89Q8210053 Application for amend (o License NPF 49,delelmg license conditions re 
containment average lemp.N-1 loop operation, instrumentation (or monitoring post-ac- 
cidenl conditions, par Rev 2 to Reg Guide I 97 & moisture in air slart sys 
MROCZKA.EJ, SEARS.C F Norlheasi Nuclear Energy Co (subs o( Norlheasi Utili 
ties) MROCZKA.EJ Norlheasi Utilities 89/08/14 Document Control Branch (Docu 
men! Control Desk) 8pp £0975 145 50975 157 

-8908210054 Proposed Tech Specs re inservica insp program, milial (esl program & Ge 
nenc Llr B3-2B re Salem ATWS events 

* Northeast Nuclear Energy Co (sub9 of Northeast Utilities) 89/08/14 5pp 
S0975 153-50975 157 

8908210026 Provides util posilion ro procurement of non code class fasteners rn ASME 
Code class applications from mlg or mall suppliers, per util 890216 llr to NRC & Insp 
Rept 50 423/68 18 App B program assuros use ol equivalent items 
MROCZKA.EJ Norlheasi Nuclear Energy Co (subs ol Northoast Utilities) 89/08/15 
Document Control Branch (Document Control Desk) 5pp 50975-140 50975 144 

8908280072 Application for amend lo License NPF 49,ravismg Tech Specs lo correct 
discrepancies between lire deleclors monitored in surveillance procedures & quanli 
lies of deleclors specilred in Table 3 3 11 ol Tech Specs 

MROCZKA.EJ Northeast Nuclear Energy Co (subs of Northeast Utilities) 
MROCZKA.EJ Norlheasi Utilities 89/08/22 Document Control Branch (OocumeM 
Control Desk) 2pp 51042 207 51042 216 

-8906280075 Proposed Tech Specs change corroding discrepancies between lire de- 
leclors monitored in surveillanco procedures & quantities ol deleclors specified In 
Table 3 3 11 ol Tech Specs 

* Northeast Nuclear Energy Co (subs ol Norlheasi Utilities) 89/08/22 8pp 
51042 209 51042 216 

8908250152 Forwards addl inlo re solecled upcoming commilment dales (or closure of 
items noted in regulaiory effectiveness review Corrective actions w/commitmenl dales 
prior lo 690815 completed Enel withheld 

MROCZKA.EJ. SEARS.C F Norlheasi Nuclear Energy Co (subs, ol Northeast Utili- 
ties) MROCZKA.E J Northeast Utilities 89/08/23 Document Conlrol Branch (Docu 
monl Control Desk) 2pp 51029 319 51029 320 


O Inspection reports, IE Bulletins & correspondence 

8908070005 FOIA request lor final open ilem Iransmillal Itrs per NRC Insp Procedure 
943O0B for listed prants 

WILLIAMS, OG JRA Associates 89/05/17 GRIMSLEY.DH NRC - No Detailed Affili- 
ation Given 2pp 50809 279 50809 280 

8908010371 Forwards Insp Rept 50 423/89 12 on 890626 30 No violations noted 
DURH.J P Region 1, Ofc ol ihe Director 89/07/20 MROCZKA.EJ Northeast Nucle- 
ar Energy Co (subs of Northeast Utilities) 2pp 50749 254 50749 264 

-8908010382 Insp Rept 50 423/89 12 on 890626-30 No violations or deviations 
noted Major areas inspected Inservice Insp program, steam generator eddy current 
insps & water chemistry results 

MCBREARTY.R A . WINTERS, H A , STROSNIDER.J Region I. Ole ol the Director 
89/07/21 9pp 50749 256 50749 264 

8908030133 Responds lo NRC Bulfelin 88 001, "Defects In Westmghouse Circuit Break- 
ers" Pole shafts (or all four breakers replaced during recently completed refueling 
outage 

MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast Utilities) 

MROCZKA.E J Norlheasi Utilities 89/07/24 RUSSELL, WT Region 1, Ole of Ihe Dl 
rector 2pp 50793 192-50793 193 

8908030128 Responds lo NRC Bulletin 88-008, "Thermal Stresses in Piping Connected 
to RCS ” Local leak rale test procedure revised lo require weld insps whenever ther- 
mal stress detected due to leakage ol sufficient rate 

MROCZKA.E J Norlheasi Nuclear Energy Co (subs of Northeast Utilities). 

MROCZKA.E J Norlheasi Utilities 89/07/25 Document Conlrol Branch (Document 
Control Desk) 2pp 60793 016 60793 017 

8907200019 NRC fnlo Notice 89 057, "Unqualilled Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI.C E Division ol Operational Events Assessment (Post 870411). 89/07/26 
Consolidated Edison Co of New York, Tnc 106pp 50711333-50712 078 

6908090336 Responds to NRC 890628 Itr re violations noted in Insp Rept 50-423/89- 
04 Corrective actions addl assurances of Rosemount 1153 & U54 transmitter oper- 
ability wllf include monitoring of redundant transmilters in low range code to delect oil 

MROCZKA.EJ. Northeast Nuclear Energy Co (subs ol Northeast Ulilitles) 

MROCZKA.EJ Northeast Utilities 89/08/01 Document Control Branch (Document 
Control Desk). 8pp 50884 190-50884 197. 

0908080358 Forwards Safety Insp Rept 50 423/89-1 1 on 890613 0717. 
WENZtNGER.EC Region 1, Olcot the Director 89/08/02. MROCZKA.EJ. Norlheasi 
Nuclear Energy Co (subs of Northeast Utilities), 2pp 60854 235 50854 267. 


-8908080361 Insp Rept 50 423/89-11 on 890613 0717 No violations noted 
areas inspected facility tours of MP-3 site.ESF sys walkddwns ol recirculat-cm >, 
sys, SI pump cooling sys, turbine driven auxiliary feed pump sys 8 revsew ol LEfij 
MCCABE, EC Region 1. Ofc of Ihe Director 89/08/02 21pp 50854 237-50854 ?£• 

8907270121 Suppl 1 to NRC Bulletin 80 010, "Nonconforming Molded Casa C-'r.i 
Breakers ’* Svc fist end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 69'03 :j 
Consolidated Edison Co of New York, Inc 108pp 50904 148 50904 253 

6907280169 NRC fnlo Notice 89 058, "Disablement ol Turbine Driven Aum 1 ary Fsel- 
water Pump Due to Closure of One of Parallel Sleam Supply Valves" Svc la’ e-\c. 
ROSSI.C E Division ol Operational Events Assessmenl (Post 670411) 83/M 3; 
Consolidated Edison Co of New York, Inc 106pp 50900 005-50900 1 10 

8908100260 Forwards updale lo implementation status re elimination o! unripe ss r, 
annunciator windows Listed annunciator windows deleted during first cycle ol el- 
ation 

MROCZKA.EJ Northeasl Nuclear Energy Co (subs ol Northeast U'.'-c-.i 

MROCZKA.E J Northeast Utilities 89/08/03 Document Control Branch (Oocs/re- 
Conlrol Desk) 7pp 50886 144 50886 150 

8908110049 Responds to NRC Bulletin 88 003. "Inadequate Latch Engagement <n K?A- 
Type Latching Relays Mtg by GE “ Insp of 46 relays considered Class i? 
completed Five deficient relays replaced 

MROCZKA.E J Norlheasi Nuclear Energy Co (subs ol Northeast tit ■ 

MROCZKA.EJ Northeast Utilities 89/08/04 Document Control Branch (Don-re I 
ControJ Desk) 2pp 50093 352 50893 353 

8908210053 Application lor amend to License NPF-49, deleting licenso conditions r» 
containment average temp,N-1 loop operation, mslrumenlation lor monitoring post ac- 
cident conditions.per Rev 2 to Reg Guide 1 97 & moisture In air start sys 
MROCZKA.EJ. SEARS.C F Northeast Nuclear Energy Co (subs of Northeast CiV 
tres) MROCZKA.EJ Northeast Utilities 89/08/14 Document Conlrol Branch f Docu- 
ment Control Desk) 8pp 50975 145 50975 157 

- -8908210054 Proposed Tech Spocs re mservlce insp program.imlial lost program 4 Ge- 
neric Ltr 83-28 re Salem ATWS events 

• Northeast Nuclear Energy Co (subs of Norlheasi Utilities) 89/C8/14 5pp 
50975 153 50975 157 

8908210026 Provides util position re procurement of non code class fasteners in AS ME 
Code class applications from mtg or matt suppliers, per util 890216 Itr lo NtlC 4 Insp 
Rept 50 423/88-18 App B program assures use ol equivalent items 
MROCZKA.EJ Northeasl Nuclear Energy Co (subs of Northeast Ulilitras) 69/08/15 
Document Control Branch (Documont Control Desk) 5pp 50975 140 50975 144 

8908100128 NRC Info Notice 89 059, "Suppliers ol Potentially Misrepresented Fasten- 
ers “ Svc fist end 

ROSSI.C E Division oi Operational Events Assessment (Post 870411) 09/O8/T6 
Consolidated Edison Co of New York, Inc 106pp 50992 315 50093060 

8906140065 NRC Info Notice 89 060, “Mamt of Teletherapy Units “ Svc lisl end 
CUNNINGHAM, R E Division ol Industrial & Medical Nuclear Saloiy (Post 870725) 
89/08/18 Consolidated Edison Co ol New York, Inc 107pp 50993 OG1 50093 1 6o 

890B160129 Suppl 2 to NRC Inlo Notice 08 048, "Licensee Rept ol Delectivo Rehr- 
blshed Valves.’ Svc list end 

ROSSI.C.E Division of Operational Events Assessment (Post 0704 1 1) 89/08/-r2 
Consolidated Edison Co, ol New York, Inc lOOpp 50990 039 50990 137, 


R. Periodic operating reports & related correspondence 

8908220403 Monthly operating rept lor Jut 1989 (or Millstone Unit 3 W/OQ0B09 Itr. 
ELMS.A.L, SCACE.S.E Northeast Nuclear Energy Co (subs ol Northeast Ub'lesl 
SCACE.S.E Northeast as 89/07/31 5pp 50977 218 50977 222 

8908150166 Forwards "Annual Occupational Exposure Repl I98B” 

MROCZKA.EJ Norlheasi Nuclear Energy Co (subs ol NorlhoflSt Lfdlit-o:] 
SEARS.C F Connecticut Yankee Atomic Power Co MROCZKA.EJ Norlheasi Utt>- 
ties 89/08/08 Document Control Branch (Document Control Desk) Ip 50926 281- 
50926 314 

-8908150171 "Annual Occupational Exposure Rept 1908 " 

' Northeast Utilities 80/12/31 30pp 50926 285 50926 314 


S Reportable occurrences, LERs & related correspondence 

8907310024 Special rept on 890621, lire occurred In containment at polar crane auxiliary 
hoist speed control resistor bank cabinet located In cat walk Caused by melting cl 
plastic parts ol temporary area tan Fire brigade activated 

SCACE.S E. Northeast Nuclear Energy Co (subs ol Northeast Utilillos) SCACE.S E 
Northeasl Utilities 89/07/21 Document Conlrol Branch (Documont Control 
3pp 50737.122-50737 124 

8908010332 LER 89-016 00 on 890622, plant line-up was not per Tech Spec 3 832 & 
on 890620, emergency diesel generator B was removed from svc duo to tailed surveil- 
lance lest Caused by personnel error Operating procedures revised W/800724 Hr 
BOHN.G T , SCACE.S E Northeast Nuclear Energy Co (subs of Noilhoasl Utilities) 
SCACE.S E Northeast Utilities, 89/07/24 5pp 50756 043 50756 047, 

8908090280 Summary ol ACRS Subcommittee on Mechanical Components 890621 
briefing on Kraftwerk Union Allengesellschaft motor-operated valve prog ram, industry a 
NRC check valve activities & Millstone 3 Isolation valve event 
* ACRS - Advisory Committee on Reactor Safeguards 89/07/25 ACRS - Advisory 
Committee on Reactor Safeguards 9pp 50862 069 50862 077 

8908110232 LER 89 016 00 on 890703, discovered lhat required (iro detection surveil- 
lance for conlrol bldg HVAC.chiller & computer rooms not completed within required 
frequency Caused by personnel error Fire watch Initiated W/890802 Itr 
FREEMAN, P A , SCACE.S E Northeast Nuclear Energy Co (subs ol Northeast Lt Li- 
tis s) SCACE.S E, Northeast Utilities 89/08/02 4pp 50078 248-50878-251. 
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S9D8230264 LER 89-017 00 on 09071 a. motor-operated isolation valve lor containment 
rgclrculation spray header Inoperable for 27 h On B90717,dual position indication ob 
solved in control board Caused by Inadequate guidance W/89Q8I7 Ur 
MARSKALL.F M , SCACE.S E Morlbeasl Nuclear Energy Co (subs of Northeast Utili- 
ses) SCACE.SE Northeast Utilities 89700' 17 4pp 50974 3<17 50974 350 


DOCKET 50-424 ALVIN W. VOQTLE NUCLEAR PLANT, UNIT 1 


F, Security, medical, emergency 8. fire protection plana 

8908100265 Forwards Insp Repls 50-424/69 20 8 50-425/69 24 on 090626 30 & nolice 

PEEBLES?! .A Region 2, Ole ol Ihe Director 89/07/25 HAIRSTON, WG Georgia 
Power Co 2pp. 50085 190 50 8Q5 204 

,•8903160267 Notice ol violation Irom insp on 890626 30 Violation noted responsible 
engineer Initiated REA-7604 lo address acceptability Ol 14 oversized penetration seals 
installed w/o subdivides as required by design test data 

pEEBLES.T A Region 2, Ole of the Director 89/0//25 2pp 50885 192-50805 193 

8908030165 Ack receipt ol 890629 llr Informing NRC of steps taken lo correct violations 
noted in Insp Rept 50 424/08 53 Violation ro failure lo log safeguards event occurred 
as slated In nollco ol violation Enel withheld (ret 10CFR2 790 & 73 21) 

EBNETER.SD Region 2. Ole of the Director 89/07/27 HAIRSTON, WG Georgia 
Power Co. 2pp 50785 334-50706 33& 

8908040 1 S2 Revised corporate EPIPs.Includlnq Rev 0 to VNS EP 01. VNS EP 02, VNS- 
EP 03.VNS-EP 04.VNS-EP-05 & VNS-EP-06 W/ 8Q0728 llr 

RUSHTON.PD. HAIRSTON, WG Georgia Power Co 89/07/20 95pp 50000126- 
60600 2 20 

8903100166 Forwards Insp Ropls 50 424/89-19 8 50-425/89-23 on 890609 0707 8 

HERDLa'r^RM I on 2. Ole ol Iho Dlroclor 89/07/31 HAIRSTON, WG Georgia 
Power Co 2pp 600B6 04 9 5 0086 0C9 

• 8908100170 insp Repla 50 124/89 19 8 50-425/09 23 on B9Q609 0707 Four viola- 
tions noted Major areas mspoctod plant operations. radiological 
controls, malnl.sufvelllance.securily & quality programs & administrative controls ailed- 

R^GGE.J.F. AIELLO.R F , HERDT.AR Region 2, Ole ol the Director 89/07/31. 
I7pp 5O0B6 053-50886069. 

3908110065 Confirms 030719 lotcon ro 090B04 mgt meeting in Region II ole to discuss 
proposod acILona lo Idonlily & correct root causo lor recurring violations ot security 
lemnram ants, par 890021 request Proposod moellng agenda end 
EBNETER.SD Region 2, Ole ol Iho Diroclor 89/07/31 HAIRSTON WG Georgia 
Power Co, 3pp 50063 304-50893 306 

39081 30 2 3 5 Forwards Insp Ropls 50-424/89-21 8 50 425/09 25 on 090725- 27 No vlo- 

C0LUNS.DM at Roglon l 2? Ole ol Iho Diroclor. 89/08/07 HAIRSTON, WG Georgia 
Power Co. 2pp. 609B5'202-50D65 290 

.8905180 2 37 Insp RoptS 50 424/09-21 & 50 425/89 21 on 090725 27.No violations or 
deviations noted Major areas Inspected annual emergency axorclso, including solocted 
portions ol stalling 8 rosponso of emergency organization personnel "J, simulator. 
SARTOR, W M , RANKIN, W H Region 2. Ole of the Diroclor. 89/08/04 7pp 
59965 204-50965 200 

3903180 3 76 Advises that Jan 1089 Rev 11 to emergency plan meals stds ol 
10CFR5O 47(b) 6. App E w/ono exception, involving roqiiafificalion training 
STOHR.JP RQQionZ, Ole Ql Iho Diroclor 09/08/13 HAIRSTON, WG Georgia Powor 
Co 2pp 50963 3 54 509G6 355 

8908210212 Suppl I to Gonoric Ltr 09-07 to all oporttllng plants, applicants (or OLs 8 
holdois ol CPs to power rooctor safeguards contingency planning lor surlaco vehicle 

MRTLCW?JG Associate Diroclor lor Pro)octs (Post 070411) 09/00/21 Consolidat- 
ed Edison Co, Qf Now Vork. Inc 55pp 51036 001-51036 056 

890328 0 2 0 0 Forwards Amend 13 to physical security plan lo rolled addition of altemato 
planl onliy 8 secunty bldg Amend withhold (rol 10CFR2 790) 

HAIRSTON, W G Goorgia Power Co. 09/00/21 Documont Control Branch (Document 
Control Desk) 2pp 5 1036 see 5 1 036 269 


H, 0#n®ral correspondence 

3908260 301 Requests that oil correspondence lo licensee ro plant bo sonl lo WG Hair- 
slon 8 addl copies lo Individuals listed 

HAIRSTON, W.G Georgia Power Co 89/00/22 Document Control Branch (Document 
Control Desk) 2pp 61042 340 51042 341 


M.Antllrual correspondence 

3908109626 Application lor amend to License NPF-6B.amonding anlilrust license condi 
lions to correct errors Idonlihed by NRC 090516 ltr , 

HAIRSTON.W G Georgia Power Co 09/07/31 Document Control Branch (Document 
Control Desk) 6pp 50806 151-50886 158 

••8BQB100160 Proposed Tech Spec anlilrust license conditions 
• Georgia Power Co 09/07/31 2pp 50086 157-50086 158 

8908170262 Responds lo Oglethorpe Power Corp allegations ot Georgia Power Co non 
compliance w/antilrust license conditions Georgia Powor has implemented license 
conditions 8 cooperated m ollorts that go beyond license roquiremonts 
EOWARDS.R.P Troutman, Sanders, Lockerman & Ashmore EDWARDS, RP Georgia 
Powet Co, 89 /OB/OB THOMAS.C O Policy Development & Tochmcal Support Branch 
(Post 070411) 20pp 50953 1 24-50953 143 


8908230267 Responds lo Oglethorpe Povrer Corp allegations of noncomplianco w/anti 
trust license conditions Oglethorpe desire to substitute new license conditions present 
no grounds lor NRC antitrust enforcement activity 

EDWARDS, E P Troutman, Sanders, Lockerman 8 Ashmore EWDARDS.E P Georgia 
Power Co 89/08/08 THOMAS.C O Policy Development 8 Technical Support Branch 
(Post 870411) SOpp 51033 076 51033 164 

--8908260292 Motion to withdraw intervention & |oint motion to dismiss 8 terminate pro- 
ceeding re CP application filed by Georgia Power Co (or El Hatch Nuclear Plant Unit 

CARLTON, M A Georgia Power Co SAUNDERS, JJ Justice, Dept ot VOGLER.B 
Atomic Energy Commission (Pre 750101) 74/06/03 Commissioners 4pp 51033 165- 
51033 168 

-8908280310 Recommends that applications be made sub| of evidentiary 
hearings Applicant agreed to inclusion in Hatch 8 Voglle licenses of conditions provid- 
ing for access to plants scheduled to commence operation prior to 890101 
KAUPER.TE Justice, Dept of, Attorney General, Oflice ol 74/05/01 SHAPAR.H K 
Atomic Energy Commission (Pie 750101) 425pp 51033 169 51034 313 

-8908280322 ’’Georgia Power Supply Methodology Rept ” 

SPRINGS, DA Southern Engineering Co ot Georgia 87/12/31 150pp 51034314 
51035 129 


P. Operating license stage documents & correspondence 


8907160211 Generic Ur 89 13 to all holders ot OLs or CPs lor nuclear power plants re 
sve water sys problems affecting safety related equipment Svc list end 
PARTLOW.JG Associate Director lor Projects (Post 8704 11) 89/07/18 Consotidat 
ed Edison Co ol New Vork, Inc 53pp 50735 001 60735 054 


8908020044 Responds lo 090427 Hr re nolilication ol NRC ol employees potential 
safely issues Policies 8 practice made clear to employees & contractor employees by 
use of written procedures & repeated reminders 8 NRC contacts posted 
HAIRSTON.W G Alabama Power Co B9/07/25 Document Control Branch (Docu- 
ment Control Desk) 7pp 50786 018 50786 024 

8908020198 Forwards proprietary Rev 1 lo WCAP 11313 8 nonpropnelarv Rev 1 to 
WCAP-11966, "Westmghouse Owners Group Tech Spec Subcommittee Reactor Trip 
Breakor Mamt/Survelllance " Proprietary rept withheld (ret 10CFR2 790) 
HAIRSTON.W G Georgia Powor Co 89/07/25 Document Control 8ranch (Document 
Control Desk) lOpp 50786 212 50786 278 


-8908020200 Requests proprietary Rev 1 to WCAP 11312, •'Weslinghouse Owne/s 
Group Tech Spec Subcommittee Reactor Trip Breaker Maint/Surveillanco Optimize 
lion Program," ba withheld (ref 10CFR2 790(b)(4)) 

WIESEMANN.R A Westmghouse Electric Corp 89/05/22 MURLEY.T Office of Nu- 
clear Reactor Regulation, Director (Post B7041 1) 9pp 50786 222 50786 278 


0908020390 Revises amends to Licenses NPF 68 8 NPF 81. changing Tech Spec 3/ 
4 6 1 6 ro containment structural inlegntv Enel Tech Spec clarifies 890509 submittal & 
conclusions ol significant hazards consideration evaluation romam valid 
HAIRSTON.W G Georgia Power Co 89/07/28 Document Control Branch (Document 
Control Desk) 2pp 50764 150 50764 174 


-8900020392 Revised Toch Specs 3/4 6 16 re containment structural integrity 
' Georgia Powor Co 89/07/28 I5pp 50764 160 50764 174 

0908020397 Application lor amends to Licenses NPF 68 8 NPF 81, revising Tech Spec 
34 9 8 associated bases.to decrease heatup 8 cooldown curves, lor Unit l.lrom 16 
EFPY lo 13 EFPY.based on Weslinghouse analysis por Genoric Ltr 88 1 1 
HAIRSTON.W G Georgia Power Co 89/07/28 Document Control Branch (Document 
Control Desk) 2pp 50757 153 50757 154 


8908160083 Application lor amends to Licenses NPF 68 8 NPF 01 .revising Tech Spec 
3 4 9 8 associated bases re heatup 8 cooldown curves , K 

HAIRSTON.W G Georgia Power Co 89/07/28 Document Control Branch (Document 
Control Desk) 5pp 50970 002-50970 01 1 


-8908180088 Proposed Tech Spec Pages 3/4 4 31,3/4 4 32 & Boses 3/4 4 08 3/4 4 
10 re hoaiup 8 cooldown curves 
* Georgia Power Co 89/07/28 5pp 50970 007 50970 011 


890B10D025 Application lor amend lo License NPF 68,amending anlilrust license condi 

lions to corrocl errors idontilied by NRC 890516 llr „ . 

HAIRSTON W.G Georgia Power Co 89/07/31 Document Control Branch (Document 
Control Desk) 6pp 50886 151-50886 150 


-8906100150 Proposed Toch Spec anlilrust license conditions 
* Georgia Power Co 69/07/31 2pp 50896 157-50886 158 

8908090250 Summary of 890725 interlace meelmg w/util In Birmingham, AL re SON 
OPCO/utit corporate organization including generic activities 8 initiatives re 

S.trtSr'Rtt' 113 33/08/03 Project M. 11.3 *pp 
50B91 062 50B91 0B5 

8906160036 Forwards Amends 21 & 2 to Licenses NPF 60 8 NPF-81, respectively r 8 
safely ovalualion Amends change Tech Specs 3 3 3 6,3 4 4.3 7 1 2,3 7 7.3 9 1. Table 

3 3 4 8 Table 4 3-3 to delete foolnoles no longer applicable 

HOPKINS J 8 Pro|ec| Directorate II 3 89/08/08 HAIRSTON.W G Georgia Power Co 
4pp 50937 153 50937179 

••8908160040 Amends 21 8 2 lo Licenses NPF-6B 8 NPF B1, revising Tech Specs 
3 3 3.6,3 4 4,3 7 1 2,3 7 7,3 9 1, Table 3 3-4 8 Table 4 3-3 lo delete loolnoies no longer 

^ATTHEWS, D B Project Directorate II 3 69/08/08 21pp 50937 157-50937 177 

-8908160044 Safely evaluation supporting Amends 21 & 2 to Licenses NPF 6B 8 NPF. 

* 1 CHfice°ol Nuclear Reactor Regulation, Director (Post 870411) 89/08/08 2pp 
50937 178 50937 179 
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S9D81 60260 Forwards response to remaining confirmatory item on DCHDR re review of 
annunciator nuisance alarms, proposed mods to minimize nuisance alarms A number 
of annunciator windows fit during normal operations 

HAIRSTON. W G Georgia Power Co B9/O0/OB Document Control Branch (Oocument 
Control Desk) llpp 50936 324-50936 334 

8906170003 Forwards Amends 22 & 3 1o Licenses NPF 68 & NPF 81, respectively & 
safety evaluation Amends modity Tech Spec 4 5 2 h 1 (b> to increase max total charg- 
ing pump flowrate w/single pump running for Unil 1 

HOP K I NS ,J B Protect Directorate 11-3 89/08/08 HAIRSTON, WG Georgia Power Co 
3pp 503 4 5 048 50945060 

-890B 170008 Amends 22 « 3 to Licenses NPF-68 A NPF 81, re spec lively, modifying 
Tech Spec 4 5 2h 1(b) to increase max total charging pump Dow rate w/single loop 
running, for Unit t 

MATTHEWS, OB Project Directorate 11-3 69/08/06 7pp 50945 051-50945 057 

-8908170009 Safety evaluation supporting Amands 22 & 3 to Licenses NPF 66 A NPF- 
81 .respectively 

• Office of Nuclear Heaclor Regulation, Direclor (Post 870411) 09/08/08 Opp 
50945 058 50945060 

8908170312 Forwards environ assessment & finding ol no significant Impact re 890612 
A 0717 amend requests for Tech Spec 5 3 1, increasing reload fuel enrichment 
HOPKINS.J B Protect Directorate lf-3 89/08/14 HAIRSTON, W G. Georgia Power Co 
3pp 50948 069-50948 075 

- 8908170321 Environ assessment 8 finding ol no significant impact re 890612 & 0717 
amend requests for Tech Spec 5 3 l.increasing reload fuel enrichmenl 
MATTHEWS.DB Project Directorate 11-3 89/08/1 f 4pp 50948 072-50948 075 

8908170621 Application lor amends to Licenses NPF 68 8 NPF 01. revising Tech Spec 
3/4 6 1 6 re containment slructural integrity Approval ol proposed amend requested 
by 090825, to allow sufficient lime to implement revised requirements 
HAIRSTON, WG Georgia Power Co 89/08/14 Document Control Branch (Document 
Control Desk) 3pp 50949 206 50949 223 

••8B081 70626 Proposed Tech Specs, revising action requirement & surveillance require 
ments of Tech Spec 3/4 616 re conlammonl structural Inlegnty 
■ Georgia Power Co 89/08/14 ISpp 50949 209 60949 223 


O. Inspection reports, IE Bulletins & correspondence 

8908070005 FOIA requesl lor final open ifem Iransmillat llrs per NRC fnsp Procedure 
94 3000 for listed plants 

WILLIAMS, OG JRA Associates 89/05/17 GRIMSLEY.OH NRC - No Detailed Allili 
alien Given 2pp 50809 279 50B09 280 

8908100265 Forwards Insp fiopls 50 424/89-20 & 50-425/89-24 on 890628 30 & notice 
of violation 

PEEBLES, T A Region 2. Ole ol the Direclor 89/07/25 HAIRSTON, W G Georgia 
Power Co 2pp 50885 190 50B85 204 

••8908100287 Notice ol violation from insp on 890626 30 Violation noted responsible 
engineer initiated REA 7604 to address acceptability ol 14 oversized penetration seal9 
installed w/o subdividers as required by design test data 

PEEBLES, T A Region 2, Ole ol Ihe Direclor 69/07/25 2pp 50885 192-50865 193 

-8908100289 Insp Repis 50 424/89 20 A 50 425/89 24 on 990626 30 Violation 
noted Major areas Inspected design, design changes & plant mod 
SMITH, C. JAPE F Region 2, Ole ol Ihe Director 89/07/21 llpp 50885 194- 
50885 204 

8907200019 NRC Inlo Nolice 89-057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end. 

ROSSI, CE Division of Operational Evenls Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York, Inc 106pp 50711 333-50712 078 

8908030155 Ack receipt ol BOO 629 llr informing NRC of steps taken to correct violations 
noted in Insp Rep I 50-424/88-53 Violation re failure lo log safeguards event occurred 
as staled in notice ol violation Enel wilhhald (rel 10CFR2 790 & 73 21) 

EBNETER.SD Region 2. OJc Of Ihe Director 69/07/27 HAIRSTON.WG Georgia 
Power Co 2pp 50766 334 50706 335 

8908100168 Forwards Insp Repis 50 424/89 19 & 50-425/89 23 on 890609 0707 & 
noiice ol violation 

HERDT,A R Region 2, Ole ol Ihe Direclor 89/07/31 HAIRSTON.WG Georgia 
Power Co 2pp 50866049 50886069 

--B9O810O189 Notice of violation (root insp on 890609 0707 Violation noted Improper 
control room rounds conducted, including failure to verily proper operalion of waler 
siorage tank lovel Channel II a containment prossure Channel IV 
HERDT.AR Region 2, Ole ol Ida Director. 89/07/31 2pp 50886061-50806 052 

--B90S 100170 fnsp Repis 50 424/89 19 A 50 425/89 23 on 890609 0707 Four viola- 
tions noted Major areas inspected pfanl operations, radiological 
controls.malnl.surveillance.secunly & quality programs 8 administrative controls affect 
mg quality 

ROGGE.JF, AIELLO.RF, HERDT.AR Region 2. Ole of Ihe Director 89/07/31 
(7pp 50886 053 50686 069 

8908 110055 Confirms 890719 lalcon re 890804 mgl meelmg in Region II ole lo discuss 
proposed actions to identify & correcl rool cause for recurring violations ol security 
requirements, per 890821 request Proposed meeting agenda end 
EBNETER.SD Region 2, Ole of the Director. 69/07/31 HAIRSTON WG Georgia 
Power Co 3pp 50S93 304-50893 306 

0907270121 Suppl I to NRC Bulletin 68-010, "Nonconlorming Molded Case Circuit 
Breakers " Svc list end 

ROSSI, CE. Division ol Operational Evenls Assessmenl (Post 870411) 89/08/03 
Consolidated Edison Co of New York. |nc 108pp 50904 140-50904 253 

6907280168 NRC Info Notice 69 058, "Disablemenl ol Turbine Driven Auxiliary Feed 
waler Pump Due to Closure ol One ol Parallel Steam Supply Valves " Svc list end 
ROSSI, CE Division ol Operalionaf Evenls Assessmenl (Post 870411) 89/08/03 
Consolidated Edison Co ol New York, Inc 1O0pp 50900 005-50900 110 


8908090250 Summary ol 890725 interlace meeting w/ulil in Birrmingham AL re SC/r 
CPCO/utlt corporate organization including generic activities & m.t atr«-s 3 
plants Agenda & vlewgraphs end 

REED.T A Project Directorate 11-3 89/08/03 Project Direclorale It 3 

50891 062 50891 085 

8908180235 Forwards Insp Repts 50 424/09 21 S 50 425/89 25 on 890725- 2?Nj re- 
lations or deviations noted 

COLLINS.DM Region 2, Ofc ol Ihe Director 89/08/07 HAIRSTON.WG Seuoi 
Power Co 2pp 50965 202-50965 290 

-8908180237 Insp Repis 50 424/89 21 S 50 425/89 21 on 890725 27 No- victors j 
deviations noted Major areas inspected annual emergency exercise, including Su'-sdei 
portions of stalling & response 01 emergency orqamzalion personnel ui simu’a'w 
SARTOR, W M . RANKIN, WH Region 2, Ole ol Ihe Director 89/08/04 7pf 1 
50965 284-50965 290 

8906230170 Ack receipt ol 890712 llr informing NRC ol steps taken to correct wda'-a-s 
noted in Insp Repts 50 424/89-14 A 50 425/89 15 

HERDT.AR Region 2, Ofc ol Ihe Oireclor 09/08/07 HAIRSTON.WG G-xgi 
Power Co 2pp 51028074-51020075 

8908230100 Ack receipt ol 090720 response lo violaiions noted in Insp Repts 50-424/ 

89 17 & 50-425/89-19 

EBNETER.SD Region 2, Ole ol die Director 89/08/10 HAIRSTON.WG Grtrji 
Power Co 2pp 51019 022-51019 023 

8908100128 NRC Info Notice 09 059, "Suppliers of Potentially Misrepresented Favev- 
ers " Svc list end 

ROSSI, CE Division ol Operational Evenls Assessment (Post 870411) 69.'CW' , 56 
Consolidated Edison Co ol New York, Inc 106pp 50992 315 50993 060 

89081400B5 NRC Inlo Notice 89 060, "Maint ol Telelherapy Units " Svc list end 
CUNNINGHAM.RE Division ol Industrial & Medical Nuclear Safely (Post 870?£55 
89/08/18 Consolidated Edison Co ol New York, Inc 107pp 50993 061-50993 1£4 

8908180129 Suppl 2 lo NRC Inlo Notice 88 040, "Licensee Repl of Defective Rs’J 
bished Valves '* Svc list oncl 

ROSSI.C.E Division ol Oporalional Events Assessment (Post 870411) 89/0 VO- 
Consolidated Edison Co ol New York, Inc lOOpp 50990 039 50990 137 


R Periodic operating reports A related correspondence 

8908150216 Monthly operating repis lor May 1989 lor Voglle Units 1 £ 2 W7 6906 12 hr 
MOYE.RA, HAIRSTON.WG Georgia Power Co 89/05/31 I5pp 50926 074 
50926 088 

8908140240 Monlhly operalmg repis lor Jul 1989 lor Voglle Unils I & 2 W/09O6O8 r/ 
HARGETT, ST, HAIRSTON.WG Georgia Power Co 89/07/31 llpp 50911021 
50911001 


S Reportable occurrences, LBRb & related correspondence 

8908030107 LER 09 015 00 on 890702, discovered failure lo adequately perform kkjj fo- 
ments ol Tech Spec 4 2 1 1 b for monitoring & logging ol axial flux difference Caused 
by personnel error Frequency lor monitoring increasedW/890725 llr 
ODOM.RM. HAIRSTON.WG Georgia Power Co 09/07/25 4pp 50766 357- 

50786 355 

8908080375 LER 69 016-00 on 890700, reactor manually tripped following spurious ci> 
sure ol main feed waler isolation valve Exact cause unknown Multi channel recorder 
temporarily placed on both control circuitry trains lor 1HV-5230 W/890802 Hr 
ODOM.RM. HAIRSTON.WG Georgia Power Co 89/08/02 5pp 50878 217- 

50878 216 

8906140125 LER 80 046 00 on 0907 1 3.roviow ol surveillance requirement lor rue! hao- 
dling bldg momlors determined lhat analog channel operational leal had nol been per- 
formed since 861022 Caused by personnel error W/890800 Itr 

ODOM.RM, HAIRSTON.WG Georgia Power Co 89/08/08 5pp 50691014- 

50B9101B 

8908170635 Special Ropl 1-89 02 on 09O717.observod valrd diesel gcnera'or 
failure Caused by remole gale hnng module on bridge circuit 1 Rework in progress & 
scheduled lor completion by 890814 

HAIRSTON.WG Georgia Power Co 89/08/14 Document Control Branch (DocuT.or.l 
Control Desk) 2pp 50958 001 50950 002 


V. Operator Examinations 

8908180376 Advises that Jan 1909 Rev 11 to emergency plan meeis stds C-1 
10CFR50 47(b) A App E w/one exception, involving requafilication training 
STOHR.JP Region 2. Ole ol Ihe Director 89/00/13 HAIRSTON.WG Georgia Power 
Co 2pp 50966 364-50966 355 


DOCKET 50-426 ALVIN W VOGTLE NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency A fire protection plans 

8908100265 Forwards Insp Repts 50-424/89-20 A 50 425/89 24 on 090626-GO S nob:* 
of violation 

PEEBLES.T A Region 2, Ole ol Ihe Director 69/07/25 HAIRSTON.WG Georg-a 
PowerCo 2pp 50885 190-50085 20-1 

--8908100287 Notice ol violation Irom insp on 890626-30 Violation noted responsible 
engineer initialed REA 7604 to address acceptability of 14 oversized penetration sea's 
installed w/o subdividers as required by design test data 

PEEBLES.T A Region 2, OIc ol the Direclor 89/07/25 2pp 50885 192 50865 V93 
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89(181)40162 Revised corporate EPIPs, including Rev 0 to VNS EP 01, VNS EP-02.VNS 
EP 03, VNS EP 04, VNS EP-05 & VNS EP 06 W/ 690720 (tr 

RUSHTON.PD, HAIRSTON.WG Georgia Power Co 89/07/26 95pp 50800 126 
50800 220 

8908100168 Forwards insp Repta 50 424/89 19 8 50 425/89 23 on 890609 0707 & 
notice ol violation 

HERDT.AR Region 2, Ole ot the Director 89/07/31 HAIRSTON.WG Georgia 
Power Co 2pp 50066049 50886 089 

8908100170 Insp Repts 50 424/89-10 & 50 425/89 23 on 800609 0707 Four viola- 
lions noted Major areas inspecled plant operations, radiological 
controls, main.l.surv-eillance.secunty & quality programs & administrative controls affect- 
mg quality 

ROGGE.J F. Region 2, Otc Of the Director 89/07/31 17pp 50886 053 508B6 069 

8908110055 Conlirms 890719 telcon re 890804 mgt meeting In Region II ale to discuss 
proposed actions to Identity 8 correct root cause for recurring violations of security 
requirement s .per 890621 request Proposed meeting agenda end 
EBNETER.S D Region 2, Ole of the Director 89/07/31 HAIRSTON WG Georgia 
Power Go 3pp 50893 304 50893 306 

8908180J35 Forwards Insp Repls 50 424/89 21 8 50 425/89 25 on 690725 27 No vio- 
lations or deviations noted 

COLLINS, D M Region 2, Ofc of the Director 89/0B/07 HAIRSTON.WG Georgia 
Power Co 2pp 50965 2Q2 50965 290 

- 8906160237 Insp Repls 50 424/80 21 8 50 425/89-21 on 890725 27 No violations or 
deviations noted Major areas Inspected annual emergency exercise, Including selected 
portions ot stalling 8 response ol emergency organization personnel In simulator 
SARTOR, WM Region 2, Ofc ol the Director 89/08/04, 7pp 50965 284 50966 290 

8908180378 Advises that Jan 1989 Rev 11 to emergency plan meets slds of 
10CFR5O 47(b) 8 App E w/one exception, Involving requatilieation training 
STOHR.JP Region 2, Ofc of the Director 89/00/13 HAIRSTON.WG Georgia Power 
Co 2pp 50966 354 50966 355 

1906210212 Suppl 1 to Generic Hr 09 07 to all operating plants, applicants lor OLs & 
holders ol CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc list end 

PAHTLOW.JG Assoclalo Director for Projects (Post 870411) 89/00/21. Consolidat- 
ed Edison Co ol Now York, tno 55pp 51038001-51036 056 

8908180208 forwards Amend 13 to physical security plan to retloct addition ol alternate 
plant entry 8 security bldg Amend withhold (ref 10CFR2 790) 

HAIRSTON.WG Georgia Power Co 89/08/21 Document Control Branch (Document 
Conlrol Desk) 2pp 51038 288-51038 289 


N. General correspondence 

8908280301 Requesls that alt correspondence to licensee re plant bo sent to WG Hair- 
ston & addl copies to Individuals listed. 

HAIRSTON.WG Georgia Power Co 89/08/22 Documont Conlrol Branch (Document 
Control Desk) 2pp 51042,340 51042 341, 


M. Anlltrual correspondence 

890B170252 Responds to Oglelhorpo Power Corp allegations of Georgia Power Co non- 
compliance w/aatdrusl llcanso conditions Georgia Powor has Implemented license 
conditions & cooperated in efforts that go beyond license requirements 
EOWAR.OS.R P Troutman, Sanders, Lockorman 8 Ashmore EDWARDS, R P. Georgia 
Power Co 89/08/ OB, THOMAS, CO Policy Development 8 Technical Support Branch 
(Post 870411) 20pp 50953 124-50953M43, 

6903230267 Responds to Oglelhorpe Power Corp allegations ol noncompliance w/anti- 
irust license conditions Oglethorpe desire to substitute new license conditions present 
no grounds lot NRC antitrust enforcement activity 

EDWARDS, F p. Troutman, Sanders, Lockerman 8 Ashmore EWDARDS.E P. Georgia 
Power Co 89/08/08 THOMAS.CO Policy Development 8 Technical Support Branch 
(Post 8704 1 1) 90pp 51033,078-51033:164 

-8903280292 Motion to withdraw Intervention 8 joint motion to dismiss & terminate pro 
needing re CP application tiled by Georgia Power Co for El Hatch Nuclear Plant Unit 
2 

CARLTON, M A Georgia Power Co. SAUNDERS, J.J Jusllce, Oept ol VQGLER.B, 
Alomlc Energy Commission (Pre 750101) 74/06/03 Commissioners 4pp, 51033.165 


■8908230310 Recommends that applications be made sub] ol evidentiary 
hearings Applicant agreed to Inclusion In Hatch & Vogtle licenses of conditions provid- 
ing for access to plants scheduled to commence operation prior to 890101 , 
KAUPER.TE Justice, Oept of, Attorney General, Office of, 74/05/01, SHAPAR.H K 
Atomic Energy Commission (Pre 750101), 425pp 51033.169-51034,313 


P. Operating license stage documents & correspondence 

8907160211 Generic Ltr 89 13 to all holders of OLs or CPs for nuclear power plants re 
svc water sys problems affecting safety related equipment, Svc list end. 

PARTLOWjJG Associate Director for Projects (Post 870411), 80/07/18. Consolidat- 
ed Edison Co of New York, Inc, 63pp 50735'001-50735'054, 

6908020044 Responds to 890427 Hr re notlftoalton of NRC of employees potential 
safety Issues, Policies 8 practice made clear to employees 8 Contractor employees by 
use of written procedures 8 repeated reminders 8 NFC contacts posted, 
HAIRSTON.WG Alabama Power Co 69/07/26 Document Control Branch (Docu- 
ment Conlrol Desk) ?pp, 50786:018-50786'024 

83 .??A 2 2* 9 « Forwards ProPfiBlary Rev 1 to WCAP-11312 8 nonproprlelary Rev 1 to 
WCAP-11966, "Westlnghouse Owners Group Tech Spec Subcommittee Reactor Trip 
P. r 5, ak l^ ln ' /SurvaillanC0 " Proprietary rept withheld (ref 10CFR2 790), 

HAIRSTON, W-G. Georgia Power Co 89/07/25, Document Conlrol Branch (Document 
Control Desk) lOpp 50786 212-50788,278 


6908020390 Revises amends ?o Licenses NPF-6B & NPF 81, changing Tech Spec 3/ 
4 6 1 6 re containment slructural integrity Enel Tech Spec clarifies 890509 submitla! 8 
conclusions ol Significant hazards consideration evaluation remain valid 
HAIRSTON, W G Georgia Power Co 89/07/28 Documont Control Branch (Document 
Conlrol Desk) 2pp 50764 156 50764 174 

--89080203B2 Revised Tech Specs 3/4 6 1 6 re conlainment structural mteanty 

* Georgia Power Co B9/07/28 I5pp 50764 160 50764,174 

8906020397 Application for amends to Licenses NPF 68 & NPF Bt.revising Tech Spec 
3 4 9 8 associated bases.lo decrease heanjp & cooldown curves, to' Urt-1 l.lrom 16 
EFPY to 13 EFPY.based on Weslmghouse analysis per Generic Ltr 88 1 1 
HAIRSTON.WG Georgia Power Co 89/07/20 Document Control Branch (Document 
Conlrol Desk) 2pp 50757 153-50757 154 

8906180083 Applrcation for amends to Licenses NPF 68 8 NPF -81, revising Tech Spec 
3 4 9 8 associated bases te heatup 8 cooldown curves 

HAIRSTON.WG Georgia Power Co 69/07/28 Document Control Branch (Document 
Control Desk) Spp 60970002-50970 011 

-•3900180068 Proposed Tech Spec Pages 3/4 4-31.3/4 4 32 8 Bases 3/4 4 08 3/4 4- 
10 re heatup 8 cooldown curves 
■ Georgia Power Co 89/07/28 5pp. 50970 007-50970 01) 

8906090250 Summary of 890725 interface meeting w/util in Birrmmgham.AL re SON- 
OPCO/util corporate organization including generic activities & initiatives re 
plants Agenda & viowgraphs end 

FtEED.T A Projecl Directorate 11-3 89/0B/03 Project Directorate 113 24 dd 
50891 082-50891 085 

8908160036 Forwards Amends 21 & 2 to Licenses NPF 6B & NPF 61, respectively & 
safety evaluation Amends change Tech Specs 3 33 6,34 4,3 7 t 2,3 7 7,3 9 1. Table 

3 3-4 & Tabfa 4 3-3 fo defete fooinoies no longer applicable 

HOPKINS, J B Project Directorate 11-3 89/08/08 HAIRSTON, W G Georgia Power Co 

4 pp 50937 153 50937 179 a 

—8908 160040 Amends 21 & 2 to Licenses NPF6B 8 NPF-81 .revising Tech Specs 
3 3 3 6,3 4,4,3.? t 2,3 7,7.3 9 1, Table 3 3-4 8 Tabla 4 3 3 to delete fooinoies no longer 
applicable 

MATTHEWS, DB Projecl Directorate II 3 89/00/08 2!pp 50937 157 50937 177 

-0903160044 Safely evaluation supporting Amanda 21 8 2 fo Licenses NPF 69 8 NPF 
at, respectively. 

* Office of Nuclear Roaclor Regulation, Director (Post 870411) 89/08/08 2pp 


8908160260 Forwards response ta remaining confirmatoiy item on DCROR re review of 
annunciator nuisance alarms.proposed mods to minimize nuisance alarms 8 number 
ol annunciator windows lit during normal operations 

HAIRSTON.WG Georgia Powor Ccj BB/08/08 Document Control Branch (Document 
Control Desk) ttpp 50936324-50036 334 

8908170003 Fonwards Amends 22 & 3 to Licenses NPF 68 & NPF-81, respectively & 
salaty evaluation Amends modify Tech Spec 4 6 2 h 1(b) to Increase max total charg- 
ing pump flowrate w/singfe pump running for Unit t, 

HOPKINS, JB, Project Directorate 11-3 09/08/00. HAIRSTON, W G Georgia Power Co 
3pp 50945048-50945060 

-8900170008 Atnonds 22 8 3 to Licenses NPF-60 8 NPF 61. respectively, modifying 
Tech Spec 4 6 2 It 1(b) to Increase max total charging pump How rale w/slng!a loop 
running, (or Unil 1 

MATTHEWS, OB Project Directorate 11-3. 09/00/08 7pp 5094S 051-50945.057 

-8908170009 Safety evaluation supporting Amonds 22 8 3 to Licenses NPF-60 & NPF- 
61 .respectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 89/08/08 3pp 
50945*053-50945 '080 

8908170312 Forwards environ assessment & finding of no significant impact re 890612 
& 0717 amend requests far Tech Spec 5 3.t, Increasing reload fuel ennehmenf 
HOPKINS, JB Projecl Directorate II 3 09/OB/14 HAIRSTON.WG Georgia Power Co 
3pp 50948 069-50948'075 

-8908170321 Environ assessment & finding of no significant Impact re 890612 & 0717 
amend requests (or Tech Spec 5 3 1, Increasing reload fuel enrichment 
MATTHEWS.D B. Pro|ect Directorate 11-3 89/08/tt 4pp 50948 072 50948,076 

8908170621 Application lor amends to Licenses NPF 68 8 NPF-81, revising Tech Spec 
3/4 6 1,6 re Containment slructural Inlegnly, Approval o( proposed amend requested 
by 890B26,to allow sufllclent time lo implement revised requirements 
HAIRSTON.WG Georgia Power Co 89/09/14, Document Conlrol Branch (Document 
Control Desk), 3pp. 60949 206 60949 223, 

-890B170626 Proposed Tech Specs, revising ecllcn requirement & surveillance require 
ments ol Tech Spec 3/4,8, l 6 re containment slructural Integrity. 

* Georgia Power Co, 80/08/14. 15pp. 50940 209-50949 223, 


Q, inspection reports, IE Bulletins & correspondence 

8908100265 Forwards Insp Repts 50-424/89 20 & 50 425/89 24 on 890526 30 & notice 
o( violation 

PEEBLES.T A, Region 2. Ofc ol the Director. 89/07/25 HAIRSTON, W.G Georgia 
Power Co 2pp 50855,100 50885’204 

-8908100287 Notice ot violation from insp on 69 0626-30 Violation noted rosponslblo 
engineer Initiated REA-7604 to address acceptability of 14 oversized penelratlon seals 
Installed w/o subdividers as required by design test data 

PEEBLES.T, A Region 2, Ofo ot (he Director 89/07/25 2pp, 60885'1S2 60885 103 

-8908100289 Insp Repts 50 424/89 20 8 50-425/89 24 on B90828 30 Violation 
noted Major areas Inspected deslgn.deslgn changes 8 plant mod, 

SMITH.C, JAPE.F. Region 2, Otc ot (he Director, 69/07/21 Itpp 508B5 , 194 
50885 204. 
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8907200019 NRC Info Notice 69 057 "Unqualified Electrical Splices in Vendor Supplied 
Environ menially Qualified Equipment " Svc list end 

ROSSI, CE Division of Operational Events Assessment. (Post 070411) 09/07/26 
Consolidated Edison Co of New York. Inc I06pp 50711 333 50712078 

8908100168 Forwards Insp Repts 60 424/89 19 & 60 425/89 23 on 890609 0707 & 
notice of violation 

HEROT.A R Region 2, Ofc of the Director 89/07/31 HAIRSTON, WG Georgia 
Power Co 2pp 50886 049 50886 069 

-9908100170 Insp ReplS 50 424/89-19 & 50 425/89-23 on 890609 0707 Four viola 
tions noted Major areas inspected plant operations, radiological 

controls, mamt.surveillance.security & quality programs 8 administrative controls affect- 
ing quality 

ROGGE, J F , AIELLO.Ft F . HERDT.AR Region 2. Otc of the Director 89/07/31 
17pp 50886 053 50886 069 

B9081 10055 Confirms 890719 telcon re 890804 mgt meeting in Region II ole to discuss 
proposed actions to identify 8 correct root cause for recurring violations of security 
requirements, per 890621 request Proposed meeting agenda end 
ESNETER.SD Region 2, Otc ot the Director 89/07/31 HAIRSTON WG Georgia 
Power Co 3pp 50B93 304-50893 306 

8907270121 Suppl I to NRC Bulletin 88 010, "Nonconforming Molded Case Circuit 
Breakers" Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, fnc IDBpp 509Q4 148-50904 253 

8907280169 NRC Into Notice 09 058, “Disablement of Turbine Driven Auxiliary Feed 
water Pump Due to Closure of One of Parallel Steam Supply Valves " Svc list end 
ROSSI, C,E Division of Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc 106pp 50900 005-50900 110 

8908090250 Summary of 890725 interface meeting w/ulil in Birmingham, AL re SON- 
OPCO/ulil corporate organization including generic activities & initiatives re 
plants Agenda & viewgraphs end 

REED.T A Pro|ect Directorate 113 89/08/03 Proiaci Directorate 113 24pp 
50891 062 50891 085 

8908180235 Forwards Insp Repls 50 424/89 21 & 50-425/89-25 on 890725 27 No vio- 
lations or deviations noted 

COLLINS, DM Region 2, Ofc of the Direclor G9/O8/07 HAIRSTON.WG Georgia 
Power Co 2pp 50965 282-50065 290 

-8908180237 Insp Repls 50-424/89-21 & 50 425/89-21 on 890725-27 No violations or 
deviations noted Major areas inspected annual emergency exercise, Including selected 
portions of staffing 8 response of emergency organization personnel in simulator 
SARTOR, W M , RANKIN, WH Region 2, Ofc of the Director 89/08/04 7pp 
50965 284-50965 290 

8908230170 Ack recolpl of 890712 Hr informing NRC of stops taken to earned violations 
noted In Insp Repls 50 424/09 14 & 50 425/89-16 

HERDT.AR Region 2, Ofc of ihe Direclor 80/08/07 HAIRSTON.WG Georgia 
Power Co 2pp. 51 028 074-51 028 075 

8908230100 Ack receipt ol 890720 response to violations noted In tnsp Repls 50 424/ 
00-17 & 50 425/89-19 

EBNETER.S O Region 2, Ofc of the Direclor 89/08/10 HAIRSTON.WG Georgia 
Power Co 2pp. 51019022 51019023 

8908100128 NRC Info Notice 89 059, "Suppliers of Potentially Misrepresented Fasten 
ers “ Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co, of New York, fnc 106pp 50992 315-50993 060. 

8908 140085 NRC Info Notice 89-060, "Main! of Teletheiapy Units " Svo list end 
CUNNINGHAM, RE. Division ol Industrial & Medical Nuclear Safety (Post 870729) 
89/06/18 Consolidated Edison Co of New York, Inc 107pp 50993 061-50993 166 

8S0B 180129 Suppl 2 to NRC Info Notice 88-048, "Licensee Repl of Defective Refur- 
bished Valves 11 Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of New York, Inc lOOpp 50990 039 5099D 137. 


R. Periodic operating reports & related correspondence 

8908150216 Monthly operating repls For May 1989 for Voglle Units 1 & 2 W/890612 I|r 
MOYE.R A , HAIRSTON.WG Georgia Power Co, 89/05/31 15pp. 50926,074 

50926 086, 

8908140240 Monthly operating repts for Jul 1989 for Vogtfe Units 1 8 2, W/890808 Hr 
HARGETT, ST, HAIRSTON, W.G Georgia Power Co 89/07/31 1 1pp 5091 1-021- 
6091 1 031 


S, Reportable occurrences, LERs & related correspondence 

6908140002 LER 09 021-01 on 890522, discovered automatic reaclor Inp on steam gen- 
erator tolo level Caused by personnel error & failure of Intercepl valves to 
open Closing bias voltage on circuit cards for Intercept valves adjusted W/890807 Itr 
ODOM.R.M.. HAIRSTON.WG Georgia Power Co 89/00/07 Spp 50016 164- 

50916.168 

8908220397 LER B9-O23-00on 890?20,rBservo auxiliary transformer 2A tripped on dif- 
ferential relay lookout, resul ling In loss of power to Train A bus IE S non-IE 
buses, Caused by Improper termination of 4,160 volt bus W/890815 Hr. 

ODOM.RM, HAIRSTONWG, Georgia Power Co, 89/08/15 6pp 50973,097- 

50973,102. 

8908280268 LER 80-024-00 on 890726,fallure of pressure channel circuit card caused 
reactor trip.Caused by failure of operational amplifier in non-lsolaled section of proc- 
ess card Defective NLP2 card replaced W/B90B21 Hr. 

ODOM.RM, HAIRSTONWG Georgia Power Co 89/08/21 6pp 51042 276 

51042 281 


V Operator Examinations 

0908180376 Advises that Jan 1989 Rev 11 to emergency plan meets 5'fl it 
10CFR50 47(b) & App E w/one exception involving requalificaiion training 
STOHR.JP Region 2, Ofc of the Director 09/08/13 HAIRSTONWG Georg-aPo*? 
Co 2pp 50966 354-50066 355 


DOCKET 50-426 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 3 


M. Antitrust correspondence 

8908230267 Responds to Oglethorpe Power Corp allegations of noncampliance 
trust license conditions Oglethorpe desire to substitute new license conditions pre^-u 
no grounds for NRC antitrust enforcement activity 

EDWARDS, E P Troutman, Sanders, Lockerman & Ashmore, EWDARDS.EP Gei/jj 
Power Co 89/08/08 THOMAS, C O Policy Development & Technical Support Branch 
(Post 870411) 90pp 51033 076 51033 164 

-B90B280292 Motion to withdraw intervention & Joint motion to dismiss 8 lermina'o cr* 
ceeding re CP application filed by Georgia Power Co for El Hatch Nuclear Plant tat 
2 

CARLTON, M A Georgia Power Co SAUNDERS, JJ Justice, Dept of VOGLER 0 
Atomic Energy Commission (Pre 750101) 74/06/03 Commissioners 4pp 51033 16fl- 
51033 168 

-8908280310 Recommends that applications be made sub) ol ewdenMn 
hearings Applicant agreed to inclusion In Hatch & Voglle licenses of conditions 
ing for access to plants scheduled to commence operation prior to 690 101 
KAUPER.T E Justice, Dept of, Attorney General, Office of 74/05/01 SHAPARHK 
Atomic Energy Commission (Pre 750101) 425pp 51033 169-51034 313 


DOCKET 50-427 ALVIN W VOGTLE NUCLEAR PLANT, UNIT 4 


M. Antitrust correspondence 

8900230267 Responds to Oglethorpe Power Corp allegations of noncomplianco w/l'V 
trust license conditions Oglothorpe desire to substilute new license conditions prosert 
no grounds for NRC antitrust enforcement activity 

EDWARDS, EP Troutman, Sandors, Lockerman & Ashmore 89/00/00 THOMAS, CO 
Policy Development & Technical Supporl Branch (Post 070411) 90pp 5103307c- 
51033 164 

-8908280202 Motion to withdraw Intervention & Joint motion lo dismiss & terminal!) pro- 
ceeding re CP application filed by Georgia Power Co for El Halch Nuclear Plant Urn 
2 

CARLTON, M A Georgia Power Co 74/06/03. Commissioners 4pp 51033 165 
51033 168 

-8908280310 Recommends lhal applications be made sub] of ovHtenhay 
hearings Applicant agreed to Inclusion in Hatch & Vogtla licenses of conditions prow 
mg for access to plants scheduled to commence operation prior lo 090101 
KAUPER.T E Justice, Dept of, Attorney General, Office of 74/05/01 SHAP/fl H K 
Atomic Energy Commission (Pre 750101) 425pp 51033 169-51034 313 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


A. Appllcatlon/construction stage documents & correspondence 

890718021 1 Generic Llr 89 13 to all holders of OLs or CPs for nuclear power plants re 
svc water sys problems affecting safety related equipment Svc fist end 
PAHTLOW.JG Associate Director for Projects (Post 870411) B9/07/1B Conjc-ldil- 
ed Edison Co of New York, Inc 53pp 50735 001-50735 054 


F. Sscurlly, medical, emergency & fire protection plans 

8008210212 Suppl 1 lo Generic Llr B9-07 to all operating plants, applicants for OLs 8 
holders of CPs re power reactor safeguards contingency planning for surface valued 
bombs Svc list end 

PARTLOW.JG Associate Director for Projects (Post 870411) 89/08/21, ConsoMa! 
ed Edison Co of New York, Inc, 55pp 51036 001-51036 056, 


Q. Inspection reports, IE Bulletins & correspondence 

8907200019 NRC Info Notice B9 057, "Unqualified Electrical Splices (n Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI,C,E, Oivlsion of Operational Events Assessment (Post 07041 f) 09/07/26 
Consolidated Edison Co of New York, Inc 10Bpp 50711 333-50712 078 

8907270121 Suppl 1 to NRC Bulletin B8 010, "Nonconforming Molded Cose Circvi 
Breakers ” Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 89/08/03. 
Consolidated Edison Co of New York, Inc 108pp 50904 148-50904 253 

8907280169 NRC Info Notice 09 050, "Disablement of Turbins Driven Auxiliary Feed- 
water Pump Due to Closure of One of Parallel Steam Supply VaNes " Svo list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/90/03 
Consolidated Edison Co of New York, Inc 106pp 50900,005-60900.110 

8908100128 NRC Info Notice 89-059, "Suppliers of Potentially Misrepresented Fasten- 
ers, “ Svc fist end 

ROSSI, G.E Division of Operational Events Assessment (Poal 870411} 89/08/16 
Consolidated Edison Co, of New York, Inc 106pp. 60992'3 15-50993 000, 

8908140086 NRC Info Notice 89 060, "Maint of Teletherapy Unlls " Svo list oncl. 
CUNNINGHAM, R E Division of Industrial 8 Medical Nuclear Safety (Post B70729J 
B9/08/18 Consolidated Edison Co of New York, Inc 107pp. 50993 06 1 -50903 156 
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8906160129 Suppl 2 lo NRC Info Notice 88 04B, "Licensee Repi of Defective Refur- 
bished Valves ' Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of Now York, Inc tOOpp 50990 039 50990 137 


B9OB10OOB2 Summary of 890721 meeting w/util & Impell in Rockville MD re licensee 
employee concerns programs 

CRAIG, JW Associate Director for Special Projects (Post 890101) 89/08/04 Associ- 
ate Oirector tor Special Projects (Post 890101) 67pp 50969 010-50969 077 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


A Appllcatlon/constructlon stage documents & correspondence 

6907 180211 Generic Llr 69 13 to all holders ol OLs or CPs for nuclear power plants re 
svc water sys problems affecting solely- related equipment Svc list end 
PARTLOW.JG Associate Director for Pro|ocls (Post 070411) 09/07/10 Consolidat- 
ed Edison Co of Now York, Inc 53pp 50735 001-50735 054 

8907310213 Requests response to potential discriminatory action against TVA employ- 
ees within 30 days ol Itr cfate.lo dolormlno whether enforcement action necessary to 
ensure compliance w/ regulatory requirements 

CRUTCHFIELD, D Associate Director lor Special Projects (Post 890101) 89/07/20 
KINGSLEY, O D Tennessee Valley Authority 4pp 50736 232-50736 235 

6907280120 Responds to 090621 llr ro plan! & questions raised during 690711 
meeting Comments re plan to lease facility provided NRC will provide appropriate 
stall resources lo review applications 

WURLEY.TE OHico ol Nuclear Reactor Regulation, Director (Post 070411) 89/07/ 
21 DERRICKSON.WB Quadrox Corp. 6pp 50705 343-50705 348 

69081 0 00 1 2 Summary ol 090711 moollng w/NRC.Quadrox Corp 8 util In Rockville, MO 
ro proposed plans to complete & operate plant List of atlendoos & handouts encl 
AULUCK.R TVA Projects Division 09/07/31 TVA Projects Division 6pp 50692 178 
50092 103 

89061 60 0 8 2 Summary ol 09D721 moelmg w/util & Impell In Rockville MO ro licensee 
employes concerns programs 

CRAIG, J W Associate Director for Special Projects (Post 090101). 89/06/04 Assocl- 
alo Oireclor lor Special Projects (Post 090101) 67pp 50969 010 50969 077 


B9DB210212 Suppl i to Generic Llr 89 07 to all operating plants, applicants for OLs & 
noiders of CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc list encl 

PARTLOW.JG Associate Director for Proiects (Post 070411) 89/08/21 Consolidat- 
ed Edison Co of New York, Inc 55pp 51036001 51036 056 


Q Inspection reports, IE Bultellns & correspondence 

8907200019 NRC Info Notice 89 057, "Unqualified Electrical Splices In Vendor Supplied 
Environmentally Qualified Equipment " Svc list encl 

ROSSI, CE Division ot Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York, Inc 106pp 50711 333 50712 078 

8907270121 Suppl 1 to NRC Bulletin 88-010, "Nonconforming Molded Caso Circuit 
Breakers " Svc list encl 

ROSSI.C E Division ol Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York. Inc 108pp 50904 148-50904 253 

8907280169 NRC Into Notice 89 058, "Disablement ol Turbine Driven Auxiliary Feed- 
water Pump Due lo Closure of One of Parallel Steam Supply Valves " Svc list encl 
ROSSI.C E Division ol Operational Events Assessment (Post 870411) 09/08/03 
Consolidated Edison Co of New York, Inc 106pp 50900 005-50900 110 

6908100128 NRC Info Notice 89 059. "Suppliers ol Potentially Misrepresented Fasten- 
ers" Svc list encl 

ROSSI.C E Division ol Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co of New York. Inc 106pp 50992 315 50993 060 


F. Security, medical, emergency & flro protection plans 

8903210212 Suppl 1 to Generic Llr CD 07 to all oporoling plants, applicants lor OLs & 
holders of CPs ro power /oaclor safeguards contingency planning lor surface vehicle 
fxwft&s Svc //si fine/ 

PARTLOW.JG Associate Diroclor for Projects (Post 070411) 89/00/21 Consolidat- 
ed Edison Co ol Now York, Inc 65pp 51036 001-51036 056 


89081400B5 NRC Info Notice 89 060, "Mamt of Telelherapy Units “ Svc list oncl 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Salety (Post 870729) 
89/08/18 Consolidated Edison Co ol New York, Inc 107pp 50993 061-50993 166 

8908160129 Suppl 2 lo NRC Info Notice 88 048, "Licensee Repi ol Defective Refur- 
bished Valves ' Svc list encl 

ROSSI.C E Division ol Operational Events Assessment (Post 670411) 89/08/22 
Consolidated Edison Co of New York, Inc. I00pp 50990 039-50990 137 


0 Inspection reports, IE Bulletins & correspondence 

8997200019 NRC Inlo Nolice 89 057, "Unqualitiod Electrical Spllcos in Vendor Supplied 
Environmentally Qunlifiad Equipment " Svc list encl 

ROSSI.C E Division ol Operational Evonls Assessment (Posi 870411). 09/07/26 
Consolidated Edison Co of Now York. Inc 10Qpp 5071 1 '333-507 12 070 

8907270121 Suppl 1 to NRC Bulletin 00 010, "Nonconforming Molded Caso Circuit 
Breakers " Svc list oncl 

ROSSI.C E Division ol Operational Evonls Assossmonl (Post 070411) 89/00/03 
Consolidated Edison Co of Now York, Inc lOBpp 50004 140 60904,253 

8907280169 NRC Inlo Nottco 09-050, “Disablomonl of Turbine Driven Auxiliary Feed- 
water Pump Duo to Closure of Ono of Parallel Sloam Supply Valves " Svc list oncl 
ROSSI.C E Division ol Operational Evonls Assossmonl (Post 870411) 09/00/03 
Consolidated Edison Co of Now York, Inc 106pp 50900 005 50900 HO 

8908100 120 NRC Inlo Notico 00-059, "Suppliers ol Potentially Misroprosentod Fasten- 
ors" Svc list oncl 

ROSSI.C E Division ol Operational Evonls Assossmonl (Post 070411) 09/00/16 
Consolidated Edison Co of Now York, Inc 106pp 50992 316-50993 060 

890B140005 NRC Inlo Nolico 00 060, "Mfllnl ol Tololherapy Units " Svc list and 
CUNNINGHAM.R E Division ot Industrial & Modlcal Nucloar Saloly (Post 070729) 
69/0B/1Q Consolidated Edison Co ol New York, Inc 107pp 50993 061-S0093 166 

6908160129 Suppl 2 to NRC Inlo Notice B0 046, "Licensee Repi ol Doleclive Rofur 
bishod Valves Svc list encl 

ROSSI.C E Division ol Operational Events Assossmonl (Posi 870411) 89/00/22 
Consolidated Edison Co of Now York, Inc 100pp 60990 039-50090 137 


OOCKET 50 439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A, Appllcatlon/conBtructlon stage documents & correspondence 

8907180211 Gonerlc Ur 89-13 lo all holdors of OLs or CPs lor nuclear power plants ro 
svc water sys problems affecting safely rotated equipment Svc llsl oncl 
PARTLOW.J.G Associate Oireclor lor Projocts (Posi 87041 1) 89/07/10 Consolidat- 
ed Edison Co ol Now York, Inc 53pp 50735 001-50735.054 

9907319213 Requests rosponso to potential discriminatory action against TVA employ- 
ees wiihln 30 days of Hr dalo.to dolormlno whether enforcement action necessary lo 
ensure compliance w/ regulatory requirements 

CRUTCHFIELD, D Associate Director lor Special Projects (Posi 090101) 69/07/20 
KlNGSLEY.O D. Tonnossoe Valloy Authority 4pp 60736 232 50736 235 

6607 260120 Responds to 890621 Ilf re plant & questions raised during 890711 
meeting Comments ro plan lo lease facility provided NRC will provide appropriate 
stall resources to review applications 

MURLEY.TE Oflico ol Nuclear Reactor Regulation, Oireclor (Post 870411) 89/07/ 
21 DERRICKSON.WB Quadrox Corp 6pp 60705'343 50705 348. 

6906100012 Summary of 890711 mooting w/NRC.Quadrex Corp & util in Rockville.MD 
re proposed plans to complete & operate plant List ol attendees & handouts encl 
AULUCK.R TVA Projects Division 89/07/31, TVA Projecls Division 6pp 50892.178- 
50892.183 


DOCKET 50 440 PERRY NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & tire protection plans 

8908080138 Rev 4 to “Ohio Plan lor Response to Radiation Emergencies al Licensed 
Nucloar Facilities " 

SHIPLEY, DW Ohio, Slate ol 89/05/12 51pp 50835 317-50836006 

8907280165 Rev 6 lo App C lo emergency public inlo organization implementing in- 
structions manual, "Radiological Emergency Response Plan SOP, Lake 

County, OH, Lake Community College " W/ 890719 fir 

TRAVERSO.D, CAMPBELL.AC , KAPLAN, A Cleveland Electric Illuminating Co 69/ 
07/06, 29pp 50706 001 50706 028 

8908020144 Responds lo NRC 89062B Itr re violations noted in Insp Repi 50 440/89 
16 Corrective actions health physics personnel involved made aware ol errors & coun- 
seled re responsibilities & health physics induction modified 
KAPLAN, A Cleveland Electric llurranaiing Co 89/07/28 Document Control Branch 
(Document Control Desk) Spp 50764-310 50764 314 

8908040267 Requosls formal submittal of specific security upgrade improvements & 
milestones associated w/complelion ot new secunly sys moo Confirms that util will 
make design Improvements thal will upgrade perimeter security sys 
HANNON.J N. Projecl Directorate 111-3 69/07/31. KAPLAN, A Cleveland Electric lltu- 
mlnallng Co 4pp 50820153-50620 156 

8900 110292 Forwards SALP 9 Board Repi 50-440/89 01 lor May 1908 - May 1989 Mgt 
attention in area ot communications between util & NRC re issues ol known regulatory 
concern warranted 

DAVIS, A B Region 3. Ole ol the Director. 89/08/03 KAPLAN.A Cleveland Electric 
Illuminating Co. 3pp 50904 339-50905 01 3 

”8908110295 SALP 9 Board Rept 5O-440/B9 01 lor May 1988 - May 1989 
’ Region 3, Ofc ot the Director 89/08/03 32pp 50904 342-50905 013 

8908230451 Revised emergency plan Implementing instructions, consisting ot Rev 2 to 
EPI-B11, Temporary Change TCN-1 to Rev 4 to EPI C2 & Rev 2 to EPI C3 W/890017 
llr 

ANDERSON, J D , KAPLAN.A Cleveland Electric Illuminating Co 89/08/17 32pp 
51005 13B 51005 169 

8908210212 Suppl 1 to Generic Llr 89 07 lo all operating plants, applicants (or OLs & 
holders of CPs re power reactor safeguards contingency planning lor surface vehicle 
bombs Svc list encl 

PARTLOW.JG Associate Direclor lor Projects (Post 870411) 89/08/21 Consolidal 
ed Edison Co of New York, Inc 55pp 51036 001-51036056 


G, Adjudicatory correspondence 

8908030142 Petition for rulemaking PRM-50-53 requesting NRC action to review undue 
risk posed by BWR thermal hydraulic instability NRR should issue order requiting all 
GE BWRs lo be placed in cold shutdown lor slated reasons 
HIATT.SL Ohio Citizens lor Responsible Energy 88/07/28 Ollice ol Nuclear Reac- 
tor Regulation, Direclor (Post 870411). lOpp 50820 143 50820 152 
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p, Operating license stage documents & correspondence 

890718021 1 Genenc Ltr 80 13 to all holders of OLs or CPs for nuclear power plants ra 
sve water sys problems affecting safety related equipment Svc list end 
PARTLOW.JC Associate Director lor Projects (Post 070411) 89/07/18 Consolidat- 
ed Edison Co ot New York, Inc 53pp 50735 001-50736 054 

8907310006 Advises that stall delermined that 890630 amend request should be treat- 
ed as Category I & returned w/o further review Basis for determination listed 
COLBURN.TG Protect Directorate fll-3 09/07/18 KAPLAN, A Cleveland Electric Illu- 
minating Co 3pp 50721 005-50721 0B7 

8908080019 Suppls response to Generic Ltr 88-01, "NRC Position on IGSCC in BWR 
Austenitic Stainless Steel Piping” Tables listing weld histories 4 rnsp schedules for 
IGSCC piping & sys susceptible to IGSCC end 

KAPLAN, A Cleveland Electrrc Illuminating Co 69/07/31 {Document Control Branch 
(Document Control Desk) 25pp 50356 036-50058 060. 

8906180439 Forwards request lor addl info on amend to License NPF-58 re changing 
pnmary containment leakage rale limit Addl info must be provided within 45 days of 
receipt of £1r 

COLBURN.TG. Projecl Directorate (II 3 89/08/10 KAPLAN, A Cleveland Electric Illu- 
minating Co 5pp 5095S 232-50956 236 

890B22011B Forwards US EPA accidental release prevention questionnaire Initial rept re 
690320 ammonia release at plant 

STEAD.FR Cleveland Electric Illuminating Co 89/08/17 HORWITZ.M Environmen- 
tal Protection Agency 17pp 50999 017-50999 033 


O. Inspection reports, IE Bulletins 4 correspondence 

8908070005 FOIA request for Imaf open item transmittal Itrs per NRC Insp Procedure 
94300B for listed plants 

WILLIAMS.OG JRA Associates 09/05/17 GRIMSLEV.DH NRC • No Detailed Affili- 
ation Given 2pp 50809 279 50809 280 

8907270357 Responds to NRC 690622 ltr re violation noted in Insp Repl 50 440/69 
07 Corrective actions all do load lists will be reviewed lor completeness & accuracy & 
plant administrative procedure will be changed to require addl review 
KAPLAN, A Cleveland Electric Illuminating Co 89/07/21 Document Control Branch 
(Document Control Desk) 3pp 50704 266 50704 268 

8907200019 NRC Into Notice 89 057, “Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Rost 870411). 89/07/26 
Consolidated Edison Co of New York, Inc 106pp 50711 333-50712078 

8908010205 Forwards Requalificalion Exam Repl 50 44O/OL-09-O1 administered on 
890626 29 One operator remediated by training slafF Individual scheduled for NRC 
reexam on 820823 

WRIGHT.G C. Region 3. Ofc ot the Director 89/07/27. KAPLAN, A Cleveland Electric 
Illuminating Co 2pp 50754 092-50754 160 

-8908010208 Exam Repl 50 440/OL 69-01 on 690626 29 Exam results all crews 6 indi- 
viduals passed all portions of exam except one senior reactor operator that tailed writ- 
ten exam. 

FISH.T., MCGHEE.J , MORGAN,! Region 3, Ofc ol the Director 89/07/26 67pp. 
50754 094-50754 160 

8906020144 Responds to NRC 890626 ltr re violations noted in Insp Rept 50 440/89- 
16 Corrective actions health physics personnel involved made aware of errors & coun- 
seled re responsibilities & health physics instruction modified 
KAPLAN, A Cleveland Electric Illuminating Co 89/07/26 Document Control Branch 
(Document Control Desk) 5pp 50764 310 50764 314 

8908080019 Suppls response lo Generic Ltr 8801. "NRC Position on IGSCC in BWR 
Austenitic Stainless Steel Piping" Tables listing weld histones & insp schedules lor 
IGSCC piping & sys susceptible lo IGSCC end 

KAFLAN.A Cleveland Electric Illuminating Co 89/07/31. Document Control Branch 
(Document Control Desk) 25 pp 50B58 036 50858 060 

8908110127 Confirms 890829 meeting on site to present SALP 9 rept 
GREENMAN.EG Region 3, Ore of the Director 69/07/31 KAPLAN, A Cleveland 
Electric Illuminating Co 3pp 50908 258 50908 260 

8907270121 Suppl 1 to NRC Bulletin 66 010. “Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 09/08/03 
Consolidated Edison Co or New York. Inc lOBpp 50904 148-50904 253 

8907280169 NRC Info Notice 89 058, "Disablement ol Turbine Driven Auxiliary Feed 
water Pump Due lo Closure ot One ol Parallel Steam Supply Valves” Svc list end 
ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co of New York, Inc 106pp 50900 005 50900110 

8906110292 Forwards SALP 9 Board Rept 50 440/89 01 lor May 1988- May 1989, Mgt 
attention an area of communications between util 8 NRC re issues ot known regulatory 
concern warranted 

DAVIS, A B Region 3. Ole of the Director 69/08/03 KAPLAN, A Cleveland Electric 
Illuminating Co 3pp 50904 339-50905 013 

-8908110295 SALP 9 Board Rept 50-440/89 01 for May 1968 • May 1969 
' Region 3, Ofc of the Oirector 69/06/03 32pp 50904 342 50905 013 

8908230256 Responds to notice ol violation & proposed imposition ol civil penalty did 
890711 Corrective actions all Limitorque terminal blocks not Marathon 300 
replaced Penalty in amount of S37.500 paid 

KAPLAN, A Cleveland Electric Illuminating Co 89/08/10 Ofc ol Enforcement (Post 
870413). 7pp 51006 307-51006 313 

8908100128 NRC Into Notice 89 059, “Suppliers of Potentially Misrepresented Fasten- 
ers' Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 89/06/1 6 
Consolidated Edison Co of New York. Inc 106pp 50992 315 50993 060 


8908220020 Ack receipt of 890810 payment of civil penalty proposed by ARC £XV 

UEBERMAN.J Ofc of Enforcement (Post 870413) 89/08/18 KAPLAHA Clevevt 
Electric Illuminating Co Ip 51015287 51015287 ! 

i 

8908140085 NRC Info Notice 69-060, "Mainl ol Telelherapy Units '' Svc list end ' 
CUNNINGHAM, R E Division ol Industrial & Medical Nuclear Safely (Post 672?^ ; 
69/08/18 Consolidated Edison Co of New York, Inc I07pp 50993061 XM1\ C A ■ 

! 

8908160129 Suppl 2 lo NRC Into Notice 80 048, "Licensee Rept ol DofeU-ve FUV- ! 
bished Valves 1 Svc list end 

ROSSI.CE Division ot Operational Events Assessment (Post 870411) . 

Consolidated Edison Co of New York, Inc lOOpp 50990 039 50990 137 


R. Periodic operating reports & related correspondence 


8908230293 Monthly operating rept for Jul 1969 for Perry Nuclear power Station \yt 
1 W/89D815 ltr 

DUNN,G A , KAPLAN, A Cleveland Electric Illuminating Co 69/07/31 Ew 
51006 009-51006 014 


S. Reportable occurrences, LERs & related correspondence 


8908010262 Forwards LERs 89 004 01 a 69 022 00 for plant 
KAPLAN, A Cleveland Electric Illuminating Co 89/07/21. Document Control B*Vi 
(Document Control Desk) Ip 50785.043-50785 049 

-8907280107 LER 89 004-01 on 890203.RWCU sys containment isolalwn occurred 6a 
to high pump room differential temp Caused by component failure Failed sotenctl 
valve replaced 

DUNN.G A Cleveland Electric Illuminating Co 69/07/21. 3pp 50785 0 4 4 50785 045 

-8908010268 LER 89-022-00 on 890627, deficient surveillance Instruction resumed n 
scram discharge vol high level instrument outside Tech Spec allowable values Cause! 
by procedural deficiency Surveillance instructions revised 

DUNN, G A Cleveland Electric Illuminating Co 89/07/21 3pp 60765 047 50795*49 

8908230414 LER 89 023-00 on 690723.Operalional Condition 2 (startup) compiled »' 
control rod inoperable Caused by Improper valve lineup, procedural deficiency 4 
sonnet error Procedure wifi be modified re Independent verification W/690818 hr. 
DUNN.GA, KAPLAN, A. Cleveland Electric Illuminating Co 09/00121 <PP 
51000 044-51000047. 


V. Operator Examinations 

8908010205 Forwards Requalificalion Exam Rept 50 440/OL 8901 administered on 
890626 29 One operator remediated by training staff Individual scheduled lew KftS 
reexam on 890623 

WRIGHT.G C Region 3, Ofc of the Director 89/07/27 KAPLAN.A Cleveland Etectc 
Illuminating Co 2pp 50754 092-50754'160 

-8908010208 Exam Rept 50 440/OL-89 01 on 890626-29 Exam results all crowsirsi- 
viduats passed all portions ol exam except one senior reactor operator that failed » T i- 
(en exam 

FISH.T , MCGHEE, J, MORGAN, T Region 3, Ole of the Dfreclor 69/07/26 67» 
50754 094-50754 160. 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A, AppNcatlon/construcllon stage documents & correspondence 

8907180211 Generic Ur 89-13 to all holders ol OLs or CPs for nuclear power ptar.is ri 
svc water sys problems aliectmg safety related equipment Svc list end 
PART LOW, J G Associate Director for Projects (Post 670411) 89/07/16 Constat- 
ed Edison Co ot New York, Inc 53pp 50735 001-50735 054 

8906220118 Forwards US EPA accidental release prevention questionnaire Initial repl rs 
890320 ammonia release at plant 

STEAD.FR Cleveland Electric Illuminating Co 69/08/17 HORWITZ.M Environmen- 
tal Protection Agency, 17pp 50999 017-50999 033 


F. Security, medical, emergency 4 fire protection plans 

8906080138 Rev 4 to “Ohio Plan for Response to Radiation Emergencies at Licensed 
Nuclear Facilities " 

SHIPLEY.D W Ohio, State Ol 89/05/12 51pp 60635317-50836006 

8907280185 Rev 6 to App C to emergency public into orgamzalion implementing in- 
structions manual, "Radiological Emergency Response Plan SOP.Lakfl 
County, OH, Lake Community College ” W/ 890719 Hr 

TRAVERSO.D , CAMPBELL, A C , KAPLAN.A Cleveland Electee Illuminating Co 49/ 
07/06 29pp 50706 001-50706 028 

8908230451 Revised emergency plan implementing Instructions, consisting of Rev 2 14 
EPI-B11, Temporary Change TCN-1 lo Rev 4 lo EP1-C2 & Rev 2 lo EPI C3W/89O0I7 
ltr 

ANDERSON, J D , KAPLAN.A Cleveland Electric Illuminating Co 99/08/ «7 32fp- 
51005 138-51005 169 

8908210212 Suppl 1 to Generic Ltr 89 07 to all operating plants, applicants for OLs 4 
holders ol CPs re power reactor safeguards contingency planning for surface vehtde 
bombs Svc list end 

PARTLOW.J G. Associate Director for Projects (Post 870411) 89/08/21 Consort- 
ed Edison Co of New York, Inc 55pp, 61036 001-51036 056. 
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Q Inspection reports, IE Bulletins & correspondence 

6907200019 NRG Into Notice 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI CE Division of Operational Events Assessmonl (Post 070411) 89/07/36 
Consolidated Edison Co of Now York, Inc 106pp 50711 333 50712 078 

B907270 V2 1 Suppl 1 to NRC Bulletin 88 010, 'Nonconforming Molded Case Circuit 
Breakers " Svc fist end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 89/08/03 
Consolidated Edison Co of New York, Inc tOOpp 50904 140 50904 253 

8907280169 NRC Info Notice 89 Q58, "Disablement of Turbine Driven Auxiliary Feed 
v,aier Pump Due to Closure of One of Parallel Steam Supply Valves " Svc list end 
ROSSt.CE Division ol Operational Events Assessment (Post 870411) B9/08/03 
Consolidated Edison Co of New York, Inc I06pp 50900 005 50900 110 

8905100120 NRC Info Notice BD 069. "Suppliers of Potentially Misrepresented Fasten 
eis " Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/0B/16 
Consolidated Edison Co of New York, Inc I06pp 50992 315 50993 060 

69081 400B5 NRC Inlo Notice 89 060, "Main! of Telelherapy Units " Svc list end 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
69/08/18 Consolidated Edison Co of New York. Inc 107pp 50993 061-50993 168 

8908160129 Suppl 2 to NRC Into Notice 88 040. "Licensee Rept ol Defective Refur 
pished Valves ''Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 09/08/22 
Consolidated Edison Co of Now York, Inc tOOpp 50990 039 50990 137 


DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8906030082 Discussos Amorican Rod Cross participation in oflsito planning for 
plant FEMA finds Commission ruling applicable lo plant Requests to bo informed NRC 
find Commission ruling acceptable to apply In review 

KRIMM.R W Federal Emergency Management Agency 8B/09/28 CONGEL.F J Divi 
sion ol Radiation Protection & Emergency preparedness (Post 070411) 4pp 
50793001-50793 005 

8908030322 Revised EPIPs, including Rov 14 to ER-1 I.Rev 12 to ER 3 1, Rev 4 to £R- 
3 4, Rev 6 la ER-3 5 & Rov 3 to ER-9 1 W/890727 Itr 

MACDONALD, J A , FEIGENBAUM.T C Public Sorvico Co ol New Hampshire 89/07/ 
27 53pp 50773 012 50773 062 

8908030059 Forwards salety evaluation updating status of onsite & offsilo emergency 
preparedness for plant Onsite emergency preparedness acceptable & adequate tor 
lull power operalion Olfsito emergency proparodnoss will bo acceptable 
NERSES.V Protect Directorate t-3 89/07/20 BROWN, E A Public Sorvice Co ol New 
Hampshire 4pp 50B20 107-50820 126 

-8908030064 Salely evaluation concluding Ibol overall state of onsito & offsilo emer- 
gency preparedness provides reasonable assurance that adequate protective meas 
urea can 8 will be lakon in event of radiological emergency at plant 
• Ollice of Nuclear Reactor Regulation, Director (Post 070411) 09/07/28 Upp 
50820 111-50820 126 

8906070239 Forwards Safely Insp Rapt 50 443/09 06 on 890527-0630 Ack receipt of 
890626 tlr informing NRC ol slops taken lo correct violations noted In Insp Ropt 50- 
443/89 03 

JOHNSON, JR Region 1, Ole of the Director 09/07/28 BROWN.E A Public Soivice 
Co ol New Hampshire 6pp 50825 210-50025 215 

89QB070247 Insp Rept 50 443/B9 06 on 090527-0630 No deficiencies found In oper- 
ation of central alafm station Ma[or areas Inspected plant 
operalion, secunly.operalional safely & main! & surveillance 

HAVER K AMP, O R Region 1, Ofc ol Iho Director 09/07/27 12pp 50325 216- 
50827 227 

8908110217 Seabrook emergency planning appeal ' Clarilios understanding re history of 
contentions on recaption cUs 8. Board rulings on lltigabllity of size of EPZ population 
attending receplioaper B0O727 oral argumont Supporting Info oncl 
CURRAN.D New England Coalition on Nuclear Pollution CURRAN, O Harmon, Curran 
8 Tousley *309 B996 09/08/02 BOLLWERK.J P , ROSENTHAL, A S , WILBER, H A 
Atomic Safety and Licensing Appeal Panel 20pp 50033 297-50833 316 

8906150049 Applicant answer to Intervonors motion to ndmll contention, or.ln 
altornalivo.to reopen record & request for hearing * Motion should bo dented on basis 
that Intervenes not entitled to heating as matter ol right W/Cerltficato of Svc 
DIGNAN.T G public Sorvice Co of Now Hampshire DIGNAN.T G Ropes & Gray 
*369 9023 89/06/07 Atomic Safety and Licensing Board Panel tOOpp 50800 242- 
50881 023 

6908170129 Applicant response to NECNP Itr ol 000802 on Seabrook emergency plan- 
ning appoal.50-443 OL.as applied lo NECNP Contention HP-1 & Soacoasl Anti Pollu 
lion League Contention 3 * (nlarvonora did not offer finding of Inadequacy of plan 
DIGNAN.T G Public Service Co of Now Hampshire DIGNAN.T G, Rapes 6 Gray, 
#389 9040 69/06/10, BOLLWERK.J P, RQSENTHAL.A S , WILBER.H A Atomic 
Salety and Licensing Appeal Panel 21pp 50099, 264-50D99'2B4, 

8908170157 Applicant applicalion for exemption from requirement of 10CFR50,App 
E, Section IV F 1 ,for conduct of exercise of licensee onsite emergency plans wilhln 1 

C r before Issuance ol full power Ol * 

IIGNAN.T G Public Service Co Of Mew Hampshire DIGNAN.T.G Ropes & Gray 
#389 9030 89/0B/1 1 Commissioners 17pp 50099 181-50099,218 

- 8906170177 Affidavit of EA Brown.* Describes manner In which onsite plan & emer- 
gency response organization demonstrated as adequate & fully satisfactory w/respact 
lo meeting NRC regulations, Related info end W/Cerliflcato of Svo 
BROWN.E A Public Sendee Co of New Hampshire BROWN.E, A Yankee Atomic 
Electric Co 89/03/10 21pp 60099,198 50899 210 


8908240091 NRC Slalf response to Intervenors motion lo admit contention or in 
alternative lo reopen record 8 request for hearing 4 intervenors BD0621 motion should 
be denied due lo coniontion nol involving fundamental flaw W/Cerlificate of Svc 
REIS.E J Assistant General Counsel for Hearings & Enforcement #389 9069 89/08/ 
18 Atomic Safety and Licensing Board Panel 24pp 50364 021-50964 227 

-B9QB240136 Affidavit of TT Martin & PW Eselgroth * Discusses listed items.includmg 
observations of NRC personnel in plant control room during natural circulation tost on 
890622 & NRC Augmented Insp Team findings Supporting into end 
MARTIN,! T Office ol the General Counset (Post 860701) ESELGROTH.PW Region 
1, Ole of the Director 89/08/16 150pp 509 64 057 50964 227 

B90B210212 Suppl 1 to Generic Itr 89 07 to all operating plants, applicants for OLs & 
holders ol CPs re power roactor safeguards contingency planning tor surface vehicle 
bombs Svc list oncl 

PARTLOW.JG Associate Direclor for Proiects (Post 3704 tl) B9/0B/21 Consotidat 
ed Edison Co of New York, Inc 55pp 51036 001 51036 056 


G Adjudicatory correspondence 


8900070207 Advises that NRC Ofc ot General Counsel has never in past or in 
future.advised Board, Appeal Board or Commission to disregard mandatory procedural 
rules as matter ot convenience in order lo conserve resources 
SCINTO.J F Deputy General Counsel for Hearings, Enforcement & Administration 
(Post 890423) #389 3955 89/07/21 RQSENTHAL.A S , WILBER.H A , MQORE.T S 
Atomic Salely and Licensing Appeal Panel 6pp 50745 009-50745 014 

890B070074 Appplicant response to Appeal Board questions at oral argument * For- 
wards responses to questions re rale regulation In Slate of NH.per 890712 oral 
argument Into re "warranty run" also provided W/Certificato ot Svc 
DIGNAN.T G Public Service Co of New Hampshire DIGNAN.T G Ropes & Gray 
#309 8966 89/07/25 Atomic Safely and Licensing Appeal Panel 13pp 50745116 
50745 128 

890B07Q215 NRC Staff response to ASIAB memorandum & order of 090710* Board 
Decision LBP 89 1 7 should be deemed to hava disposed ot major segment of case & 
appealable per 10CFR2 762W/ Certificate ol Svc 

BERRY, G A Assistant General Counsel for Hearings & Enforcement #389 8956 B9/ 
07/25 Atomic Safely and Licensing Appeal Panel 14pp 50744 353-50745 008 

8000070252 Commonwealth ot MA ally general views re appealability ol LBP-89 17 * 
Endorses Stall discussion ol appealability of siren issuoa In light of Appeal Board de 
clslon in ALA8 694 Certificate ol Svc enc) 

JONAS, S A Massachusetts, Commonwealth of #339 B97t 89/07/26 Atomic Saloty 
and Licensing Appeal Panel 6pp 50744 339-50744 344 

8908070261 Applicant response to Appeal Board Inquiry * Forwards notice ol Northeast 
Utils Svc Co first amended plan ol reorganization 8 Pages 11-12 ol plan which set 
foifh regulatory approvals W/Cartifrcale of Svc 

DIGNAN.T.G Public Servlco Co of New Hampshire DIGNAN.T G Ropes & Gray 
#389 0975 89/07/28 Atomic Safely and Licensing Appeal Panel !3pp 50744'322- 
50744 334 

8908070110 Memorandum & order* Dismisses Commonwealth of MA ally general 
appeal from Board 090623 memorandum & ordor on basis that Board 890623 issu- 
ance not now appealable W/Corlificate of Svc Served on 890801 
TOMPKINS, B A Atomic Safety and Licensing Appeal Panel #389 8978 89/08/01 
Massachusetts, Commonwealth ot Spp 50745 044 50745048 

BB081 10197 Seabrook OL caseolfstle emergency planning Issues' Advises that 
NECNP does not Intend to file proposod findings & conclusions of law re 8PMC or 
offslle emergency plannnlng exercise 

CURRAN.D New England Coalition on Nuclear Pollution CURRAN.D Harmon, Curran 
& Tousley #380 8995 09/00/02 SM1TH.IW, HARBOUR, J , LINENBERGER.G 
Atomic Safely and Licensing Board Panel Ip 60833 320 50033 320, 

B0OB1102I7 Seabrook emergency planning appeal • Clarifies understanding re history of 
contentions on recopllon cits & Board rulings on lltigabllity of size ol EPZ population 
attending recoptlon.per 890727 oral argument, Supporting info and 
CURRAN.D. Now England Coalition on Nuclear Pollution CURRAN.D Harmon, Curran 
& Tousley, #389 og 9 6 Q9/00/02 BOLLWERK.J.P., ROSENTHAL, AS, WILBER.H A 
Atomic Salely and Licensing Appeal Panel 20pp 50833 297 50833 316 

8908110142 ALAB * Advises that lima for Commission to review ALAB 917 
expired Commission declined review Decision became final agency action on 
0D0726W/Certilicaleof Svc Served on 890804. 

CHtlK.S J Office ol the Secretary of Ihe Commission #369 8993 B9/08/03 Atomic 
Safoty and Licensing Board Panel Spp 5D633'349 50B33 353. 

89D8110139 Order * Extends tima wilhln which Commission may review Decision ALAB- 
918 to 80OB18W/CQrlillcalo ot Svo, Served on 890804 

CHILK.S J Office of Iho Secretary of the Commission #309 8897 59/08/04 Com- 
missioners 4pp 60833 354-50533 357 

B90B11014B Memorandum & order (ruling on Commonwealth of MA atty general motion 
lo accept exhibit),' Dantes motion to accept exhibit re flconslng of outol-state 
ambulances Certificate of Svc end Served on 890808 

SMITH.I.W Atomic Safety and Licensing Board Panel #369 9009, B9/08/07 Massa 
chusolts, Commonwealth of. 17pp 50833,330 50333,346, 

800816004B Applicant answer to Intervenors motion lo admit contention, or.ln 
alternative, to reopon record & request lor hearing * Motion should be denied on basis 
that Intervonors not entitled to hearing as mailer of rlght.W/Certilicato of Svo, 
DIGNAN.T G, Public Service Co of Now Hampshire DIGNAN.T G Ropes & Gray 
#389 9023. 89/08/07, Atomic Safely and Licensing Board Panel. lOOpp 60880 242- 
50881023 

89O81B009B NRC Staff request for extension of time to respond fo Intervenors motion 
lo reopen record & admit late-filed contention ' Requests extension of 8 days until 
890818 to file response lo Intervenors motion W/Ceilificate ol Svc 
8ERRY.GA Assistant General Counsel for Hearings & Enforcement #389 9016 B9/ 
03/08, Atomic Safety and Licensing Board Panel 6pp 50881.040-50881,046 
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“ sh wsrsar « wrars 

SS3SSSR B60701’ #3B9 90,9 89/08/06 Atomic Safety 
and Licensing Board Panel 5pp 50881 076 50081 080 

SSI'“K 0° R^|NT™.AS WILBER.HA AM. 

Safety and Licensing Appeal Panel 21 PP 50B99 264 50899 264 

8908I700S5 Seacoast Ant, Pollution League proposed findings of tael, rulings of law & 
conclusions w/respeci to SPMC a graded exerc ' s ® „ A " S n ackus Mever . Solo . 
BACKUS, R A Seacoast Ann Pollution LeameJMMJS.n A Backus, Meyer 5 soo 
mon #383 9038 89/09/11 71pp 50099 294 50900 C04 

8908170157 Applicant app'ication lor exemption from requirement of »0CFR50.App 
£ Section IV FI, for conduct of exercise of licensee onsite emergency plans within 1 

SSaNtTpSc SKS' 5 Co° L o‘f New Hampsh-re DIGNAN T G Ropes S Gray 

#389 9030 B9/0B/1 1 Commissioners 17pp 50899 181 50899 218 

„»nnR t7ni77 Affidavit of EA Brown’ Describes manner in which onsile plan a emer- 
gen" ^feVponse orgL°L.,on demonstra.ed as adequate & fully saf.sfactory w/rospecl 
to meeting NRC regu'ations Related info end W/Certificate ofSve ... 

BROWN E A Pub'ic Semce Co of New Hampshire BROWN. E A Yankee Atomic 
Electric Co 89/08/10 21pp 50899 198 50899 216 

6908170002 Commonwealth of MA Ally General JM Shannon proposed findings of 
fact rulings of law & conclusions re SPMC & exercise contentions W/Certificate of 

FIERCE A R Massachusetts, Commonweallh of #389 9050 89/08/14 550pp 
50097 197-50899 073 

8908170132 Town of Newbury proposed findings ol fact re SPMC ’ Certificate of Svc 

HILL-WHILTONR Newbury. MA HILL-WHILTON.R Lagoulis, Hill Whilton & Rotondi 
(formerly Lagoulis, Clark, HillWhillon & McGui #389 9044 69/OB/M 27pp 
50899 237-50B99 263 


8908170138 Town ol West Newbury proposed findings & conclusions re SPMC ' Certili 
mIzNERJH 6 Weal Newbury, MA #389 9043 89/08/14 tOpp 50099 219 50699 236 

8908240062 Notice ol withdrawal * Informs that efieclive 8908 10, author withdraws ap 

B earance in proceeding W/CerWicate of Svc 

ERRYGA Assistant General Counsel lor Hearings & Enforcemanl #389 9058 89/ 
08/16 4pp 50964 235 50964 238 


8906290067 Expresses appreciation for opportunity to address ACRS subcomrm’ej t" 
facility al 890017 meeting Believes ACRS failure to provide licensee w/|imeV rates a 
subi meeting unfair Related correspondence 

CURRAN, D New England Coalilion on Nuclear Pollution CURRAN.D Harmon, C-t-l- 
8 Tousley #389 9076 89/08/21 ACRS - Advisory Committee on Reactor Si~ 
guards 2pp 5 1008 168 51006 169 

890B290123 Response of ally general of Commonweallh of MA to applicant app'cr.v 
for exemption from requirement of l0CFR50,App E, Section iV F 1 • Application s as- 
sault on public heallh & safety & should be denied 

SHANNON.JM, JONAS JS A Massachusetts, Commonweallh ol #389 907* 63 
08/21 Commissioners 23pp 51008 215-51009 069 

-•8908290154 Intervener motion to admit contenlion.or.m alternative, to reopen reco'S 8 
request lor hearing * Urges lhat further low power testing remain suspended 4 tj 
power OL not be issued pending full evidentiary hearing re 090622 event 
SHANNON.JM, TRAFICONTE.J Massachusetts, Commonweallh ol eS/OT/is 
Atomic Saloly and Licensing Board Panel 18Bpp 51006 236-51009067 

-8908290162 Joint affidavit of GC Minor & SC Sholly re applicant lOCFRSOA;? 
E, Section IV F t .exemption request to defer conduct of exercise ol onsite emFje'-cy 
plan for Seabrook Station 1 

MINOR.G C . SHOLLY.SC Massachusetts, Commonweallh of MINOR, GC. ><9-3 
Technical Associales 89/06/21 9pp 51009 068 51009 076 

-8908290170 Affidavit of SM Pollard ’ Supports view lhat operation ol plant rot p 
public interest & not justified by New England eleclncily needs, per util application ** 
exemption from 10CFR50,App E, Section IV F 1 Certificate ol Svcencl 
POLLARD, SM Massachusetts, Commonweallh of 89/08/21 13pp 51009 0* T 
51009 089 

6908300047 Response & objeclion lo applicant application lor oxemplion from reqw* 
ment ot tOCFR50,App E.Soclion IV F 1 * Commission should decline to rule on appt- 
cation or, in alternative, deny requested exemption Related info end 
BACKUS, R A Soacoasl Anti-Pollution League BACKUS, R A Backus. Meyer 4 &*> 
mon #389 9088 89/08/21 Commissioners 10pp 51021 207-51021 296 

6908290083 Order * Order confirming ALAB 920 decision re Commonweallh of MA 
molion for waiver ol certain portions of Commission rules concerning establishment ct 
financial qualifications W/Certiticato of Svc Served on 890822 
CHILK.S J Office of the Secretary ol the Commission #369 9077 89/08/22 Com- 
missioners 6pp 51008,170 51008 175 

8908280139 Advises that lime for Commission to review Decision ALAB-S'i 
expired Commission declined review Decision became final agency acbon on 
890818 W/Certificale of Svc Sarvod on 890823 

CHILK.S J Office ol Iho Secretary of the Commission #389 9083 69/08/23 Atone 
Safely and Licensing Appeal Panel 4pp 51008 209 51008 212 


6908290024 Advises lhat Commonwealth of MA ally general ole & NECNP will file re 
sponse by 890818 to applicant application tor exemption from 10CFR50,App 
Ejection IV F 1 for licensee onsite emergency plan exercise prior lo issuance ol li- 
cense 

BROCK, MT Massachusetfs, Commonweallh of #389 9070 89/08/16 CHILKS.SJ 
Office of (he Secretary of the Commission tp 51008 101-51000 101 

8908240149 Requests that Curran.counsel lor NECNP, further arguments in 890802 llr 
be rejected as unauthorized extension of remarks made at 881230 oral argument on 
reception ctr contentions 

TURK.SE Assistant General Counsel for Hearings & Enforcement #369 9062 89/ 
08/17 BOLLWERK.G P . WILBER, H A . ROSENTHAL, A S. Atomic Safety and Licens- 
ing Appeal Panel 2pp 50964 254 50964 255 

8908240091 NRC Staff response lo Intervenors motion (o admit contention or in 
alternatives reopen record & request for hearing * Intervenors 890821 motion should 
be denied due to contention not involving fundamental flaw W/Certilica!e ol Svc 
REIS.EJ Assistant General Counsel (or Hearings 8 Enforcement #389 9069 89/08/ 
16 Alomic Safety and Licensing Board Panel 24pp 50964 021-50964 227 

- 8908240108 Affidavit of JG Parllow & V Nerses * Oiscusses whether AS LB should 
reopen record to admit Intervenors late filed contention re applicant operator training 
8 low power testing program 

PARTLOW.JG. NERSES.V Office of the General Counsel (Post 860701) 
PARTLOW.JG Associate Director (or Projects (Post 870411) 89/08/18 12pp 
50964 045-50964 056 


-8908240136 Affidavit ol TT Marlin & PW Esetgrolh ' Discusses listed llems.lncludmg 
observations ol NRC personnel in plant control room during natural circulation test on 
890622 & NRC Augmented Insp Team findings Supporting Info end 
MARTIN.TT, ESELGROTH.P W. Office of the General Counsel (Post 860701). 
MARTIN, TT Region 1, Ofc ol Ihe Director 89/08/16 1 50pp 50964 057-50964'227 

8908290136 Advises that Commonwealth ol MA Ally General Ofc objects to Illegal & 
Inadequate notice provided re ACRS Subcommittee mealing on 690817 concerning 
emergency plans for facility Related correspondence 

BROCK, M Massachusetts, Commonwealth of #369 9079 89/08/10 REMICK.F J 
ACRS - Advisory Committee on Reaclor Safeguards 2pp £1008 213 51008 214 


8908290043 Decision 'Notices of appeal from Commonweallh ol MA & Seacoast Ant 
Pollution League re ASLB 890308 decision denied & ASLB denial in LBP 89-10 NR' 
^ fiJ!EK?. ,e, 5! d ls a ' rif . med W/Certificale of Svc Served on 690621 
34pp 51008 U9 51008 152 6ty UCWS * 1g Appea1 Panel # 389 9073 00/06/2 


8908310060 ACRS meetmg/Soabrook Nuclear Power Plant * Advises that Seacoast 
Anil-Pollution League loins in Commonwoalth of MA atty general 090818 lb & re- 
quests reopened ACRS Subcommitee meeting w/opportumty lo bo heard Related cor 
respondence 

BACKUS, R A Seacoast Anti Pollution League BACKUS, R A Backus Meyer 4 SoA> 
mon #389 9099 09/00/23 REMICK.F J ACRS • Advisory Committee on React* 
Safeguards ip 51030 169-51030 169 

8908310079 Clarifies ambiguity In Commonweallh of MA ally goneral JM Shannon pr> 
posed findings of facl.ruTings of law & conclusions re Seabrook plan for MassacT^ 
setls communities & exercise contentions 

TRAFICONTE.J Massachusetfs, Commonwealth ol #309 0100. 69/03/21 
SMITH.I W , COLE.R F . MCCOLLOM.K A Atomic Safely and Licensing Board Pa.net 
Ip 51030 160-51030 168 

6908300094 Forwards proposed findings of fact a conclusions of law re Seabrook pte- 1 
for Commonweallh ol MA communities a exercise conlenllons Further 6el of pro- 
posed findings in response lo intervenors tilings will be submlHedon 890331 
TURK.SE. Assistant General Counsel lor Hearings a Enlorcomenl #389 9095 S3 1 
08/24 SMITH.I W , MCCOLLOM.K A , COLE.R F. Atomic Safoty and Llconsing Board 
Panel Ip 51022 345-51023 237 

-8908300124 NRC Stall proposed findings ol lacl & conclusions ol taw to Seabroo* 
plan lor Commonwealth ol MA communities a exercise contentions * State ol NH ra- 
diological amargency response plan ruled adequate a Implemenlablo Certificate c4 
Svc end 

TURKS E , CHAN.E I , BACHMANN.R G Assistant Genoral Counsel for Hearing* 4 
Enforcement 09/00/24, 252pp. 51022 346-51023 237 

8908310021 NRC Stall response fo applicant application lor exemption from 
10CFR50.Secbon IV F t (onsite exercise 1 yr before full power licenser) ‘ Commissoi 
should find lhat request fails to satisfy either 10CFR2 758 or I0CFR50 12 criterion 
YOUNG, M A Assislanl General Counsel lor Hearings a Enforcement #389 9096. tH 
08/28 Commissioners 20pp 51030 206-51030.236 

—8908310031 Affidavit ol FJ Congel, addressing applicant request lor exemption from 
10CFR50,App E.Section IV F 1 ■ Recommends that application be domed.smco ade- 
quacy ol onsite emergency preparedness not confirmed W/Ceillficalo ol Svc 
CONGEL, F,J, Office of Ihe General Counsel (Post 860701) CONGEL, F J Dms«Xi of 
Radiation Protection a Emergency Preparedness (Post 870411) 89/00/20 10pp. 
51030 227-51030 236 


op P° slton to applicant request for exemption from requirement t 
pan , wilhm V r P r,or <° issuance of OL or I 
c i te S 3 ? n a PP |lc ant application ■ W/svc list. 

A T«X D #w «S$ a 2i^°rS n Nuclear Po,lullon CURRAN ,D Harmon, Curra 
& Tousley #389 9075 89/08/21 Commissioners, iSpp 51008 153-51008 167. 

•"£2!??, 090011 to & encl Team Insp Rept 50 443/89-81 0 

Bf- A,om “ s " 9l » “« L 


8908310133 Forwards NRC Stall proposed findings of fact a conclusions of law w 're- 
spect lo SPMC a exercise contentions in disk form W/o encl 
CHAN.E Asslslenl General Counsel for Hearings a Enforcement #383 6105 89/00' 
28 SMITH, I.W, MCCOLLOM.K.A , COLE.R F Atomic Safely and Licensing Boari 
Panel Ip 51 030' 143-51 030' 143 

8908310185 Intervenors motion lor leave to add bases lo tow power testing content** 
filed on 890721 a lo admit further contentions arising from low power testing events 
or.in alternative, to reopen record a second request for hearing.’ 

SHANNON.JM Massachusetts, Commonweallh of, #389 9106 89/06/20 Alorrt 
Safety and Licensing Board Panel 100pp. 51030 001-51030 142 
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-09083(0199 Supplemental |oint aflidavil of GC Minor & SC Shelly re events of 090622 
during low power testing at Seabrook Unit 1 * Concludes that multiplo violations of 
IOCFR50,Apn B identified Related info end W/Certificate ol Svc 
WINCH, GC , SHOLLY.SC MHB Technical Associates 89/08/28 3tpp 51030 ill 
51030 142 

8908310028 Forwards statement of prof qualifications ol FJ Congel inadvertently omit 
led from affidavit accompanying Slaif response to applicant application lor exemption 
from t0CFR50 Section IV F t.for insertion into subj filing 

YOUNG, M A Assistant General Counsel for Hearings & Enforcement #399 9102 89/ 
98/29 CHILK.SJ Office of the Secretary ol the Commission 2pp 51030 166- 
SI 030 167 


H, General correspondence 

8908090273 Comments on draft reg guide, "Assuring Availability of Funds lor Docom 
missioning Nuclear Reactors" NRC should permit uso of potential lax refund as 
source of decommissioning funds 

EDWARDS, DW Yankee Atomic Electric Co 89/08/02 Regulatory Publications 
Branch 6pp S0877 207 50877 212 

69082(0010 Comments on drart reg guide, Task f)G t003. "Assuring Availability of funds 
for Decommissioning Nuclear Reactors” Funding schedules should continue to be 
developed by utils Recommonds that App B 3 1 bo revised to read as slated 
FEIGENBAUM.TC Public Service Co ol Now Hampshiro 89/00/07 Regulatory Pub 
hcations Branch 3pp 50945 323 50945 325 


I Financial Information 

8908070074 Appplicant response to Appeal Board questions at oral argument * For 
wards responses to questions re rate regulation in State of NH.per 890712 oral 
argumenllnlo re "warranty run" also provided W/Cerlilicate ol Svc 
□IGNAN.TG Public Service Co of Now Hampshire DIQNAN.T G Ropos & Gray 
#389 8966 09/07/25 Alomic Safely and Licensing Appeal Panel 13pp 50745 116- 
50745 128 

8908070251 Applicant response to Appeal Board inquiry * Forwards notice ol Northeast 
Uhls Svc Co lust amended plan ot reorganization & Pages 11-12 of plan which sot 
forth regulatory approvals W/Corhficato oT Svc 

DIG NAN, T G Public Service Co of New Hampshiro. DIGNAN.T G Ropes & Gray 
#3B9 6975 89/07/28 Atomic Safety and Licensing Appeal Panol 13pp 60744 322- 
50744 334 


f Operating license stage document & correspondence 

6908230157 FOIA request for rocords on 090623 tolcon botwoen EA Brown & TT 
Martin re Confirmatory Action Ltr CAL GO-1 1 

M0KHZYCK1.M Associated Press 09/07/11 Office of Ad minis Irat ion (Post 090205) 
2pp 50984 322-50984 325 

8907 18021 1 Generic Ur 89 13 to all holders of OLs or CPs lor nuclaar power planls ro 
svc water sys problems allowing saloly related oquipmonl Svc list end 
PARTLOW.JG Associate Director lor Pro|cc1s (Post 07041 1) 89/07/18 Consolidat- 
ed Edison Co Of Now York, Inc 53pp 50735 001-50735 054 

8907310398 Informs lhal no restrictive clausos oxist to Inhibit employees, or lormer 
employees, from providing Info ro potontlal safely issuos lo NRC.in response to V 
Stella 890427 Hr 

FEIGENOAUM.TC Public Service Co of Now Hampshire 89/07/21 NERSES, V 
Protect Directorate I 3 Ip 50724 158 50724 156 

8907310209 Responds lo Generic Ur 80 0B, "Eroslon/Corrosion Induced Pipo Wall 
Thinning" Data collected during Initial exam Idonlifled no measurable reduction In 
pipo wail llncknoss Elfecls o! two phase How In carbon steel will bo rovlowed 
FEIGENBAUM.T C Public Service Co, ol New Hampshiro 09/07/24 Documeni Con 
trot Branch (Oocumont Control Dosk) 2pp 50738 043 50730 044 

8908280139 Partial response to FOIA request lor documents App 06 E documonls 
available in PDR App E documonls end 

GRIMSLEY.D H Division ol Freedom ol Information & Publications Services (Post 
890205) 89/08/16 WILLIAMS, OG JRA Associatos 8pp 50991 115 50091 170 

••8908250194 Provides update to original Region I assessment & recommendation lor 
issuanco ol low power OL for plant Advises that Region I continues lo rocommond 
low power OL issuanco lor plant w/special note ol items listed 
RUSSEU.WT Region l, Ole olthe Director 88/11/22 MURLEY.T.E Of lico ol Nu- 
clear Reacior Regulation. Director (Post 870411) 2pp 50992 056 50992 057 

■ 8908250197 "Initial OL Review Ropl.SuppI 1 lor Soabrook Stalion Unil 1." 

’ Region l, Ole o! the Director 66/ 1 1 / 22 35pp 50092 058 50092 092 

••1908250207 Oiscussos leant Insp at plant lo review liconseo assessment of roadmoss 
to achieve initial criticality & to complole low power testing Licensee conclusions re 
facility overall readiness lo conducl power operation conlirmod 
BEALL, JE Region l, Ole ol the Director 88/11/17 WIGGINS JT Project Directorate 
13 3pp 50992093 50992 095 

B908250210 Provides update ol 881122 low powor license rocommendation tor 
planl.reporling closure of technical issue associated w/ Agastat 7000 senes 
relays Advisos ol plant readiness lo conduct initial criticality & low power testing oper- 
ations 

RUSSELL.WT Region 1, Ole ol Ihe Director 89/05/03 MURLEY.TE Ollico ol Nu 
dear Reactor Regulation, Director (Post 870411) 4pp 50992 096-50992 099 

8908230166 Final response to FOIA request Partially withheld App A document re Con 
firmaloiy Action Ur B9-1 1 end & available in PDR (rol FOIA Exemption 5) 

PHILIPS.J Division of Freedom ol Information & Publications Services (Posl 890205) 
89/08/17 MOKRZYCKI M Associated Press 3pp 50984 326-50984 329 

--8908230177 Record ol telcon on 890623 ro actions to bo tnkon prior lo 
sUtlup.including documented posl tup rovlew ol 890622 reacior tup, identification ol 
short Icrm & long term corrective actions & review w/NRC 
' Region t, Ofcol the Director 89/06/23, Ip, 50984 329 50984 320 


6908310185 Inlervenors motion lor leave to add bases to low power testing contention 
filed on 890721 & to admit further contentions arising from tow power testing events 
or.m alternative.to reopen record 8 second request for hearing * 

SHANNON.J M Massachusetts, Commonwealth ol #389 9106 89/08/20 Atomic 
Safety and Licensing Board Panel IQOpp 51030001-51030 142 


O- Inspection reports, IE Bulletins & correspondence 


8908070005 FOIA request for final open item transmittal llrs per NRC Insp Procedure 
94300B for listed planls 

WllLIAMS.OG JRA Associatos 09/05/17 GRIMSLEY.DH NRC - No Detailed Alfili 
ation Given 2pp 50809 279 50809 280 

8907200019 NRC Info Notice 09 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list oncl. 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co ot New York. Inc 106pp 50711 333-50712078 

89QB070239 Forwards Saloly Insp Ropt 50 443/89-06 on 890527 0630 Ack receipt ot 
890626 Hr Informing NRC ol slops taken to correct violations noted in Insp Ropt 50 
443/89 03 

JOHNSON.J R Region t. Ole ot the Director 89/07/28 BROWN, E A Public Service 
Co ol Now Hampshire 6pp 50825 210 50825 215 

--B908070247 Insp Rapl 50 443/89 06 on 890527 0630 No deficiencies found in oper- 
ation ol central alarm station Ma]er areas inspected plant 
operation, security, operational safety & maml 8 surveillance 

HAVERKAMP.DR Region 1, Ofc ol the Director 89/07/27 I2pp 50B25 216- 
50827 227 

8907270121 Suppl 1 lo NRC Bulletin 88 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSt.CE Division of Operational Evenls Assessment (Posl 870411) 69/08/03 
Consolidated Edison Co ol New York, Inc 108pp 50904 148-50904 253 

0907280169 NRC into Notice 09 050, "Disablement ol Turblno-Dnvcn Auxiliary Feed 
waloz Pump Due to Closure of Ono ol Parallel Steam Supply Valves" Svc list end 
ROSSI.C E Division ol Operational Events Assessment (Posl 8704 11) 89/08/03 
Consolidated Edison Co ol Now Yoik, Inc 106pp 50000 005 50900 1 to 

8908 150003 Nohlicalion ol 090823 SALP Board/Significanl Meollng 89 122 in King ol 
Prussia, PA 

HAVERKAMP.DR Region 1, Ofc ol Ihe Director 89/08/03 Region 1, Ole ol the Di- 
rector 2pp 50917 122 50917 123 

8909(00281 Forwards SALP input for facility SALP period ol Juno 1987 June 1989 W/ 
o oncl 

ESELGROTH.PW Region 1, Ofc ol the Director 89/00/03 HAVERKAMP.DR 
Region 1, Olcol Ihe Dirodor ip 50968091-50968 001 

8908160405 Final response to FOIA request tor documents Forwards App A documonls 
also available in PDR 

GRIMSLEY.DH Division ol Freedom ol Information S Publications Services (Posl 
890205) 89/08/11 MOKRZYCKI.M Associated Press 2pp 50923 118 50923 130 

--B908 160014 Package oi handwritten notes from Seabrook rosidont NRC inspector 
DUDLEY, N Region 1, Ole of the Director 89/07/25 tlpp 50923 120 50923 130 

0908210262 Forwards updated response to NRC Bullolm 00 010, "Nonconforming 
Moldod-Caso Circuit Breakers" All nontmceable molded case circuit breakers sogre 
gated & oxlornolly inspected Tor signs ol relurbishmcnl 

ORAWBRIDGE.B L Public Service Co ol Now Hampshire 69/08/11 Document Con 
Irol 8ranch (Documeni Control Dosk) 9pp 50976 1 12-50976 120 

8908230185 Forwards Team Saloly Insp Ropt 50 443/89-Ot on 690612-23 No viola- 
tions or unrosotvod items noted 

BOGER.B A Region I, Ole ol (ho Director 09/08/11 BROWN, E A Public Servico 
Co ol Now Hampshiro 2pp 51008062 51008073 

-8908230193 Team Insp Ropt 50 443/89-81 on 890612 23 No violations noted Ma|or 
areas inspected licensee implementation ol low powor startup lest program, Including 
witnessing precniical preparations .approach to criticality & startup testing 
TRAPP.J , EAPEN.PK Region 1, Ole ol Ihe Director 89/00/06 lOpp 51000004 
51008 073 

8908100126 NRC Into Nohce 89-059. "Suppliers of Polonlially Misrepresented Fasten 
ers " Svc list encl 

ROSSI.C E Division ot Operational Events Assessment (Posl 870411) 09/08/16 
Consolidated Edison Co of New York. Inc 106pp 50992 315 50993 060 

8908140085 NRC Into Notice 89 000, "Malnl ol Tolqiheiapy Units " Svc list encl 
CUNNINGHAM, R E Division of Industrial & Modical Nucloar Safely (Posl 870729) 
89/08/18 Consolidated Edison Co of New York, Inc 107pp 50993 061 50993 160 

890B240091 NRC Stall response to Inlervenors motion lo admit contention or in 
alternative.lo reopen record & request lor hearing, 1 Inlervenors 690621 motion should 
be denied duo lo conlention not Involving fundamental flaw W/Cerlihcate ol Svc 
REIS.E J Assistant General Counsel for Hearings 8 Enforcement #389 9069 89/00/ 
10 Alomic Safety and Licensing Board Panel 24pp 509G4 021 50064 227 

-8909240136 Affidavit of TT Martin & PW Esolgroth 1 Discusses listed items, including 
observations ol NRC personnel in plant control room during natural circulation test on 
890622 & NRC Augmented Insp Team findings Supporting info encl 
MARTIN.TT. ESELGROTH.PW Office ol Ihe General Counsel (Post 860701) 
MARTI N.TT Region 1. Ole ol tho Director 89/QB/16 150pp 50964 057 50964 227 

8908290123 Response ol ally general ol Commonwealth ol MA to applicant application 
tor exemption from requirement of t0CFR50,App E. Section IV F 1 1 Application is as 
saull on public health & salely & should bo denied 

SHANNON.J M, JONAS J S A Massachusetts, Commonwealth at #389 9074 89/ 
08/21 Commissioners 23pp 51008 215-51009 08g 
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8S06 160129 Supp' 2 to NRC Info Notice BB-048, "Licensee Rept ol Deloclive Refur- 
bished Valves ,r Svc list end 

ROSSI. CE Division ol Operational Events Assessment (Post 870411). 89708/22 
Consolidated Edison Co of New York, Inc lOOpp 50990 039-50990 137 


8908310185 Intervenors moiton lor leave to add bases to low power testing contention 
hied on 690721 & to admit further contentions arising from low power testing events 
or, in alternative, to reopan record 8 second request (or hearing * 

SHANNON, J M Massachu sells, Commonwealth ot 0389 9106 89/06/28 Atomic 
Safety and Licensing Board Panal lOOpp 51030 001-51030 142 


8908310185 Intervenors motion for leave to add bases to low power testing cor’tu 
tiled on 8907 21 8 to admit further contentions arising Irom low power teshr-ge,-- j 
or.irt alternative.to reopen record 8 second request for hearing ’ 

SHANNON, J M Massachusetts, Commonwealth ol 0389 9106 69/08/28 f - t 
Safety and Licensing Board Panel lOOpp 51030 001 51030 142 


DOCKET 50-444 SEABROOK NUCLEAR STATION, UNIT 2 
A Appllcatlon/conBtruction stage documents 8 correspondence 


R. Periodic operating reports & related correspondence 

8908150059 Monthly operating rept for Jul 1989 (or Seabrook Unit 1 W/890809 llr 
NARDONE.P, FEIGENBAUMT C Public Service Co ol New Hampshire 89/07/31 
6pp 50917 073-50917 078 


S. Reportable occurrences. LERs 8 related correspondence 

8907310204 LER 89 008 00on 890622, manual reaclor trip occurred during natural cir- 
culation test Caused by feedback linkage becoming disconnected during 
test Corrective actions (or valves scheduled Comprehensive pretesting revised W/ 
890724 llr 

BEVERLY, C , FEIGENBAUM,TC Public Service Co of New Hampshire 89/07/24 
7pp 50709 322-50709 328 

8908290123 Response ol ally general ol Commonwealth ol MA to applicant application 
lor exemption Irom requirement ol 10CFR5O.App E, Section IV F 1 1 Application Is as- 
sault on public health 8 safety & should be denied 

SHANNON, J M Massachusetls, Commonwealth ol 7/389 9074 89/08/21 Commis- 
sioners 23 pp 51003 2t5 51009 089 

-8905290154 tntervenor molion to admit contention.or.in alternative, to reopen record 8 
request lor hearing * Urges that further tow power testing remain suspended 8 full 
power OL not be Issued pending lull evidentiary hearing re 890622 event 
SHAN NON, J M Massachusetls, Commonweailh ol 89/07/21 Atomic Safety and Li 
censing Board Panel 1B8pp 51 OOB 238 51009 067 


T. Hearing transcripts on non-anlltrust matters 


8908 020 171 Transcript ol ASLEJ 890727 oral argument in Bethesda.MO re offsite emer- 
gency planning Pp 1-206 Supporting into end 

• Atomic Salely and Licensing Board Panel 89/07/27 210pp 50760 299 50761 146 


890 82201 80 Transcript ol ACRS Subcommittee on Seabrook 890817 meeting In 
Bethosda.MD Pp 1 198 Related into end 

■ ACRS - Advisory Committee on Reactor Safeguards 89/08/17 280pp 50998.028- 
50998 307 


8907180211 Generic Ur 89 13 to all holders of OLs or CPs lor nuclear power pijran 
svc water sys problems affecting salely-related equipment Svc list end 
PARTLOW.J G Associate Director lor Projects (Post 8704 1 1 ) 89/07/18 Con-i-a- 
ed Edison Co ot New York, Inc 53pp 50735 001-50735 054 

8908310185 Intervenors motion (or leave to add bases to low power losing wv n 
liled on 890721 & to admit further contentions arising Irom low powet testing e,t-s 
or,in alternative, to reopen record & second request lor hearing * 

SHANNON, J M Massachusetts, Commonweailh ol. 0339 9100 89/08/28 toy* 
Safely and Licensing Board Panel lOOpp 51030001 51030 142 


F. Security, medical, emergency & fire protection plans 

8908030082 Discusses American Red Cross participation In olfsita ffarwg to 
plant FEMA Imds Commission ruling applicable to planl Requests to be Informed tfC 
fmcf Commission ruling acceptable to apply in review 

KRIMM.R W Federal Emergency Management Agency 88/09/26 CONG El, FJ bn 
sion ot Radiation Proleclion & Emergency Preparedness (Post 070411) tjj 
50793 001-50793.005 

8908110217 Seabrook emergency planning appeal * Clarifies undorslanduig re hi by 3 
contentions on roceptlon ctrs 8 Board rulings on litigability oJ size of EP2 pop/iix 
attending reception, per 890727 oral argumont Supporting Into oncl 
CURRAN, D New England Coalition on Nuclear Pollution 0369 6996 89/M3.'J 
BOLLWERKJP Atomic Salety and Licensing Appeal Panel 20pp 5083879’ 
50833 316 

8908150048 Applicant answer to Intervenors motion to admit contenticrt. co, 
alternative.to reopen record & request lor hoaring * Motion should ba domed on ttosi 
that Intervenors not entitled to hearing as matter ol right W/Certificate of Svc 
DIGNAN.T G Public Service Co ol Now Hampshire 0389 9023 69/OB/87 Atom 
Safety and Licensing Board Panel lOOpp 50880 242-508B1 023 

8908170129 Applicant response to NECNP llr ot 890802 on Soabrook emergency pa- 
nmg appeal, 50 443 OL.as applied to NECNP Contention HP-1 & Soaooast AntFtfi 
Hon League Contention 3 * Intervenors did not oiler finding ol inadequacy ol 
DIGNAlCrG Public Service Co. of New Hampshire #389 9044. 89/M.1! 
BOLLWERK.JP Atomic Salely and Licensing Appeal Panel 21pp 50S99» 
50899 284 


8908300137 Applicant molion to clarity & correct ollicial record * Board requested to 
clarity 8 correct Page 55 ol applicant rebuttal Testimony 9 (transcript ol 890329) 8 to 
admit into evidence as intended W/Cerlilicale ol Svc 

DIGNAN.T G Public Service Co ol New Hampshire DIGNAN.T G Ropes & Gray 
0389 9092 89/08/22 Atomic Salety and Licensing Board Panel 6pp 51021 249 
51021 '254 


l) Congre8slonBl/Execulive Correspondence 

8908070040 Responds to 890630 Itr urging Commission not to permit further low power 
operations at facility until tdenlilied procedural inadequacies thoroughly 
addressed Rept on 890622 trip at facility will be forwarded whan complete, 

CARR, KM Commissioners 69/07/31 MARKEY.EJ House of Rep 2pp 69930 346 
69930 359 


V. Operator Examinations 

8908070262 Lists changes in status ot licensed operator positions for J Kimball, G 
Kilby ,J Lavoie & E DeCosta 

FEIGENBAUMJ C Public Service Co ol Now Hampshire 89/08/01 Document Con 
trol Branch (Document Control Desk) 2pp 50822 355 50822 357 


8908170157 Applicant application lor exomption Irom requirement cl IOCFRS0A5 
E, Section IV F l.for conduct of exorcise ol liconsoo onsite emergency pljnswWii 
yr before Issuance ol lull power OL * 

DIGNAN.T G. Public Sorvlco Co ol Now Hampshire 0389 9030 09/08/11 Ceres 
sioners 17pp 50899 181-50899 210 


-8908170177 Allidavll ol EA Brown,* Describes manner in which bn&la plan « we 
gency response organization demonstrated as adequate & fully satisfactory w/revto 
lo meeting NRC regulations Related Info end W/Certiflcate ol Svc 
BROWN, E A Public Service Co ol New Hampshire 09/08/10 2lpp 508*917 
50899 218 


8908240091 NRC Stall response to Intervenors motion lo admit cortenbon er r 
alternative, lo reopen record & request lor hearing * Intervenors 890621 rrvobon sWJ 
be denied due to contention not Involving fundamental llaw W/Coitificatc ol Svc 
REIS.E J Assistant General Counsel lor Hoarmgs & Enforcement #389 9069 8W 
18 Atomic Salety and Licensing Board Panel 24pp 50964 021-50984 227 

-8908240136 Affidavit ol TT Marlin & PW Esetorolh." Discusses listed ttomjmctaej 
observations ol NRC personnel In planl control room during natural circuralon WMw 
890622 & NRC Augmented Insp Toam findings Supporting info end 
MARTIN, TT Office ol the General Counsel (Post 860701) 89/08/16 I50ffi 
50964 057 50964 227 


8908170503 Noiifies ol change in licensed operator slalus lor EV Madoi Licensee (fans 
ferred to position where license nol required 

FEIGENBAUM.T C Public Service Co ol New Hampshire 89/08/04 Document Con 
trol Branch (Document Control Desk) Ip 50954 333-50954 333 

B9DB240091 NRC Stall response to Intervenors motion to admit contention or in 
alternative, to reopen record & request lor hearing * Intervenors 890621 motion should 
bo denied due to contention not involving fundamental llaw W/Certilicate ot Svc 
REIS.EJ Assistant General Counsel lor Hearings 8 Enlorcement #389 9069 89/08/ 
10 Atomic Salely and Licensing Board Panel 24pp 50964 021-50964 227 

-8908240136 Alhdavit of TT Martin & PW Eseloroth * Oiscusses listed items, including 
observations of NRC personnel in plant control room during natural circulation test on 
890622 8 NRC Augmented Insp Team findings Supporting Info end 
MARTIN.TT Office ol the General Counsel (Posl 860701) 89/08/16 150pp 
50964 057 50964 227 

6908290123 Response of ally general ol Commonweailh ol MA to applicant application 
lor exemption Irom requirement ol lOCFRbO.App E, Seclion IV F 1 ’ Application is as- 
sault on public health & salely & should be denied 

SHANNONS M Massachusetts, Commonwealth ol #389 9074 89/08/21 Commis 
Sioners 23pp 51008 215 51009 089 


8908210212 Suppl 1 to Generic Ltr 89 07 to all operating plants, applicants fw OLil 
holders ol CPs re power reactor safeguards contingency planning for surface vEb.0 
bombs Svc list end 

PARTLOW.J G Associate Director (or Projects (Post 870411) 89/08/21 Conseta 
ed Edison Co ol New York, Inc 65pp 51036 001-51036 056 


G, Adjudicatory correspondence 

8908070207 Advises that NRC Ole ol General Counsel has no vet in past an 
luture.advised Board, Appeal Board or Commission to disregard mandatory procedrl 
rules as matter ol convenience in order to conserve resources 
SCINTO.J F Deputy General Counsel lor Hearings, Enforcement & AdfromsteW 
(Posl 890423) 0389 8955 09/07/21 ROSENTHAL, A S , WtlQER.H A . MOOflE.11 
Atomic Salely and Licensing Appeal Panel 6pp 50745 009-50745014. 

8908070074 Appplicant response lo Appeal Board queslions at oral argument" Fo 
wards responses lo questions re rale regulation in State ol NH.per 690T1? 
8rgumonl Into re "warranty run" also provided W/Cerlllicato ol Svc, 

DIGNAN.T.G Public Service Co, ol New Hampshire DIGNAN.T G Ropes 4 Cut 
0389 8966 89/07/25 Atomic Salety and Licensing Appeal Panel 1 3pp 50M5.11S 
50745 128 


■8908290154 Intervenor molion to admit contention, or.m alte/nalive.lo reopan record & 
request tor hearing * Urges that further low power tesling remain suspended & lull 
power Ol not be issued pending tell evidenliary hearing re 890622 event 
SHANNON JM Massachusetts, Commonweailh ol 89/07/21 Atomic Salely and Li- 
censing Board Panel 18Bpp 51006 23B-51009067 


8906070215 NRC Stall response to ASLAB memorandum & order or 894)710* BmI 
Decision LBP 89-17 should be deemed to have disposed of major segment ol cavl 
appealable per 10CFR2 762 W/ Certificate of Svc 

BERRY, G A. Assistant General Counsel tor Hearings & Enforcement ft 389 89:48)' 
07/25 Atomic Safety and Licensing Appeal Panel 14pp 50744 353-507-45 008 
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6908070252 Commonwealth ol MA ally general views re appealability of LBP 89 17* 
Endorses Stall discussion of appealability of siren issues in light of Appeal Board de 
cision in ALAB 89-1 Cortilicate of Svc end 

JONAS, SA Massachusetts, Commonweallh of 0389 8971 89/07/26 Atomic Safely 
and Licensing Appeal Panel 6pp 50744 339 50744 344 

6908070251 Applicant response lo Appeal 8oard inquiry ' Forwards nolice ol Norlheast 
Utils Svc Co first amended plan ol reorganization & Pages 11-12 of plan which sel 
forth regulatory approvals W/Cerlificale ol Svc 

DIGNAN.T G Public Service Co of New Hampshire DIGNAN.T G Ropes & Gray 
#389 8975 89/07/28 Atomic Salely and Licensing Appeal Panel I3pp 50744 322- 
50744 334 

89060701)8 Memorandum & order • Dismisses Commonwealth of MA ally general 
appeal from Board 890623 memorandum & order on basis that Board 890623 issu 
ance not now appealable W/Cerlilicale of Svc Served on 890801 
TOMPKINS.B A Atomic Safely and Licensing Appeal Panel 0389 0978 89/08/01 
Massachusells Commonweallh ol Spp 50745 044-50745 048 

6908110197 Seabrook OL caseoflsite emergency planning issues* Advises that 
NECNP does not intend lo file proposed findings & conclusions of law re SPMC or 
ollsito emergency plannning exercise 

CURRAN, D New England Coalition on Nuclear Polluiion CURRAN, D Harmon, Curran 
4 TouslGy 03B9 8995 89/08/02 SMITH, I W , HARBOUR, J . UNENBERGER.G 
Atomic Salely and Licensing Board Panel Ip 50833 320 50033 320 

838611021? Seabrook emergency planning appoal * Clanlies understanding re history ol 
contentions on reception clrs & Board rulings on litigabilily of size of EPZ population 
attending reception, per 890727 oral argument Supporting info end 
CURRAN,D New England Coalition on Nuclear Pollution CURRAN, D Harmon, Curran 
& Tousley 0389 8996 89/08/02 BOLLWERK.J P , ROSENTHAL, A S , WILBER, H A 
Atomic Safely and Licensing Appeal Panel 20pp 50033 297-50B33 316 

3908 1 tO 142 ALAS’ Advises that lime lor Commission to review ALAB 917 
expired Commission declined review Decision became final agency aclion on 
BS07S6 rtVCerlrJicale of Svc Served on 800804 

CHILK.S J Ol lice ol the Secretary ol the Commission 0389 0993 89/08/03 Atomic 
Safely and Licensing Board Panel 5pp 50033 349 50833 353 

8908110139 Order * Extends lime within which Commission may rovlow Oocision ALAB- 
918 to 890BI8 W/Certilicalo ol Svc Served on 090804 

CHILK.S J Otlice ol the Socrotary ol Iho Commission 0389 B997 89/08/04 Com 
missioners 4pp 50633 354 50033 357 

890Bt 10148 Memorandum 8 order (ruling on Commonwoallh ol MA ally general motion 
lo accept exhibit) * Denies motion to accopi exhibit re licensing al out-ol-staio 
ambulances Cerlilicato ol Svc end Servod on 890008 

SMITH) W Atomic Solely and Licensing Board Panol 0389 9009 09/08/07 Massa- 
chusetts, Commonweallh ol 17pp 50833 330 50033 346 

8908150048 Applicant answer lo Intorvonors motion to admit contention, or.in 
alternative)© reopen record & request for hearing * Motion should be denied on basis 
that Intorvonors riot entitled to hearing as matter ol right W/Cerlilicato ol Svc 
DIGNAN.T G Public Service Co ol New Hampshire DIGNAN.T G Ropos & Gray 
0389 9023 89/08/07 Atomic Salely and Licensing Board Panol 100pp 50000 242- 
50881 023 

89031 5009B NRC Stall request lor axtonsion ol timo to respond lo Intorvonors motion 
to reopen record & admit late tiled contention * Requests extension of 8 days until 
890818 to lilerosponse to Intorvonors motion W/ Cerlilicato ol Svc 
BERRY ,G A Assistant General Counsol for Honrings & Enforcement 0309 9016 89/ 
08/08 Alomlc Safely and Licensing Board Panel 6pp 50QB1 040 50881 045 

690B15013B NRC Staff request for extension of tlmo lo respond to Intorvonors motion 
to teopon record & admit late filed contention * W/Certilicale of Svc Served on 
B90B10 Granted lor ASLB on 000009 

* Ollice ol the General Counsel (Post 060701) 0389 9019 09/08/08 Atomic Saloly 
and Licensing Board Panol 5pp 50801 07G 508B1 000 

8908170129 Applicnnl response lo NECNP llr ol 090002 on Soabrook emergency plan 
rung appeal, 50 443QL,as applied to NECNP Contention HP-1 & Soacoasl Anti-Pollu 
tion League Contention 3 * Intervonors did not oiler finding ol Inadequacy ol plan 
DIGNAN.T G Public Servico Co ol Now Hampshire OiQNAN.T G Ropos & Gray 
0389 9040 89/08/10 BOLLWERK.J P , ROSENTHAL, A S . WILBER, H A Atomic 
Saloly and Licensing Appeal Panol 2lpp 50099 264-50899 204 

89D8 170085 Soacoast Antl-Pollullon Loaguo proposod findings ol lacl, rulings ol law & 
conclusions w/rospocl lo SPMC & graded exorcise * W/Svc lisl 
8ACKUS,RA Soacoast Anti-Pollution League BACKUS, R A Backus. Meyor & Solo 
mon 03B9 9O38 89/08/11 71pp 50099 294 50900 004 

6S0817D157 Applicant application lor exemption from requirement ol 10CFR50,App 
E.Seclion IV F 1 .lor conduct ol exorcise ol licensee onsito emorgency plans within 1 
yr before issuance of lull power OL,* 

DIGNAN.T G Public Servico Co ol New Hampshire DIGNAN.T G Ropes & Gray 
0389 9030 89/08/11 Commissioners 17pp 50899 1 8 1 -50099 2 1 0 

-8908178177 Alfidovil ol EA Brown * Desctibos manner In which onsite plan & emer- 
gency response organization demonstrated as adequate 8 fully satisfactory w/respoct 
to meeting NRC regulations Rotated Inlo oncl W/Cortilicala of Svc 
BROWN, E A Public Service Co ol Now Hampshire BROWN, E A Yankee Atomic 
Electric Co G9/0B/10 21pp 50899 198 50899 210 

6908 170002 Commonwoallh of MA Ally General JM Shannon proposed findings ol 
lacl/ulmgs ol law & conclusions re SPMC & exercise contentions * W/Cerlilicato ol 
Svc 

FIERCE, A R Massachusetts, Commonweallh ol 0389 9050 89/00/14 550pp 
5D697 197-50899 073 

8908179132 Town ol Newbury proposed findings ol fact ro SPMC * Certificate ol Svc 
end 

HILL-WHILTON.R Newbury, MA HILL-WHILTON.R Lagoulis, Hill-Whlllon & Rotondl 
(formerly Lagoulis, Clark, Hill Whilton & McGul 0309 9044 00/08/14. 27pp 
50699 237 50099 263 

8908170138 Town ol West Newbury proposed findings & conclusions re SPMC ' Cerlifi- 
cale of Svc end 

MIZNER.JH Wesl Newbury, MA 0309 9043,89/08/14 18pp 50899'2 19 50899 236 


8908240062 Notice ol withdrawal * Inlorms that effective B900l8,author withdraws ap 
pearance in proceeding W/Certilic ate ol Svc 

BERRY.G A Assistant General Counsel lor Hearings & Enforcement #389 9058 89/ 
08/16 4pp 50964 235-50964 238 

8908290024 Advises lhal Commonwealth ol MA ally general ole & NECNP will file re 
sponse by 090818 lo applicant application for exemption Irom 10CFR50,App 
E, Section IV F 1 lor licensee onsite emorgency plan exercise prior lo issuance ol li 
cense 

BROGK.MT Massachusells, Commonwealth of #309 9070 89/08/16 CHILKS.SJ 
Olficeol lha Secretary ol iho Commission ip 51008 IOI 51008 101 

B9D8240149 Requests that Curran, counsel for NECNP further arguments in 890802 (Ir 
be rejected as unauthorized extension ol remarks made at 881230 oral argumenl on 
reception clr contentions 

TURK.S E Assislanl General Counsel lor Hearings & Enlorcemenl 0389 9062 89/ 
08/17 BOLLWERK.G P , WILBER, H A , ROSENTHAL, A S Alomic Safely and Licens 
ing Appeal Panol 2pp 50964 254-50964 255 

8908240091 NHC Stall response lo Inlervenors motion lo admit contention or in 
alter native, lo reopen record & request lor hearing * Inlervenors 890621 motion should 
bo denied due lo contention not involving fundamental flaw W/Certificale of Svc 
REIS.EJ Assislanl General Counsel lor Hearings & Enforcement 03B9 9Q69 89/08/ 
16 Alomic Safely and Licensing Board Panel 24pp 50964 021 50964 227 

"8908240108 Affidavit of JG Parllow & V Nerses ’ Discusses whether ASLB should 
reopen record to admit Inlervenors late filed contention re applicant operator training 
8 low power testing program 

PARTLOW.JG, NERSES.V Office ol Ihe General Counsel (Post 860701) 
PARTLOW.JG Associate Director for Proiocls (Post 870411) 89/08/18 12pp 
50964 045 50964 056 

— 89DB240136 Affidavit ol TT Marlin & PW Eselgrolh 1 Discusses listed items, including 
observations of NRC personnel in plant control room during natural circulation lesl on 
890622 & NRC Augmented Insp Team findings Supporting info oncl 
MART1N.TT, ESELGROTH,PW Office of the General Counsel (Post 860701) 
MARTIN, TT Region t, Ole ol the Director 89/00/16 150pp 50964 057 50964 227 

B90B290136 Advisos lhal Commonwoallh ol MA Ally General Ole ob|ects lo illogal & 
inadequate nolice provided re ACRS Subcommittee meeting on 690SI7 concerning 
emergency plans lor facility Related correspondence 

BROCK, M Massachusetts, Commonwealth ol 0389 9079 89/08/18 REMICK.FJ 
ACRS • Advisory Commiltee on Roacior Safeguards 2pp 51008 213-51008 214 

8908290043 Decision * Notices of appeal Irom Commonweallh ol MA & Seacoast Anti 
Pollution League re ASLB 89030B decision demod & ASLB denial in LBP 89-10 NRC 
297 to reopen rocord is allirmod W/Corlilicato of Svc Served on 890821 
TOMPKINS.B A Atomic Safety and Licensing Appoal Panel 0389 9073 89/06/21 
34pp 51008 110 51008 152 

8908290053 NECNP opposition to applicant request lor exemption from requirement to 
exorcise onsite emergency plan within yr prior lo issuance ol OL or in 
alternative, request for hearing on applicant application * W/svc list. 

CURRAN, D Now England Coalition on Nuclear Pollution CURRAN, 0 Harmon, Curran 

5 Tousley #380 9075 99/08/21 Commissioners 15pp 51000 153 5100B 167 

0908290062 Forwards BA Boger 89001 1 Itr S end Team Insp Rep! 50 443/89 81 on 
890612-23 re Insp ol uiil lew power slaitup tost programmer 860626 llr informing 
Board ol event during 060622 natural circulation test 

REIS.EJ Reactor Licensing Branch 0389 9080 89/08/21 Atomic Safety and LI 
consmg Board Panol I3pp 51008 OBO-51000 ICO 

8908290067 Exprossos appreciation (or opportunity to address ACRS subcommittee on 
facility at 090817 meeting Boliovos ACRS failure to provide liconseo w/tlmely notice of 
subj meeting unlalr.Rolated correspondence 

CURRAN, D New England Coalition on Nucloor Pollution CURRAN, D Harmon. Curran 

6 Tousley 0369 9076 89/00/21 ACRS Advisory Commiltoo on Reactor Safe 
guards 2pp 51000 166 510O8'169 

8908290123 Response of ally general ol Commonwealth ol MA to applicant application 
for exemption from requirement ol 10CFR50,App E, Soclion IV F 1 * Application Is as- 
sault onbubtlc health A safety & should be denied 

SHANNON.J M , JONAS, J S A Massachusetts, Commonwealth o( 0389 9074 89/ 
08/21 Commissioners 23pp 51000 215 51009,089 

--890B290154 Inlervenor motion lo admit contention, or, in alternative, to reopen record & 
request lor hoarlng * Urges lhal further low power testing remain suspended & full 
power OL not be issued ponding lull evidentiary hearing re 890622 ovent 
SHANNON.J M, TRAFICONTE.J Massachusetts, Commonweallh ol 89/07/21 
Atomio Safety and Licensing Board Panel 168pp. 51008 238 51009 067 

-•8900290162 Joint affidavit ol GC Minor & SC Shelly re applicant 1QCFR50,App 
E.Seclion IV F.1, exemption requosl lo defer ■conducl ol exercise ol ensile emorgency 
plan for Seabrook Slalion,* 

MINOR.GC. SHQLLY.SC Massachusolts, Commonwoallh ol MINOR, G C MHB 
Technical Associates 89/08/21 9pp 51009 058-51009 076 

-8908290170 Affidavit ol SM Pollard ' Supports view that operation of plant nol in 
public Interest & nol justified by New England electnciW needs per util application for 
exemption Irom 10CFR50,App E.Seclion IV F t Certificate of Svc oncl 
POLLARD.SM Massachusetts. Commonweallh of 89/08/21. 13pp 51009 077- 
SI 009.080. 

890B300047 Response & ob|ecllon to applicant application lor exemption from require- 
ment of 1QCFR50,App E.Seclion IV.F 1 * Commission should decline to rule on appli- 
cation or, in alternalive.deny requested exemption Related into end 
BACKUS.R A Saacoast Anti-Pollution League BACKUS, R A Backus, Moyer & Solo- 
mon 0369 9068 09/08/21 Commissioners lOpp 51021 287-51021 206 

8908290083 Order* Order confirming ALAB 920 decision re Commonwealth ol MA 
motion (or waiver ol certain portions ol Commission rules concerning establishmanl of 
financial qualifications W/Certificate ol Svc Served on 890822 
CHILK.S J. Ollice of Ihe Secretary of the Commission 0389 9077 89/08/22 Com 
missioners 6pp 51008 170-51008 175 
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8908290119 Advises that lime lor Commission lo review Decision ALAB91B 
expired Commission declined review Decision became final agency action on 
890018 W/Certihcata of Svc Served on 690823 

CHILK.S J Olfice of the Secrelary of the Commission #309 9063 89/08/23 Atomic 
Safely and Licensing Appeal Panel 4pp 51008 209-51008 212 

B9003100BO ACRS meeimg/Seabrook Nuclear Power Plant ' Advises that Seacoast 
Anti-Pollution League joins in Commonwealth oi MA ally general 890818 Hr & re 
quests reopened ACRS Subcommittee meeting w/opportumty lo be heard Related cor- 
respondence 

BACKUS, R A Seacoast Anti Pollution League BACKUS R A Backus. Meyer & Solo 
men # 389 9039 69/06/23 REMICK.FJ ACRS - Advisory Committee on Reactor 
Safeguards Ip 51030 169 51030 169 

8908310079 Clarifies ambiguity in Commonwealth of MA ally general JM Shannon pro- 
posed findings of facl,ruTngs of law a conclusions re Seabrook plan lor Massachu- 
setts communities S exercise contentions 

TRAFICONTE.J Massachusetts, Commonwealth of #389 9100 B9/0D/2! 

SMITH, I W , COLE,R F , MCCOLLOM.K A Atomic Salety and Licensing Board Panel 
Ip 61030 168 51030 168 

8908300094 Forwards proposed findings of facl & conclusions of law re Seabrook plan 
lor Commonwealth ol MA communities & exercise contentions Further set of pro- 
posed findings in response to inlervenors filings will be submitled on 890831 
TURK.S E Assistant General Counsel lor Hearings & Enforcement #389 9095 89/ 
0B/24 SMITH, 1 W . MCCOLLOM.K A , COLE.R F Atomic Salety and Licensing Board 
Panel ip 51022 345-51023 237 

—8900300124 NRC Staff proposed findings ol fact & conclusions ol law re Seabrook 
plan lor Commonwealth of MA commumUes & exercise contentions 1 State of NH ra- 
diological emergency response plan ruled adequate & imptementable Certificate of 
Svc end 

TURK.S E . CHAN.E I , BACHMAN N.R G Assistant General Counsel (or Hearings & 
Enforcement 89/08/24 252pp 51022 346-51023 237 

8906310021 NRC Staff response lo applicant application lor exemption from 
1OCFR50, Sec lion IV F 1 (onsite exercise 1 yr before lull power license) * Commission 
should find that request fails to satisfy either 10CFB2 75B or 10CFR50.12 criterion 
YOUNG.M A Assistant General Counsel for Hearings & Enforcement 7/309 9096 89/ 
08/28 Commissioners 20p p 51030 208-51030 236 

-8900310031 Affidavit ol FJ Cong el, addressing applicant request for exemption from 
10CFR50,App E, Section IV F 1 ' Recommends that application be denied, since ade- 
quacy of onsile emergency preparedness not confirmed W/Certiticate of Svc 
CON GEL, F J Olfice of the General Counsel (Post 860701) CONGEL.FJ Division of 
Radiation Protection & Emergency Preparedness (Post 870411) 89/08/28 lOpp 
51030227 51030 235 

8908310133 Forwards NRC Staff proposed findings ol fact & conclusions of law w/re 
sped to SPMC & exorcise contentions in disk form W/o end 

CHAN.E Assistant General Counsel for Hearings & Enforcement //3B9 9105 89/08/ 
28 SMITH,) W , MCCOLLOM.K A. COLE.R F Atomic Safety and Licensing Board 
Panel tp 51030 143-51030 143 

0908310185 tntervenors motion for leave (o add bases to low power testing contention 
fifed on 890721 & to admit further contentions arising from low power testing events 
or, in alternative, to reopen record S second request lor hearing ' 

SHANNON.JM Massachusetts, Commonweallh of #369 9t06 89/08/28 Atomic 
Salety and Licensing Board Panel lOOpp 51030 00t-5t030 142 

-8908310199 Supplemental pint affidavit ol GC Minor & SC Sholly re events of 090622 
during low power testing at Seabrook Unit 1 * Concludes that multiple violations of 
lOCFR50,App B Idonlilied Related Info oncl W/Certificate of Svc 
MINOR.GC, SHOLLY.SC MHB Technical Associates 89/08/20 31 pp 51030 111- 
51030 142 

8909310028 Forwards statement of prol qualifications of FJ Congel inadvertently omit- 
ted from affidavit accompanying Staff response lo applicant applicalion for exemption 
from 10CFR50.Seclion IV F l.for Insertion into sub) filing 

YOUNG.M A Assislant General Counsel for Hearings & Enforcemenl #300 9102 89/ 
08/29 CHILK.S J Ollice of the Secrelary of the Commission 2pp 51030 166- 
SI 030.1 6? 


H. General correspondence 

890B080273 Comments on draft reg guide, •’Assuring Availability of Funds for Decom- 
missioning Nuclear Reactors." NRC should permit use of potential tax refund as 
source ol decommissioning lunds 

EDWARDS.D W Yankee Atomic Electric Co 89/08/02 Regulatory Publications 
Branch 6pp 50877 207-50877 212 


I. Financial Information 


B907270121 Suppl 1 lo NRC Bulletin 88-010, "Nonconloimmg Molded O j Cn 
Breakers " Svc list end 

ROSSI, C E Division ol Operational Events Assessment (Post 870SI1) ii :* 
Consolidated Edison Co of New York, Inc 108pp 50S04 140 50904 253 


8907280169 NRC Info Notice 84-058, "Disablement of Turbine Driven Aui'i-, F t -: 
water Pump Due to Closure of One of Parallel Steam Supply Valves " S',; k,,- t~ 
ROSSI, C E Division ol Operational Events Assessment (Post 870411) 
Consolidated Edison Co of New York, Inc 106pp 50900 005-50900 1 10 

8908150405 Final response to FOIA request for documents Forwards App AGsurrs . 
also available in PDR i 

GRIMSLEY.D H Division ol Freedom ol Information & Publications Servcct l?:t 
890205) 89/08/11 MOKR2YCKI.M Associated Press 2pp 50923 1 16 509J jij) 

-8908160014 Package of handwritten notes from Seabrook resident NRC r>sceu.r 1 
DUDLEY.N Region 1, Ole ol fhe Director 09/07/25 1 ipp 50923 120 50923 1>3 1 

1 

0908100128 NRC Info Nolico 69 059, "Suppliers ol Potentially Misrepresent fi.-r ^ 
ers ’ Svc list end - 

ROSSI, C E Division ol Operational Events Assessment (Posl 870411) E3..3 3 
Consolidated Edison Co of Now York, Inc 106pp 5090 2 315-50993 0 60 , 

8908140085 NRC Info Nolice 89 060, "Maini of Telelherapy Unis " Svc li 3 | erx.1 j 

CUNNINGHAM, R E Division ol Industrial 8 Medical Nuclear Safety (Post i 

89/08/ 18 Consolidated Edison Co ol New York, Inc I07pp 50393 061 5**5 5 [ 

8908240091 NRC Staff response to Inlervenors motion to admit contvnt.n y r [ 
alternative, to reopen record & request lor hoarmg ' Intervenors 890621 motCrt sfcj ; 
be denied due lo contention not Involving fundamental flaw W/Ccrtihcale c.IS.p , 
REIS.E J Assistant General Counsel lor Hearings & Enforcement #3898069 6- li i 
10 Atomic Safely and Licensing Board Panel 24pp 50964 021-60964 227 

"8908240136 Allidavil ol TT Marlin & PW Eselgroth ’ Discusses listed I'emjroAi 1 
observations of NRC personnol in plant control room during natural circula'on "Kf ? 
090622 & NRC Augmented Insp Team findings Supporting info end 
MARTIN.T T Office of Ihe Goneral Counsel (Post 860701) ESELGROTHPW fie; j 
1, Ole Ol the Oireclor 89/08/16 150pp 50964 057-50964 227 

6908290123 Response ol ally goneral ol Commonweallh ol MA to applicant e;pr, r? 
for exemption from requirement ol 10CFR50,App E, Seclion IV F I.* App/ca’cn ss 
saull on public health & safety & should be denied 

SHANNON, J M Massachusetts, Commonwealth ol #389 9074 69/00/21 C; - ~i 
sioners 23 pp 51008 215 51009 089 

-8908290154 Intervenor motion lo admil contention, or.m alternative, to reopen rKill 
request for hearing * Urges that further low power testing romam suspended & ‘J 
power OL not be issued pending full evidenliary hearing ro 890322 even! 
SHANNON.J M Massachusetts, Commonwealth ol 89/07/21 Atomic Ss'et/ *.-J . 
censing Board Panel lOOpp 51008 238 51009 067 

6908160129 Suppl 2 lo NRC Info Notice 00 048, "Licensee Repl ol Deloa.e F.-V 
bished Valves ‘‘ Svc list end 

ROSSI.CE Division of Operational Events Assessment {Posl 670411) 83'KL 
Consolidated Edison Co ol New York, Inc lOOpp 50990030 50990 137- 


89OB310185 Intervenors motion for leave to add bases to low power testing ccr/yi-* 
filed on 890721 & to admit further contentions arising from low powci Using e.n 
or.m alternative, lo reopen record & second request lor hearing * 

SHANNON.JM Massachusetts, Commonweallh ol #389 9106 09/03 '24 fc-t 
Safely and Licensing Board Panel lOOpp 51030001-51030 142 


S Reporlable occurrences, LERs & related correspondence 

890B290123 Response ol ally general of Commonweallh ol MA to oppkani ipf'ciu’ 
lor exemption from requirement of 10CFR50,App E, Seclion IV F 1 ’ Appiica’oo. 8 a 
saull on jrubllc health & safely & should bo denied 

SHANNON.J M. Massachusetts, Commonwealth ol #389 0074 80/08/21 Co~.'» 
sioners 23pp 51008 215-51009 009 

-8908290154 Intervenor motion to admit conlontion.orjn alternative. to reopen r«oi l 
request lor hearing • Urges that further low power lasting remain suspended & U 
power OL not be Issued pending lull evidentiary hearing re 890022 event 
SHANNON.JM Massachusetts, Commonwealth ol 69/07/21 Alonvc Sa'ctj &’dL 
censing Board Panel, 108pp 51008 238 51009 067 


T. Hearing transcripts on non-anlltrust matters « 


8908020171 Transcript ol ASLB 890727 oral argumeni In 8e1hesda,MD re o"sAe fa 
gency planning Pp 1-206 Supporting info end 

* Atomic Safety and Licensing Board Panel 89/07/27 210pp 507 6 0 2 09 50765 ’« 


8908070074 Appplicant response to Appeal Board questions al oral argument* For- 
wards responses to questions re rale regulation in State o! NH,per 890712 oral 
argument Info re "warranty run" also provided.W/Cerlificate o! Svc 
DIGNAN.T.G. Public Service Co, of New Hampshire #3B9 8986 89/07/25 Atomic 
Safely end Licensing Appeal Panel 13pp 50746 115-50745 127 

8908070251 Applicant response to Appeal Board Inquiry * Forwards notice ol Northeast 
Ulds Svc Co first amended plan ol reorganization & Pages 11-12 of plan which set 
forth regulatory approvals W/Certificale of Svc 

DIGNAN.T.G. Public Service Co ol New Hampshire #389 0975, 89/07/28 Atomic 
Salety end Licensing Appeal Panel 13pp 50744 322 50744,334 


8908220160 Transcript ot ACRS Subcommittee on Seabrook B9D817 t 

Beihasda.MD Pp 1-190 Related into end 

* ACRS - Advisory Committee on Reactor Safeguards 89/08/ 17 230pp 505*3 13 
509S8'307 

8908300137 Applicant motion to clarify & correct official record * Board request! s 
clarify & correct Page 55 of applicant rebuttal Teslimony 0 (transcnpl ot 69032*1 1* 
admit into evidence as Intended W/Cerllfleate ol Svc 

DIGNAN.T G Public Service Co ol Now Hampshire DIGNAN.T G Ropes l 
#389 9092 09/08/22. Atomic Safety and Licensing Board Panel 6pp 5102S2-J 
51021 254 


Q. Inspection reports, IE Bulletins & correspondence 

B907200019 NRC Info Notice 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc IibI end. 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York, Inc 106pp 50711:333 50712 078 


V. Operator Examinations 

8908240091 NRC Staff response to Intervenors motion to admit corner’ ten a t 
alternative, lo reopen record & request tor hearing * Intervonors 690624 rroten 
be denied due to contention not involving fundamental flawW/Certificato of Svc. 
REIS.E J Asslstanl General Counsel for Hearings 8 Enloicemont #389 9069 E13 
18 Atomic Safety and Licensing Board Panol 24pp 50964,021-50064 227 
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• -5908240136 Affidavit of TT Martin & PW Eselgrolh * Discusses listed items, including 
observations of NRC personnel in plant control room during natural circulation test on 
B90622 & NRC Augmented Jnsp Team findings Supporting info oncl 
MARTIN, TT Office of the General Counsel (Post 860701) 89/00/16 150pp 
50964 057-50964 227 

8908290123 Response of atty general of Commonwealth of MA lo applicant application 
lor exemption from requirement ot iQCFR50,App E, Section IV F i * Application is as 
sault on public health & salety & should bo denied 

SHANNON, J M Massachusetts, Commonwealth of //3B9 9074 09/00/21 Commis 
sioners 23pp 5(008 215 5100D 009 

-9908291)154 Iniervonor motion to admit contention, or, in alternative.lo reopen record & 
request for hearing ' Urges that further (ow power testing remain suspended & full 
power OL not be issued pending full evidentiary hearing re 090622 event 
SHANNON, J M Massachusetts, Commonwealth of 09/07/21 Atomic Safety and Li 
censing Board Panel 180pp 51008 239 51009 067 

8908310185 Intervenors motion for leavo to add bases to low power testing contention 
Med on 89072 1 & to admit further contentions arising from low power testing events 
or, in alternative, lo reopon record & second request for hearing * 

SHANNONS M Massachusetts, Commonwealth of #309 9106 89/00/29 Atomic 
Safety and Licensing Hoard Panel lOOpp 51030 001 5(030 142 


OOCKET 50 445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1 


A. Appllcallon/conatruetlon stage documents & correspondence 

8907180211 Generic Ltr 09-13 to all holders ol OLs or CPs for nuclear power plants re 
sve water sys problems allectinq safely related equipment Svc list end 
PARTLOW.JG Associate Director for Projects (Post 07041 1) 89/07/18 Consolidal 
ad Edison Co of New York, Inc 53pp 50735 001-50735 054 

89D72B0135 Nolification af 090727 meeting w/util & Wostmghouso in Rockville, MD to 
discuss RHR thermal stratification issue 

FIELDS, M Assislant Director for Protects 89/07/20 GRIMES, Cl Comancho Peak 
Proioct Division 3pp 50706 1 13-50706 115 

89072B0143 Notification of 090731 meoling w/util in Bolhosda.MD lo discuss FSAR 
Sec lions 3 7 & 3 8 for Unit 1 

FIELDS, M Comancho Peak Project Division 09/07/20 GRIMES, C I Comancho Peak 
Projeci Division 7pp 50702 351-50702 357 

89072B0073 Discussos tamp difference betwoon heated & unhonteri junction thormo 
couple at ambtcnl temp & almosphenc pressure during instrumentation treated |unc 
lion thermocouple pteoperalional toslSSER6 should bo updated to rolled corroct 
temp tango 

CAHILL.WJ TU Electric (formerly Toxas Utilities Generating Co,) 09/07/24 Docu 
mod Control Branch (Document Control Oosk) 2pp 50706 108 50706 109 

6-906010006 Forwards advance subrmlial of FSAR & Tech Spec changes re testing of 
stalion svc wafer recirculation valves Requosts expedited review ol changes & informs 
util ol acceptability 

CAHIll.WJ TU Electee (formerly Texas Utilities Generating Co) 09/07/25 Docu- 
ment Control Branch (Document Control Dosk) 17pp 50785 303 50705 310 

8908020101 Forwards corrections to Tech Specs rolloctmg implomonlation ol WCAP- 
10271,Suppl 2 a Rev l.per NRC 890222 request List ol attachments providing re- 
quested mfo submilted 

CAHILL.WJ TU Electee (formerly Toxas Utilities Generating Co) 89/07/25 Docu- 
monl Control Branch (Document Control Desk) 37pp 50763 249 50763 205 

8908020241 Forwards advance TSAR & Tech Spec changes re util organization Only 
dial! pages end Changes will be included In luture FSAR amend 
CAHILL WJ, WOODLAN.D R TU Electric (lormerly Texas Utilities Gonorntmg Co) 
B9/C7/25 Document Control Branch (Document Control Dosk) 207pp 50757 315- 
50758 117 

8908020096 Forwards drall rovisod FSAR pages, description/jusliticslion ol revised 
FSAR 8. related SER/SSER section ro design of reset circuits of ESFs/or roviow 
CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co) 89/07/26 Docu- 
ment Control Branch (Document Control Desk) Upp 50772 153 50772 163 

8903040304 Forwards advanced FSAR submittal of changes ro ESF sys slave rolay 
testing methodology Changes will be included In fuhiro FSAR amend 
CAHILL, W J . WALKER, R D TU Electric (formerly Toxas Utilities Generating Co ) 89/ 
07/28 Document Cantrof Branch (Oocument Control Dosk) 21pp 50914 039 
50914 059 

8908080992 Advises that slalus of suspoct molded caso curcuil breakers, identified in 
Imitative Element Ono will bo provided by 890815 Util osiimatos Dial 750 nonsatoly 
related breakers In warehouse stock examined as part of Initiative Elomont Two 
CAHILL.W J TU Electee (formedy Toxas Utililios Generating Co) 09/07/28 BELL.R 
Nuclear Managomonl & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage 2pp 50B26 2*18 50026 249 

8908040169 Provides advanced changes lo be included in future FSAR amend incorpo- 
rating use of motal clad cablo for certain non Class IE applications al plant Expedited 
review of FSAR changes requested 

CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co ) 80/07/31 Docu- 
ment Control Branch (Document Control Desk) I5pp 50799 025 50799 039 

8900870380 Forwards Rev 3 to "SAR for SPDS lor Comancho Peak Steam Electric Sta- 
tion Umls 1 8 2" Specific audil issuos addressed in SAR include, continuous display 

S ammeter reaclivily control & SPDS availability, 

K.J W TU Electric, (foimerly Toxas Utilities Generating Co ) 89/07/31 Document 
Control Branch (Oocumenl Control Dosk) tp 50802 108 50802 214 

-6908070384 Rev 3 lo, "SAR lor SPDS lot Comanche Peak Steam Electric 
Station.Unlts i & 2,” 

‘ TU Electric (formerly Texas Utilities Generating Co) 09/07/31 46pp 50802 169 
50802 214 


8008070440 Responds to issues raised during operational & startup audit on 890620-22 
re ac essential lighting acceptance testing, control rod reactivity worths S loss of off 
site power FSAR change submittal re loss of offsite power lest summary end 
BECK.J W TU Electee (formerly Toxas Utilities Generating Co ) 89/07/31 Document 
Conlrol Branch (Oocumem Control Desk) 23pp 50802 234 50802 256 

8000080208 Discusses preoparational & startup testing audit conducted on 890620-22 
re dc & instrument air sys & conlrol rod misalignment FSAR change lor Section 1A(8) 
re digital rod position indication svs end 

BECK.J W TU Electric {foimerly Texas Utilities Generating Co) 09/07/31 Document 
Conlrol Branch (Documeni Control Desk) 63 pp 50626 172-50826 235 

8906090125 Forwards proprietary Topical Rept RXE-89 003 P “Steady State Reactor 
Physics Methodology " Util results compared to Westmghouse design predictions Aridl 
verification underway Application for withholding and Repl withheld (10CFR2 790) 
CAHILL.WJ. WALKER, R D TU Electric (formerly Texas Utilities Generating Co) 89/ 
07/31 Document Control Branch (Document Control Desk) 3pp 50B62172- 
50BG2 183 

- 8908090129 Requests lhal proprietary Rept RXE B9 003 P, "Steady State Reactor 
Physics Methodology," be withheld from public disclosure (rot 10CF R2 790) 
WIESEMANN.R A Westmghouse Electric Co rp 89/07/1 1 MURLEY.T Ollice of Nu 
clear Reactor Regulation, Director (Post 870411) 9pp 50862 175 50B62 183 

8908100007 Responds to V Stello 890427 Hr ro notification of NRC of employee poton 
Hat safoty issues Comprehensive review of agreements entered into lor setllemont of 
disputes w/ employees or former employees undertaken by util 
CAHILL.WJ , BECK.J W TU Electric (formerly Toxas Utilities Generating Co) 09/07/ 
31 Document Control Branch (Document Conlrol Desk) 2pp 50904 330 50904 331 

8908140153 Forwards advance Chang OS lo be included in future FSAR amend re plant 
design response ol generator following automatic or manual turbine trip Info submitted 
per inquiries arising from preoperational S startup testing audit on 890620 22 
CAHILL.WJ TU Electric (tormeily Texas Utilities Generating Co) 89/07/31 Docu 
merit Control Branch (Documeni Control Dosk) !7pp 50910 342-50910 358 

8908040170 Forwards, "Pump & Valve Operability Assurance Review Guidelines,” con 
tainod in Section 3 10 o( NUREG 0800,SRP Review tentatively scheduled from 
890822-24 al plant 

GRIMES.C I Comancho Peak Project Division 89/08/01 CAHILL.WJ TU Electee 
(formerly Toxas Utilities Goneratmg Co ) 83pp 50902 009 50902 093 

8908100072 Submils addl tnlo ro atr (low distribution tost lor jodino absoibers.updatmg 
890501 submillal (or exception lo Reg Guides t 52 & 1 140 W/ono oversize end 
CAHILL.WJ TU Electric (formerly Toxas Utilities Generating Co) 80/08/01 Docu 
monl Control Branch (Documeni Contiol Desk) 5pp 50904 334-50904 338 

8908180340 Forwards request for addl info re FSAR Chapter 13 issues involving planl 
operations training 8 qualification program 

GRIMES.C, I Comancho Peak Project (Division 89/08/01 CAHILL.WJ TU Electric 
(formerly Toxas Utilities Generating Co) 4pp 50944 236 50044 240 

8908090322 Provides addl into re power ascension tost program, pot 800717 
commitment Power ascension sequence procedures boing modified & self assess- 
ment program will bo expanded to include evaluation ot porlormanca after initial crili 
catily 

CAHILL.W J , WALKER, R D TU Electric (lotmoily Toxas Utilities Generating Co ) 89/ 
08/02 Document Control Branch (Document Conlrol Dosk) 2pp 50881 310 
50661 320 

8908140112 Provides advance FSAR submittal re tab testing criteria lor activated 
carbon Rovs revise exceptions taken lo Ron Guidos t 52 & 1 140 (Part C 6) 
CAHILL.WJ TU Electric (formerly Toxas Utilities Generating Co) 09/00/03 Docu 
monl Conlrol Branch (Document Control Desk) t3pp 50914 172 50914 183 

8908140072 Comments on specific issuos re draft Reg Guido DG 1003 re assuring 
availability of funds for decommissioning Guido should dofmo what is meant by invest- 
ment grade corporate securities 

CAHILL.WJ TU Electee, (fomnorly Texes Utilities Generating Co) 89/08/04 Rogula 
lory Publications Branch 2pp 50916 1C2-50916 183 

89081502 13 Provides advance changes to bo included in luture FSAR amend re util ro 
spouses to TMI Items II E 3 1, "Emergency Power for Prossunzor Healers" & II E 4 2, 

" Contentment tsotation Dependability ’ 

CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co) 89/08/07 Docu 
monl Conlrol Branch (Document Control Dosk) 23pp 50925 290-50925 312 

8908180205 Forwards nonpropriolary Suppl 2 lo WCAP 12256 & propnelary Suppl 2 to 
WCAP 12258 “Evalualion ol T normal Stratification (or Comancho Peak Unit 1 RHR 
Linos" & request lor withholding proprietary rept (ref I0CFR2 790) 

CAHILL.WJ TU Electee (lormerly Toxas Utilities Generating Co) 89/08/09 Docu 
menl Control Branch (Document Conlrol Desk) 3pp 50957 050 50957 097 

-8908180208 Requests proprietary Supp! 2 to WCAP-12258, "Evaluation ot Thermal 
Stratification (or Comanche Peak Unit 1 RHR Lines" bo withhold (rel 10CFR2 790) 
WIESEMANNRA Westmghouse Electee Corp 09/08/03 MURLEY.TE Oldcool Nu- 
clear Reactor Regulation, Director (Post 870411) iOpp 50957 053 50957 062 

—8908100211 Suppl 2 to "Evaluation of Thermal Stratitication for Comancho Peak Unil 
t RHR Lines ’’ 

ROARTY.D H , STRAUCH.P L MATTY, T J Westmghouse Electee Corp WCAP 12259 
S02 89/00/31 36pp 50957 063-80957 097 

6908180291 Responds to Generic Ltr 66-14 "Instrument Air Supply Sys Problems Af- 
fecting Safety Related Equipment ' Unit 1 testing ot salety related valves 8 accumula 
tors rescheduled for completion by fuet load 

WOODLAN.D R TU Electric (formedy Toxas Utilities Generating Co) B9/00/Q9 Doc- 
umeni Conlfoi Branch (Document Conlrol Desk) 2pp 50969 086 50969 087 

8906220057 Summary of 690801 meeting w/uhl in Rockville MD ro util proposed re- 
sponses lo NRC 8907 it request for addl into on plant operations OA program W/ 
related info, including request for addl mfo.drafl responses lo questions & attendee list 
MALLOY, M Comanche Peak Project Division 89/08/09 Comanche Peak Project Di 
vision 4 pp 50990 288 50099 328 
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— 890B220060 Notification ol 890801 meeting w/uiil in Rockville, MD to discuss util re- 
sponses to NRC 890711 request lor addl into on operations QA program for facility 
MALLOY, W Comanche Peak Project Division 89/07/26 GRIMES, Cl Comanche 
Peak Project Division 37pp 50999 292-50999 328 

8908160023 Provides advance changes to be included in future FSAR amend re emer- 
gency diesel generator start demand during coastdown, following testing Changes add 
operators function to ensure reset ol static exciter voltage regulalron circuit 
CAHILL,' W J TU Electric (formerly Texas Utilities Generating Co ) 89/08/10 Docu 
ment Control Branch (Document Control Desk) 1 1 pp 50937 133 50937 143 

8908160121 Partial response to FOIA request App C records available in PDA 
GRIMSLEY.D H Division of Freedom of Information & Publications Services (Post 
890205) 89/08/10 WILLIAMS, O JRA Associates 2pp 50924 065 50924 228 

—8 908160 126 Forwards info re preparedness for licensing of facility Ends f-6 include 
items requiring insp & resolution before recommendation for licensing 
WARNtCK.RF Assislanl Oirector for Inspection Programs 89/03/10 GRIMES, Cl 
Comanche Peak Project Division 40 pp 50924 089 50924 120 

—8908160132 Forwards info re preparedness ol facifity for licensing Ends t-6 include 
items requiring insp & resolution before recommendations for licensing 
WARNICK.RF Assistant Direclor for Inspection Programs 89/04/06 GRIMES, Cl 
Comanche Peak Project Division 36pp 50924 129 50924 164 

-8908160135 Forwards info re preparedness for licensing of facility Ends 1-6 include 
items requiring insp & resolution prior to recommendation for licensing 
WARNICK.RF Assislanl Director lor Inspection Programs 89/05/16 GRIMES, Cl 
Comanche Peak Projecl Division 63 pp 50924 165 50924 228 


E NRC Safety Evaluation Report (SER), suppls & correspondence 

8907280073 Discusses temp difference between heated & unhealed lunction lh-i~.. 
couple at ambient temp & atmospheric pressure during instrumentation heated 
bon thermocouple preoperational testSSERC should be updaled lo relied emmr 
temp range 

CAHILL, WJ TU Electric (formerly Texas Utilities Generating Co) 89/07/24 Cv- 
menl Control Branch (Document Control Desk) 2pp 50706 108 50706 109 


F, Security, medical, emergency & tire protection plane 

8907280088 Forwards 1989 field exorcise scenarios for 890725-26 graded exorcise 
CAHILL, W J , WOODLAN.DR TU Electric (formerly Texas Utilities Gcncra'ing Co f 
89/05/26 Document Control Branch (Document Control Desk) Ip 50691 Hr 
50690 290 

-8907280092 “1989 Field Exercise, Onsite Emergency Orgamzalion Evaluator Qv-ck- 
lists " 

* TU Electric (formerly Texas Utilities Generating Co) 09/07/26 31 lop 50891 149- 


--8907280095 "1989 Field Exercise Scenario Manual, Vol 1 Onsile Plume Exposure Path- 
way Scenario ” 

1 TU Electric (formerly Texas Utilities Generating Co) 89/07/26 l,224pp 50692 OM- 
50695 240 


-8907280096 "1989 Field Exercise, Ingestion Pathway Scenario Manual, Vol 1 ' 

• TU Electric (formerly Texas Utilities Generating Co) 89/07/26 1,l28pp 50695 241- 
50698 290 


8908170302 Advises that WCAP-12258, "Evaluation of Thermal Stratification lor Co 
manche Peak Unil 1 RHR Lines," withheld (ref 10CFR2 790), per 690504 request 
GRIMES, Cl Comanche Peak Project Division 69/00/10 WIESEMANN.R A Westing 
house Electric Corp 4pp 50945 172-50945 175 

8908160077 Grants 890504 requesl to withhold WCAP-12267, “Technical Basis for 
Elimmaling Rupture ol Accumulator Injection Nozzles as Structural Design Basis for 
Comanche Peak Unit 1," from public disclosure.per 10CFR2 790(b)(5) 

GRIMES, Cl Comanche Peak Project Division 89/08/10 WEISEMANN.R A Westing 
house Electric Carp 4pp 50970 101 50970 104 

8908 170500 Forwards advance submitlal of FSAR changes (or Chapter 12 re descrip- 
tion & control measures (or Cs 137 instrument calibr facility 

CAHILL, WJ TU Electric (formerly Texas Utilities Generating Co) 89/08/11 Docu- 
menl Control Branch (Documen! Control Desk) I9pp 50958 033-50958 051 

8908210203 Provides advance changes to be included in lulure FSAR amend re electn 
caf isolation & separation of safely sys inoperable indication panels 
CAHILL, WJ TU Electric (formerly Texas Ulililies Generating Co) 89/08/15 Docu 
menl Control Branch (Documenl Control Desk) 2Spp 50971 050-50971 074 

8908210237 Forwards advance copy of changes to be included in future FSAR amend 
re upgrade & addition ol Class IE electrical equipmonl in primary plant ventilation sys 
to maintain negative pressure 

CAHILL, WJ TU Electric {formerly Texas Utilities Generating Co) 89/08/15 Docu 
ment Control Branch (Document Control Desk) 44p 50975 270 50975 313 

8908230307 Forwards response to 890731 requesl lor addl info re FSAR Sections 3 7 & 
3 8 FSAR advance submittal re temp ranges inside & outsrde containment also end 
CAHILL, WJ TU Eleclric (formerly Texas Ulililies Generating Co) 89/08/16 Docu 
menl Control Branch (Document Control Desk) 98pp 51007 305-51008 042 

890B220321 Forwards list of initial startup tost procedures available lor NRC exam per 
FSAR Section 14 2 1 1 requirements 

CAHILL.W J TU Electric (formerly Texas Unlikes Generating Co) 89/08/18 Docu 
ment Control Branch (Documenl Control Desk) App 50994 243 50994 246 

8908230393 Forwards advance changes to be included in luturo FSAR amend re elec- 
trical isolation of non-Class IE space healers tor Class IE motor conlrol ctrs & FSAR 
changes re design mods ol reset circuits of ESFs 

CAHILL.W J , WALKER, R D TU Electric (formerly Texas Ulilitres Generating Co) 89/ 
08/18 Documenl Conlrol Branch (Oocument Control Desk) 25pp 51006061- 


8908280316 Forwards safety evaluation re dispute between CASE & util on acceptability 
of Jul 1982 RCS cold hydroslalic lest 

GRIMES, C I. Comanche Peak Project Division 09/08/18 ELLIS, J Cilizens Associa 
lion for Sound Energy COUNSIL.WG TU Eleclric (formerly Texas Utilities Generating 
Co) 3pp 51040036-51040068 a 


8908010073 Forwards summary of 890710 meeting in Region IV ofc r© evacuaton & 
accountability of sit© personnel Meeting beneficial & provided belter underslandrg H 
emergency planning activities for plant 

WARNICK.RF Region 4, Ole ollhe Director 89/07/27 CAHILL, WJ TU Electrc (luf- 
merly Texas Utilities Generating Co ) 3pp 50754 282 50754 286 

••8900010077 Summary ol 890710 meeting w/liconsee in Arlington, TX lo discuss op- 
lions re evacuation of site personnel during upcoming emergency preparedness ex* r 
cise 

EVERETT, R J Region 4, Ofc of the Director 09/07/20 Region 4, Ole of Iho Ducttcv 
2pp 50754 285-50754 286 

8908140356 Provides results of roovalualion of 60 mile wind direction data for 860407 
101 8, per meteorological measurement program Percent data recovery for 60 role 
wind direction lor CY8B revisod from 95 to 45% 

CAHILL.W J TU Electric (formerly Texas Ulililies Generating Co) 09/08/07 Docu- 
ment Conlrol Branch (Document Control Dosk) 2pp 50910 359 50910 300 

8906180289 Ack receipt of exercise scenario lor 800725 omotfKfcy 
exercise Commenfs discussed w/licenseo representatives Observations made during 
exercise will be included In exercise rapt 

WARNICK.RF Assislanl Director for Inspection Programs 89/08/10 CAHILL, WJ 
TU Electric (tomnerly Toxas Utilities Generating Co ) 3pp 50969 0BB 50359 090 

8908210213 Revised emergency plan procedures, including Change EPP-203 R9-I to 
EPP-203,Revs 1 to EPP 207 1 & EPP-207-2,Rovs 0 to EPP-207 6.EPP 207 7,£PP 
207-8, EPP 207-9, EPP 207-10, EPP-207-1 1.EPP-905 & Rev 6 to EPP-207 W/8908 15 
Hr 

CAHILL.W J TU Electric (lormorly Texas Utilities Generating Co) 69/06/15 IOC*© 
50D82 026 50902 254 

8908230146 Forwards Insp Ropls 50 445/89-56 8 50 446/89 56 on 890710-14 No vo- 
laiions or deviations noted Actions taken to correct previously identified insp find-nci 
also examined & discussed in ropt Paragraph 2 

WARNICK.RF Region 4, Ole ol Iho Direclor 09/00/15 CAHILL.W J TU Eleclric (roc 
merty Texas Utilities Generaling Co) 3pp 51028 076 51020 080 

--8908230152 Partially withheld Preoporalional Insp Repts 50 445/83 5B & 50 446/89 
26 on 890710 14 (rel 10CFR73 21)No violations or deviations noted Major areas 
inspected applicant physical security program, including protected area physical bar 
ners 

CALDWELL, R A , POWERS, D A Region 4, Ole of Iho Direclor 09/00/15 2cp 
51028 079-51028 080 

8908210212 Suppl 1 to Generic Ur 89 07 to all operating plants, applicants for OLs A 
holders ot CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc list end 

PARTLOW.JG Associate Director lor Projects (Post 8704 tt) 89/08/21 Consolidat- 
ed Edison Co of Now York, Inc 55pp 51036 001-51036 056 


•8908200321 "Stall Evaluation ol Dispute Between CASE & TU Electric on Acceptabil 
ity ol Jul 1982 RC S Cold H ydrostatic Test " 

’ Comanche Peak Proiecl Division 89/08/31 30pp 51040039 51040 068 


8908280351 Forwards Rev 3 to "Inservice Testing Program Plan lor Pumps & Valves 
Hbv 3 provides clanficalion & revs in response lo 89053) requesl tor addl into Re 
complete w/exception of any addl relief requests discovered during testing 
CAHILL.W J. TU Electric (formerly Texas Ulililies Generating Co) 89/08/21 Docu 
ment Conlrol Branch (Document Control Desk) lOpp 51037 182 51038 163 


■890B280352 Rev 3 to "Inservice Testing Program Plan lor Pumps & Valves " 

TU Electric (formerly Toxas Utilities Generating Co ) 89/08/21 I40pp 51037 192- 
51036 1 53 


G, Adjudicatory correspondence 

8908110056 Motion lor protective order ' Requests that JJ Macklal deposition bo lake* 
at stated address in Washmglon.DC & that testimony remain confidential W/Ccrtdica’a 
ol Svc 

KOHN.SM Kohn, Kohn & Colapmto, PC (lormorly Kohn & Associates) #309 898-B 
89/06/13 Office of Ihe Secretary ol the Commission 4pp 50633 215 50033 218 

6908110103 Ofc ot Investigations subpoena to JJ Macklal, NRC Investigation 4 09- 
008 ‘ Requests leave ol 5 days lo respond to request filed tor enforcemenl of sub- 
poena & to brief Commission on issues re subpoena 

KOHN.S M Kohn Kohn & Colapinto, P C (formerly Kohn 8 Associates) #389 6989 
89/06/16 ZECH.L Commissioners 3pp. 50033 265-50833 267 


8908280296 Forwards nolice ol environ assessment & finding of no significant impact r 
util 890504 request lo amend CP authorizing transfer ol 2-1/6% ownership interest i 
Comanche Peak from Tex La Electric Cooperative of Texas.lnc 
GRIMES, Cl Comanche Peak Project Division 89/08/23 CAHILL.W J TU Etecln 
(formerly Texas Utilities Generating Co > 3pp 51042 323 51042 330 

-8906280299 Nolice ol environ assessment & finding of no significant impact Amen 
Qvv ^ ei onCP S increases uni aggregate ownership to 100% 
GRIMES, Cl Comanche Peak Project Division 89/08/23 Epp 51042 326 51 042 33C 


8908110074 Motion lor recusation 1 Requests that NRC recuse Irom deciding on Mack- 
tal cases on basis that NRC will not bo fair & impartial tribunal W/Certiticale of Svc 
KOHN.S M Kohn. Kohn & Colapinto, P C (formerly Kohn 8 Associates) #389 9012 
09/07/03 Commissioners 4pp 50833 219 50833 224 

-B9081 10080 Motion lor reconsideration* Requests reconsideration ot NRC 890122 
order on basis that NRC subpoena tiled lor improper purposes & NRC lacks nifiscfic- 
tion over matters presently botore Dept ot Labor 

KOHN.S M Kohn, Kohn 8 Colapinto, P C (formerly Kohn & Associates) 89/07/M 
Commissioners 2pp 50833 223-50833 224 
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0908070129 Withdrawal of motion to reopen record ‘ Withdraws 990714 motion to 
•reopen record W/Certificate ol Svc 

BURNAM.L Affiliation Not Assigned //389 8952 89/07/26 Atomic Safety and Li 
censing Board Panel Ip 50745 Q42 50745 043 

8908070132 Advises that recipient 890713 motion lo reopen record withdrawn, per 
890725 request W/Cortificato ot Svc Served on 890729 

CHILK.SJ Office of the Secretary of the Commission //3B9 8965 39/07/2? 
BURNAM.L Affiliation Nol Assigned ?pp 50745 035 50745 041 

89081 10082 Praecipe ‘ Notifies of new address lor Kohn.Kohn & Colapinto in 
Washmgton.DC 

KOHNSM Kohn, Kohn & Colapinto, PC {formerly Kohn & Associates} //389 9008 
89/08/02 ip 50833 225 50833 228 

-8908110096 JJ Macktal statement re motion for recusation ’ Macktal motion consid 
eied moot due to Commission no longer having Jurisdiction to consider motion since 
Macklal nol parly to proceeding before NRC W/Certificate of Svc 
KOHN.SM Kohn, Kohn & Colapinto, PC {formerly Kohn & Associates) 89/08/02 
Commissioners 3pp 50833 226 50833 22B 

8908240016 Memorandum & order CU 09 14 * Donios Macktal 890703 motion for recu- 
sation on basis ot failing (o demonstrate any reason why Commission should disquati 
ilseir as body from proceeding W/Cerlificato of Svc Served on 890016 
HILK.SJ Office of the Secrelary of the Commission //389 9051 09/08/16 1 5pp 
50963 253 50963 267, 

890B240046 Motion for reconsideration of NRC memorandum & order CU 89 14 • NRC 
should excuse itself from consideration on matters re JJ Macktal & should refer all 
issues on NRC requested subpoena to Independent adiudlcatory body 
KOHN.SM Kohn, Kohn a Colapinto, PC (formerly Kohn 8 Associates) //389 9067 
69/08/17 Commissioners 74pp 50963 295 50964 014 

-8906240068 Advises that J Macktal wishes to provide info to NRC ro significant irregu- 
larities al plant.but arrangements have not been agreed upon 

DEVINE, T Government Accountability Project 06/02/20 STELLO.V Ofc ol Iho Exec- 
utive Director for Operations 6pp 50964 009-50964 014 


I. Financial Information 

6908020276 Requests schedular exemption from roquiromenls of 10CFR50 33(k) ro 
submittal of repl, Including certification of financial assurance for funds to decommis- 
sion plant 

CAHILL, WJ TU Electric (formerly Texas Utilities Generating Co) 09/07/20 Docu 
rnenl Control Branch {Document Control Desk) 3pp 50772 211-50772 213 


M, Antitrust correspondence 

6906109166 Request of Cap Rock for revaluation ol director's determination that no 
significant changes in licensee activity warranl antitrust review at OL stage Certificate 
of Svc end 

AORAGNA.J M Cap Rock Electric Cooporalive, Inc ADRAGNA,J M Miller, Balm 8 
O’Neil 69/07/26 Olfice ol Nuclear Reactor Regulation, Director (Post 07041 1) 13pp 
50970079 50970091 

8908070051 Forwards FR notice ro receipt of petition for Director's Decision under 
f 0CFR2 206 

THOMAS, CO Policy Development & Technical Support Branch {Post 07041 1) 
THOMAS, CO Program Management, Policy Development & Analysis Slaff (Post 
870411) 09/07/27 MEYER, DL Office of Administration (Post 090205) 2pp 
50804 358 50804 359 


O. Advisory Committee on Reactor Safeguards reports A correspondence 

690B020300 Summarizes 350th ACRS meeting on 800600-10 
REMICK.FJ ACRS - Advisory Commitlco on Reactor Safeguards 09/07/06 
CARR.K M Commissioners 3pp 50902 006-50902,000 


Q, Inspection reportB, IE Bulletins & correspondence 

8906076005 FOIA request for final opon item transmlltal Itrs per NRC Insp Procedure 
94300B for listed plants 

WILLIAMS, OG JRA Associates 89/05/17 GRIMSLEY.DH NRC - No Oatalled AHill 
ation Given 2pp. 50B09 279 50809 200 

6908019140 Forwards Insp Ropts 50 445/89-39 & 50 446/89 39 on Q90B28 0706, No 
violations or deviations noted 

WAR NICK, Ft F Region 4, Ofc of the Director 89/07/10 CAHILL, WJ TU Electric (for- 
merly Texas Utilities Generating Co) 3pp 50756 )35-60768 144 

- 8908010148 Insp Ropts 50 445/89 39 8 50 448/09 3D on 990626 0706 No violations 
or deviations noled Malor areas Inspected conlalnmont Integrated leak rate test 
SINGH.A, AZUA.RV, SEIDLE.W C Region 4, Ofc of the Director 09/07/17 ?pp 
50766 13B-S0756, 144 

890B010184 Forwards Insp Repls 50-445/89 42 & 50-446/09 42 on 890605 09 No vio- 
lations or deviations noted 

WARNICK.R F Region 4, Ofc of the Director 89/07/10 CAHILL, WJ TU Electric (for- 
merly Texas Utilities Generating Co ) 3pp 50766 089-60756 100 

-6905010188 Insp Rents 50-445/89 42 & 50 446/09-42 on 890605 09 No violations or 
deviations noted Major areas inspected radiation protection programs organization & 
mgt controls, training & qualifications & external exposuro controls 
RtCKETSON.LT,, BAER, RE Region 4, Ofc of Iho Director, 89/07/1? 9pp, 
50756 892-50756 100 

8907270086 Forwards Insp Repls 50 445/89 47 & 50 446/89-47 on 090607 0705 No 
violations or deviations nolod 

WARNICK.R F Assistant Director for Inspection Programs 89/07/21 CAHILL, WJ 
TU Electric (formerly Texas Utilities Generating Co ) 3pp. 50705,067-50705 086 


-■8907270094 Insp Repls 50 445/89 47 & 50-446/89 47 on 890607 0705 No violations 
or deviations noted Major areas inspecled applicant actions on previous insp 
find mgs, followup on violalions/doviations & general plant areas 
LIVERMORE, HH Office of Nuclear Reaclor Regulation, Director (Post 870411) 89/ 
07/20 1 7pp 50705 070 50705 086 

8907280031 Responds IQ NRC 890710 Hr on Augmented Insp Team Ftepts 50 445/89 
30 & 50-446/89 30 re check valve failures which could cause reverse flow through 
auxiliary feedwater sys Repl, summarizing lessons learned, will be sent by 890618 
CAHILL.WJ TU Electric (formerly Texas Utilities Generaling Co) 89/07/24 Docu 
monl Control Branch (Document Control Desk) Ip 50689 228 50689 228 

B9073 10069 Advises that environ qualification insp scheduled for 890807-1 1 per 890717 
tel con Insp will include review ol util implementation ol environ portions of equipment 
qualification corrective action program 

GRIMES.Cl Comanche Peak Project Division B9/07/25 CAHILL, WJ TU Electric 
(formerly Texas Utilities Generating Co } 3pp 50715 071-50715 073 

0907200019 NRC Info Notice 69 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York, Inc 106pp 50711 333-50712 078 

89DB020277 Revises response lo violations noted in Insp Repls 50 445/69-32 & 50- 
446/09-32 Response revrsod to more accurately describe corrective steps in 090710 
Itr 

CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co) 89/07/28 Docu- 
ment Control Branch (Document Control Desk) 3pp 50772 309-50772 311 

8908070436 Ack receipt of 890719 Itr informing NRC ol steps taken to correct violations 
noted in Insp Repls 50 445/09 35 A 50 446/89 35 

WARNICK,RF Assistant Director lor Inspection Programs 89/07/31 CAHILL.WJ 
TU Electric (formerly Texas Utilities Generating Co ) 3pp 50822 268 50622 270 

8900000068 Ack receipt of 090714 & 28 responses to NRC 890619 Ilf re violations 
noted in Repls 50-445/89 32 & 50-446/89 32 

WARNICK.R F Assistant Director for Inspection Programs 89/07/31 CAHILL.WJ 
TU Electric (formerly Texas Utilities Generating Co > 3pp 60856 304-59856 306 

8907270121 Suppl 1 to NRC Bulletin BB 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list enci 

ROSSI.CE Division of Operalional Events Assessmenl (Post 070411) 89/00/03 
Consolidated Edison Co of New York, Inc ICBpp 6090-4 148 50904 253 

8907200169 NRC Info Notice 89-068, "Disablement of Turbine-Driven Auxiliary Food 
water Pump Duo lo Closuro of Ono of Parallol Steam Supply Valves " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 09/00/03 
Consolidated Edison Co oi Now York, Inc t06pp 50900 005 50900 t to 

0908100271 Advises that changes lo FSAR Table 14 2 2 not required since changes to 
FSAR Chapter 15 in Amend 76 adequately address issuo of accopiance criteria for 
auxiliary feedwater pump, per Notice of Deviation 445/8601-D-04.ltom A 
CAHILL.WJ, TU Electric (formerly Texas Utilities Gonarating Co) 80/00/03 Docu 
men! Control Branch (Document Control Desk) Ip 50892 177 50892 177 

8908080194 Forwards Insp Ropts 50 445/89 61 S 50-446/09 51 on 890706-0801 No 
violations or deviations nolod 

WARNICK.R F Assistant Direclor for Inspection Programs 89/08/04 CAHILL.WJ 
TU Electric (formerly Texas Utilities Generaling Co ) 4pp 50B56 187-50656 196 

-8000080197 Insp Repls 50-445/69-51 & 50 446/09 51 qn 890706 0801 No violalions 
or deviations nolod Major areas Inspected applicant actions on previous insp 
findings, followup on violations/devlallons & assessment of allegations 
HALE.CJ, LIVERMORE, H H Office ol Nucloar Reactor Regulation, Direclor (Post 
870411) 89/08/04 6pp 60856 101-50856 196 

0908149203 Informs of SORT audit ol safely related electrical & mechanical eqmpmant 
for plant on 890821 25 by NRC Audit will be conducted using guidance contained in 
Reg Guide f f 00 & Industry Sid IEEE-344- f 975, 

GRIMES.Cl Comanche Peak Project Division 89/08/04 CAHILL.WJ TU Electric 
(formerly Texas Utilities Generating Co) 6pp 50925 236-50925 241 

8008100024 Forwards Requalificatlon Exam Rept 50-445/OL 89 01 administered during 
wk ol 890703 

MILHOAN.JL Region 4, Ofc of the Director. 89/00/09 CAHILL.WJ TU Electric (for- 
merly Texas Utilities Generating Co ) 4pp 50976OOI 50976,012 

-8908180020 Requalificatlon Program Audit Rept 60 445/OL-09-01 on 090703 Audit 
results all Individuals & crews passed oil exams 

WHITTEMORE.J E , PELLET, JL Region 4, Ofc ol iho Director 89/0D/09 8pp 
60076 005 50976.012 

0908210214 Ack receipt of 990731 Hr informing NRC of steps taken to correct violations 
noted in Insp Repls 50-445/89-37 8 60-446/69 37. 

WARNICK.R, F Assistant Director for Inspection Programs 89/08/ tt CAHILL.WJ 
TU Electric (formerly Texes Utilities Generating Co ) 3pp 50975 197-50975 109 

8908210205 Forwards Insp Repls 50-445/80-53 & 50 446/09 53 on 890706- 0801 No 
violations or deviations noted 

WARNICK.R F Assistant Director for Inspection Programs 89/08/14 CAHILL.WJ 
TU Electric (formerly Texas Utilities Generating Co ) 3pp 50969 191-50969,204 

-■8008210209 Insp Repts 50-445/89 63 & 50 446/89 53 on 090706-0801, No vlolalfons 
or deviations noted Major areas Inspected action on previous Insp findings, followup on 
vlolatlons/deviatlons & post const hardware validation program 
RUNYAN, M F., LIVERMORE, H W Office of Nuclear Reaclor Regulation. Director (Post 
870411) 89/08/14 11pp. 50969 194-50939 204 

8900230146 Forwards Insp Repls 50-445/89-56 & 50 446/89 56 on 890710-14.No vio- 
lations or deviations noted Actions taken to correct previously Idenlified Insp findings 
also examined & discussed In rent Paragraph 2, 

WARNICK.R, F. Raglan 4, Ofc ol the Director 09/08/15 CAHILL.WJ, TU Electric (for- 
merly Texas Utilities Generating Co ). 3pp S1028 078 51028 080 



176 DOCKETED ITEMS 


.-8908230152 Partially withheld Preoperationai fnsp Repts 50 445/59 56 & 50 
26 on 890710-14 (rel lOCFR73 21)No violations or deviations noted Major areas 
inspected applicant physical security program, including protected area physical oar- 

CAIOWELL.RA POWERS, DA Region 4, Ole of the Director 69/08/15 2pp 
51028 079 51028 060 

8908100128 NRC Info Notice 89-059, ‘Suppliers ol Potentially Misrepresented Fasten 

R OSSLC £ Sl Di vfsion of Operational Events Assessment (Post 870411) 69/08/16 
Consolidated Edison Co of New York, Inc 106pp 50992 315 50993 060 

8908230230 Forwards fnsp Repts 50 445/89 55 & 50-446/69 55 on 690706 0801 No 
violations or deviations noted „ 

WARWICK, RF Assistant Oireclor for Inspection Programs 89/08/17 CAHILL, WJ 
TU Electric (formerly Texas Utilities Generating Co) 3pp 5102B 036-51028 048 

-8908230233 Resident Safety Insp Repts 50 445/89 55 8 50 446/69 55 on 890706 
0801 No violations or deviations noted Major areas inspected preoperationai retest 
procedure review, preoperationai test witnessing, ptanl tours & plant main! 

BtTTERSD BURRIS.SP WIEBE.JS OHice ol Nuclear Reactor Regulation, Director 
(Post 870411) 89/06/17 llpp 51028 039-51028 049 

6908140085 NRC Info Notice 89 060, Main! ol Teielherapy Units " Svc list encl 
CUNNINGHAM.H E Division of Industrial & Medical Nuclear Safety (Post 870729) 
89/08/18 Consolidated Edison Co ol New York, Inc I07pp 50993 061 50993 166 

8908230189 Forwards Insp Repls 50 445/89 52 & 50 446/89-52 on 690802-0905 No 
violations or deviations noted ^ ... , 

WARNICK.FI F Assistant Director tor Inspection Programs 89/08/18 CAHILL, WJ 
TU Electric {formerly Texas Utilities Generating Co) 3pp 51007 251-51007 269 


8908010110 Interim Deliclency Rept CP89019 re Gorg Warner <n:<^' l ,i ! 
failures Initially reported on 090026 Check valves reworked or replaced dua ra w.j | 
arm failure or degradation Next rept will bo submitted prior to fuel lend lor Unit | 
CAHILL WJ WALKER RD TU Electric (formerly Texas Utilities GorwraLtoLOM, , 
07/25 'Document Control Branch (Document Control Desk) Ip | 

50745 322 

8908010113 Supplemental Deficiency Rept CP 87 120 ro tack pi provisions 
ously monitor emergency diesel generator auto start ciruilry lor loss of po*v ^ >) 
reported on 660106 Results ol re-analysis provided Evaluation complete 
CAHILL WJ TU Electric (formerly Texas Utilities Generaling Co) 09/07/25 CV. ( 
ment Control Branch (Document Control Desk) 2pp 50745 323-5O745 324 

8908010303 Interim Deficiency Rept CP 89 018 re printed circuit board* P.r 
inverters, initially reported on 090626 Further evaluation required lo ostacun ^ ■, 

CAHILL WJ’ TU Electric (formerly Texas Utilities Generating Co) 09/07/28 CV., 
ment Control Branch (Document Control Desk), Ip 50755 348 50755 340 

8908040176 Final Deficiency Rept CP 00-37 ro detective ASCO so'c'yd cl 
leads Initially reported on 001214 Improper heal treatment consicfoiod posnW«M7 

for deficiency Solenoid coils replaced for Installed solenoid coils . 

CAHILL WJ TU Electric (formerly Texas Utilities Generating Co* 09/07/28 wv 
ment Control Branch (Document Control Desk) 2pp 50799 237-50799 23B 

8908040181 Supplemental Deficiency Rept CP-06 07 re weld failure & coaling diyyj 
lion m station svc water sys Initially reported on 06041 1 Norv water absorbing Jiws 

substituted for water absorbing gaskets at llangod connections . 

CAHILL WJ TU Electric (formerly Texas Utilities Generating Co) 09/07/28 fro, 
men! Control Branch (Document Control Dosk), Ip 50799 296 50799 200 


•8908230191 Resident Safely Insp Repts 50 445/89 52 & 50-446/89 52 on 890706- 
0801 No violations noted Major areas inspected util action on previous insp 
findings, loliowup on violations/ deviations & safety related mechanical components 
LATTARM UVERMORE.H H Olfice of Nuclear Reactor Regulalton, Director (Post 
07041 1) 69/08/17 16pp 51007 2S4 51007 269 


8908070347 Final Deficiency Rept CP-89-16 re setpoint tolerance on auxiliary laedvj 
pump ovorspoed trip Initially reported on G9070? Turbin© Crip sotpolnl conicna ■-/ 

lowered Issue not reportable per 1 0CFR5O 55(e) , _ . , 

CAHILL.W J TU Electric (formorly Texas Utilities Generating Co> 89/07/31 Lw, 
ment Control Branch (Document Control Desk) 2pp 50802 1GG-5000? 107 


8908240338 Responds lo 890710 request for rept summarizing lessons learned from 
auxiliary feedwater backflow events on 890423 a 690505 & planned corrective actions 
re fnsp Repts 50-445/99-30 & 50-446/89-30 "Rep! on Events " encl 
CAHILL, WJ TU Electric (formerly Texas Utilities Generating Co) 89/08/18 Docu 
ment Conlrol Branch (Document Control Oesk) 3pp 51017 033-51017107 


-0908240340 "Rept on Events of 890423 & 0505 Involving Backflow Through Auxiliary 
F©ed water Sys " 

’ TU Electric (formerly Texas Ulililies Generating Co) 89/08/18 72pp 51017036 
51017 107 


8908280358 Forwards revised response to violation noted in fnsp Repl 50 445/87- 
30.Correctiva actons vendor approved design change installed in Unit 1 diesel gener- 
ator control cucuilries _ „ , „ „ 

CAHILL, WJ TU Eleclnc (formerly Texas Utilities Generating Co) 89/08/21 Docu 
ment Control Branch (Document Control Desk) 4pp 51(139 175 51039176 

8908160129 Suppl 2 to NRC Info Notice 88-048, "Licensee Rept of Defective Refur- 
bished Valves.’ Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of New York, Inc lOOpp 50990 039-50990 137 


8. Reportable occurrences, LEfls & related correspondence 

8907310153 Supplemental Deficiency Rept CP-87-060 re Installation configuration ol 
Amencan Switch Co solenoid valves Ninety* degree elbows will be installed on sole 
noid valves located inside containment as plant enhancement before fuel load 
CAHILL.W J , WOODLAN.OR TU Electric (formerly Texas Utilities Generating Co) 
89/07/17 Document Control Branch (Document Control Desk) 2pp 50736173- 
50736174 

8907310194 Supplemental Deficiency Rept CP-67-132 re unqualified Llmltorque 
actuators Initially reported on 880105 Implementation of corrective actions for Unit 1 
revised lo pnoi to fuel load & until fuel load for Unit 2 

CAHILL.W J Tennessee Valley Authority 89/07/17 Document Control Branch (Docu- 
ment Control Desk) Ip. 50723085 50723 085 

8907310290 Supplemental Deficiency Rept CP-89 005 re component cooling water sys 
thermal relief valves Estimated completion date rescheduled for increase In rated 
pressure ol component cooling water sys 

CAHILL.W J. WOODLAN.O.R TU Electnc (formerly Texas Ulililies Generating Co) 
89/07/17 Document Control Branch (Document Control Oesk) fp 50736 171- 
5 0736 171 

8907270343 intenm Deficiency Repl CP-89 007 re potential Failure ol Rosemounl 
transmitters, Models 1153 & 1154. Initially reported on 690418 Evaluation of safety 
Impact of issue on plant operations continuing Next rept by Unit 1 fuel load 
WOODLAN.O.R. TU Electric (formerJy Texas Utilities Generating Co) 89/07/21. Doc- 
ument Control Branch (Document Control Desk) Ip 50683 264-50683 264 

8907280023 Final Part 21 & Deficiency Rept CP-89 012 re Brown Boven HK circuit 
breakers Initially reported on 890531 Deficiency not reportable per 10CFR50 55(e) or 
10CFR21,based on plant compliance w/mfg 690321 clarifying rept lo NRC 
CAHILL.WJ TU Efeclnc (formerly Texas Utilities Generating Co) 89/07/24 Docu- 
ment Control Branch (Document Control Desk) 2pp 50706106-50706107 

8907280065 Final Deficiency Rept CP-89 017 re conlrol room HVAC damper 
leakage Initially reported on 890623 Unliltered leakage into conlrol room through 
makeup path eliminated by ensuring that leakage must pass through filters prior lo 
entering room 

CAHILL.W J TU Ereclnc (formerly Texas Ublities Generaling Co) 89/07/24 Docu 
ment Conlrol Branch (Document Control Desk) 2pp 50705 296 50705 299 


6908070352 Supplemental Deficiency Rept CP 05 54 re discrepancies in suppl tr w 
ed HVAC seismic qualification support documents Initially reported on BDOO/otors. 
tive action completion date lor Unit 1 rescheduled lo fuel load 
CAHILL, W.J., WALKER, R O TU Electric (formerly Texas Utilillos Generaling Lc) Si 
07/31 Document Conlrol Branch (Document Conlrol Oosk) ip &«2m 
50822 125 


8908070357 Supplemental Deficiency Repl CP-B0-29 re feedwater splil flow tftii 
valve mod not incorporated into FSAR Chapter 15 accidonl analysis initially ffpovj 
on 880422 Corrective actions for Unit 1 rescheduled to prior to fuel load 
CAHILL.W J , WALKER, R.D TU Electric (formerly Texas Utilities Generating Cel 
07/31 Documonl Control Branch (Documont Control Desk), Ip 5&B2/U> 
50622 126 


8908070363 Supplemental Deficiency Rapt CP 88-14 ro structural load vcnficaton d 
Seismic Category 1 structures Initially reported on 660214 Evaluation ol Miasms'! 
loads & design mods will bo completed prior to fuel load lor bolh.umts 
CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co) 89/07/31 0*v 
ment Conlrol Branch (Document Control Dosk) 2pp 50822 123-50022 124 

8908100078 Supplemental Deficiency Rept CP-07-127 ro ovorslioascd pratipmi 4 s; 
port structure design. Initially reported on 000106 Rept revises Unit 1 corrective a 1 "! 
implementation schedule, Completion date rescheduled prior to fool load 
CAHILL, WJ TU Electric (formerly Texas Ulililies Generating Co) 00/07/31 D/i 
ment Conlrol Branch (Documont Conlrol Desk) Ip 50806 110-50686110 


8908090055 Final Supplemental Dolicloncy Repl CP-68.26 ro 1 ultimo ttrdo desy 
requirements During seismic or tornado evenLturblno will not impact adjacent Sw 
Category I structures Condition found not reportable under 10CFREO 55|o) 
CAHILL.WJ. TU Electric (formerly Texas Ulllllios Generaling Co). 09/00/04 Dvv 
men! Control Branch (Oocument Control Dosk) 3pp 50884‘125-508D4 12/ 


8908090365 Supplemental Deficiency Rept CP 67 013 re Class IE separation vwtojJ 
resulting from non-safety class cable troy covers removal or nvou ami ft 
acceptance Design change authorizations for reinstalling cable tray covors r* 1 baled 
CAHILL, WJ TU Electric (formerly Texas Ulililies Generaling Co) 69/08/04 Ocu 
men! Control Branch (Document Conlrol Dosk), 2pp 50883 355 50603 356 

6908140338 Supplemental Deliclency Rept CP 07 85 re degradation of Crass ii 
circuits, Initially reported on 871223 Util will notify NRC of all (inifinns.il any.froro til 
analysis prior lo Unit 1 fuel load, Unit 2 schedule remains unchanged. 

CAHILL.W J. TU Electric (formerly Texas Ulililies Generating Co ) 09/06/04 Ofe 
ment Conlrol Branch (Documont Conlrol Desk) Ip 60910.209 50910 299 


8908160123 Advises that Weslmghouse Owners Group currently addressing MlenW 
steam generator tube rupture analysis deliclency on generic basis. per Info HoLceeS- 
031 

CAHILL.WJ. TU Electric (formorly Texas Utilities Generating Co) 80/00/08 Orna- 
ment Control Branch (Document Conlrol Desk), Ip 50926 O64-5092D 004 


0908160019 Intenm Deliclency Rept CP-86 41 re smatlbroak LOCA Mode ‘ 
operation Initially reported on 860528 Results ol stated analysis show probability/ 
large break LOCA occurring In Mode 3 oi 4 lower than Mode 1 
CAHILL, WJ. TU Electric (formerly Texas Utilities Generaling Co) 00/08/10 Oxv 
ment Control Branch (Document Conlrol Desk). 2pp. 50937' 122-50937 123 


89081B0246 Final Deficiency Rept CP-89 009 re improper mod ol single pipe 
restraint Initially reported on 890508.Lugs replaced on affected pipe 
CAHILL.WJ TU Electric (formerly Texas Ulililies Generaling Co) 8P/08/10 Docu- 
ment Control Branch (Document Conlrol Desk) 2pp 6096 5, 1 37-50965' 1 38 


8907280119 Supplemental Deficiency Repl CP-67-122 re nozzle load mterfaces.lmtlally 
reported on 8801 05 Corrective action completion date lor Unit 1 revised until prior to 
fuel load. Unit 2 status unchanged. 

CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co). 89/07/24 Docu- 
ment Control Branch (Document Control Desk) Ip 50689 229-50669 229 


8906160073 PNO-ADSP-89-006 on S9O810,resldenl Inspector Informod of apparent 

n w/spare auxiliary feedwater pump motor Nine inch piece of wire & metal sta 
iscovered in inboard pump bearing oil sump. 

W1EBEJ.S., WARNICK.R F Region 4, Ofo of the Oireclor 09/08/11 Ip 50930261 
50930.261 
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3908160039 Supplemental Deficiency Repl CP B6 53 re seismic design of 
conduit Initially reported on 06(021 Corrective actions activities rescheduled for com 
plelion hy Unit 1 fuel load Schedule for Unit 2 remains unchanged 
CAHILL.WJ. WOODLAN.DR TU Electric (formerly Texas Utilities Generating Co) 
09/08/11 Document Control Branch (Document Control Desk) Ip 50970 129. 
50970 129 

B90623Q18B Supplemental Deficiency Rept CP-85 29 re non-seismic to seismic Interac- 
tion effects in design of architectural features Initially reported on 850012 Piping walk 
downs being performed & design mods implemented 

CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co) 09/08/14 Docu- 
ment Control Branch (Document Control Desk) 2pp 51020 050 5102S 051 

B908220393 Final Deficiency Rept CP 89 020 ro Limitorque actuator mounting 
bolls Initially reported on 890717 Deficiency could not have adversely affected safe 
opetation of plant & issue determined not reportable 

CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co ) 89/08/10 Docu 
ment Control Branch (Document Control Oosk) Ip 50977 196 50977 196 

6908220356 Interim Deficiency Rept CP 89-021 re Limitorque motor operated valve 
spring packs Initially reported on 090720 Evaluation ot safety impact of issue on plant 
operations continuing Next rept will be issued by Unit t fuel load 
CAHILL.WJ . WALKER, R D TU Electric (formerly Texas Utilities Generating Co) 89/ 
08/18 Oocument Control Branch (Document Conlrof Oesk) Ip 50990 327- 
50998 327 

09OB2BO363 Final Deficiency Rept CP 09 006 re missing snap rings from pin in charging 
motor linkage to breaker closing springs Initially reported on 090313 Procedure for 
6 a kV breaker msp & cleaning revised to add sign oil step lor insp 
CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co) Q9/0B/21 Docu 
ment Control Branch (Document Control Oesk) 2pp 61042 244 51042 245 

B9O625B140 PNOADSP09 006Aon 890010,util Informed NRC that poionlial tampering 
w/spare auxiliary feedwater pump motor not evident Foreign mail reported as found in 
pump boaring oil sump was actually In water jacket for pump 
VVIEBE.J S , WARNICK.R F Region 4. Ofc of the Director 89/08/22 Ip 51029 31 1- 
51029311 


V. Operator Examinations 


B90B0101S4 Forwards Insp Repts 50 445/80-42 8. 50-446/89 42 on B9QG05 09 No vio 
lations or deviations noted 

WARN1CK.RF Region 4. Ole of the Director 89/07/10 CAHILL.WJ TU Electric (for- 
merly Texas Utilities Generating Co ) 3pp 50756 089 50756 100 

-6906010166 Insp Ropls 50 445/09 42 & 50 446/09 42 on 080605 00 No violations or 
deviations notod Major areas Inspected radiation protection programs organization & 
mgt controls, training & qualifications & external exposure controls 
RICKETSON.LT. BAER, RE Region 4. Ofc of the Director 09/07/17 9pp 
50750 092 50756 100 


6906160349 Forwards request for addl Info re FSAR Chapter 13 Issues involving plant 
operations (raining & qualification program 

6RIMES.C I Comanche Peak Project Division 99/00/01. CAHILL.WJ TU Electric 
(formerly Texas Utilities Generating Co ) 4pp 50944 238 50944 240 


8908 180024 Forwards Roqualilication Exam Repl 50-445/01 89 01 administered during 
wk of 690703 

MILHOAN.JL Region 4, Ole ollho Director 90/08/09 CAHILL.WJ TU Electric (lor 
merly Texas Utilities Generating Co ) 4pp 50976 00 1 -50876 0 12 


>6906180028 Requalilicalion Program Audit Ropt 50 445/OL-89 01 on 090703 Audit 
results all individuals & crews passed all oxams 

WHITTEMORE.JE, PELLET, J L Region 4, OIc Ol the Director 09/08/09 Opp 
60976005-50976 012 


DOCKET 60-446 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 2 


A. Appllcation/conslructlon stage documents 4, correspondence 

6607180211 Generic Ltr 89-13 to all holders of Ols or CPs for nuclear powor plants re 
sve water sys problems affecting safety related equipment Svc list oncl 
PARTLOW.JG Associate Director for Projects (Post 070411) 69/07/18 Consotidal 
ed Edison Co ot New York. Inc 53pp 50735 001-50735 054 

6607260143 Notification of 090731 moating w/ulil In Belhosda.MD to discuss FSAR 
Seclions 3 7 & 30 lor Unit I 

FIELDS, M Comanche Peak Project Division 09/07/20 GRIMES, C I Comanche Peak 
Project Division 7pp 50702 351 50702 357 

6907269073 Discusses temp difleronco betwoon healed & unhealed lunctlcm thermo 
couplo at ambient temp & atmospheric prossuro during instrumentation heated junc 
tion thermocouple preoperational tost SSER6 should be updated to rolled correct 
lemp ranpo 

CAHILL.WJ TU Electric (formerly Texas Utititlos Generating Co) 09/07/24 Docu 
ment Control Branch (Document Control Desk) 2pp 50705 108-50706 109 

6906010006 Forwards advance submittal of FSAR & Tech Spec changes re testing of 
station svc water recirculation valves Requests expedited review ol changes & informs 
ulil Ol acceptability 

CAHILL.WJ, TU Electric (formerly Texas Utilities Generating Co), 09/07/25 Docu 
ment Coni rol Branch (Document Control Desk) 17pp 50705 303-50765 319 

8908020241 Forwards advance FSAR & Toch Spec changes re util organization Only 
drall pages end Changes will be included in future FSAR amend 
CAHiLLWJ, WOODLAN.DR TU Electric (formerly Texas Utilities Generating Co) 
39/07/25 Document Control Branch (Document Control Desk) 207pp 50757 315- 
50750 117 

8906020096 Forwards draft revised FSAR pages, descnptlon/|ustificalion of revised 
FSAR & related SER/SSER section ro design ot reset circuits ot ESFs.for review. 
CAHILLWJ TU Electric (formerly Texas Utilities Generating Co) 69/07/26 Docu- 
ment Control Branch (Document Control Desk) llpp 50772 153-50772 163 


8908Q40304 Forwards advanced FSAR submittal of changes re ESF sys slave relay 
testing methodology Changes will be included in future FSAR amend 
CAHILL.WJ , WALKER, RD TU Electric (formerly Texas Utilities Generating Co) 89/ 
07/28 Document Control Branch (Document Control Desk) 21pp 50914 039- 
50914 059 

6908060092 Advises that status ol suspect molded-case curcuit breakers, identified in 
Initiative Element One will be provided by GQ001S Lftil estimates that 750 nonsatety 
related breakers in warehouse slock examined as part of Initiative Element Two 
CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co) 89/07/20 BELL.R 
Nuclear Management & Resources Council (NUMAflC) (formerly Nuclear Utility 
Manage 2pp 50026 248 50826 249 

0900040169 Provides advanced changos to bo included in future FSAR amend Incorpo 
rating uso o! metal clad cable for certain non Class IE applications at plant Expedited 
review ot FSAR changes requested 

CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co) 89/07/31 Docu 
ment Control Branch (Document Control Dosk) I5pp 50799 025-50799 039 

B900D70300 Forwards Rev 3 to “SAR for SPDS for Comanche Peak Steam Electric Sta- 
tion Units 14 2" Specific audit Issues addressed in SAR include, continuous display 
for parameter reactivity control & SPDS availability 

BECK.JW TU Electric (formerly Texas Utilities Generating Co) 89/07/31 Document 
Control Branch (Document Control Desk) Ip 50802 16B 50802 214 

-6908070384 Rev 3 to, “SAR for SPDS for Comanche Peak Steam Electric 
stalion.Unns 18 2" 

* TU Electric (formerly Texas Utilities Generating Co) 09/07/31 4Spp 50602 169 
50802 214 

8902070440 Responds io issues raised during operational & startup audit on 890620 22 
ro ac essential lighting acceptance tosting, control rod reactivity worths & loss ol off- 
site power FSAR change submitfal re loss of offsifo power test summary encf 
BECK.JW TU Electric (formerly Texas Utilities Generating Co) B9/07/31 Document 
Control Branch (Document Control Desk) 23pp 50802 234 50002 256 

890B08D208 Discusses preoperational & startup testing audit conducted on 090620 22 
re dc & Instrument air sys S control rod misalignment FSAR change for Section 1A(B) 
re digital rod position indication sys end 

BECK.JW. TU Eleclnc (formerly Texas Ultimas Gone rating Co) 89/07/31 Document 
Control Branch (Document Control Desk) 63pp 50626 172 50026 235 

8908090125 Forwards proprietary Toplcot Ropt RXE-09 003 P, "Steady Slate Reactor 
Physics Methodology Util rosulls compared to Woslmghouso design predictions Addl 
verification underway Application for withholding end Ropt withheld (10CFR2 700) 
CAHILL, W J , WALKER.R D TU Eleclnc (formerly Toxas Utilities Generating Co) 09/ 
07/31. Document Control Branch (Document Control Oe9k) 3pp 50862 172 
50862 103 

8908100007 Responds to V Stello 090427 Hr re noldicalion ol NRC of employee polen 
tial safety Issues Comprehensive review of agreements entered into lor settlement of 
disputos w/ employees or former empfoyoes undertaken by utrt 
CAHILL.WJ,, BECK.JW TU Electric (formeily Texas Utilities Generating Co) 80/07/ 
3t Document Control Branch (Document Control Dosk) 2pp 50904 330-50904 331 

8908140163 Forwards advance changos to be mcludod In future FSAR amend ro plant 
design response of generator following automatic or manual tuibmo trip Info submitted 
per inquiries arising from prcoporational & stariup tosting audit on 800620 22 
CAHILL.WJ TU Electric (formerly Toxas Utilities Generating Co) 80/07/31 Docu 
men! Conirol Branch (Oocument Control Desk) 17pp 60910 342-50910 350 

690804C170 Forwards, "Pump A Valve Operability Assurance Review Guidelines," con 
talned In Section 3 10 ol NUREG-0BOO.SRP Roviow tonlativoly scheduled from 
600022 24 al pfanf 

GRIMES, Cl Comanche Peak Project Division 09/08/01 CAHILL.WJ TU Electric 
(formerly Toxas Utilities Generating Co ) 83 pp 50902 009 50902 093 

0008100072 Submits addl info ro oir flow distribution tost for icdmo absorbers, updating 
890501 submittal lor exception to Ron Guidos 1 52 A 1 140 W/ono oversize end 
CAHILL.WJ TU Electric (formerly Toxas Uliktios Generating Co) 60/08/01 Docu- 
ment Control Branch (Document Control Desk) 5pp 50904 334-50904 338 

8908160349 Forwards roquost for addl info ro FSAR Chapter 13 issues involving plant 
operations training & qualification program 

GRIMES.CI Comancne Peak Project Division 89/00/0! CAHILL.WJ TU Electric 
(formerly Texas Utilities Generating Co ) 4pp 50944 236 50944 240 

8908140112 Provides advance FSAR submittal ro lab tosting criteria far activated 
carbon Revs revise exceptions taken to Reg Guides t 52 & 1 140 (Part C 6) 
CAHILL.WJ TU Electric (formerly Toxas Ulihtios Gonoratmg Co) 89/08/03 Docu 
mont Control Branch (Documont Control Desk) 12pp 50914 172-50914 103 

8908140072 Comments on specific Issues ro draft Reg Guido DG 1003 re assuring 
availability ot funds for decommissioning Guide should define what is meant by invest 
ment grada corporate securities 

CAHILL.WJ TU Eleclnc (formerly Toxas Utilities Generating Co) 89/08/04 Regula 
lory Publications Branch 2pp 50918 182-50910 163 

6908160213 Provides advance changes to be included in future FSAR amend ro util re 
sponses to TMI Items tl E 3 1, "Emeigoncy Powor for Prossunzer Heaters" & II E 4 2, 
"Containment Isolation Dependability " 

CAHILL.WJ TU Electric (formerly Toxas Utilities Generating Co) 09/09/07 Docu 
ment Controt Branch (Documont Control Desk) 23pp 50925 290 50925 312 

69081 B0291 Responds to Generic Ur 88 14. "tnstrumenl Air Supply Sys Problems Af- 
fecting Safety Related Equipment " Unit 1 testing of safety rotated valves & accumula 
tors rescheduled for completion by fuel load 

WOODLAN.DR TU Electric (formerly Texas Utilities Generating Co ) 09/08/09 Doc 
umont Control Branch (Document Control Dosk) 2pp 50969 086 50969 087 

8908220057 Summary ol 090801 meeting w/utrl in Rockville MD re util proposed re 
sponses to NRC 890711 request for addl info on plant operations QA program W/ 
related Info, Including request for addl mto.drafl responses lo questions & mtendoo list 
MALLOY, M Comanche Poak Project Division 09/00/09 Comanche Peak Project Di 
vision 4pp 50999 288 50999,320 
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>•8908220060 Notification of 890801 meeting w/util in Rockville, MD to discuss util re 
sponses to NRC 89071 1 request for addl info on operations QA program for facility 
MALLOY, M Comancha Peak Project Division 89/07/26 GRIMES, Cl Comanche 
Peak Project Division 37pp 50939 292 50999 326 

8908160023 Provides advance changes to be included in future f SAR amend re emer- 
gency diesel generator start demand during coast down, following testing Changes add 
operators function to ensure reset of stake exciter voltage regulation circuit 
CAHILL, WJ TU Electric (formerly Texas Utilities Generating Co) 69/0B/1Q Doctr 
ment Control Branch (Document Conlrol Desk) 1 1pp 50937 133-50937 143 

0908170500 Forwards advance submitla! o( FSAR changes for Chapter 12 re descrip 
lion & control measures for Cs-137 instrument calibr facility 

CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co) 09/0B/11 Docu- 
ment Conlrol Branch (Document Conlrol Desk) igpp 50950 033 50958 051 

8908210203 Provides advance changes to he included in fulure FSAR amend re eleclri 
cal isolation & separalion of salely sys inoperable indication panels 
CAHILL.WJ TU Eleclnc (formerly Texas Utilities Generating Co) 89/08/ 15 Docu 
ment Control Branch (Document Control Desk) 25pp 50971 050-50971 074 

890B2 10237 Forwards advance copy of changes lo be included in luture FSAR amend 
ra upgrade & addition ot Class IE eleclncal equipment In primary plant ventilation sys 
to maintain negative pressure 

CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co) 89/00/15 Docu- 
ment Control Branch (Document Control Desk) 44p 50975 270-50975 313 

0908230307 Forwards response to BS0731 request lor addl info re FSAR Sections 37 & 
3 6 FSAR advance submittal ro temp ranges inside & outside containment atso end 
CAHILL.WJ TU Electric (lormerly Texas Utilities Generating Co) 89/00/16 Docu- 
ment Conlrol Branch (Document Control Desk) 98pp 51007 305-51008 042 

8900220321 Foiwards list of initial startup test procedures available for NRC exam, per 
FSAR Section 14 2 11 requirements 

CAHILL.WJ TU Eleclnc (formerly Texas Utilities Generating Co) 89/08/18 Docu- 
ment Control Branch (Document Control Desk) 4pp 50994 243 50994 246 

8900220350 Advises that S&W nolilied by util that responsibility lor facility code control 
program will be terminated effective on 890023 EBASCO Svcs.lnc selected to assume 
responsibility for code control program effective on 090824 
CAHILL.WJ TU Electric (lormerly Texas Utilities Generating Co) 89/08/18 
BYNOG.G Texas. Slate ot 2pp 50999 114-50999 115 

8998230393 Forwards advance changes to be included m future FSAR amend re elec 
trical isolation of non-Class IE space heaters for Class IE molor conlrol ctrs & FSAR 
changes re design mods of reset circuits of ESFs 

CAHILL.WJ , WALKER, R D TU Electric (formerly Texas Utilities Generating Co) 69/ 
08/18 Document Control Branch (Document Conlrol Desk) 25pp 51006061- 
51006005 

6908280316 Foiwards safely evaluation re dispute between CASE & util on acceptability 
of Juf 1982 RCS cold hydrostatic test 

GRIMES, Ct Comanche Peak Protect Division 89/00/16 ELLIS, J Citizens Associa 
lion for Sound Energy COUNSIL.W G TU Electric (formerly Texas Utilities Generating 
Co) 3pp 51040 036 51D40 06B 

-8908200321 "Staff Evaluation of Dispute Between CASE & TU Electric on Acceplabil 
ity of Jul 1982 RCS Cold Hydrostatic Test " 

' Comanche Peak Project Division B9/08/31 30pp 51040039 51040068 

0908260296 Forwards notice of environ assessment & finding of no significant impact re 
ubl 890504 request to amend CP authorizing transfer of 2-1/6% ownership interest in 
Comanche Peak from Tex La Electric Cooperative of Texas, Inc 
GRIMES, Cl Comanche Peak Project Division 89/06/23 CAHILL.WJ TU Electric 
(formerly Texas Utilities Generating Co) 3pp 51042 323-51042 330 

—09 Q828Q239 Notice of environ assessment & finding of no significant impact Amend 
deletes Tex-La as owner on CP & increases util aggregate ownership to 100% 
GRIMES.C I Comanche Peak Project Division B9/0B/23 5pp 51042 326 51042 330 


E. NRC Safely Evaluation Report (SER), suppls & correspondence 

8907280073 Discusses lamp difference between healed & unhealed junction thormo- 
coupta at ambient temp 8 atmospheric pressure during Instrumentation haated junc- 
tion thermocouple preopera banal leslSSER6 should be updated lo reflect correct 
temp range 

CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co) 89/07/24 Docu 
ment Control Branch (Document Conlrol Desk) 2pp 50706 108-50706 109 


F, Security, medical, emergency S fire protection plans 

8907280088 Forwards 1939 fold exercise scenarios (or 899725 26 graded exercise 
CAHILL.WJ, WOODLAN.OR TU Electric (formerly Texas Utilities Generating Co) 
89/05/26 Document Control Branch (Document Control Desk) Ip 50691 147- 
50698 290 

-09O728QD92 "1989 Field Exercise, On site Emergency Organization Evaluator Check- 
lists ” 

1 TU Electric (lormerly Texas Utilities Generating Co) 89/07/26 31 Ipp 50691 149 
50692 098 " 

-0907280095 ”1969 Field Exercise Scenario Manual. Vol I Onsite Plumo Exposure Path 
way Scenario" 

1 TU Electric (lormerly Texas Utilities Generating Co) 89/07/26 1,224pp 50692099 
50695 240 

—0807260096 "1989 Field Exerciso.lngestion PaLhway Scenario Manual, Vol 1 ” 

* TU Electric (lormerly Texas Utilities Generating Co) 69/07/26 1,12Bpp 50695 241- 
5069B 290 ~ 

8908010073 Forwards summary ol 890710 meeling In Region IV ofc re evacuation & 
accountability ot site personnel Meeting beneficial & provided belter understanding of 
emergency planning activities lor plan! 

WARNICK.RF Region 4, Ofc of the Direclor 89/07/27 CAHILL.WJ TU Electric (for- 
merly Texas Utilities Generating Co ) 3pp 50754 282-50754 286 


-8908010077 Summary of 890710 meeting w/licensee in Arlington, IX to discuss efr 
kons re evacuation of site personnel during upcoming emergency preparedness ex- 
cise 

EVERETT, R J Region 4, Ofc of the Director 89/07/20 Reqion 4, Ofc ol the Dr*«i 
2pp 50754 205-50754 286 

8908140356 Provides results of reevafuation ol 60 mile wind direction data for BBMC? 
101 8, per meteorological measurement program Percent data recovery tor 50 i-V-> 
wind direction for CY8B revised from 95 fo 45% 

CAHtLL.WJ TU Electric (formerly Texas Utilities Generating Co) 89/08/07 tb,v 
ment Conlrol Branch (Document Control Desk) 2pp 5091035950910360 

8906180269 Ack receipt of exercise scenario for 090725 
exercise Comments discussed w/licensee represenlakves Observations made ijea 
exercise will be Included in exercise repl 

WAR NICK, R F Assistant Direclor for Inspection Programs 69/08/10 CAHILL.WJ 
TU Electric (formerly Texas Utilities Generating Co) 3pp 50969 088 509-59 03*0 

6906210213 Revised emergency plan procedures, including Change EP P-203 RT 1 U 
EPP-203,Rovs 1 to EPP-207-1 & EPP-207-2,Revs 0 to EPP-207 6 EPP-207 IIP? 
207-8, EPP-207-9.EPP-207-10. EPP-207-1 1.EPP-905 & Rev 6 to EPP 207 W8X&H 
Itr 

CAHILL.WJ, TU Electric (formerly Toxas Utilities Generating Co) 89/08/15 tore 
50982 026 50982 254 


8908230146 Forwards Insp Ropls 50-445/89-56 & 50-446/89 56 on 6907 10-14 No re- 
lations or deviations noted Actions taken lo correct previously identified imp (vkStss 
also examined & discussed In rept Paragraph 2 

WARNICK.fl F Region 4, Ofc ol the Director 89/08/15 CAHILL.WJ TU Electric (Lv- 
merly Texas Utilities Generating Co ) 3pp 51028 076 51028 OBO 

-8908230152 Partially withheld Prooperational Insp Repts 50 445/09-56 & 50-446/83- 
26 on 890710-14 (rel 10CFR73 21) No violations or deviations noted Major areis 
Inspected applicant physical security program.lncludmg protected area physical t-Y 
tiers 

CALDWELL, R A Region 4, Ofc of the Director 89/08/15 2pp 51026 079 5I028C6-) 

8908210212 Suppl 1 to Generic Llr 09 07 to all operating plants, applicants for OLs 4 
holders of CPs re power roactar safeguards contingency planning for surface Mfcdi 
bombs, Svc list end 

PARTLOW.J.G Associate Director for Projects (Post 870411} 89/00/21 ConsoMat- 
ed Edison Co of New York, Inc 55pp 51036001-51036056, 


G. Adjudicatory correspondence 


8908070129 Withdrawal of motion to reopen record* Withdraws D3Q714 moton » 
reopen record W /Certificate of Svc 

BURNAM.L Affiliation Not Assigned //3B9 8952 89/07/26 Atomic Solely arrf Li- 
censing Board Panel Ip. 50745 042-50745 043 

6908070132 Advises that recipient 890713 motion lo reopen record withdrawn pa 
890725 request W/Cerlificate of Svc Served on 890729 

CHILK.S J Office of the Secretary of the Commission jV 3B3 S965 69/07(2? 
BURNAM.L Affiliation Not Assigned 7pp 50745 035-50745 041 

8908240046 Motion tor reconsideration ol NRC memorandum 8, order CLI 09-14 * f.-RC 
should excuse itself from consideration on matters re JJ Macktal & should r-e'er a* 
issues on NRC requested subpoena to Independent adjudicatory body 
KOHN.SM Kohn, Kohn & Colapinto. PC (formerly Kohn & Associates} #389 
89/09/17 Commissioners 74pp 50963 295-50964 014 

-B90624006B Advises that J Macktal wishes lo provide info to NRC ro sigmlicant ere-go 
iaritles at plant, but arrangements have not been agreed upon 
DEVINE.T Government Accountability Project 06/02/28 STELLO.V Ofc of the Exec- 
utive Director for Operations 6pp 50964 009 50964 014 


f Financial Information 


8906020275 Requests schedufar exemption from requirements Ol 10CFR5Q33[k) re 
submtltal of rept, including cerliticalion of financial assurance for funds to tfecomrrrs- 
sion pfant 

CAHILL.WJ TU Eleclnc (formerly Texas Utilities Generating Co) 09/07/23 Docu- 
ment Control Branch (Document Control Desk) 3pp 50772 211-50772 213 


M. Antitrust correspondence 


8908160160 Request ol Cap Rock for reevaluation of director's determination that TO 
significant changes In licensee activity warrant antitrust review at OL stage CcikffcJl* 
of Svc end 

A DR AG N A, J M Cap Rock Electric Cooperative, Inc. ADRAGNA.J M M iller ,GaBs 4 
O'Neil 89/07/26, Office of Nuclear Reactor Regulation, Director (Post 07041 IJ 13pp 
50970 079-50970 091 


6908070051 Forwards FR notice re receipt of petition for Director’s Decision under 
10CFR2 206 

THOM AS, CO Policy Development & Technical Support Branch (Post 87041 5) 
THOMAS, CO Program Management, Policy Development & Analysis Stall (Post 
870411) 89/07/27 MEYER, O L Office of Administration (Post 800205) ?pp 
50804 356 50804 359 


O. Advisory Committee on Reactor Safeguards reports & correspondence 


8908020300 Summarizes 350th ACRS meeting on 890608 10 
REMICK.FJ, ACRS - Advisory Committee on Reactor Safeguards 89/07/Q6 
CARR, KM Commissioners 3pp 50902 006-50902-008 
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q, Inspection reports, IE Bulletins & correspondence 

890897000 5 FQIA request lor final open item transmittal Itrs per NRC Insp Procedure 
943 00 B for listed plants 

WILLIAMS.OG JRA Associates 09/05/17 GRIMSLEY.D H NRC No Detailed Aflili 
ation Given 2pp 50809 270 50G09 200 

89080101 40 Forwards Insp Repts 50 <145/89 39 & 50 446/69 39 on 690626 0706 No 
violations or deviations noted 

WARNICK.RF Region 4, Ofc ol the Director 09/07/18 CAHILL, WJ TU Electric <lor- 
merly Texas Utilities Generating Co ) 3pp 50756 135 50756 144 


••8908210209 Insp Repts 50 445/89 53 & 50 446/89 53 on 890706-0001 No violations 
or deviations noted Maior areas inspected action on previous insp fmdings.followup on 
violations /deviations & post const hardware validation program 
RUNYAN.M F , UVERMORE.H H Ollice of Nuclear Reactor Regulation, Director (Post 
870411) 89/OB/ 14 llpp 50969 194 50969 204 

8908230146 Forwards Insp Repls 50 445/09 56 & 50 446/89 56 on B90710 14 No vio- 
lauons or deviations noted Actions taken to correct previously identified insp findings 
also examined & discussed in repl Paragraph 2 

WARNICK.RF Region 4,Ofc of the Director 69/08/15 CAHILL, WJ TU Electric (for- 
merly Texas Utilities Generating Co ) 3pp 51028 076 51028 080 


■ 8908010148 Insp Ropls 50 445/89 39 & 50 446/89 39 on 890626 0706 No violations 
or deviations noted Major areas inspectod containmont integrated leak rate tesl 
SINGH.A. A2UA.RV, SEIDLE.W C Region 4, Ofc of the Director 89/07/17 7pp 

50755 13B-50756 144 

8908010 1 84 Forwards Insp Ropls 50-445/B9 42 & 50 446/89-42 on 890605 09 No vio 
lalions or deviations noted 

WARNICK.RF Region 4. Ofc oftho Director B9/07/18 CAHILL, WJ TU Eloctnc (for 
marly Texas Utilities Generating Co ) 3pp 50756 009 50756 100 

. 8906010166 tnsp Repts 50-445/89 42 8 50 446/89 42 on 890605 09 No violations or 
deviations noted Major areas inspected radiation protection programs organization & 
mol cordials, training 8 qualifications 8 external exposure controls 
RICKETSON.LT, BAER, RE Region 4, Ofc of Ihe Director 89/07/17 9pp 

50756 0 9 2-50756 1 00 

8907270066 Forwards Insp Ropls 50 445/89 47 8 50 446/89 47 on 090607-0705 No 
violations or deviations noted 

WARNICK.RF Assistant (Director tor Inspection Programs 09/07/21 CAHILL.WJ 
TU Electric (formerly Texas Utilities Goneraling Co ) 3pp 50705 067-50705 086 

• 8997270094 Insp Repts 50 445/09-47 8 50-446/89 47 on Q90607 0705 No violations 
Oi deviations noted Major aroas Inspected applicant actions on previous insp 
finding s .folto wup on violations/dovintions 8 general plant areas 
LIVERMORE, HH Ollico ot Nuclear Roaclor Regulation, Director (Post 870411) 89/ 
07/20 1 7pp 50705 070-50705 086 


--8908230152 Partially withheld Preoperattonal Insp Repls 50 445/89 56 & 50 446/89- 
26 on 890710-14 (ret tOCFR73 2l)No violations oi deviations noted Maior areas 
inspected applicant physical security program including protecled area physical bar- 
riers 

CALDWELL.fl A , POWERS D A Region 4. Ole of the Director 89/08/15 2pp 
51028 079 51028 080 

8908100126 NRC Info Notice 89-059, 'Suppliers of Potentially Misrepresented Faslen- 
ers " Svc list end 

ROSSI.C F Division ol Operational Events Assessment (Post 070411) 89/08/16 
Consolidated Edison Co ol New York. Inc 106pp 50992 315 50993 060 

8908230230 Forwards Insp Repts 50-445/89-55 8 50 446/89-55 on 690706 0801 No 
violations or deviation;, noted 

WARNICK.RF Assislanl Director lor Inspeciion Programs 89/08717 CAHILL.WJ 
TU Electric (formerly Texas Utilities Generating Co ) 3pp 51028 036 51028 049 

•-8908230233 Resident Saloty Insp Repls 50 445/89 55 8 50-446/89 55 on 890706 
0B01 No violations or deviations noted Mapr areas inspected preoperational retest 
procedure roview. preoperational test witnessing, plant tours 8 plant mamt 
8ITTER.S D. BURRIS, S P , WIEBE.J S Office of Nuclear Reactor Regulation, Director 
(Post 870411) 69/08/17 llpp 51028 039 51028 049 

8908140085 NRC Info Notice 89 060, "Main! of Teletherapy Umls" Svc list end 
CUNNINGHAM.R E Division of Industrial 8 Medical Nuclear Safety (Post 870729) 
89/08/18 Consolidated Edison Co ol New York. Inc 107pp 50993 051-50993 166 


6907260031 Responds lo NRC 890710 Ilf on Augmonlod Insp Team Repls 50 445/09 
30 S 50-446/09 30 ro chock valve failures which could cause reverso How through 
auxiliary loodwalor sys Ropt, summarizing lessons learned, will bo sent by 890810 
CAHILL, WJ TU Electric (formerly Toxas Utilities Generating Co) 89/07/24 Docu- 
ment Control Branch (Document Control Desk) Ip 50609 220 50600 22B 


89073100 69 Advises that environ qualification insp scheduled tor 090007-11 por 890717 
lolcon Insp will mcludo rovlow ol util Implementation of environ portions of equipment 

S ualiticalion corroclivo action program 

iRIMES.C I Comanche Poak Pro|oct Division 09/07/25 CAHILL.WJ TU Etectric 
(loimorly Toxas Utilitios Generating Co ) 3pp 50715 071-50715 073 


8907200019 NRC Info Notice 09 057, "Unqualified Electrical Splices in Vondor Supplied 
Environmoninlly Qualified Eqwpmont " Svc list end 

ROSSI.C E Division ol Oporational Events Assessment (Post 8704 1 1> 09/07/26 
Consolidated Edison Co of Now York, Inc 106pp 50711333 50712 0/0 


890802 D277 Rovisos rosponso to violations notod in Insp Repts 50 445/09 32 & 50- 
446/63-32 Response rovisad to moio accurately describe corrective steps in 890710 

CAHILL, W.J TU Electric (formerly Toxas Utiliiios Generating Co) 09/07/28 Docu- 
ment Control Branch (Document Control Desk) 3pp 50772 309 50772 31 1 


B9082301B9 Forwards Insp Repts 50 445/89 52 & 50-446/89 52 on 090802 0905 No 
violations or devialions noted 

WARNICK.RF Assistant Director lor Inspection Programs 89/08/13 CAHILL.WJ 
TU Electric (formerly Texas Utilities Generaling Co ) 3pp 51007 251-51007 269 


-8908230191 Resident Safety Insp Repts 50-445/09 52 & 50 446/89 52 on 890706- 
0801 No violations noted Major areas inspected util action on previous insp 
Imdings.lollowup on violations/ deviations & safety-related mechanical components 
LATTA.R.M , LIVERMORE, H H Office of Nuclear Reactor Regulation, Director (Post 
970411) 89/08/17 I6pp 51007 254 51007 269 

8908240330 Responds to 890710 request (or rept summarizing lessons learned from 
auxiliary teedwaler backflow events on 890423 & 890505 8 planned corrective actions 
re Insp Repls 50 445/89 30 & 50-446/89 30 "Rept on Events " end 
CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co ) 89/OB/tB Docu 
ment Control Branch (Document Control Desk) 3pp 51017 033-51017 107 


-B90B240340 "Repl on Evonts ol 890423 & 0505 Involving Backllow Through Auxiliary 
Feedwater Sys " 

• TU Electric (formerly Toxas Utilities Generating Co) 89/08/ta 72pp 51017 036- 
51017 107 


8908970435 Ack rocoipl ol 090719 Itr Informing NRC of slops lakon to correct violations 
notod in Insp Repts 60-445/00-35 & 50 446/09 35 . 

WARNICK.RF Assislanl Olroclor lor Inspection Programs 09/07/31 CAHILL.WJ 
TU Electric (formerly Texas Utitillos Goneraling Co ) 3pp 60822 206 50022 270 

8908080068 Ack rocoipl ol 000714 & 28 responses to NRC 090619 Itr ro violations 
no led In Repts 50 445/09 32 & 50 446/09-32 nfwn ,,„. „ AU1| . , 

WARNICK.RF, Assistant Director lor Inspection Programs 09/07/31 CAHILL.WJ 
TU Electric (lormorly Toxas Utilities Generating Co ) 3pp 50056 304 50056 306 

8907270121 Suppl 1 to NRC Bulletin 08 010, "Nonconforming Molded Case Circuit 

Breakers " Svc list end . 

ROSSI.C E, Division of Oporational Evonis Assessment (Post 870411) 09/08/03 
Consolidated Edison Co of Now York, Inc lOOpp 50904 140 50904 253 

8907280 169 NRC Into Notice 09 051), "Disablement of Turbine Driven Auxiliary Feed- 
wator Pump Duo to Closure of One ol Parallel Steam Supply Valves " Svc list end 
ROSSI.C E Division ol Operational Evonts Assessment (Post 070411) 89/06/03 
Consolidated Edison Co of New York, Inc 106pp 50900 005 50900 110 

8908080104 Forwards Insp Ropls 50 445/09 51 & 50 445/89 61 on 890706 0801 No 
violations or doviatlons nolod 

WARNICK.R F Assistant Director lor Inspection Programs 89/08/04 CAHILL, W J. 
TU Electric (lormorly Taxos Utiliiios Generating Co) 4pp 50856 107-50856 196 

- 6908080197 Insp Ropls 50 445/09 51 & 50-446/09 51 On 000706 0001 No violations 
or deviations nolod Major aroas Inspected applicant actions on previous Insp 
Imdings.lollowup on violalions/devlatlons & assessment ol allegations 
HALE.CJ, LIVERMORE, HH. Office of Nuclear Reactor Regulation, Director (Post 
070411). 89/08/04 6pp 50056 191-50856 196 

89081 40263 Informs of SORT audil ol salely related electrical 8 mechanical equipment 
(or plant on 090021-25 by NRC Audit will be conducted using guidance contained In 
Rog Guide 1 100 & tndu3lm Std IEEE-344-1976 Cl 

GRIMES, Cl Comanche Poak Project Division 09/00/04 CAH1LL.W J TU Electric 
(formerly Texas Utiliiios Generating Co ) 6pp 50025 236-50926 241 

89QB210214 Ack receipt ot 000731 Itr Informing NRC ol steps taken lo correct violations 

noted in Insp Repts 60 445/09 37 & 50 446/89-37 

WARNICK.R F. Assislanl Director for Inspeciion Programs 89/OB/lt CAHILL.WJ 
TU Electric (formerly Texas Utilities Generating Co) 3pp 50975 197-50975 199 

8908210205 Forwards Insp Repts 50-445/89-53 & 50 446/89-53 on 390708- 0801 No 
violations or deviations noted i 

WARNICK.R F. Assistant Director for Inspection Programs 09/08/14 CAHILL, W J. 
TU Electric (formerly Texas Utilities Generating Co), 3pp. 50069 191-50969 204. 


8908200368 Forwards revised response to violation noted in Insp Rept 50 445/87- 
30 Corrective actions vendor approved design change installed In Unit 1 diesel gener- 
ator control circuitries _ „ . „ „ 

CAHILL.WJ TU Electric (formerly Toxas Utilities Generating Co) 89/08/21 Docu- 
ment Control Branch (Document Control Desk) 4pp 51039 175-51039 178 

8908180129 Suppl 2 lo NRC Info Notice 88-048. "Licensee Ropt of Defective Refur- 
bished Valves ' Svc list end 

ROSSI.C E Division ol Operational Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of New York, Inc lOOpp 50990 039-50990 137 

S. Reportable occurrences, LERs & related correspondence 

8907310153 Supplemental Deficiency Rept CP-87-060 re Installation configuration of 
American Switch Co solenoid valves Nlnely degree elbows will be installed on sole- 
noid valves located inside containment as plant enhancement before fuel load 
CAHILL, W J , WOODLAN.DR TU Electric (lormorly Texas Utiliiios Generaling Co) 
00/07/17 Document Control Branch (Document Control Desk) Spp 50736173- 
50736 174 

8997310194 Supplemental Deficiency Rept CP-B7-t32 re unqualified Limilotque 
actuators Imlrally reported on 880105, Implementation ot correctiva aclions tor Unit t 
revised to prior to fuel load & until fuel load for Unit 2 „ 

CAHILL.WJ. Tennessee Valley Authority 89/07/17 Document Control Branch (Docu- 
ment Conlrol Desk) Ip 50723 085 50723.085 

8907310290 Supplement Deficiency Repl CP 89 005 re component cooling water sys 
thermal relief valves Estimated completion date rescheduled lor increase in rated 
pressure ot component cooling water sys 

CAHILL.WJ, WOODLAN.DR TU Electric (tormerly Texas Utilities Generating Co) 
89/07/17 Document Control Branch (Document Control Desk) Ip 50736 171- 
50736 17 f 

8907270343 Inlonm Deficiency Rept CP-89 007 re potential failure of Rosemount 
transmitters. Models 1153 & 1 154 Initially reported on 89041 9 Evaluation o! safety 
impact ol issue on plant operations conlinumg Next rept by Unit 1 fuel lead 
WOODLAN.D R. TU Electric (formerly Texas Utilities Generating Co) 89/07/21 Doc 
ument Conlrol Branch (Document Control Desk) ip 50683 264 50683 284 

8907280023 Final Part 21 & Doficiency Rept CP-89 012 re Brown Boven HK circuit 
breakers Initially reported on 890531 Deficiency not reportable par 10CFR50 55(e) or 
1DCFB21, based on plant compliance w/mtg 690321 clarifying rept to NRC 
CAHILL.WJ TU Electric (formerly Texas Utilities Generating Co) 89/07/24 Docu- 
ment Control Branch (Document Control Desk) 2pp 50706 106-50706.107 
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8907280085 Final Deficiency Repl CP-89 017 re conlrol room HVAC damper 
leakage Initially reported on 090623 Unfiltered leakage into conlrol room through 
makeup palh eliminated by ensuring that leakage must pass through tillers prior to 
entering room 

CAHILL.W J TU Electric (formerly Texas Utilities Generating Co ) 89/07/24 Docu 
merit Conlrol Branch (Document Control Desk) 2pp 50705 298 50705 299 

8907280119 Supplemental Deficiency Rept CP 87-122 re nozzle load interfaces Initially 
reported on 880105 Corrective action complelion dale tor Unit 1 revised until prior to 
luel load Unit 2 status unchanged 

CAHILL, W J TU Eteclnc (formerly Texas Utilities Generating Co ) 89/07/24 Docu 
menl Control Branch (Document Control Desk) I p 506B9 229 50689 229 

8908010110 Interim Deficiency Rept CP 89 019 re Borg Warner check valve 
failures Initially reported on 890626 Check valves reworked or replaced due to swing 
arm failure or degradalion Next repl will be submitted prior to luel load for Unil t 
CAHILL.W J , WALKER, R D TU Electric (formerly Texas Utilities Generating Co ) 89/ 
07/25 Document Conlrol Branch (Document Conlrol Desk) tp 50745 322- 
50745 322 

8908010113 Supplement! Deficiency Rept CP B7-128 re lack ol provisions lo continu 
ously monitor emergency diesel generator auto start ciruitry lor loss ol power Initially 
reported on 680106 Results ol re analysis provided Evaluation complete 
CAHILL.W J TU Electric {formerly Texas Utilities Generating Co ) 89/07/25 Docu 
ment Conlrol Branch (Document Conlrol Desk) 2pp 50745 323 50745 324 

8908010303 Interim Deficiency Rept CP 89 016 re printed circuit boards in Elgar 
inverters initially reported on 890626 Further evaluation required to establish safety 
significance 

CAHILL.W J TU Electric (formerly Texas Utilities Generalmg Co) 89/07/26 Docu 
menl Control Branch (Document Control Desk) Ip 50755 348 50755 348 

8908040181 Supplemenlal Deficiency Rept CP 86 07 re weld failure & coating degrada 
lion in station svc water sys Initially reported on 860411 Non water absorbing gaskets 
substituted lor water absorbing gaskets at Hanged connections 
CAHILL.W J TU Electric (formerly Texas Utilities Generating Co) 89/07/28 Docu 
ment Conlrol Branch (Document Control Desk) Ip 50799 296 50799 296 

8908070347 Final Deficiency Repl CP 09 16 re setpoint tolerance on auxiliary leedwalor 
pump ovarspeed trip Initially reported on 890707 Turbine trip sefpoinl conservatively 
lowered Issue nol reportable per 10CFR50 55 (g) 

CAHILL.W J TU Electric (formerly Texas Utilities Generating Co) 89/07/31 Docu 
ment Conlrol Branch (Document Control Desk) 2pp 50802 166 50802 167 

8908070352 Supplemenlal Doliciency Repl CP 85-54 re discrepancies in supplier-provid 
ed HVAC seismic qualification support documents Initially reported on 860926 Correc 
Hva action completion date tor Unit 1 rescheduled lo fuel load 
CAHILL, WJ , WALKER, RD TU Electric (formerly Texas Utilities Generating Co) 89/ 
07/31 Document Control Branch (Document Control Desk) Ip 50822 125 

50822 1 25 

8908070357 Supplemental Deficiency Repl CP-88 29 re feedwater split flow bypass 
valve mod nol incorporated Info FSAR Chapter 15 accident analysis Initially reported 
on 8B0422 Corrective actions lor Unit 1 rescheduled lo prior to fuel load 
CAHILL.W J , WALKER, RD TU Electric (formerly Texas Utilities Generalmg Co) 89/ 
07/31 Document Control Branch (Document Control Desk) Ip 50622 126 

50822 1 26 

8908070363 Supptemanlal Deliciency Rept CP 80-t4 re structural load verification of 
Seismic Category I structures Initially reported on 880214 Evaluation ot atiachmenl 
loads & dosign mods will be completed prior to fuel load for both units 
CAHILL.W J TU Electnc (tormerly Texas Utilities Generating Co ) 89/07/31 Docu 
ment Control Branch (Document Conlrol Desk) 2pp 50822 123 50822 124 

8908100078 Supplemenlal Deficiency Rept CP 87-127 re ove/stressed platform & sup 
port structure dosign Initially reported on 6B0108 Rept revises Unit 1 corrective action 
implementation schedule Completion date rescheduled prior to luel load 
CAHILL.W J TU Electric (lormerly Texas Utilities Generating Co) 89/07/31 Docu- 
ment Conlrol Branch (Document Conlrol Desk) Ip 50B06 1 10 50B96 110 

8908090055 Final Supplemenlal Deliciency Rept CP 88 26 re (u/bino bldg design 
requirements During seismic or tornado event.turblne will not impact ad(acent Seismic 
Category I slructures Condition lound nol reportable under 10CFR50 55(e) 

CAHiLL.W J TU Elecinc (formerly Texas Utilities Generating Co) 89/06/04 Docu 
menl Conlrol Branch (Document Control Desk) 3pp 50884 125-508B4 127 

8908090365 Supplemental Deficiency Rept CP 07-013 re Class IE separalion violations 
resulting from non safely class cable bay covers removal or mod alter OC 
acceptance Design change authorizations for reinstalling cable tray covers initiated 
CAHILL.W J TU Elecinc (formerly Texas Utilities Generating Co) 89/08/04 Docu 
menl Control Branch (Document Control Desk) ?pp 50883 355 50863 356 

B905140338 Supplemental Deficiency Rept CP 67-85 re degradation of Class IE 
circuits Initially reported on 871223 Util will notify NRC ol all Undines, If any, from addl 
analysis prior to Unit 1 fuel load, Unit 2 schedule remains unchanged 
CAHILL.W J TU Electric (formerly Texas Ulilities Generating Co ) 89/08/04 Docu 
ment Conlrol Branch (Document Conlrol Desk) Ip 50910 299-50910 290 

8908150123 Advises that Westmghouse Owners Group currently addressing potential 
staam generator tube ruplure analysis deficiency on genenc b8Sis,per Info Notice 08 
031 

CAHILL.W J TU Electric (formerly Texas Ulililiefi Generating Co) 89/08/08. Docu 
ment Control Branch (Document Conlrol Desk) ip. 50926 064-50926064 

8908160019 Interim Deficiency Rapt CP 86 41 re smallbreak LOCA Mode 4 
operalion Initially reported on 860528 Results ol slated analysis show probability of 
large break LOCA occurring In Mode 3 or 4 lower than Mode 1 
CAHILL.W J TU Eleclric (formerly Texas Utilities Generating Co) 89/OB/lO Docu- 
ment Conlrol Branch (Document Control Desk) 2pp 50937' 122-50937 123 

8908160073 PNO-ADSP-89 006 on 8908 10, resident inspector informed ol apparent tam- 
pering w/spare auxiliary feedwater pump motor Nina inch piece of wire & metal shav- 
ings discovered in inboard pump bearing oil sump 

WLEBE.J S , WARNICK.R F. Region 4. Ofc ol Ihe Director 89/08/1 1 Ip 50930 261- 
50930 261 


890B180089 Suppiemonlal Deficiency Rept CP 86 53 re seismic design d 
conduit Initially reported on 861021 Corrective actions activities rescheduled for con- 
plotion by Unil 1 fuel load Schedule lor Unit 2 remains unchanged 
CAHILL.W J, WOODLAN.DR TU Electric (formerly Texas Ulililies Generating Col 
09/08/11 Document Control Branch (Document Control Dosk) tp 50970 17-*- 
50970 129 

6908230188 Supplemental Deficiency Rept CP 85-29 re non seismic to seismic inttr a ; 
tion effecls in design of architectural features Initially reported on 850912 Pip ng 
downs being performed 8 design mods implemented 

CAHILL.W J TU Electric (formerly Texas Utilities Generating Co) 89/08/14 Dor> 
menl Control Branch (Document Control Desk) 2pp 51028 050-51028 C51 

6908220393 Final Deficiency Rept CP 89 020 re Limitorque actuator m ou/Vgi 
bolts Initially reported on 89071 7 Deliciency could not have adversely affected S-'e 
operalion ol plant & issue determined not reportable 

CAHILL.W J TU Elecinc (formerly Texas Utilities Generating Co) 89/08/16 Dcoj 
menl Control Branch (Document Control Desk) Ip 50977 196 50977 196 

8908220356 Interim Deficiency Repl CP-69 02 1 re Limilorque motor operated vi\a 
spring packs Initially reported on 890720 Evaluation ot safely impact of Issue on part 
operations continuing Next rept will be issued by Unit 1 fuel load 
CAHILL.W J , WALKER, R D TU Electric (formerly Texas Ulililios Generating Co) 83' 
08/18 Document Control Branch (Document Control Desk) tp 50998327 
50998 327 

8908280363 Final Deliciency Repl CP 89 006 re missing snap rings Irom pin in Chargmj 
molor linkage lo breaker closing springs Initially reported on 8903 13 Procedure U 
6 9 kV breaker msp & cleaning revised to add sign off step for Insp 
CAHILL.W J TU Electric (formerly Texas Ulililies Generating Co) 99/08/21 Oocu- 
menl Control Branch (Documenl Conlrol Desk) 2pp 51042 244 51042245 

8908250148 PNO ADSP 89 006A on 890818, util mformod NRC that polonlial tarr.pc.rtj 
w/spare auxiliary leodwaler pump motor not evident Foreign mall reported as found n 
pump bearing oil sump was actually in water jacket lor pump 
WIEBE.J S. WARNICK.R F Region 4, Ofc of Ihe Director 89/08/22 Ip 51029311- 
51029 311 


V Operator Examinations 


8908010184 Forwards Insp Repts 50 445/89 42 & 50 446/89 42 on 09O6OS 09 No v* 
lations or deviations noted 

WARNICK.R F Region 4, Ole ol the Director 09/07/10 CAHILL.W J TU Elecinc (te- 
morly Texas Utilities Generating Co) 3pp 50756 089 50756 100 


•8908010188 Insp Repts 50 445/89 42 & 50 446/89 42 on 090605 09 No violations Cf 
deviations noted Maior areas inspected radiation protection programs organization A 
mgt controls, training A qualifications & external exposuro controls 
RICKETSON.LT Region 4. Ofc of Ihe Diroctor 09/07/17 9pp 50756 092-50756100 


8908180349 Forwards request lor addl info ro FSAR Chapter 13 Issues Involving plant 
operations training & qualification program 

GRIMES, C I Comanche Peak Project Division 89/08/01 CAHILL.W J TU Electnc 
(lormerly Texas Ulililios Generating Co ) 4pp 50944 236 50944 240 


DOCKET STN-50-454 BYRON STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8907310099 Revised generic generalmg station emergency plan manual. Including 
Table 6 3-I.Figure 7 2-1 & Figure 6 3-1 B lo Rev 6b 

* Commonwealth Edison Co 89/06/30 5pp 50743 190 50743 194 

8908100102 Rev 3C to Byron Generalmg Station emergency plan annex Index Pago i A 
Page BYA 5 1 16.Table BYA 5-1, "Byron Emergency Aclion Levels." 

* Commonwealth Edison Co 89/07/31 3pp 50886 179-50886 181 

8906230019 Forwards addl info re Safeguards Insp Repl 60 454/89 00 A 60-465/03 11 
on 890327 0403, involving reduction ol communication alarms 
CHRZANOWSKI.R Commonwealth Edison Co 89/07/31 DAVIS, A, B Ragkin 3, Ofc 
of thB Director 2pp 51016 052 51016 053 

8908240124 Revised EPIPs, Including Rev 8 to BZP I00-T8. "Rad Chom Diroctor 1 A 
Rev 7 to BZP 600-1. "Emergency Operations Facility Remote Alarm Response ’’ 

* Commonwealth Edison Co 89/07/31 14pp 51028'207-51028 220 

8908140413 Responds to NRC 890711 Itr re open Horn noted in Insp Ropts 50 454/89- 
14 & 50 455/89-16 Corrective actions safely Injeclion/loss of offsrta power circuits wiO 
be tested periodically to verity operability (or Byron & Braidwood 
KOVACH, T J Commonwealth Edison Co 89/08/01 DAVIS.AB Region 3. Ofc ol the 
Director 3pp 50946 218-50946 220 

B908110112 Advises lhal Rev 6b to generating stations emergency plan tconsrruHod by 
util 090710 form acceptable & does nol decrease effectiveness of plan 
GREGER.LR Region 3, Ole of (he Director 89/08/04 REED.C Commotmoallh 
Edison Co 2pp 50910 107-50910 108 


8908210212 Suppl i lo Generic Llr 09 07 to all operating plants, applicants /of OLs A 
holders of CPs re power reactor safeguards contingency planning tor surface vehicle 
bombs Svc list end 

PARTLOW.JG Associate Director tor Projects (Post 870411) 89/08/21 ConSoWaf 
ed Edison Co ot New York. Inc 55pp 51036 001-61036 066 


J, Insurance & Indemnity Information 

8908170059 Forwards listed policies, Including Endorsements 24 & 25 to NELIA Poficy 
NF-294,Endorsemonts 19 & 20 to MAELU Policy MF-1 28, Endorsements 36 A 37 to 
NELIA Policy NF-277 & Endorsements 29 & 30 to MAELU Policy MF-1 14 
OSTER.J Commonwealth Edison Co 89/00/09 DINITZ.I Office of Nuclear Reactor 
Regulation, Director (Posl 870411). 49pp 50946 299 50946 347. 
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P. Operating license stage documents & correspondence 

6908020298 Forwards answers to NRC 090403 questions re seismic qualification ot 
plant deep wells Municipal voter wells in vicinity o( plant found functional alter earth- 
quakes 

CHRZANOWSKI.R Commonwealth Edison Co 89/0-1/11 OLSHAN.L N Ollice ot Nu- 
clear Reactor Regulation, Director (Post 870411) 5pp S0772 103-50772 107 

6908020264 Forwards response to request lor addl info re seismic qualification ot deep 
welts & pump main! W/six oversize drawings 

CHRZANOWSKI.R Commonwealth Edison Co 89/04/27 OLSHAN.l N Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1) lOpp 50772 164-50772 174 

8908020342 Responds to NRC request for addl into re seismic qualification ot deep 
wells & lorwards detailed calculation on threaded coupling connection of pipe to well 
head lilting, per 090512 meeting w/NRC 

CHRZANOWSKI.R Commonwealth Edison Co 89/05/23 OLSHAN.L N NRC • No 
Detailed Affiliation Given 4pp 50757 149 50757 152 

8908D10454 Provides supplemental into to satisfy 890112 commitment re OCRDRs & 
SPDS Station specific set point change to minimize deflections for narrow range con 
tainmenl floor sump level will be implemented by 890901 Supporting into end 
CHRZANOWSKI.R Commonwealth Edison Co 09/06/30 MURLEY.T E Office ot Nu- 
clear Reactor Regulation, Director (Post 070411) 7pp 50755 349 50755 355 

8907288263 Forwards RLCA/P182/01-B9/001, "Description & Verification Summary ot 
Computer Program, GAPPIPE" & P182-001, "Description & Verification 

Summary App," per 890502 meeting re justification (or removal of supports at plant 
CHRZANOWSKI.R Commonwoallh Edison Co 89/07/14 MURLEY.T E Ol lice of Nu 
clear Reactor Regulation, Director (Post B704 11) Ip 50706 116 50707 122 

- B9072S0268 "Description & Verification Summary of Computer Program, GAPPIPE” 

* Robert L Cloud Associates. Inc RLCA/P182/01 89/001 89/06/30 69pp 
50706117-50706175 

- 8907280271 App to "Description a Verification Summary of Computer 
Program, GAPPIPE " 

■ Robert L Cloud Associates, Inc P102 001 APP 89/06/22 30Gpp 50706 176- 
50707 122 

6907180211 Generic Llr 89 13 to all holders ol OLs or CPs lor nuclear power plants re 
sve water sys probloms altocting salety related equipment Svc list end 
PART LOW, J G Associate Director lor Projocts (Post 070411) 09/07/18 Consolidat- 
ed Edison Co ot Now Yoik, Inc 53pp 50735 001-50735 054 

6907310103 Roquesls proposed design change to containment hydrogen monitoring 
sys.w/schedute lor implementing change or justification lor existing configuration 
OLSHAN.L N Propel Direcloralo 1112 09/07/25 KOVACH.T.J Commonwealth 
Edison Co 2pp 50715 170 50715 171 

8908020120 Forwards safety evaluation concluding that DCRDR at facilities meets re- 
quirements ol Suppl 1 to NUREG-0B00. based on results ot Mar 1087 onsite audit & 
final summary repls Technical evaluation rept also end 

OLSHAN.L N Pro|iict Directorate 111-2 89/07/25 KOVACH, T J Commonwoallh 
Edison Co 4pp 50760 018-50760 093 

--890B020122 Safety evaluation concluding that DCRDR program implemented at facili- 
ties saiilios all requiromenls of Suppl t to NUREG 0800 

* NRC - No Detailed Affiliation Gwen, 89/07/25 28pp. 50760 022-50760 028 

••8707290072 Forwards “Final Technical Evaluation Ropl ol DCRDR for Comm Eds 
Byron Station Units 1 & 2 & Bralriwood Station Units 18 2" 

LINER, R T Science Applications International Corp (formerly Scienco Applications, 
Inc) NRC 03 B2 086 B7/07/17 WEST.S, NRC - No Dolalled Affiliation Given Ip 
50768027-50760 093 

“8707290060 “Final Technical Evaluation Ropl ol DCRDR lor Comm Eds Byron Station 
Units 18 2 8, Braidwood Station Units 1 & 2 " 

' Science Applications International Corp (formerly Scienco Applications, Inc) NRC 
03 62 086 SA1C 87/3034 07/07/17. NRC - No Dotailod Affiliation Gwen 50pp 
50760 028 50760 093 

6908038219 Forwards Amends 31.31,21 & 21 to Licenses NPF 37.NPF 6G, NPF-72 & 
NPF ^.respectively & salety evaluation Amends approve changes that modify lech 
Spec 3 4 6 1b to allow 7 days lo restore containment floor dram to operable status 
SANDS. S P . OLSHAN.L N Project Directorate Ilf-2. 80/07/26 KOVACH.TJ Com- 
monwealth Edison Co 4pp 50793 039 50793 056 

--690B030223 Amends 31,31,21 & 21 to Llcensos NPF-37.NPF 66,NPr 72 & NPF 
77, respectively, approving changes that modilv Tech Spec 3 4 6 lb to allow 7 days to 
restore containment floor drain & reactor cavity flow monitoring sys lo operable 
SHEMANSKI.PC Project Directorate 111-2 89/07/26 12pp 50793 043 50793 054 

•-890803D224 Safely ovaluallon supporting Amends 31,31,21 & 21 to Licenses NPF- 
37, NPF 66.NPF-72 & NPR-77, respectively 

’ Ollice ol Nuclear Reactor Regulation, Diroctor (Post 870411) 80/07/26 2pp 
6O793 O55-5O793 056 

8908020210 Forwards response to 890526 roquesls (or addl into ro certification ot simu- 
lation facility "Bialdwood Procedure Generation Package" & "Production Training 
Depl .Braidwood, Mallunclions & Initial Conditions" end 

TRZYNA.G E Commonwealth Edison Co 89/07/27, Otlice ol Nuclear Reaclot Regu- 
talion, Director (Post 87041 1) 1 1pp 50769 065-50772 037 

•-890B020224 Rev 0 to Test NO-1, "Braidwood Simulator Normal Operations Testing" 

* Commonwealth Edison Co 89/05/26 2pp 50769 076 50769 077 

-•6 908020 2 25 Rev 01 to RT-1 "PWR Simulator Real Time Test" 

* Commonwealth Edison Co 88/10/01 2pp 50769 076-50769 079 

“6908020228 Rev 0 lo ST-1 re simulators salety related valves stroke w/ acceptable 
lime period required by ANSI/ANS 3 5-1985 

* Commonwealth Edison Co 89/04/04 7pp 50769 080 50769 086 

“8906020229 Rev 0 to SV-t, "Braidwood Simulator Survelllanco Testing " 

’ Commonwealth Edison Co, 89/05/26 3pp 50769 087-60769 089 

-8908020230 Rev 6 to "PWR Operations Guideline Number 12 Simulator Testing Pro- 
gram " Simulator transient test review data end 
Commonwealth Edison Co 89/07/31 46pp 50769 090-50769 135 


-B90B020232 Rev 1 to IBWEP-O, "Reactor Trip or SaFety Iniedion Unit 1 " 

• Commonwealth Edison Co 89/02/01. 34pp 50769 136 50769 201 

-8908020235 Rev 1 to 2BWEP-0, "Renclor Trip or Safety Injection Unil 2 ’’ 

• Commonwealth Edison Co 69/02/01 34pp 50769 202 50769 267 

-•8906020242 Rev to 1BEP 0, "Reactor Tup or Safety Injection Unit 1 " 

‘ Commonwealth Edison Co 69/02/01 33pp 50769 268 50769 332 

--G90B020243 Rev 1 lo 2BEP 0. ‘ Reactor Trip or Injection Unit 2" 

* Commonwealth Edison Co 69/02/01 33pp 50769 333 50770 005 

--8908020250 "Braidwood Station Procedure Generation Package " 

* Commonwoallh Edison Co 89/07/27 149pp 507/0 006 50770 155 

-8900020269 Rev 5 to SS-1, "Braidwood Simulator Steady State Performance Test" 

* Commonwealth Edison Co B9/OG/19 18pp 50770 156 50770 173 

-8908020272 "Production Training Dept, Braidwood, Malfunctions & Initial Conditions " 

• Commonweallh Edison Co 09/05/31 5t0pp 50770 174-50772 037 

8908080167 Provides status of util eltorts lo address NRC request lor exam of currenl 
& previous labor settlement agreements to assure that restrictive clauses which would 
hinder employees from providing info of safely Issues to NRC, not present 
RICHTER, MH Commonwealth Edison Co 09/07/31 Project Directorate 111-2 2pp 
50B55 007 50855 008 

8908090121 Forwards revised aciion statement & Rev 3 to 2BOA ENV-1, "Operation 
During Tornado or Sustained Wind Conditions Unit 2." per 890523 & 0720 amend re 

S uesis re UHS 

HRZANOWSKI.R Commonwoallh Edison Co 09/08/01 MURLEY.T E Ollice ol Nu 
clear Reactor Regulation, Director (Post 67041 1) 3pp 50889 261-50889 260 

— 8908Q9O124 Rev 3 to 2BOA ENV-1, "Operation During Tornado or Sustained Wind 
Conditions Unit 2 " 

• Commonwoallh Edison Co 80/03/11 5pp 50809 264 50889 260 

8908110299 Forwards operating limits rept utilizing K(Z) figures in prosent Tech 
Specs W/o end 

CHRZANOWSKI.R Commonwealth Edison Co 89/08/03 MURLEY.T E Ollice ol Nu- 
clear Reactor Regulation, Director fPost 070411) 7pp 50946 134 50946 140 

8908110073 Forwards SER accepting util 881130 rept entitled, "Seismic Qualilication of 
Byron Deop Wells" 8 addl info submiltod on 800411.0427 8, 0523 Related 890524 
amend request sWI under review 

OLSHAN.L N Project Directorate 1112 A9/GB/07 KOVACH.TJ Commonwealth 
Edison Co 2pp 50909 326 50909 334 

-•8908110085 SER accepting util 881130,89041 1,27 & 0523 submittals re seismic quail 
ficalion ol Byion deep wells 

' NRC -No Detailed Affiliation Given 89/08/07 5pp 60909 330 50909 334 

8908220295 Rev 0 to "Oflsite Dose Calculation Manual " 

GOLDLUM.JC Commonwealth Edison Co B9/0B/07 l,2O0pp 50979 126 50981 196 

8908240403 Requests expeditious reviow ol proposed Tech Specs amend to use ol 
continuous pressure lasting ol containment airlock door seal gaskets to reduco neu- 
tron dose exposure to tost personnel 

CHRZANOWSKI.R Commonweallh Edison Co 09/08/14 MURLEY.T E OtliCO ot Nu- 
clear Reactor Regulolion, Director (Post 87041 1) ?pp 51016 179 51016 100 

B90B24002B Forwards Amends 32 to Licenses NPF 37, & NPF 66 & safety 
evaluation Amends approve changes that modity Tech Spec 3 7 6 to utilize seismic 
qualification ot deep well pumps 

OLSHAN.L N Project Directorate 111-2 89/08/15 KOVACH.TJ Commonwealth 
Edison Co 4pp 510(6 067-51016084 

--890B240032 Amends 32 lo Licenses NPF-37 & NPT 66, respectively .allowing soismical 
ly qualified doep woll pumps to be used al certain limes msload of essential svc water 
make up pumps lo satisfy dosi an basis ot UHS 

SHEMANSKI.PC Proioct Directorate III 2 89/08/15 9pp 51016 071-51016080 

-8908240033 Safely evaluation supporting Amends 32 to Licenses NPF-37 & NPP- 
66, respectively 

* Office of Nuclear Roactor Regulation, Director (Post 070411) 89/08/15 4pp 
51016081 51016084 


Q Inspection reports, IE Bulletins & correspondence 

8908070005 FOIA request lor final open item transmittal Itrs per NRC Insp Procedure 
94300B tor listed plants 

WILLIAMS.OG JR A Associates 89/05/17 GRiMSLEY.DH NRC - No Detailed Allili 
ation Given 2pp 50809 279-50609 200 

8908170368 Forwards results ol nonradiological confirmatory measurements open items 
per Insp Repts 50 454/89-13 & 50-455/89-15 

PLENIEWlCZ.R Commonwoallh Edison Co B9/07/07 HOUSE JE Region 3, Ole ol 
the Director 3pp 50954 001-50954 003, 

8907200019 NRC Info Notice 89 057, ‘Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment ' Svc fist end 

ROSSI, C.E Division of Operalionat Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of Now York Inc I06pp 50711 333 50712 070 

8908230019 Forwards addl into re Saleguards Insp Repl 50 454/09 08 & 50-455/89 11 
on 890327 0403, Involving reduction ot communication alarms 
CHRZANOWSKI.R Commonwealth Edison Co 89/07/31 DAVIS A 8 Region 3, Ofc 
Ot the Director 2pp 51016052 51016053 

8908070013 Partial response to FOIA request App A records available in PDR App B 
records end & available in PDR 

PHILIPS.J Division el Freedom of Information & Publications Services (Post 090205) 
89/00/0 1. WILLI AMS, O G JRA Associates 3pp 5OB09 281 50809 362 
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.-8904070026 Forwards listed info re stalus of facility preparedness lor licensmg.per IE 
Manual Chapter 94300 

STREETER, J F. Region 3, Ofc ofthe Oirector 84/06/30 EISENHUT.DG Division of 
Licensing (800428-851124} 23pp 50809 312-50809 334 

8908140413 Responds lo NRC 890711 Itr re open item noted in Insp Repts 50 454/89- 
14 & 50-455/69 16 Corrective actions safety mjection/loss of offsite power circuits wifi 
be lasted periodically lo verify operability for Byron & Braidwood 
KOVACH, TJ Commonweallh Edison Co 89/00/01 DAVIS, A B Region 3, Ofc of the 
Director 3pp 50946 218-50946 220 

8907270121 Suppl 1 lo NRC Bulletin 88 010, ‘'Nonconforming Molded Case Circuil 
Breakers " Svc list end 

ROSSI, CE Division ol Operalional Evenls Assessment (Post 870411) 89/08/03 
Consolidated Edison Co or New York. Inc I03pp 50904 1 46 50904 253 


8908210212 Suppl 1 to Generic Hr 09 07 to all operating plants, applicants lor Wit 
holders of CPs re power reactor safeguards contingency planning I or iurl&ra v-Vsi 
bombs Svc list end 

PARTLOW.JG Associate Director for Pro|octs (Post Q7041I) 89/08/21 Cpnfv U 
ed Edison Co of Now York, !nc 55pp 51036 00151036 056 


P Operating llconso stage documents 8 correspondence 

8908020298 Forwards answers to NRC 890403 questions ro seismic qualifiMWM 
plant deep wells Municipal water wells in vicinity ol plant found functional after en 
quakes 

CHRZANOWSKI.R Commonwealth Edison Co 89/04/11 OLSHAN.L N OfliCodfi 
clear Reactor Regulation, Director (Post 870411) 5pp 50772 183-50772 187 


8907280169 NRC Info Notice 89 058, "Disablement ol Turbine-Driven Auxiliary Feed 
water Pump Due lo Closure of One ol Parallel Steam Supply Valves" Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New Yoik, Inc I06pp 50900005 50900 110 


B908020264 Forwards response to request for addl Info ro seismic qualification clfej 
wells & pump maint W/six oversize drawings 

CHRZANOWSKf.R Commonwealth Edison Co 69/04/27 OLSHAN.L N, Of fee ilU* 
clear Reaclor Regulation, Director (Post 070411) lOpp 50772 184-50772 171 


8908140257 Forwards Insp Repls 50 237/88 20,50 254/8B 22,50 295/88 17, 50-373/ 
88-23 50 454/88 15 8 50 456/88 24,50 457/08-24, 50 455/88-14,50-249/83-21,50 
374/88 22,50 265/8B-22 & 50 304/88-17 on 880816-890802 No violations noted 
GREENMAN.EG Region 3, Ole of the Director 69/08/04 REED.C Commonwealth 
Edison CO 2pp. 50915 340 50915 347 


B908020342 Responds to NRC requost for addl info re seismic qualrficabon ol (fc-j 
wells 8 forwards detailed calculation on threaded coupling connection of ppetOM 
head fitting, per 890512 meeting w/NRC 

CHRZANOWSKI.R Commonweallh Edison Co 89/05/23 OLSHAN.L N NRC - 5. 
Detailed Affiliation Given 4pp 50757 149-50757 152 


-890B140261 Insp Repls 50 237/68-20,50 254/88 22,50 295/88-17. 50-373/88-23,50- 
454/86-15,50 456/88 24,50 457/88 24, 50 455/88 14,50-249/88 21,50 374/88-22,50- 
265/68 22 & 50-304/88-1 7 on 860816 890802 No violations noted 
SHAFER, WO Region 3. Ofc ot the Director. 09/08/04 6pp 50915 342-50915 347 

8908170587 Advises lhal Violations 50-455/89 06 02 8 50 455/89 06 03 reclassified as 
Seventy Level V based on 890522 & 0711 addl info & minimal safely significance of 
specific example 

MILLER, HJ Region 3, Ofc of the Director 89/08/09 REEO.C Commonwealth 
Edison Co 2pp 50948063 50948 066 

-8908170588 Submits addl info lo nofice of violation from Insp Repl 50 455/89-06 
CHRZANOWSKf.R Commonweallh Edison Co 89/07/11 DAVIS, A 8 Region 3. Ofc 
ol the Director 2pp 50946 065-5094B 066 

8908100128 NRC Info Notice 89 059, "Suppliers of Potentially Misrepresent Fasten 
ers " Svc list end 

ROSSI, CE Division ol Operational Evenls Assessment (Post 870411) 39/08/16 
Consolidated Edison Co of New York, Inc 106pp. 50992 315 50993 060 

8908140085 NRC Into Notice 89 060, "Mam! of Talelherapy Units " Svc list end 
CUNNINGHAM, RE Division of Industrial & Medical Nuclear Safety (Post 870729) 
89/08/18 Consolidated Edison Co ol New York. Inc 107pp 50993 061-50993 166 

8908160129 Suppl 2 to NRC Info Notice 88 048. "Licensee Repl of Defective Relur 
brshed Valves ’ Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of New York, Inc 100pp. 50990039 50990 137 


R, Periodic operating reports 4 relaled correspondence 

8908150010 Monthly operating repls (or Jul 1989 (Or Byron Units 1 & 2 W/890810 Hr 
COLEHOUR.l. PLENIEWiCZ.R Commonwealth Edison Co 89/07/31 14pp 
50926 237-50926 250 


V. Operator Examinations 


8908010454 Provides supplemental info to satisfy 090112 commllmonl ro DCKMsi 
SPDS Station-specific sot point chango to minlmlzo deflections for narrow range wv 
tainmenl floor sump level will bo implemented by 890901 Supporting into end 
CHRZANOWSKI.R Commonwealth Edison Co 89/06/30 MURLEY.T C Office ct IN 
clear Reactor Regulation, Director (Post 870411) 7pp 50755 349-50765 355 

8907280263 Forwards RLCA/P102/01 09/001, "Ooscriplion S Venlicalion Sumnwj 4 
Compuler Program, GAPPIPE" & P102 001. "Description & VeMcd.a 

Summary App," per 890502 meeting ra justification for removal of supports aim 
CHRZANOWSKI.R Commonwoalth Edison Co 09/07/14 MURLEY.T E Office ef Mr- 
clear Reactor Regulation, Director (Post 07041 1) Ip 50706 116 50707 122 

-8907280268 "Description & Verification Summary ol Computer Program, GAPPIPE “ 

• Roberl L Cloud Associates, Inc RLCA/P1 82/01-09/001 BO/OO/39 S*fi> 

50706 117-50706 175 

-8907280271 App to "Description & Venlicalion Summary ol CentpiA* 
Program, GAPPIPE " 

• Robert L Cloud Associates, Inc P1G2 001 APP 09/06/22 3O0pp SO7061Jt- 

50707 122 

8907180211 Generic Llr 89 13 to all holders ol OLs or CPs lor nuclear power plants n 
svc wator sys problems effecting safety rolatod equipment Svc lisl end 
PARTLOW.JG Assoclalo Director lor Projects (Post 070411) 89/07/16 ConscMi' 
ed Edison Co of New York, Inc 53pp 50735 001-50735 054 

8907310103 Requests proposed design efiongo to conlnlnmont hydrogen rtionAxn) 
sys.w/scheduie for Implementing chango or justification for existing configuration 
OLSHAN.L N Proiocl Directorate 111-2 89/07/25 KOVACH, TJ Common**! 1 

Edison Co 2pp 50715 170 50715 171 

8908020120 Forwards safely evaluation concluding thot DCRDR at facililics mceliiF 
quiremcnls ol Suppl 1 to NUREG 0800, basod on results ol Mar 1987 onswauMI 
final summary repls Technical evaluation ropt also end 

OLSHAN.L N Proiocl Directorate 1112 09/07/25 KOVACH, TJ Common**** 

Edison Co 4pp 50760 018 50760 093 


890B1 10353 Notifies that written & oral operator & senior operator licensing exams 
scheduled lor wk of 691 127 Enel reference mail requested within 60 days prior to 
exam date 

WRIGHT.GC Region 3, Ofc of the Director 99/08/03 REED.C Commonweallh 
Edison Co 13pp 50894 254 50894 266 


DOCKET STN 50-455 BYRON STATION, UNIT 2 


• 8908020122 Safety evaluation concluding that DCROR program implomenled si tal- 
lies satifres all requirements ot Suppl 1 to NUREG 0000 
1 NRC - No Detailed Affiliation Given 09/07/25 28pp 50760022 50760028 

-8707290072 Forwards "Final Technical Evaluation Root of DCRDR for Comm Eds 
Byron Station Units 1 & 2 & Braidwood Slolion Units 1 & 2 " 

LINER, R T Science Applications International Corp (formerly Science Applications 
Inc) NRC 03 82-096 07/07/17 WEST.S NRC No Dolatlod Affiliation Given. ip 
50760 027-50760 093 


F Securily, medical, emergency a fire protection plans 

8907310099 Revised generic generating station emergency plan manual, including 
Table 6 3-1, Figure 7 2-1 & Figure 6 3-1B to Rev 6b 
■ Commonweallh Edison Co 89/06/30 5pp 50743 190 50743 194 

8908100102 Rev 3C to Byron Generating Station emergency plan annex Index Page i S 
Page BYA 5-1 16 Table BYA 5 1, 'Byron Emergency Action Levels" 

* Commonweallh Edison Co 89/07/31. 3pp 50B66 179 5088$ 18 1 

8908230019 Forwards addl info re Safeguards Insp Repl 50 454/89 08 & 50 455/89-1 1 
on B 90327 0403, involving reduclion of communication alarms 
CHRZANOWSKI.R Commonweallh Edison Co 89/07/31 OA VISAS Region 3. Ofc 
ol the Director 2pp 51016 052 51016 053 

8908240124 Revised E PI Ps including Rev 8 to BZP 100 T8, Rad Chem Director" & 
Rev 7 lo BZP 600-1, "Emergency Operalions Facilily Remole Alarm Response ” 

1 Commonweallh Edison Co B9/07/31 14pp 51028 207 51028 220 

8908140413 Responds lo NRC 890711 lu re open item noted in Insp Repts 50 454/89 
14 <5 60 455/89 16 Corrective actions safety in]eclion/loss of offsite power circuits will 
be lested periodically lo verify operability lor Byron & Braidwood 
KOVACH T J Commonweallh Edison Co 89/06/01 DAVIS A 8 Reqion 3 Ofc of the 
Director 3pp 50946 218-50946 220 

8908110112 Advises that Rev 6b to generating stations emergency plan transmitted by 
util 890710 form acceptable A does not decrease effectiveness of plan 
GREGER.LR Reg, on 3, Ofc of the Director 89/08/04 REED.C Commonweallh 
Edison Co 2pp 50910 107-50910 108 


8908030219 Forwards Amends 31,31,21 & 21 to Liconses NPF-37,NPF-06. NPF?2i 
NPF 77,respecbvely & safely evoluation Amonds approve changes that modify Teh 
Spec 34 6 1b to allow 7 days lo resloro containment floor drain 10 operable silks 
SANDS, S P . OLSHAN.L N Proiect Directorate 1112 09/07/26 KOVACH, T,J Con 
monwoolth Edison Co 4pp 50793 039-50703 056 

-8908030223 Amends 31,31,21 & 21 to Licenses NPF 37.NPF 66,NPF-72 & NPF 
77, respectively, approving changes that modify Tech Spec 3 4 0 1b 10 allow 7 days b 
restore containment floor dram & reactor cavity How monitoring sys lo operable 
SHEMANSK1.P C Proiect Directoralo HI-2 89/07/26 12pp 50703 043-60793054 

-8906030224 Safoly ovafualion supporting Amonds 31,31,21 8 21 <o Licenses NPF 
37, NPF 66. NPF 72 & NPF 77,respectivoly 

‘ Office of Nuclear Reactor Regulation, Direcior (Posl 870411) 89/07/06 2» 
50793 055 50793 056 

8908020210 Forwards responso lo 890526 roquesls lor addl info ro certification of Simu- 
lation facility "Braidwood Procedure Generation Package" & "Production Tram) 
Dept, Braidwood, Malfunctions & Initial Conditions" end 

TRZYNA.G E Commonweallh Edison Co 89/07/27 Office ol Nuclear Reader Rcgr 
lafion, Director (Posl 070411) llpp 50769 065 50772 037 

-8908020230 Rev 6 to "PWR Operalions Guideline Number 12 Simulator TeslmgPifr 
aram " Simulator transient lest review data end, 

1 Commonwealth Edison Co 89/07/31 46pp 50769 090-50789 135 

-8908020243 Rev 1 to 2BEP 0, "Reactor Trip or Injection Unit 2 " 

‘ Commonweallh Edison Co 89/02/01 33pp 50769 333-50770 005 



DOCKETED ITEMS 183 


8908080167 Provides slalus of util efforts to address NRC request lor exam ot current 
& previous labor settlement agreements to assure that restrictive clauses winch would 
hinder employees from providing info of safely issues to NRC, not present 
RICHTER, MH Commonwealth Edison Co 09/07/31 Proiecl Directorate 111-2 2pp 
50855 007-50855 000 

8908030121 Forwards revised action statement & Rev 3 to 2BQA ENV 1, "Operation 
During Tornado or Sustained Wind Conditions Unit 2," per 890523 & 0720 amend re 
quests re UH S 

CHRZANOWSKI.R Commonwealth Edison Co 09/00/01 MURLEY.TE Ollice of Nu 
clear Reactor Regulation, Director (Post 870-111) 3pp 50089 261-50889 268 

-6908090124 Rev 3 lo 2QOA ENV-1, "Operation Ouring Tornado or Sustained Wind 
Conditions Unit 2 “ 

• Commonwealth Edison Co 88/03/1 1 5pp 50089 264-50089 268 

690B1 1,0299 Forwards operating limits rcpl utilizing K(Z) figures in present Tech 
Specs W/o end 

CHRZANOWSKI.R Commonweals Edison Co 09/08/03 MURLEY.TE Office of Nu- 
clear Reactor Regulation, Director (Post 870411) 7pp 50946 134-509-16 1-10 

8S08 110073 Forwards SER accepting util 081130 rept entitled, "Seismic Qualification ol 
Syren Deep Wells" & addl into submitted on 890411,0427 & 0523 Related 090524 
amend request still under review 

OLSHAN.LN Protect Directorate 1112 09/08/07 KOVACH, TJ Commonwealth 
Edison Co 2pp 50909 328-50909 334 

-8908110085 SER accoptmg util 081130,890411,27 & 0523 submittals ro seismic quali 
l cation ol Byron deep wells 

* NRC • No Detailed Affiliation Given 89/08/07 5pp 50909 330-50909 334 

8S08220295 Rev 0 to "Ollsile Oose Calculation Manual " 

GQLDLUM.JC Commonweailh Edison Co 09/08/07 I.ZOOpp 50979 t26 50981 196 

B90B240403 Requests expeditious review of proposed Toch Specs amend ro uso of 
continuous pressure testing ol containment airlock door seal gaskets to reduce neu- 
tron dose exposure to test personnel 

CHRZANOWSKI.R Commonweailh Edison Co 09/00/14 MURLEY.TE Office ol Nu 
clear ReaUor Regulation, Director (Post 870411) 2pp 51016 179-51016 180 

8908240026 Forwards Amends 32 to Llconsos NPF-37 8 NPF-66 & saloty 
evaluation Amends approve changes that modify Toch Spec 3 7 5 lo utilize soismic 

J ustification of deep well pumps 

ILSHAN.I N Project Directorate 111-2 09/08/15, KOVACH, TJ Commonweailh 
Edison Co 4pp 51016 067 51016 084 

--8908240032 Amends 32 to Licenses NPF-37 & NPF QB.rospeclivoly, allowing selsmtcal 
ly qualified deep woll pumps lo bo used at certain limos instead ol essontfal svc water 
make up pumps to satisfy design basis of UHS 

SHEMANSKI.PC Project Directorate 111-2 09/08/15 9pp 51016-071-51016 0B0 

-8908240033 Safely Gvalualion supporting Amends 32 to Licenses NPF 37 & NPF- 
66, respectively 

‘ Ollice ol Nuclear Roactor Regulation, Director (Post 870411) 09/00/15 *tpp 
510)6081-51016004 


O Inspection reports, IE Bulletins 8 correspondence 

8908070005 FOIA request for final open Horn transmittal Itrs per NRC Insp Procedure 
94300B for llslod plants 

WILLIAMS, OG JRA Associates 09/05/17 GRIMSLEY.OH NRC No Dotailed Affili 
ation Given 2pp 50B09 279 50009 200 

8908170368 Forwards results of nonradiological confirmatory measurements open llom9 
per Insp Rapls 50-454/80 13 & SO 456/80-15 

PLENIEWICZ.R Commonweailh Edison Co 09/07/07 HOUSE, J E Roglon 3, Ole ot 
the Director 3pp 50954 001-50954 003 

8907200019 NRC Info Notice 09 057, "Unqualified Electrical Splicos in Vendor Suppllod 
Env.ronmentaliy Qualified Equipment ” Svc list end 

ROSS1.CE Division of Operational Evonfs Assessment (Post 070411) 09/07/28 
Consolidated Edison Co ol Now York, Inc. 106pp. 50711 333 50712:078 

6908230019 Forwards addl Info re Safeguards Insp Ropl 50 454/09 08 & 50 455/09 1 1 
on 890327-0403, involving retjucllon ol communication alarms 
CHRZANOWSKI.R. Commonwealth Edison Co 09/07/31 OAVIS.A 0 Region 3, Ofc 
o{ the Director 2pp 51016 052-51016 053 

6908140413 Responds to NRC 890711 Hr ro open Item noted In Insp Ropts 50-454/89- 
14 & 50-455/09- 16 Corrective acllons'safety injocllon/loss ol ollsito powor circuits will 
be lasted periodically to verily operability tor Byron & Braldwood 
KOVACH.T J Commonwealth Edison Co 09/08/01 OAVIS.A B Region 3, Ofc a! the 
Director 3pp 50946210 50946 220 

8907270121 Suppt 1 (o NRC Bulletin 08-010, “Nonconforming Molded Caso Circuit 
Breakers " Svc list end 

ROSSI.C.E Division of Operational Events Assessment (Post 070411) 09/00/03 
Consolidated Eoison Co of Now York, tnc, lOOpp 50904.140 50904 253. 

8997280169 NRC Info Notice 89 050, "Disablement ol Turbine-Driven Auxiliary Feed- 
water Pump Due lo Closure of One of Parallel Steam Supply Valves" Svc list end 
ROSSI, CE Division ol Operalional Events Assessment (Post 870411), 89/08/03 
Consolidated Edison Co. of New York, Inc. 106pp, 50900.005 50900 110 

0908140257 Forwards Insp Ropls 50-237/88-20,50-254/80-22,50 295/60-17. 50 373/ 
88 23,50 454/86 55 & 50-456/88-24,60 457/80-24, 50 455/08-14,50-249/88-21,50- 
374/88-22,50 265/86 22 S 50 304/80-17 on 8B0B16 890802 No violations noted. 
GREENMAN.EG Region 3, Ofc of the Director. 89/08/04 REED.C. Commonwealth 
Edison Co, 2pp, 50915 340 50915:347, 

-890B140261 Insp Repls 50-237/88 20,50-254/88 22,50-295/88-17, 60-373/88-23,50- 
454/88-t5 1 50-456/88-24, 50-457/08-24, 50 455/8B-14,50-249/88-21 > 60-374/88-22,50 
285/88 22 & 50-304/88 17 on 880816 B90802.No violations noted. 

SHAFER.W D Region 3, Ofc of the Director 89/08/04 6pp 50915 342-50915,347 


8908170587 Advises lhal Violations 50-455/89 06 02 & 50 465/89 06 03 reclassified as 
Severity Level V based on 890522 8 071 1 addl info a minimal safely Sigmticance of 
soocific example 

MILLER, HJ Region 3 Ofc of the Director 69/09/09 REED.C Commonwealth 
Edison Co 2pp 50948 063 50948 066 

--89O817058B Submils addl info to notice ol violation from Insp Rept 50 455/89 06 
CHRZANOWSKI.R Commonwealth Edison Co 69/07/11 DAVIS A 0 Region 3 Ole 
of the Director 2pp 50948 065-5094 B 066 

8908100128 NRC Info Notice 89 059, "Suppliers of Potentially Misrepresented Fasten 
ers " Svc list encf 

ROSS1.CE Division of Operalional Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co of New York. Inc 106pp 50992 31 5 50993 060 

8908140085 NRC Into Notice 89 060, Main! of Telciherapy Units " Svc list enc! 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
89/06/18 Consolidated Edison Co ol New York, Inc 1 07pp 50993 061 50993 166 

8908160129 Suppl 2 to NRC Inlo Notice 88 048, Licensee Rept of Defective Refur- 
bished Valves Svc list oncl 

ROSSi.CE Division of Operational Events Assessment (Post 870411) 89/00/22 
Consolidated Edison Co of New York, Inc lOOpp 50990 030 50990 137 


R, Periodic operating reports & related correspondence 

0908150010 Monthly operating repts (or Jul 1989 lor Byron Units 1 & 2 W/090B10 Itr 
COLEHOUR.L , PLENIEWICZ.R Commonwealth Edison Co 89/07/31 Upp 
50928 237-50926 250 


V. Operator Examinations 


B90B1 10353 Notifies that written & oral operator 8. senior operator licensing exams 
scheduled lor wk ol 891127 Enel reference mall requested within 60 days prior tQ 
exam date 

WRIGHT, GC Region 3, Ole of the Director 89/06/03 REED.C Commonwealth 
EdiSonCo 13pp 50894 254-60804 266 


DOCKET STN-BO-456 BRAIDWOOD STATION, UNIT 1 


F. Security, medical, emergency & tiro protection plans 

8908230023 Responds to NRC 090213 Hr re Insp Repls 50 456/89 03 & 50 457/89 03 
on 890103 06 8 00 Enel provides info on security physical Illness program Enel wilh 
hold 

KOVACH.T J Commonwealth Edison Co 09/04/21 DAVIS A B Region 3, Ole of the 
Olrector 2pp 51016 054-51016 055 

8907310099 Revised generic generating slaiion emergency plan manual, including 
Table 6 3-1, Figure 7 2 1 & Figure 6 3 IB to Rev 6b 
* Commonweailh Edison Co 69/06/30 5pp 50743 190 50743 194 

8908140151 Rov 0 to EPIP BZP 550 1, "Staiion Emeigoncy Planning Qualification Pro- 
gram " 

T Commonwoallh Edison Co 09/08/01 14pp 50910328 50910341 

8908140413 Responds lo NRC 690711 Hr re open item notod in Insp Repls 50 454/69- 
14 a 50-455/89 10 Corrective aclions safely InjecUon/loss of oflsito powor circuits will 
bo tested periodically lo verily operability for Byron & Braldwood 
KOVACH.T J Commonwealth Edison Co 69/08/01 DAVIS, A B Region 3, Ofc of the 
Director 3pp 50946 218 50946 220 

B9081 10112 Advises lhal Rov 6b lo generating stations emergency plan transmitted by 
util 690710 form acceptable & does noi tfoctoaso effectiveness of plan 
GREGER.l.R Region 3, Ofc of the Director 89/08/04 REED.C Commonwealth 
EdlsonCo 2pp 50910 107 60910 10D 

8908210212 Suppl 1 lo Gonoric Ltr 89 07 to all operating plants, applicant for OLs & 
holders of CPs ro powor reaclor safeguards contingency planning for surface vehicle 
bombs Svc Its (encf. 

PARTLOW.JG. Associate Director for Projocls (Post 870411) 89/09/21, Consolidat- 
ed EdisonCo. of New York, Inc 65pp 51036 001-51036 056 


J. Insurance & Indemnity Information 


8908170059 Forwards Ii9led policies, Including Endorsements 24 & 25 lo NELIA Policy 
NF-294.Endorsoments 19 8 20 to MAELU Policy MF-12G, Endorsements 36 & 37 to 
NELIA Policy NF-277 & Endorsements 20 & 30 to MAELU Policy MF-114, 

OSTER.J Commonwealth Edison Co 69/06/09 DINITZ.I Ollice of Nuclear Roactor 
Regulation, Director (Post 870411). 49pp 50946 299-50946 347 


P, Operating license stage documents & correspondence 


8908040076 FOIA request lor documents re allegations against licensee, (P Golschow 
or K Kranz,formerly site QA manager for Philips Galschow Co at facility) arising out of 
K Kranz conduct 

BARTOSIC.L A Sidley & Austin 89/05/28 GRIMSLEY.D H, NRC - No Detailed Atllli- 
ation Given. Ip 50779 152-50779 152 

8908010454 Provides supplemental Info to satisfy 090112 commitment re DCRDRs & 
SPDS Slatlon-specific set po’nt change to minimize deflections (or narrow range con 
lainment floor sump level will be implemented by 690901 Supporting Inlo oncl 
CHRZANOWSKI.R CommonwoaUb Edison Co 89/06/30 MURLEY.TE Office of Nu 
clear Roactor Rogulallon, Director (Post 670411), 7pp 50765 349 50755 365, 



184 DOCKETED ITEMS 


8907280263 Forwards RLCA/P 182/01 89/001, "Description & Verification Summary of 
Computer Program, GAPPIPE'' fi Pi 82-001, “Description & Verification 
Summary App,' per 890502 meeting re |ustification lor removal of supports at plant 
CHRZANOWSKIR Commonwealth Edison Co 89/07/14 MURLEY.TE Office of Nu- 
clear Reactor Regulation Director (Post 87041 1) ip 50706 116 50707 122 

--8907280268 “Description & Verification Summary of Computer Program, GAPPIPE " 

• Robert L Cloud Associates Inc RLCA/PI 82/01-89/001 89/06/30 59pp 
50706 117 50706 175 


-8908020230 Rev 6 to "PWR Operations Guideline Number 12 Simulator Tos'-ngR* 
gram " Simulator transient test review data end 

* Commonwealth Edison Co 89/07/31 46pp 50769 090 507G9 135 

-8908020232 Rev 1 to 1BWEP-0, “Reactor Trip or Safety Inaction Unit 1 “ 

' Commonwealth Edison Co 09/02/01 34pp 50769 136 507Q9 201 

•-890B020250 "Braidwood Station Procedure Generation f’ackago " 

• Commonwealth Edison C d 89/07/27 149pp 50770 006 50770 155 


-B907280271 App to 'Description 8 Verification Summary of Computer 
Program, GAPPIPE ' 

• Robert L Cloud Associates, Inc P182-001 APP 89/06/22 308pp 50706176 
50707 122 


8907180211 Generic Ltr 89-13 to all holders ol OLs or CPs lor nuclear power plants re 
sve water sys problems affecting safety related equipment Svc list end 
PARTLOW.JG Associate Director for Propels (Post 870411) 89/07/18 Consolidat- 
ed Edison Co of New York, Inc 53pp 50735 001-50735 054 


8907280030 Nolice ol issuance ol Amend 20 1o Licenses NPF 72 & NPF 77, increasing 
spent (uel pool storage capacity Irom 1,060 lo 2.870 storage locations 
SHEMANSKI.PC Project Directorate 111-2 89/07/20 3pp 50702 358 50702 361 


-8908020269 Rev 5 lo SS-1, "Braldwood Simulator Steady Slalo Performance Ttsr 
‘ Commonwealth Edison Co 89/06/19 18pp 50770 156 50770 173 

-8908020272 "Production Training Dept, Braidwood, Malfunctions & Initial Conditions' 

• Commonwealth Edison Co 09/05/31 510pp 50770 174 50772 037 

8908040083 Final response to FOIA requost for documents No agency records wtjlo 
request located Records end only reler to Kranz.per C Pappas explanation tivrq 
890725 telcon Deleted portion not sub; lo request demahlo per FOIA Exempt-on 6 
GRIMSLEY.DH Division ol Froodom of Information & Publications Services (P«l 
890205) 89/07/27 BARTOSIC.L A Sidley & Austin 2pp 5O770I53-5O77S157 


89Q8OID404 Forwards Amends 20 lo Licenses NPF 72 8 NPF-77 8 safety 
evaluation Amends authorize licensee to increase capacity of spent fuel pool lo 2,870 
fuel assemblies 

SANDS SP Project Directorate II 1-2 89/07/20 KOVACH, T J Commonwealth Edison 
Co 2pp 50767 224-50767 252 


-8908040089 Advises that Region III ole Invostigalivo effort ro P Gefscbow QA/OC in- 
dependence at planl (Allegation Number Rill 06 A 0115) nol warranted fll present per 
860708 discussion w/ET Pawlik because wrongdoing not alleged 
WEIL.CH Region 3, Ole oltho Director 86/07/09 NORELIUS.C E HcQion 3, 0f:t( 
the Director 2pp 50779 155-50779 156 


-8908010410 Amends 20 to Licenses NPF-72 8 NPF 77,mcreasing capacity o( spool 
fuel pool through use ot high density storage racks 

SHEMANSKI.PC Project Directorate III-3 89/07/20 lOpp 50767 227-50767 236 

-8908010412 Safely evaluation supporling Amends 20 to Licenses NPF-72 8 NPF 77 

* Office ol Nuclear Reactor Regulation, Director (Post 870411) 89/07/20 16pp 
50767 237 50767 252 

8908010418 Forwards environ assessemenl re util 690103 request for license amend to 
change Tech Specs (or spent fuel pool expansron No significant radiological or nonra- 
diological impacts associated w/proposed spenl fuel pool expansion 
SANDS, SP Project Directorate 111-2 89/07/20 KOVACH, TJ Commonwealth Edison 
Co 3pp 50767 210-50767 223 

-8908010430 Environ assessment re spenl luel pool expansion al planl Nonradiologi 
cal impacts of expanding spent luel pool will be insignificant 

* Office of Nuclear Reactor Regulation. Director (Post 870411) 89/07/20 1 1pp 
50767 213-50767 223 

8907280013 Discusses mleakage lest to determine air infiltration into control room enve- 
lope when control room placed in isolation mode Performance of lesl during Unit 1 
outage will satisfy commitment by util 

SANDS, SP Project Directorate fll-2 89/07/21 KOVACH, T J Commonwealth Edison 
Co 3pp 506B9 235 50689 237 

8907310103 Requests proposed design change io containment hydrogen monitoring 
sys.w/schedule for implementing change or justification for existing configuration 
OLSHAN.LN Project Directorate 1112 89/07/25 KOVACH, f J Commonwealth 
Edison Co 2pp 50715 170-50715 171 

8908020120 Forwards salety evaluation concluding that DCRDR at facilities meets re- 
quirements of Suppl 1 to NUREG 0800, based on results of Mar 1987 onsile audit & 
final summaiy repts Technical evaluation repl also end 

OLSHAN.LN Project Directorate 1112 89/07/25 KOVACH, TJ Commonwealth 
Edison, Co 4pp 50760 018-50760026 

-8707290072 Forwards "Final Technical Evalualion Repl ol DCRDR lor Comm Eds 
Byron Stalion Units 18 2 8 Braidwood Station Units 18 2" 

UNER.RT Science Applications International Corp (formerly Science Applicaiions, 
Inc) NRC-03 82 096 87/07/17 VYEST.S NRC - No Detailed Affiliation Given Ip 
50760 027 50760093 


-8908040100 Partially deleted memo re 860707 QC inspector allegation about 860703 
termination of two QC inspectors by superintendent lor leaving early QC Inspector 41 
leged independence of QA/QC from production 

KROPP.WJ Region 3, Ole ol the Director 86/07/07 WEIL.C Region 3, Ole oMha 
Director Ip 50779 157-50770 157 

8908020321 Application for amends to Liconses NPF-72 & NPF-77.chnnfling Tech 5f« 
3 3 3 3 to provide new location ol Iroo hold seismic monitor (or timo history acccKio 
graph 

HUNSADER.SC Commonwealth Edison Co 89/07/31 MURLEY.TE OfliCa of N-> 
clear Reactor Regulation, Director (Post 070411), Opp 50772 107-50772 120 

-8908020327 Proposed Tech Spoc Tablo 3 3-7, "Soismlc Monitoring InslfumcMOUm 1 J 
Assoclatod Bases 3/4 3 3 3, changing froo hold locallon for lirno hlslory response 
spectrum analyzer 

• Commonwealth Edison Co 89/07/31 6pp 50772 115-50772 120 

8908080167 Provides status of ulil efforts lo address NRC requost lor oxaiii Ol curreil 
8 previous labor selllement agreements to assure that restrictive clauses which would 
hinder employees from providing Info of safely Issues lo NRC, not prosonl 
RICHTER, M H Commonwealth Edison Co 89/07/31 Project Directorate III 2 2ft P 
50855 007-50855 008 

8908110077 Individual noheo correcting 890731 notice of fssuanco ol Amends to 
licenses Requests deletion of "and Opporlumly for Hoarlng" Irom notico 
OLSHAN.LN Project Directorate II 1-2 89/08/03 2pp 50893 203 5 0003 204 

8908220295 Rev 0 to "Offsite Dose Calculation Manual " 

GOLDLUM.J C Commonwealth Edison Co 89/08/07 1,200pp 50979 126 S0981 166 

890B23Q011 Application lor amends to Liconses NPF 72 8 NPF-77, revising Toch Sp&i 
re number of members of onsile nuclear safety group 

CHRZANOWSKI.R Commonwealth Edison Co 09/08/14 MURLEY.TE Office of Nu- 
clear Reactor Regulation, Director (Post 070411) 3pp 51007 014-51007 020 

-8908230013 Proposed Tech Specs revising number ol mombors of onsile nuclear 
salety group 

* Commonwealth Edison Co. 89/00/14 4pp 61007 017-51007 020 


-8707290080 “Final Technical Evaluation Rept ol DCRDR lor Comm Eds Byron Station 
Units 1 8 2 8 Braidwood Station Units 18 2" 

• Science Applications International Corp (formerly Science Applications, Inc ) NRC- 
03 82 096 SAIC-87/3034 87/07/17 NRC • No Detailed Affiliation Given 5Bpp 
50760 026-50760 093 

8908030219 Forwards Amends 31,31,21 8 21 to Licenses NPF-37.NPF-66, NPF-72 8 
NPF-77,respechvely 8 safety evaluation Amends approve changes lhal modify Tech 
Spec 3 4 6 1b to allow 7 days to restore containment floor drain to operable slatus 
SANDS.SP, OLSHAN.LN Project Directorate' 111-2 89/07/26 KOVACH, TJ. Com- 
monwealth Edison Co 4pp 50793 039-50793 056 

-8908030223 Amends 31,31,21 & 21 to Licenses NPF-37.NPF-66, NPF-72 & NPF- 
77, respectively, approving changes lhal modtly Tech Spec 3 4 6 1b to allow 7 days to 
restore containment floor drain 8 reactor cavity flow monitoring sys lo operable 
SHEMANSKI.PC Project Directorate 111-2 89/07/26 12pp 50793 043 50793 054 

-8908030224 Salety evaluation supporling Amends 31,31,21 & 21 to Licenses NPF- 
37, NPF-66, NPF-72 & NPF-77, respectively 

’ Office of Nuclear Reaclor Regulation. Director (Post 870411) 89/07/26 2pp 
RiYzaa finn.nn7Qi nee rr 


8908020210 Forwards response to 690526 requests for addl info re certification of sirm 
£tion facility "Braidwood Procedure Generation Package" & "Production Traimn 
Dept. Braidwood, Malfunctions 8 Initial Conditions" end 

TRZYNA.G E Commonwealth Edison Co 89/07/27 Office of Nuclear Reactor Reoi 
lalion, Director (Post 8704 1 1) 1 1 pp 50769 065-50772 037 


8908240403 Requests expeditious review of proposed Toch Specs emend ro vw d 
conlmuous pressure testing of containment airlock door seal gaskola to icduco rot* 
Iron dose exposure lo tost personnel 

CHRZANOWSKI.R Commonwealth Edison Co 09/00/14 MURLEY.TE Office of Nu 
clear Reaclor Regulation, Director (Post 07041 1) 2pp. 51016 1 79 51010,160 


Q Inspection reports, IE Bulletins & correspondence 


8908140413 Responds lo NRC 090711 Hr ro open Hem noted In Insp Ropts 60 454/89 
14 8 50-455/89-16 Corrective actions safety Injochon/loss of offsite power thcuilswl 
be tested periodically lo verify operability lor Byron 8 Braidwood 
KOVACH, T J Commonwealth Edison Co. 89/08/01 DAVIS, A B. Region 3. Ofc ol the 
Director 3pp 50946 218 50946,220 

8908230023 Responds to NRC 890213 Hr ro Insp Repts 50 456/00-03 & 50-457/6903 
on 890103 06 & 09 Enel provides Info on security physical fitness program Enel with 
held 

KOVACH, T J. Commonwealth Edison Co 89/04/21 DAVIS, A B Ronion 3. Ofc Of tfu 
Director 2pp. 51016054-5 1016 055 

8908070005 FOIA request for final open Hem transmittal Itrs par NRC Insp Procedma 
94300B for listed plants 

WILLIAMS, O.G, JRA Associates 89/05/17 GRIMSLEY.DH NRC - No OoWtod Affili- 
ation Given 2pp 50809 279-50809 280 


-8908020224 Rev O (o Tesf NO-1, "Braidwood Simulator Normal Operations Testing 
Commonwealth Edison Co 89/05/26 2pp 50769 076-50769 077. 


•8908020228 Rev 0 to ST-1 re simulators safety-related valves stroke w/ acceptable 
time period required by ANSI/ANS-3 5- 1 985 
Commonwealth Edison Co 89/04/04, 7pp 50769 080 50769086 


-8908020229 Rev 0 to SV-1, "Braidwood Simulator Surveillance Testing " 
Commonwealth Edison Co 89/05/26 3pp 50769.087 -50769 089. 


89 £r?„ 10265 towards Safely Team Insp Repts 50-456/89-16 & 50 457/89 18 on 
89061 2-0706, No violations noted, 

COOPER, R.W Region 3. Ofc of Hie Director 89/07/24 REED.C, Commonwealth 
Edison Co 2pp 50736 341 -50736'342 

-8907310274 Safety Team Insp Rept 50-456/69 18 on 80061 2-0700 No violations cr 
deviations noted.Major areas Inspected' inatrumenfallon sys for aasossing plant coni 
;®hs during & following accidents as specified In Reg Guide 1 97, Rev 3 
KOPP.M.J Region 3, Ole of the Director. 89/07/24 12pp. 50738-343 -50736 354 
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8907200019 NRC Info Notice 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York, tnC 106pp 50711 330 50712 078 

8908148232 Hesponos (0 NRC 090526 Hr re violations noted in Insp Hopls 50 456/89 
14 & 50 457/89-14 Corrective actions control station on 401 It level moved (rom tur- 
bine bldg into auxiliary bldg to reduce noise level & temp conditions 
KOVACHJ J Commonwealth Edison Co 09/07/27 DAVIS, A B Region 3, Otc of tho 
Director 3pp 50916 143 50916145 

6907270121 Suppl 1 to NRC Bulletin 80 010. "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

RDSSI.CE Division ot Operational Events Assessment (post 870411) 89/00/03 
Consolidated Edison Co of New York, Inc tOQpp 50904 140-50904 253 

6907260169 NRC Into Notice 89 058, "Disablement ot Turbine Onvon Auxiliary Feed 
water Pump Due to Closure of One of Paralle! Steam Supply Valves " Svc list end 
RDSSI.CE Division oi Operational Events Assessment (Post 070411) 89/00/03 
Consolidated Edison Co ol New York, Inc 106pp 50900 005-50900 110 

8908140204 Forwards Salely Insp Repts 50 456/89-19 & 50 457/89-19 on 890618 
0729 No violations noted 

SHAFER.WD Region 3, Otc ol Dio Director 89/08/04 REED.C Commonwealth 
Edison Co 2pp 50915 166 50915 173 

--6908140206 Safely Insp Repts 50-456/89 t9 & 50-457/89-19 on 090618- 0720, No 
violations or deviations noted Major areas inspected LER revlew.reglonal 
request, lollowup on TMI action items 8 fuel handling 

HINDS, J M Region 3, Ole of the Director 89/08/04 I6pp 50915 158 50915 173 

8908140257 Forwards Insp Repts 50-237/80 20,50 254/08-22,50-295/08 17, 50-373/ 
86-23,50 454/B8 15 & 50-456/80-24,50 457/88-24, 50 455/80 14.50-249/08 21,50- 
374/80-22,50 265/88 22 8 50 304/80-17 on 680016 090802 No violations noted 
GREENMAN.E G Region 3, Ole of tho Director 09/08/04 REEO.C Commonwealth 
Edison Co 2pp 50915 340 50915 347 

-8908140281 Insp Repls 50 237/80 20,60-254/08 22, 50-295/0B-17, 50 373/00 23,50- 
454/88 15,50 456/80 24,50 457/00 24, 50 455/68-14,50 249/08-21.50 374/00-22,50- 
265/88 22 & 50 304/00-17 on 800010 090002 No violalion9 noted 
SHAFER.WD Region 3, Ofo of the Director 09/00/04 6pp 50915 342-50915347 

8908100128 NRC Into Notice 89 059, "Suppliers of Potentially Misrepresented Faston- 
ors ' Svc list end 

nOSSI.CE Division ot Operational Events Assessment (Post 870411) 89/00/16 
Consolidated Edison Co of New York, Inc 106pp 50992 315 50993 060 

6908140085 NRC Inlo Notice 89 060, "Maint ol Tololhorapy Units ” Svc list and 
CUNNINGHAM, R E Division ol Industrial & Medical Nuclear Satoly (Post 870729) 
89/06/ IB Consolidated Edison Co ol Now York, Inc 107pp 50993 061 50993 166 

6909160129 Suppt 2 to NRC Into Notice 88 048, "Licensee Ropt ot Defective Rolur- 
pished Valves Svc list oncl 

ROSSI, CE Division ol Operational Evenls Assessment (Post 070411) 09/08/22 
Consolidated Edison Co ot New York, Inc lOOpp 50990 039-50990 137 


R periodic oporatlng reports 4 related correspondence 

8908150202 Monthly operating repls lor May 1989 tor Braidwood Nuclear Power 
Station W/B9060B Hr 

PETERSON, M W , OUERIO.RE Commonwealth Edison Co 89/05/31 16pp. 

50917 203 50917 218 

89081S01B4 Monthly operating repts for June 1989 lor Brflldwood Nuclear Power 
Slalion, Units t 8 2W/B90710Hr 

PETERSON, M W , QUERIO.R E Commonwealth Edison Co 89/06/30 14pp 

50936 260-50936 281 

6900150005 Monthly operating ropt for Jut 1989 lor Brcldwood Units 1 & 2W/090G10 
Hr 

PETERSON, M W , QUERIO.R E Commonwealth Edison Co 69/07/31 I4pp 

50926 0S0 50926 063 


S Reportable occurrences, LERe & related correspondence 

8906220405 LER B9 006 00on 890710, lightning Induced voltage transients 

e»perienced, resulting in actuation ol multiple rod drivo ovorvotlago protection 
devices Caused by inadequate lightning protection Protectors rosot W/090816 Hr 
WIEGANDC, QUERIO.R E Commonwealth Edison Co 89/00/14 5pp 50974.311- 
50974 315 


DOCKET STN-50-457 BRAIDWOOD STATION, UNIT 2 


F, Security, medical, emergency & fire protection plans 

6900230023 Responds to NRC 890213 llr re Insp Ropls 50 456/89 03 & 50 457/89 03 
on 690103-06 & 09 Enel provides Inlo on security physical Illness program Enel with- 
hold 

KOVACH, T J Commonwealth Edison Co 89/04/21 DAVIS.A B Region 3, Otc ol Iho 
Droelw 2pp 5 10(6 054-51016 055 

6907310099 Revised generic generating slalion emergency plan manual, including 
Table 6 3-1.Figure 7 2-1 & Figure 6 3 18 10 Rev 6b 
’ Commonweal Ih Edison Co 89/06/30 5pp 50743 190 50743 194 

B90B140151 Rev 0 lo EPIP B2P 550-1. "Slalion Emergency Planning Qualification Pro 
gram " 

1 Commonwealth Edison Co 89/08/01 l4pp 50910 328 50910 341 

8906140413 Responds lo NRC 89071 1 Itr re opon item noted in Insp Repts 50-454/89- 
14 & 50 455/89-16 Corrective actions safety in]ec|ion/loss ol offsite power circuits will 
be tested periodically to verily Operability lor Byron & Braidwood 
KOVACHJ J Commonweallh Edison Co 09/08/01 DAVIS.A B Region 3. Ole ol the 
Director 3pp 50946 216 50946 220 


B908110112 Advises that Rev 6b to generating stations emergency plan transmitted by 
util 890710 lorm acceptable & does nol decrease effectiveness of plan 
GREGER.LR Region 3, Ofc ol ihe Director 89/08/04 REED.C Commonweallh 
Edison Co 2pp 50910107-50910 108 

8808210212 Suppl 1 to Generic Ur 89 D7 lo all operating plants, applicants for OLs & 
holders ol CPs re power reactor safeguards contingency planning lor surface vehicle 
bombs Svc f-sl oncl 

PARTLOW.JG Associate Director lor Projects (Post 870411) 89/08/21 Consolidat- 
ed Edison Co Of New York. Inc 55pp 51036 001-51036 056 


P. Operating license stage documents 6. correspondence 


6908040078 FOIA request tor documents re allegations against licensee, (P Gelschow 
or K Kranz, formerly site QA manager for Philips Gotschow Co at facility) arising out of 
K Kranz conduct 

BARTOSIC.L A Sidley & Austin 89/05/26 GRIMSLEY.OH NRC • No Detailed Attili 
atlon Given Ip 50779 152-50779 152 

6908010454 Provides supplemental Info to satisfy 890112 commitment re DCRDRs & 
SPDS Station specific set point change to minimize deflections for narrow range con 
tainmont floor sump level will be Implemenlod by 890901 Supporting inlo end 
CHRZANOWSKI.R Commonweallh Edison Co 89/06/30 MURLEY.TE Office of Nu 
clear Roactor Regulalion, Direclor (Post 870411) 7pp 50755 349 50755 355 

8907280263 Forwards RLCA/P102/01 89/001, "Description 6 Verification Summary of 
Computer Program, GAPPIPE" & P1G2 001, "Descnplion 8 Verificaiion 
Summary App," per 890502 meeting re justification lor removal of supports at plant 
CHRZANOWSKI.R Commonwealth Edison Co 89/07/14 MURLEY.TE Office ol Nu 
clear Roactor Regulation, Director (Post 670411) Ip 50706 116 50707 122 

-8907280268 "Description 8 Verification Summary ol Computer Program, GAPPIPE " 

■ Robert L Cloud Associates. Inc RLCA/P 182/01 89/001 09/06/30 59np 

50706 117-50706 175 

-8007280271 App to "Description 8 Verification Summary of Computer 
Program, GAPPIPE ” 

■ Roberl L Cloud Associalos. Inc P102-Q01 APP 89/06/22 30Qpp 50706 176- 

50707 122 

B9071B0211 Generic Ur 89 13 lo all holders of OLs or CPs lor nuclear power plants re 
svc water sys problems affecting safety-related equipment Svc list end 
PARTLOW.JG Associate Director for Projects (Post 870411) 89/07/10 Consolidat- 
ed Edison Co ot Now York, Inc 53pp 50735 001-50735 054 

8907280030 Nebco ol Issuance ol Amend 20 to Licenses NPF-72 & NPF-77, increasing 
spent fuel pool storage capacity Iront 1,060 to 2,870 storage locations 
SHEMANSKI.P C. Pro|ocl biroclerato 111 2 09/07/20 3pp 50702 350 50702 361 

8908010404 Forwards Amends 20 lo Licenses NPF-72 8 NPF77 & safety 
evaluation Amo nds authorize licensee to Increase capacily ol spent lucl pool lo 2,870 
fuel assemblies 

SANDS, SP Promcl Direclorale III 2 09/07/20 KOVACHJ J Commonwealth Edison 
Co 2pp 50767 224 50767 252 

-8900010410 Amends 20 lo Licenses NPF-72 & NPF-77, increasing capacity ot spent 
luol pool through use ol high donsity storage racks 

SHEMANSKI.P C Project Directorate llf-3 89/07/20 SOpp 50767 227-50767 230 

-8906010412 Salely evaluation supporting Amends 20 lo Licenses NPF-72 & NPF-77 

* Office ol Nuclear Roaclor Regulation, Director (Post 070411) 09/07/20 16pp 
50767 237 50767 252 

6908010418 Forwards environ assessemenl re util 090103 request tor license amend to 
change Toch Specs lor spont luol pool expansion No significant radiological or nonra 
diologlcol impacts associated w/proposed upon! luol pool expansion 
SANDS, SP Project Directorate 111-2 09/07/20 KOVACH TJ Commonwoallh Edison 
Co 3pp 50767 210-50767 223 

-B9080 10430 Environ os90ssmont re spent luol pool expansion at plant Nanradiologl 
cal impacts ot expanding sponl luol pool will be Insignificant 

* Olhce ol Nuclear Reaclor Regulalion, Diroclor (Posl 870411) 89/07/20 llpp 
50767 213 50767 223 

8907280013 Discusses inleakage tost lo delormino air Infiltration Inlo control room erwo 
lope when control room placed In isolation mode Performance ol lest during Unit 1 
outage will sabsfy commitmenl bv ulil, 

SANDS, SP Projecl Direclorale 111-2 09/07/21 KOVACHJ J Commonwealth Edison 
Co 3pp 50689 235 50689 237 

8907310103 Requosls proposed design change lo conlainmonl hydrogen monitoring 
sys.w/schodulo lor Implementing change or justification lor existing configuration 
OLSHAN.L N Project Directorate ill-2 09/07/25 KOVACH T J Commonweallh 

Edison Co 2pp 50715 1 70 50715 1 71 

8908020120 Foiwards salely evaluation concluding that OCR DR al facilities meets re- 
quirements ol Suppl 1 lo NUREG 0800, based on results ol Mar 1987 onsite audit 8 
final summary repts Technical evaluation ropt also end 

OLSHAN.L N Project Direclorale 111-2 1)9/07/25 KOVACHJ J Commonweallh 

Edison Co 4pp 50760 918-50760 026 

—6707290072 Forwards "Final Technical Evaluation Repl ol DCROR lor Comm Eds 
Byron Station Units 1 8 2 & Braidwood Slalion Umls 18 2" 

LINER, RT Science Applications Intern altonal Corp (formerly Science Applicafions, 
Inc) NRC 03 82-096 87/07/17 WEST.S NRC • No Detailed Affiliation Given ip 
50760 027-50760 093 

--87072900BO "Final Technical Evaluation Ropt of DCRDR for Comm Eds Byron Station 
Units 18 2 8 Braidwood Slalion Units 18 2” 

* Science Applications International Corp (formerly Science Applications, Inc) NRC 
03 82 096 SAIC 87/3034 87/07/17 NRC No Detailed Affiliation Gwen 5Bpp 
50760 028-50760 093 
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8908030219 Forwards Amends 31,31,21 A 21 (a Licenses NPF-37.NPF-66, NPF-72 A 
NPF-77 respeclively S safely evaluation Amends approve charges that modify Tech 
Spec 3-1 6 lb to atiorv 7 days to restore conlainmeni floor drain to operable status 
SANDS SP Project Directorate 111 2 89/07/26 KOVACH, TJ Commonwealth Edison 
Co 4pp 50793 039 50793 056 

-0908030223 Amends 31,31,21 A 21 to Licenses NPF-37.NPF 66, NPF-72 A NPF- 
77, respectively .approving changes that modify Tech Spec 3 4 6 lb lo allow 7 days to 
restore conlammcni floor dram & reactor cavity flow monitoring sys to operable 
SHEW AN SKI, PC Project Directorate III 2 09/07/26 12pp 50793 043-50793 054 

-8908030224 Safely evaluation supporting Amends 31,31,21 A 21 to Licenses NPF- 
37.NPF 66, NPF-72 A NPF 77 .respectively 

* Ollice ol Nuclear Reactor Regulation, Director (Post 870411) 89/07/26 2pp 
50793 055 50793 056 

8908020210 Forwards response to 890526 requests for addl info re certification of simu 
lation facility 'Btaidwood Procedure Generation Package" A "Production Training 
DepvBradwood Malfunctions S Initial Conditions" end 

TRZYNA G E Commonwealth Edison Co 89/07/27 Ollice of Nuclear Reactor Rogu 
lal.on, D, rector (Post 87041 1) 1 1pp 50769 065 50772 037 

-890B020224 Rev 0 lo Test NO 1, Braidwood Simulator Normal Operations Testing " 

* Commonwealth Edison Co 89/05/26 2pp 50769 076 50769 077 

-8908020229 Rev 0 to SV-1, "Braidwood Simulator Surveillance Testing " 

* Commonweallh Edison Co 89/05/26 3pp 50769 087-50769 089 


8907310265 Forwards Safety Team Insp Ropls 50 456/89 10 A 50 -157/83 15 v 
690612 0706 No violations noted 

COOPER, RW Region 3. Ofc of the Director. 89/07/24 REED.O Common, wo 
Edison Co 2pp 50736 341 50736 342 

-8007310274 Saloly Team Insp Hept 50 456/89 18 on CD0612 0706 No aV-.i# 
deviations noted Major areas inspected Instrumentation sys for assessing pli r 1 c&i 
lions during & following accidonts as specified in Reg Guido 1 97.Rov 3 
KOPP.M J Region 3, Ofc of tho Director 69/07/24 12pp 5073G 343 50736 354 

8907200019 NRC Info Notice 89 057, "Unqualified Eleclric.il Splicers In Vendor Supy’-i 
Environmentally Qualified Equipment " Svc fisl end 

ROSSI.CE Division of Operational Evonts Assossmenl (Post 070411) 89ru?rF 
Consolidated Edison Co of Now York, Inc lOGpp 5071 1 333 50712076 

8908140232 Responds to NRC 690526 Mr re violations noted In Insp Dcpts 60 456, V). 
14 & 50 457/89 14Correclive actions control station on 401 fl lovel moved front/ 
bine bldg mlo auxiliary bldg to reduco noise level A lamp conditions 
KOVACH.T J Commonweallh Edison Co 69/07/27 DAVIS, A 0 Reg. on 3, CHc of 
Director 3pp 50916 143 50916 145 

8908140413 Responds to NRC 890711 Itr re open item noted In Insp Repts 50 4M'f) 
14 & 50 455/69-16 Correclivo actions safely injection/ loss of olfsilo power crani m 
be tested periodically lo verily operability for Byron 5 Braidwood 
KOVACH.T J Commonwealth Edison Co 69/06/01 DA VISA (3 Region 3. CPe d ll< 
Director 3pp 50946 216 50946 220 


-8908020230 Rev 6 to PWR Operations Guideline Number 12 Simulator Testing Pro 
gram " Simulator transient lest review data enc! 

1 Commonweallh Edison Co 89/07/31 46pp 50769 090-50769 135 

-8908020235 Rev 1 to 2BWEP 0, "Reactor Trip or Safely Injection Unit 2 " 

• Commonwealth Edison Co 89/02/01 34pp 50769 202-50769 267 

-8908020250 ' Braidwood Station Procedure Generation Package " 

” Commonweallh Edison Co 09/07/27 149pp 50770 006-50770 155 

-8908020269 Rev 5 to SS-1. "Braidwood Simulator Steady State Performance Tost” 
' Commonweallh Edison Co 89/06/19 18pp 50770 156-50770 »73 

-8908020272 Production Training Dept Braidwood.Malfunctions 8 Initial Conditions " 

• Commonwealth Edison Co 89/05/31 510pp 50770 174-50772 037 


8907270121 Suppl 1 lo NRC Bulletin 60 010. "Nonconforming Molded Caso Ctr;vi 
Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assossmonl (Post 070411) 69/064)) 
Consolidated Edison Co of Now York, Inc lOOpp 50904 140 50904 253. 

8907280169 NRC Info Nollco 69 056, "Disablomoni ol Turlnno Driven Auxiha/y F<-<t 
water Pump Dua lo Closure ol One ol Parallel Sloam Supply Vftlvt>3 ' Svfi Tsl erri 
ROSSI.CE Division of Operational Evonts Assossmonl (f’o$1 670411) 69/0310) 
Consolidated Edison Co of New York, Inc 106pp 50900 005-50900 1 10 

8908140204 Forwards Safely Insp Repts 50 456/09-10 & 50 457/69 10 on 6&U6I*. 
0729 No violations nolod 

SHAFER, WD Region 3, Ole of the Diroclor 69/08/04 REED.C Comrrionwea‘"i 
Edison Co 2pp 50915 156 50015.173 


8908040083 Final response to FOIA request for documents No agency records sub) to 
request located Records end only refer lo Kranz.per C Pappas explanation during 
890725 telcon Deteled portion not subj to request deniable per FOIA Exemption 6 
GRIMSLEY.D H Division ol Freedom of Information A Publications Services (Posl 
890205) 89/07/27 BARTOSIC.L A Sidley A Austin 2pp 50779 153 50779 157 

-8908040089 Advises lhai Region III ofc investigate effort re P Getschow OA/QC in 
dependence al plant (Allegation Number Rlil-86 A 01 15) not warranted at presenter 


860700 discussion w/ET Pawlik because wrongdoing not alleged 
WEIL.C H Region 3 Ole of the Director 86/07/09 NORELIUS, 


the Director 2pp 50779 155 50779 156 


,C E Region 3. Otc of 


-8908140206 Safety Insp Repts 60 456/09 19 & 50 457/69-10 on 600010- 0729lto 
violations or deviations nolod Major areas Inspected lEft foviaw,reg,*u 
requesl, followup on TMI action Items & luol handling 

HINDS, J M Region 3, Ofc ol tho Diroclor 89/06/04 16pp 50915,156 50915 173 

8908140257 Forwards Insp Ropls 50-237/00 20,50-254/66 22,50-205/66 17, 50-373/ 
86 23,50 454/80-15 & 50-456/08 24,50 457/88 24, 50 455/00 14,60 24 9/03-2 1. S> 
374/80 22,50 265/08 22 A 50 304/60-17 on 6006 10 090002 No violations nolod 
GREENMAN.E G Region 3, Ole ol tho Director 09/03/04 REED.C Common walls 
Edison Co 2pp 50915 340 50915 347 


-8908040100 Partially deleted memo re 860707 DC inspector allegation about 860703 
termination of two QC inspectors by superintendent for feavinq early DC inspector al- 
leged independence of QA/OC from production 

SE? gUVS? °™“' ,m,m «®UC ftep* 3. O,o * ,h„ 

B9 H°i2 3 , 21 App’-catron for amends to Licenses NPF-72 S NPF-77, changlnq Tech Spec 
3 J 3 3 to provide new location ol free field seismic monitor for time history accelero 
graph 

HUNSADER S C Commonwealth Edison Co 89/07/31 MURLEY.T E Office of Nu- 
clear Reactor Regulation. Director (Posl 870411) 8pp 50772 107-50772 120 

p,0 P 0S ® d J® cb s Pf c Table 3 3 7. "Seismic Monitoring Instrumentation" A 
spectrum analyze? 3/4333 changin 9 ,ree field location lor time history response 
■ Commonwealth Edison Co 89/07/31 6pp 50772 115 50772 120 

a Tn°ro?!, 87 ^JJvides status ol uld efforts to address NRC request for exam ol current 
A previous labor settlement agreements to assure that restrictive clauses which would 
lorn p ,0v,dln 9 lnf o of safely Issues to NRC, not present 

50855 007 50855 00r nWea " h E£, ' S0 " C ° 89/07/31 P ' 0ieC ' D,,ec,0,a,e 1,1 8 2 PP 

89 . O0 ,ll°„ O7 o lnd "' lt,ljal , nollce correcting 890731 notice ol issuance of amends to 
o S L S f e i n' 0n . of " and ,OPPO'tunity for Hearing" from notice 
OLSHAN.L N project Directorate III 2 89/08/03 2pp 50893 293 50893 294 

89 £^ 2 r?, 2 n?. R , e ^ 0 10 0l,s,le Dose Calculation Manual " 

UULULUMJC Commonwealth Edison Co 89/08/07 1.200pp 50979 126 50981 196 

6908230011 Application lor amends to Licenses NPF-72 & NPF-77 revismo Tech Snprs 
n,efnbefs ol onsite nuclear safety group 9 P 5 

CHHZANOWSKt R CommonweaHh Edison Co 89/08/14 MURLEYTE Ollice ol Nn 
dear Reactor Regulator. Director (Post 8704 tl ) 3pp 51007 014 51007 020 

“ 8 s 9 amJ 3 Jr 0 o 1 up P '° pOSed TeCt> Sp6CS rev,s,n9 numbe ' 01 members of onsite nuclear 
* Commonwealth Edison Co 89/08/14 4pp 51007 017-51007 020 
8908240403 Requests expeditious review of proposed Tech Specs amend re me „r 

Uon^dose e^posure^o^es? 9 °rsonnet inmen ' a "' 0Ck d ° W Seal 9aske,s ,0 

a- * *- 

Q. Inspection reporfs, IE Bulletins A correspondence 

KOVACH T J Commonwealth Edison Co 89/04/21 DAVIS A a Renmn i nir 
Director 2pp 51016 054 51016 055 uavis.au negion 3, Die of (he 


-8908140261 Insp Repts 50 237/08-20, 50-254/00 22,50 295/00- 1 7, 50 373/88 2350- 
454/68-15,50-456/00-24,50 457/OB 24, 50 455/00-14,50 249/60 21,50 374/88 2250- 
265/86-22 A 50 304/08-17 on 000016 090002 No violations nolod 
SHAFER, WD Region 3, Ofc ol the Director 09/00/04 6pp 50915 342 60J15 341 

8908100128 NRC Into Notico 09 059, "Suppliers ol Polonlrally Misrepresented Fasw 
ers " Svc fisl end 

ROSSI.CE Division of Operational Evonts Assossmonl (Posl 8704111 BD/08'16 
Consolidated Edison Co ol Now York, Inc tOOpp 50992 3 15-50993 060, 

8908140085 NRC Into Notice 89 060, "Malnt ot Tolotlierapy Units " Svc l.si civcf 

D|VISI011 Industrial A Modical Nucloar Saloly (Post fl/072s) 

09/00/10 Consolidalod Edison Co ol Now York, Inc 107pp 50993 001 50993 186 

8908160129 Suppl 2 to NHC Info Notico 00 040. "Licensee Rcpl of Oofoctivo floM 
bished Valves •' Svc list end 

ROSSI.CE Division ol Operational Events Assossmonl (f’osl 670411) 69/08/2? 
Consolidated Edison Co of Now York, Inc 100pp 50990 030 50990 137 

R. Periodic operating reports A relntecf correspondence 

"stall wfwM89MOo'llr °* >0ffllln ® f0pls ,or 1909 lor 0,altlwc,Qd Nuclear Powa 

OUERIO.RE Commonwealth Edison Co 00/05/31 16pp 

3Uyi7 <:03o09l7 210 

8908 16° 184 Monthly operating ropls lor June 1909 lor Braidwood Nuclear Power 
Station, Units 1 A 2 W/890710 Itr 

QLJERI °, R E Commonwealth Edison Co 69/00/30 1 

uUvjoD (.ud‘50936 261 

8908150005 Monthly operating repl for Jul 1909 lor Braidwood Umls 1 a 2 W/fl 90610 
E Commonweallh Edison Co 09/07/31 I4;f 

juy^b vwU dU92o 063 

S, Reportable occurrences, LERs A related correspondence 

99 ' 003 :. 00 ° n 890322, discovered mlsposihonlng ol conlnfugal chargmj 
pump 2B manual mini l/ow Isolation valve Caused by personnel error, Vnlvo 'immextaii- 
fl? 8p ™ f lml v n r r call0n program 10 bo revised W/B90803 Hr 
50876 221 ° ' ° UER O,R E Commonwoanh Ec,IBOn Go 89/07/27 5pp 50678 21? 

89 |^bu^n 9 S- 1 l r,m R 09003 01 on 090322,contnluga1 charging pump 2B monuni rn.ru Ifew 
« S nrvno?oifrt! V ? fn ' 5 P° slll0ne d On 090601, reclrculahon flow road zero Caused by per 
w 0 ^ ,?.i ul ,?^ Gn 1 Progfarn will be revised W 78900 1 1 Hr 
50974 325 U ’ QUER O,R E Commonwealtl1 Edison Co 09/00/09 5pp 50974 321 
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DOCKET 50-45B RIVER BEND STATION, UNIT 1 


F Security, medical, emergency & lire protection plans 

8307310033 Notification ol 890726 significant licensee meeting in Region IV for security 
program enhancement briefing 

MILHOAN.J L Region 4, Ofc of tho Director 09/07/26 Region 4, Ofc of the Director 
3pp 50741 249 50741 251 

8908080057 Revised emergency implementing procedures, including Rev 5 to EIP-2 01 0, 
1 Hazardous Gas Emergencies" & Rev 10 to EIP-2 006, 'Notifications " W/83072Q itr 
BOOKER, JE Gulf States Utilities Co 89/07/28 33pp 50054 198 50854 230 

89081 8027 S Forwards summary of 890727 meeting w/licensee in Region IV ofc re plant 
security enhancement program & personnel changes 

MILHOAN.J L Region 4, Ole of the Director 89/08/06 DEODENS.J C Gull States 
Utilities Co 2pp 50965 276 50965 281 

-8908230436 Summary of 690727 meelmg w/util in Arlington, TX re plant security en- 
hancement program & personnel changes 

KELLY, J A NRC - No Detailed Affiliation Given 89/08/Ot NRC - No Detailed Affiii 
ation Given 4pp 50965 278 50965 281 

8908240211 Forwards "Final Radiological Emergency Preparedness Exercise Rept," lor 
River Bend Nuclear Generating Station on 890301 No deficiencies identified & only 
four areas requrre correcfne actions 

KWIATKOWSKI.D Federal Emergency Management Agency 89/08/ to CONGEL.F 
Division of Radiation Protection & Emergency Preparedness (Post 870411) ip 
51019 02S-51019 086 

-8908240213 "Final Radiological Emergency Preparedness Exercise Rept," on 890301 
for River Bend Nuclear Generating Station 

’ Federal Emergency Management Agency 89/08/01 57pp 51019 029 51019 066 

89Q8210212 Suppl 1 to Generic Ltr 89 07 to all operating plants, applicanls for OLs & 
holders of CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc list end 

PARTLOW.JG Associate Director for Projects (Post 070411) 89/08/21 Consolidat- 
ed Edison Co of New York, Inc 55pp 51036 001-51036 056 

8908280186 Forwards status rept of upgrade to security computer program by adding 
MUX loop communications Enel withheld 

BOOKER, JE Gulf States Utilities Co 89/0B/21 Document Conlrol Branch (Docu 
ment Control Desk) Ip 51040 1 14 51040 1 14 

8906280205 Final response to FOIA request for documents Forwards App B & partially 
withheld App C documents (ref FOIA Exemption 3) App A,B & partially withheld App 
C documents also available in PDR 

GRlMSLEY.D H Division ol Freedom of Information & Publications Services (Post 
890205) B9/OB/24 PLETTINGER.H A Affiliation Not Assigned 5pp 51030 311- 
51030 333 

-8905300214 Forwards Security Event Rept B9 S06 Rept withheld (ref 10CFR73 21) 
BOOKER, J E Gulf States Utilities Co 89/05/22 OHice of Nuclear Malarial Safely & 
Safeguards.Director 2pp 51030 326 51030 327 

- 6906060389 Forwards Security Event Rept B9-S07 Rept withheld (ref 10CFR73 21) 
BOOKER ,J E Gulf States Utilities Co 89/06/01 Office ol Nuclear Malarial Safely & 
Safeguards.Director 2pp 51030 328 51030 329 

-B906190014 Forwards Security Event Ropl 89-S08 Rept withhold (ref 10CFR73 21) 
8QOKER.J E Gulf States Utilities Co 09/06/13 Office of Nuclear Material Safely & 
Safeguards, Director 2pp 51030 330 51030 331 

-8906230036 Forwards Security Event Rept 09 S09 Rept withheld {ret 10CFR73 21) 
BOOKER, J E Gulf States Utilities Co 09/06/19 Office of Nuclear Material Safely & 
Saleguafds.Di rector 2pp 51030 332-51030 333 


G Adjudicatory correspondence 

8908030142 Pehlion for rulemaking PRM 50 53 re quo sting NRC action to review undue 
risk posed by BWR thermal hydraulic instability NRR should Issue order requiring all 
GE BWRs to be placed In cold shutdown for stated reasons 

HIATT.SL Ohio Citizens (or Responsible Energy BB/07/28 Office of Nuclear Reac- 
tor Regulation, Director (Post 8704 11) tOpp 50820 143-50020 152 


P. Operating license stage documents & correspondence 

8907180211 Gononc Llr 09 13 to at) holders ol OLs or CPs (or nuclear power plants re 
Svc water sys problems affecting safely related equipment Svc list end 
PARTIOW.JG Associate Director for Projects (Post 870411) 09/07/10 Consolidat- 
ed Edison Co of New York, Inc 53pp 50735 001-50735 054 

8907810040 Clarifies 090714 response to Generic Ur 00-14, "Instrument Air Supply Sys 
Problems Alfecting Safety-Related Equipment" Addl actions to Improve Instrument air 
sys scheduled for completion by 900401, 

BOOKER, JE Gulf States Utilities Co 09/07/21 Document Control Branch (Docu- 
ment Control Desk) 2pp 50741 302 50741 303 

8908030021 Forwards rooi drawings for standby cooling lower (SBCT) & diesel genera- 
tor (DG) bldgs & calculations lor DG & SBCT bldgs, per 090425 request Drawings pro- 
vide overview of each bldg W/three oversize drawings 

BOOKER, JE Gulf Stales Utilities Co 09/07/24. Document Control Branch (Docu 
ment Control Desk) 27pp 50797 101-50797 127. 

8908030149 Informs that 890719 request for withdrawal of proposed Tech Specs 
35 2,371 1,371 2&30 11 1 changes, sub mil ted by Itr did 001216 w/olher proposed 
changes .approved No addl work will ue performed by NRC 

PAULSON, W A Project Direclorata IV 09/07/31 DEDDENS.J C Gulf States Utilities 
Co 3pp 50775 182-50775 184 

8908150322 "River Bend Station - Unit 1 Startup Test Rept (Suppl 12)," covering period 
through 8B0727 W/890804 Itr 

BOOKER.J E. Gulf Slates Utilities Co 09/08/04 6pp 50927 235-50927'240 


89 08160321 Forwards updated inlo re util licensing activities Effect of drywell temp in 
crease on suppression pool hydrodynamics can be addressed by evaluating eflects on 
peak drywell pressure 

BOOKER.J E Gulf States Utilities Co 89/08/04 Document Control Branch (Docu- 
ment Control Desk) 6pp 50936 348 50936 353 

8908220361 Notification ol B90822 meeting w/util in Arlington, TX to brief regional mg! 
on results, of recent 1NPO evaluation 

CONSTABLE, G L Region 4, Ofc of the Director 89/08/16 Region 4, Ole of the Dj 
rector 2pp 51015 282 5101 5 2B3 

89Q82B0205 Final response to FOIA request for documents Forwards App B & partially 
withheld App C documents (ref FOIA Exemption 3) App A.8 & partially withheld App 
C documents also available in FDR 

GRIMSLEY □ H Division of Freedom of Information & Publications Services (Post 
890205) 69/08/24 PLETTINGER.H A Affiliation Not Assigned 5pp 51030 311 
51030 333 

-8906050072 Responds to RD Martin Itr dtd 890525 re allegations by former Burns Inti 
Security Svcs employee Employee reinstated in position w/lull back pay & 
compensation Incident will not discourage other employees from raising concerns 
DEDDENS.J C Gulf States Ulilities Co 89/05/25 Document Conlrol Branch (Docu- 
ment Conlrol Desk) 5pp 51030 316 51030 320 

••8906120115 Responds to RD Marlin 890425 Hr re allegations of former Burns Inti Se- 
curity Svcs employee re discrimination Beliel that claimant Aug 198B resignation has 
not discouraged & will not discourage employees tram raising concerns staled 
OEDDENS.J C Gull Slates Utilities Co 89/05/31 Document Control Branch (Docu- 
ment Conlrol Desk) 5pp 51030 321 51030 325 


Q Inspection reports, IE Bulletins & correspondence 

8908070005 FOIA request for final open item transmittal llrs per NRC Insp Procedure 
94300B for listed plants 

WILLIAMS, OG JR A Associates 89/05/17 GRlMSLEY.D H NRC No Detailed Affih 
ation Given 2pp 50809 279 50 M3 2B0 

8907310408 Forwards Insp Rept 50 458/89 27 on 890605-09 & 19 23 8 notice of viola 
lion 

MtLHOAN.J L Region 4, Ofc of Ihe Director 89/07/17 DEDDENS.J C Gull Slates 
Utilities Co 2pp 50744 293 50744 305 

-6907310417 Notice ol violation from Insp on 890605-09 s t9-23 Violation noted facility 
review committee did not rev icy/ activities required by Tech Specs, reviewed only 12 
mod requests of 19 described in 1987-1988 annual 10CFR5O 59 rept 

• Region 4, Ofc of the Oireclor 89/07/17 Ip 50744 295 50744 295 

• 8907310423 Insp Repl 50-456/89 27 on 890605 09 & 19 23 Violations noted Major 
areas inspected self assessment capabilities 

MCNEILL, W M , KELLEY.DL, BARNES.1 Region 4. Ofc of tho Director 89/07/12 
lOpp 50744-296 50744 305 

8808010212 Forwards Insp Rapt 50-458/89-29 on B9oei9 23No violations or devi- 
ations noted 

MILHOAN.J L Region 4, Ofc oi the Director &9/07/18 DEODENS.J C Gull States 
Utilities Co 2pp 50756 125 50756132 

-•8908010215 Insp Rept 50-458/89 29 on 890619 23 No violations or deviations 
noted Major areas inspected corrective ac lions 

MCNEILL, W M, BARNES, 1 Region 4, Ofc of the Director 89/07/14 6pp 50756 127- 

50756 132 

8907200019 NRC Info Nonce 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc fist end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 69/07/26, 
Consolidated Edison Co a( Now York, Inc 106pp 507 1 1 333 58712 078 

8907310027 Ack receipt of 090707 llr informing NRC of steps taken to correct violations 
noted in Insp 50 458/69 1 1 

MILHOAN.JL Region 4. Ofc of lha Director 89/07/26 DEDDENS.J C Gull Stales 
Utilities Co 2pp 50736 222 50736 231 

8908020012 Forwards Insp Rept 50 45B/89-25 on 090710-14 No violations or dew 
atlons noted 

MILHOAN.JL Region 4, Ofc of tho Director 89/07/27 DEDDENS.J C Gulf Slalos 
Utilities Co 2pp 50757 115-50757 123 

••8908020020 Insp Rept 50-450/89 25 on B90710 14NO violations or deviations 
noted Major areas Inspected startup testing Conservative error In util procedure lor 
manual calculations of core thermal power Identified 

BUNDY.H F, AZUA.R V , SEIDLE.WC Region 4, Ofc of tho Director 89/07/27 7pp 

50757 117 50757 123 

8908070416 Forwards tnsp Rep! 50-450/89-20 on 890601-30 & notice of 
violation Notice of violation will nol be issued for item identified by licensee 
MILHOAN.J L Region 4, Ole of Ihe Director. 89/07/28 DEDDENS.J C Gull Stales 
Ulililies Co. 2pp 50822316 50822 332 

-8900070419 Nalice of violation from insp on 890601-30 Violation noted Administrative 
Procedure ADM-0028. "Maint Work Oraor," noted ds not providing specific ref steps if 
valve manipulations performed or ays restorodper Reg Guide 1 33 

• Region 4, Ofc of the Director B9/07/28 Ip 50822 318-50822 318 

-8908070422 Insp Repl 50-458/89 28 on 890601-30 Violations noted Major areas 
inspected plani events, operational safely venfication.mainl & surveillance test obser- 
vation & licensee action on previous insp findings 

CONSTABLE, GL Region 4, Ofc of tho Director. 69/07/27 14pp 50822:319- 
60D22 332 

8908070446 Responds to violations noted in Insp Repl 50 458/69-24, Corrective 
actions operations personnel secured Div II standby svc water sys to isolate leak & 
reactor proloclion sys power supply transferred to alternate power supply 
BOOKER.J E Gull States Utilities Co 89/07/31 Document Control Branch (Docu 
ment Conlrol Desk) 8pp 50802 224-50602 231 
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8907270121 Suppl 1 lo NRG Bulletin 88 010, 'Nonconforming Molded Case Circuit 
Breakers Svc list enci 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of New York Inc lOSpp 50904 148 5Q904 253 

8907280169 NRC Info Notice B9 058 'Disablement of Turbine Driven Auxiliary Feed 
water Pump Due lo Closure ol One ol Parallel Steam Supply Valves" Svc list end 
ROSSI, CE Division ol Operational Events Assessment (Post 87C411) 89/08/03 
Consolidated Edison Co ol New York, Inc I06pp 50900 005 50900 110 

890B170232 Forwards Insp Repl 50 458/89 32 on 890717 21 No violaiions or devi 
aliens noted 

MILHOANJL Region 4 Ole ol the Director 89/08/07 DEDDENS.JC Gull Stales 
Utilities Co 2pp 50953 322-50953 329 

-6908170245 Insp Repl 50 458/89 32 on 890717 21 No violations or deviations 
noted Major areas inspected surveillance testing program & plant instrumentation 
calibr program Lists ol surveillance tesi performance 8 loop calibr repts end 
MCKERNON.TO, SEIDLEWC Region 4, Ole of (he Director 69/07/31 6pp 
50953 324 50953 329 


8906160244 Revised special roplon 090503,involid lailuro ol Orv II diesel acifcr* j 
occurred Caused by failure ol ventilation oxhaust Ian to auto-start while p-,rW-$ 
operability test Breaker assembly found to be binding 

BOOKER, J E Gulf Stales Utilities Co 09/08/10 Document Control Branch (Do., 
menl Control Desk) 7pp 50944 270 50944 284 

0908280285 Supplomenlal special repl ro diosel goneralor control room lamp m eict'j 
ol Tech Spec 370 limits lor greater than 0 h on 090717-0014 Repl provides l£-p 
data obtained since original ropi submitted on 890020 

BOOKER.J E Gull Slates Utilities Co 09/00/10 Document Control Branch (&\> 
menl Control Desk) 3pp 5 1 040 203-61040 205 


V. Operator Examinations 

6908030087 Forwards inlo re requirements lor licensing exams scheduled duiiivg *kd 
891016 Requesls that rel mall listed in end bo furnished by 090016 
MILHOAN.JL Region 4, Ole ol the Director 09/07/24 DEDDENS.JC Gulf Slavs 
Utilities Co 12pp 50792 121-50792 132 


8908180178 Advises lhal Insp 50 458/69 19 cancelled & no insp rept will be issued I or 
rept number 

MILHOAN.JL Region 4, Ole ol Ihe Director 89/08/10 DEDDENS.JC Gull Slales 
Utilities Co 2pp 50967 360 50967 361 

8908(60045 Responds (o NRC 890717 Itr re violations noted in Insp Repl 50 458/89 
27 Corrective aclions Administrative Procedure ADM 0002, Charter of FRC." will be 
modified lo include review ol all proposed changes or mods 

DEDDENS.JC Gull Slales Utilities Co 89/08/11 Document Conlrol Branch (Docu- 
ment Control Desk) 4pp 50968 081-50968 OBI 

8908100128 NRC Inlo Nolice 89 059. "Suppliers ol Potentially Misrepresent Fasten 
ers ” Svc list end 

ROSSI CE Division ol Operational Events Assessment (Post 070411) 89/08/16 
Consolidated Edison Co ol New York. Inc 106pp 50992 315 50993 060 

8903140085 NRC Inlo Notice 89 060, "Mamt of Teletherapy Units " Svc list end 
CUNNINGHAM RE Division ol Industrial & Medical Nuclear Safely (Post 870729) 
89/08718 Consolidated Edison Co of New York, Inc I07pp 50993 061-50993 166 

8908280152 Responds lo NRC 890606 Hr ro violations noted in Insp Repl 50 458/89- 
18 Correclive action conlrol room bldg chilled water pressure differential control valves 
modified as described in Section C 1 a 

BOOKER JE Gulf Slates Utilities Co 89/08/21 Document Control Branch (Docu- 
ment Control Desk) 7pp 51042 307-51042 313 

8908160129 Suppl 2 lo NRC Info Notice 88 048, "Licensee Repl ol Defective Refur- 
bished Valves Svc list end 

ROSSf.C E Division ol Operational Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co ol New York. Inc lOOpp 50990039-50990 137 


R Periodic operating reports & related correspondence 

8908230361 Monthly operating rept for Jul 1989 lor River Bend Station Unit 1 W/ 
890814 Hr 

COLE.R E BOOKEH.JE Gulf Stales Utilities Co 89/07/31 5pp 510051 IQ- 
51005 1 14 


DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A. Appllcatlon/construction stage documents & correspondence 

8907180211 Generic Ur 89 13 to all holders ol OLs or CPs lor nuclear power planis rr 
svc water sys problems allecling saloly related equipment Svc lisl end 
PARTLOW.JG Associate Director lor Projects (Post 870411) 89/07/18 Corvsolljt 
ed Edison Co ol New York, Inc 53pp 50735 001-50735 054 


F. Security, medical, emergency & fire proloctlon plans 

8908210212 Suppl 1 to Gonenc Ur 89 07 lo all oporatmg planls, applicants lor OLs* 
holders ol CPs re power reactor snloguards contingency planning lor surface verudj 
bombs Svc list end 

PARTLOW.JG Associate Director lor Protects (Posl 07041 1 ) 89/00/21 ConsoKbi 
ed Edison Co ol Now York, Inc 55pp, 51036 001 51036 056 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


F, Securlly, medical, emergency & fire protection plans 

8908020038 Forwards Rev 9A to physical security plan Flov withhold (ret 
10CFR73 21(c)(2)) 

HOLTZSCHER.D L Illinois Power Co 09/07/24 Document Control Branch (Docw 
menl Control Desk) Ip 50772 209 50772 209 

8008020348 Forwards Safety Insp Ropt 50 461/80 21 on 000601-23 & notes d 
violation Insp conducted In response to 890601 ovont Involving loss of toacto r roorco 
lating pump B seals which resulted in RCS lonkago In oxcass ol 50 gpm 
GREENMAN.EG, Region 3, Ole ol the Director 89/07/24 HALL, DP lllino«s Pevux 
Co 2pp 50764 237-50764 250 


S- Reportable occurrences, LERs S. related correspondence 

8907280104 Supplemental Part 21 repl ra deled in safety related Limilorque valve 
operalors Initially reported on BBOl 19 List of Limilorque operators w/wira lug defaults 
end All delects correcled prior lo restart 

DEDDENS.J C Gull Stales Unifies Co 89/06/30 MARTIN, R D Region 4 Ofc ol tha 
Director 3pp 50706 110 50706 1 12 ^ 

8907270338 Special rept on 890620, diesel generator conlrol room 1b tamp above Tech 
Spec limit ot 104 F for more than 8 h Caused by heat generated inside bldg by stand- 
«^SS™ 9 , e £ e ',2 ,( ?, r " kee P warm" sys, high oulside temps & insufficient ventilation 
BOOKER.J E Gull Slates Utilities Co 89/07/19 DocumeM Control Branch (Docu 
menl Control Desk) 3pp 50703 359 50703 361 

89 n?A, ,00e0 89 ° 3 ’' 00 011 09O624,u!il discovered surveillance test Procedure 509 

oioi not performed before exceeding 25% power Caused by interpretations! mistake 
ov conlrol operating foreman Foreman counseled W/890724 Hr 
KnTXQ^c' 1 ' A ' B ^ OKER ' JE Gull Slales Utilities Co 89/07/24 4pp 50749,332- 
o u/*»y jjb 

8908010385 NPDES rioncomptiance notification on 890719,esiimated 22,250 gallons 
wastewater released Cause ol excursion unknown UM conlmuing investigalion Into 
nmncMs 9 !?- n 3 i 8 c? P . 8nd ?? 1 , solldf U & w '! P'ovida further info in subsequent Hr 

2p E p D Sw-50 U 756 S 06r Ull, "' 9S C ° 89/07/24 °' NEIU ' M UulSia " a ' St * tS ol 

88 01 1-03 on 880503, conlainment isolation valve discovered lo be In- 
?P. e /f ble , ,0 /, " mQ area ter than allowed by Tech Specs Caused by torque arm key 
CMfM Swr? k * em o a /0?J: V n f e ,- pa l ed 1 8 P 8fsonnel instructed W/890723 Itr V 

507gVo9?‘ LA ’ 8 °° Ken,J E Gul( Slales Ulllllies Co 69/07/28 5pp 50795 093 

89 rnmMi°wJi,o E M C f?i 01202or * 880 . 828 ' reaclor automatically scrammed due to turbine 
ESS ™ by °, SS 0f , ma J" 9 enG,alQf "eld excitation resulting in 

Caused bv deterioration ol exciler brushes W/890731 Itr 
OjOL^LA.MGtaUE Gull States Utilities Co 89/07/31 12pp 51015149 

89 re 8 nifehon n °" fical10 '? 890727, total residual chlorine con- 

'?» B U 611 e * cee ded limit Caused by improper balance ol hypochlorite 
flFnriFN^??- das '9 n „?' enllfe treatment sys to be performed 

Fpp SSlIftStt U " W " 8 ° 89/08/02 °’ NEILL ' M Couiaana, Slate of 


8906170483 PNO IV 89 049 on 89080B.reaclor shutdown to 

r^uf^T«ii U ENrl rn d° lasl 7 ,0 ,e P ,ace recirculation pump seal 

DUNSTABLE, G L Region 4, Ofc of the Director 89/08/08 Ip 50948 048 50941 


Stop 


■8908020357 Insp Repl 50 461/09 21 on 000601-23 Violation noted Motor oriel 
inspected failure of reactor recirculation pump B seats & subsequent equipment pri-b- 
lems which occurred on 890601 Several weaknesses Idenliliod 
RING.M A, Region 3. Ole ol the Direclor 09/07/14 20pp 50764 240 50764 269 


890B 140238 Forwards mallgram containing Inlo ro polonttnl violence at plant for 
evaluation Increased slate of security awareness Implemanlod at facility to respond to 
Potential violence & local law enforcement & FBI ngonclos advised ol violcnco 
NORELIUS.CE Region 3, Ole ol the Direclor. 09/00/03 HALL, OP Illinois Power Co 
2pp. 50911 032-50911 034 


--8908 140248 Advises NRC to act forcefully In efforts lo resolve matters between utf * 
l i l i l 2! 1 A^ eolin9 on 890728 held alter 29 wks ol strike 

APPLEN.H E Affiliation Not Assigned 09/00/02 ERICKSON, R A Ollicc Ol Nuclear 
Reactor Regulation, Direclor (Post 0704 1 1 ) Ip 50911 034-509 11 034 

8908240388 Advises that Rev 9A to physical security plan transmitted by 890724 Itr 
consistent w/provlslons ol 10CFR50 64(p) & acceptable except lor items Identified n 
end Enel withheld (rel 10CFR73 21) 

GREGER.L R Region 3, Ole ol the Director. 09/00/17. HOLTZSCHER.D L lilnw 
Power Co 2pp 61017 117-51017 118 


8908260308 Forwards Safeguards Insp Rept 50 461/89 25 on 890717 0802 fi noticed 
^"“"Notice ol violation withheld (rel 1 0CFR73, 2 1(c)(2)) 

rtcEOrt R Re 9 |on 3> 0,0 01 ,ha Director 89/08/18 HALL.D.P. Illinois Power Co 
3pp 51029'1 40-51029' 144 


" 8 , 988 2 8 P 8 * 0 Partially withheld Physical Security Insp & Allegation Review Rapt 50- 
461/89 25 on 890717-0802 (rel 10CFR 73 21) Violations noted, Major aeai 
oiD^in m 9 | 0 hectivenos8 & review ol allegations 

.'?, L ' CREE D. J -R- Region 3, Ole ol the Direclor. 89/08/18. 2pp 51029 143 
01028 144 


89 i? B i^ 021 ^ ^n Ppl 1 10 Gene,ic Llr 89-07 to all operating plants, applicants lor OLs 8 
holders ol CPs re power reactor safeguards contingency planning lor suifneo vehicle 
bombs Svc list end 

P ^nI!- 0W ^ G ' A88 ° cl ®te Director lor Pro|ecls (Post 070411) 89/08/21 ConsoMa! 
ea fcoison Co ol New York, Inc. S5pp 51036 001-51036 058 




89 il 020 j 42 u etl n?/!n ,0 i mlen l akin P PRM-50-53 requesting NRC action to teviow urx U 
nSK ■ Order r<K1 utfx>g 

, i of Nuclear Rose- 
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General correspondence 

90817039? Responds lo B90722 Hr re concerns about probability of radioactivity re 
lease from plant, wisdom of purchasing & price of dosimeter 

HOL AH AN, G M Division of Roaclor Proiects - fll.lV.V & Special Projects (Post 
870411) 09/08/ II SLOAN, R A Affiliation Not Assigned 5pp 50949 030-50949 043 


Financial Information 

1908740317 Forwards “Soyland Power Cooporative.lnc 1980 Annual Ropl" & "Illinois 
Power Co 1988 Annual Rep ( " 

t)OLTZSCHER,D L Illinois Power Co 89/08/16 Document Control Branch (Docu 
menl Control Desk) Ip 51016307 51017 032 

890824 0 3 2 0 "Soyland Power Cooporalivo.lnc 1900 Annual Rapt " 

FELliN.JJ Soyland Powor Coo perativo, Inc QQ/12/31 34 pp 51016 308 51016 344 

■8908240323 "Illinois Powor Co 1900 Annual Rept " 

KELLEY.WJ Illinois Powor Co 00/12/31 44pp 51016 3-15-51017 032 


j Insurance & indemnity Information 

8908150186 Forwards Endorsements 6 a 7 to NELIA Policy N 05 & MAELU Policy M 
85, respectively 

TURNER.CL Illinois Power Co 09/00/00 DINITZ.l Office of Nucloar Roactor Rogu 
lalion. Director (Post 8704 II) 1€pp 50026 103 50926 119 


P. Operating license stags documents & correspondence 

890716 0 211 Generic Ur 09 13 to all holders ol OLs or CPs lor nucloar power plants re 
svc water sys problems affecting saloty related equipment Svc list end 
PAR T LOW, 0 G Associate Director (or Projects (Post 07041 1) 09/07/10 Consol idal 
ed Edison Co of Now York. Inc 53pp 50735 001-50735 054 

6907310021 Requests that licensee perforin analysis ro potential snfoly implications ol 
12 wk rolling main! schodulo at plnnl Util should provide results of analysis & «mv ac- 
tions doomed appropriate to Region III within 60 days of recoipl ot hr 
GREENMAN.EG Region 3. Ofc ot the Director B9/07/21 HALL, DP Illinois Power 
Co 2pp 50745 156 50745 157 

89073 10 1 41 Responds lo Gonorlc Lit 09 00, "Erosion/Corrosion Induced Pipe Wall 
Thinning " Ulil developing formalized erosion/ corrosion program & will includo formal 
ized procedures & admlmalralivo controls to onsuro long-term implementation 
HALi.D P Illinois Powor Co 09/07/21 Document Control Branch (Documonl Control 
Desk) 2pp 50736 175 50736 176 

8907310276 Rosponds lo NRC 800522 Hr ro environ qualification of terminal blocks In 
Conax olcclncal ponelrations Totmlnnl blocks in instrumentation circuits ol permit, i 
lions will bo replaced prior to completion of first refueling outage 
HQLT2SCHER.DL Illinois Powor Co 89/07/21 Document Control Branch (Docu- 
monl Control Desk) 2pp 00743 198 50743 200 

8907310421 Forwards nolico of consldorntion of Issuance of amend to Liconso NPF 62 
8 opporlumty lor hearing Amend changes Tocli Specs to romovo cycle specific pa 
ramotor hmtls Limits will bo maintained in corn oporatinn limits ropl 
HICKMAN, JB Piojocl Directorate 111-2 09/07/26 BGLTZSCHER.O L lllmoil Power 
Co 3pp 50723 116 50723 123 

•8907310424 Nolico of consldoralion ol issunnco of amend to Liconso NPF 62, chang- 
ing Tech Specs to romovo cycle specific paramotor limits which will bo maintained in 
core operating limits rept per Gonoric Llr 00-16 

SHEMANSKI.PC Projocl Dirocloralo III 2 09/0//26 5pp 50723 110 50723 123 

B908 14 0 0 92 Contains 000023 mooting w/ulil onsilo lo discuss plant porformanco since 
Iasi mgi mooting, monthly porformanco monilonng ropl & execution of liconsoo com- 
milmonts lo NRC 

GREENMAN.EG Region 3, Ofc of (ho Director 09/00/03 HALL.OP Illinois Power 
Co 2pp 50910 297 509(0 200 

89QB1 40236 forwards mailgrom containing info ro potential vlotcnco a( plant lor 
evaluation Increased slate ot security awareness Implemented at tacillty lo respond lo 

R jlentml violenco & local low enforcement & FBI agencies advised of violence 
ORELIUS.CE Rogion 3, Ofc of the Oirocior 09/00/03 HALL.DP Illinois Powor Co 
2pp 5091 1 032-50911 034 

• 890B 140248 Advises NRC lo act lorcolully In efforts to resolve matters between uhl & 
union Mooting on 090720 hold alter 29 wks of slriko 

APPLEN.HE All illation Not Assigned 09/00/02 ERICKSON, R A Ollico of Nuclear 
Roaclor Regulation, Director (Rost 070411) ip 50911 034 5091 1 034 

6906140146 Forwards Amend 24 to Liconso NPF 62 & safety evaluation Amend rovisas 
Tech Spec to change sotpolnt requirements for control rod scram accumulator low 

R rossuro alarm 

ICKMAN.J B Project Dirocloralo 111-2 09/00/04 HOLTZSCHER.D L Illinois Powor 
Co 4pp 50914 250 50914 265 

-6908140147 Amend 24 lo Liconso NPR 62,revised Tech Spec lo change solpomt ro 
quiroinent lor conirol rod scram accumulator low pressure alarm 
SHEMANSKI.P C Project Directorate III 2 89/00/04 4pp 50914 260 50914 203 

• 8900140148 Safety evaluation supporting Amend 24 (o Licenso NPr 62 
* Office ol Nuclear Reactor Regulation, Director (Post G70411) 89/08/04 2pp 
50914,264-50914 265 

8908140244 Forwards SER accepting util 841001,871118 & 000609 rosponsos to Ge 
norlc Ltr 03-2fl,ltem 2 1, Parts 1 & 2,ro evaluation ot roactor trip Sys equipment class if i 
cation & vendor interface, rospoctivoty 

HICKMAN, J B Project Dirocloralo III 2 89/08/04 HOLTZSCHER.D L Illinois Powor 
Co 2pp 50916 194-56016 169 

-0900 140248 SER accepting util 041001.871118 & 800609 rosponsos to Gonorlc Ltr 
63-29, Hem 2 1. Paris 1 & 2 ro evaluation ot roaclor trip sya equipment classification & 
vendor Interface, respectively 

‘ NRC - No Detailed Affiliation Given 89/08/04 4pp 5091G 196 50916 199 


8908230101 Advises that Confirmatory Action Ltr CAL-RIII 89 01 6 action items consid 
ered resolved & llr terminated Confirmatory action Hr issued due to recirculation pump 
seals failing concurrent w/comphcations involving diywell chillers 
DAVIS, A B Region 3, Ole of the Director 89/08/09 HALL D P Illinois Power Co 3pp 
51019024-51019026 

B9O810O4O1 Forwards repi of chonges lo programs described in Chapter 14 of plan! 
USAR Changes made after evaluation per 10CFR5Q59 

HOLTZSCHER.D L Illinois Power Co 89/08/10 Document Control Branch (Docu- 
ment Conirol Desk) 2pp 50969 078-50969 079 

8908230411 Forwards Amend 25 lo License NPF-Q2 & safety evaluation Amend revises 
Tech Spec Table 3 3 2-t.providing add! info re channel configuration for main steam 
line turbine bldg lemp high fup channels 

HICKMAN, JEJ Pioiecl Direclorale 111-2 09/08/17 HOLTZSCHER.D L Illinois Powor 
Co 3pp 51005 123 51005 133 

-B9DB23D413 Amend 25 to License NPF 62,adding note lo Tech Spec re channel con- 
figuration for main steam line turbine bldg temp trip channels 
SHEMANSKI.P C Project Directorate 111 2 89/08/17 Spp 51005 126-51005 130 

■ 8908230416 Safety evalualion supporting Amend 25 to License NPF-62 
* Office of Nuclear Reactor Regulation, Director (Post 870411) 89/08/17 3pp 
51005 131 51005 133 

8900250266 Forwards revised Tech Specs clarifying licensee 690612 request for amend 
lo License NPF-62 ro Generic Lit 90-16. "Ftemoval of Cycle Specific Parameter Limits 
for Tech Specs " 

HOLTZSCHER.D 1 Illinois Power Co B9/08/17 Document Control Branch (Docu 
menl Conirol Desk) 2pp 51029 271-51029 274 

-8900250272 Proposed Tech Specs, clarifying licensee 890612 requesl lor amend lo Li 
censo NPF 62 ro removal of cycle specific parameter limits for Tech Specs 
‘ Illinois Powor Co 89/08/17 2pp 51029 273-51029 274 


Q Inspection reports, IE Bulletins & correspondence 

8900070005 FOIA request for final open item Irnnsmillal firs per NRC Insp Procedure 
943000 lor listed plants 

WILLIAMS.© G JRA Associates 09/05/17 GRIMSLEY.DH NRC - No Detailed Afhli 
abon Given 2pp 50009 270 50809 200 

8907270170 EN 89 070 on 890720, nonce of violation & proposed imposilion ol civil pen 
albas in amount of 875,000 will bo issued to itcensee.basod on failure lo take ade 
quale corrective actions on environ qualification deficiencies 
LUEHMANJ, LIE8ERMAN.J Ole of Enforcement (Posl 070413) 89/07/17 Ip 
50705 239 50705 239 

8908110075 Rosponds to NRC 890706 Hr requesting addl Into ro response to violations 
noted m tnsp Rept 50 461/09 03 Corrective action computerized link belwean extsimg 
controlled document 8 work package computer date bases being davoloped 
HOLTZSCHER.D L Illinois Power Co 09/07/21 DAVIS, A B Region 3, Ofc of the Di- 
rector dpp 50893 289-50893 274 

8007310323 Forwards synopsis of Ofc of Investigations Rept 3-83 010 ro possible tam 
peiing w/stiuctural sleol boom connections Although rogion agrees tliai ropts falsified 
by conlrnctor.no action takon since inspector no longer employed at plant 
GREENMAN.E G Region 3, Ofc of the Director 09/07/24 HAlL.D P Illinois Power 
Co 4pp 50743 195 50743 198 

890B02034B Forwards Safely tnsp Ropt 50-461/69 21 Oh 090601 23 8 notice of 
violation Insp conducted in response lo 090601 event involving loss of reactor recircu 
latino pump B sea's which resulted in RCS leakage in excess of 50 gpm 
GREENMAN.EG Region 3. Ofc of Iho Director 89/07/24 HALL.DP Illinois Power 
Co 2pp 50764 237 50764 259 

-8900020352 Nolico of violation from insp on 890601 23 Violation noted failure to im 
plomenl Technical Procedure CPS 2800 04, "Generic Flush Procedure" & Adminislra 
live Procedure CPS 1052 01 , "Conduct ol Sys lineups “ 

GREENMANEC, Region 3, Ofc oltho Director 89/07/24 tp 50764 239-50764 239 

-8900020357 Insp Ropl 50-461/09 21 on 890601-23 Violation noted Major areas 
inspected failure of reactor recircu lalion pump B seals & subsequent equipment prob 
lem$ which occurred on 890601 Several weaknesses identified 
RING.M A Region 3, Ofc ol the Director 69/07/14 20pp 50764 240 50764 259 

09080301 10 Forwards Safety Insp Repi 50 461/89-18 on 890512 0707 & notice ol vie 
lalion 

GREENMAN.EG Region 3, Ofc of the Director 09/07/25 HALL.DP Illinois Power 
Co 4pp 50792 069 50702 113 

-8908030115 Notice of violation from safoty insp on 890512 0707 Violation 
noted secondaiy containment integrity did not exisi duo to internal conduil seals no! 
installed in conduit penetrations through secondary containment per design 
GREENMAN.EG Region 3, Ofc ol the Director 89/07/25 2pp 50792 093 
50792 094 

-0908030)23 Safoty Insp Ropl 50-461/09-18 on 890512 0707 Violations noiedMajoi 
areas inspected previous insp findings, onsite followup o! written repls, allegation 
followup, operational saloly verification & monthly maint observation 
RING.M A Region 3 Ole of the Director 89/07/18 19pp 59732 095 50792 1 13 

8907200019 NRC Info Nolico 69-057 1 Unquatitied Electrical Splices in Vendor Supplier 
Environmonlaffy Qualified Equipment ’ Svc fist encf 

ROSSI, CE Division of Operabonal Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York, Inc )06pp 50711333 50712 078 

B90B030129 Forwards Safely Insp Rept 50 461/83 22 on 8906)9 0721 No violalion 
noted 

WRIGHT, GC Region 3, Ofc ot the Director B9/07/28 HALL.OP Illinois Power Cc 
2pp 50775 231-60775 23B 
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-6909030135 Insp Repl SO 461/39-22 on 8906190721 No violations or deviations 
noted Major areas inspected startup testing activities subsequent to initial refueling 
outage, areas of core performance £ nuclear engineering 

RESCHESKE.P R , PHILLIPS, MP. Region 3. Ofc ot the Director 89/07/27 6pp 
60775 233-50776 236 

9907270121 Suppl t to NRC Bulletin 86 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 63/08/03 
Consolidated Edison Co of New York, Inc 106pp 50904 140-50904 253 

8907260169 NRC Info Notice 89 058, "Disablement ol Turbine Driven Auxiliary Feed 
water Pump Due to Closure of One of Parallel Steam Supply Valves " Svc list end 
ROSSI, CE Division ol Operational Events Assessment (Post 870411) Q9/0B/03 
Consolidated Edison Co ol New York, Inc t06pp 50900 005-50900 110 

8909140052 Forwards synopsis of NRC Investigations Rept 3 84 012 ro Baldwin Assoc 
document reviewers accepting bogus documents or coercing individuals to accept 
bogus documents Allegations unsubstantiated Issue closed 

GREENMAN.EG Region 3. Ofc of the Director 89/08/03 HALL, DP. Illinois Power 
Co 4pp 50914 252-50914 255 

6908180313 Responds to NRC 860720 Hr £ proposed imposition of civil penalties re 
violations noted In Insp Rept 50 461/69-06 Corrective actions licensee conducted 
reinsps of components to ensure that scope of program conservative 
HALL, DP iilinois Power Co 89/06/08 UEBERMAN.J Ofc ol Enforcement (Post 
8704)3) !8pp 5096633) 50966348 

8908160186 Forwards "Inservice Insp Summary Rept," of insp on 870424- 890528 
HOLTZSCHER.DL Illinois Power Co 89/08/09 Document Control Branch (Docu- 
ment Control Desk) Ip 50931-175-50931 175 

--6908 160188 "Inservice Insp Summary Rept." (or 870424 890528 
ZWICK.T. BAIG,M, BELL.S.R Illinois Power Co 89/05/23 lOOpp 50931 176 
50932 009 

6908100128 NRC Info Notice 89 059, "Suppliers of Potentially Misrepresented Fasten 
ers " Svc list encl 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co of New York, Inc )06pp 50992315 50993060 

8999240333 Responds to Suppl 3 to NRC Bulletin 88-008, "Thermal Stresses In Piping 
Connected to RCS " Several sys.includmg LPCS.HPCS £ RHR, identified which could 
be subt to thermal strati (icati&mper Action I.Actions 2 £ 3 to be addressed 
HALL.O P Illinois Power Co 89/08/17 Document Control Branch (Document Control 
Desk) 2p p 51009 188 51009 189 

8908240384 Forwards Safety Insp Repl 50-461/69-24 on 890801-04 No violations 
noted 

GREGER.LR Region 3, Ole of the Director 89/08/17 HALL.O P Illinois Power Co 
2pp 6)016 166 5 1 0 f 6 178 

-8908240385 Insp Repls 50 461 /89 24 on 890801 04 No violations noted Major areas 
inspected radiological projection. radwasle & transportation programs 

including, aspects of licensee operational radiation protection 
GRANT, W8 Region 3. Ofc ol the Director 89/08/17 llpp 51016 168-51016 176, 

69091400BS NRC Info Notice 89 060, "Malnt of Telelherapy Units " Svc list encl 
CUNNINGHAM.fi E Division of Industrial £ Medical Nuclear Safety (Post 070729) 
89/08/18 Consolidated Edison Co of New York, Inc 107pp 50993 061-50993 166 

8908260298 Forwards Addendum 1 to NRC 890725 Itr forwarding Insp Repl 50 461/89 
16, consisting of viewgraphs from 890614 enforcement conference re actions taken 
against lead radiation monitoring sys engineer 

KNOP.RC Region 3, Ofc ot Ihe Director 89/08/18 HALL, DP Illinois Power Co 
12pp 51035 261-51035 272 

8909250308 Forwards Safeguards Insp Rept 50 461/89 25 on 890717-0802 £ notice of 
violation Notice of violation withheld (ref 10CFR73 21(c)(2)) 

GREGER.LR Region 3, Ole of the Director 89/06/18 HALL, DP Illinois Power Co 
3pp 51929 140 51029 144 

—8906250310 Partially withheld Physical Security Insp £ Allegation Review Rept 50 
461/69-25 on 6907170802 (ret 10CFR 7321) Violations notedMajor areas 
inspected security program mgt effectiveness £ review of allegalions 
PIRTLE.G L , CREED, J R Region 3, Ole of Ihe Director 89/08/16 2pp 51029 143 
51029 144 

8908160129 Suppl 2 to NRC Info Notice 86 048, 'Licensee Repl of Deleclive Relur 
bished Valves ' Svc list enct 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 69/08/22 
Consolidated Edison Co of New York. Inc lOOpp 50990 039-S0990137 


R. Periodic operating reports & related correspondence 

690728031 1 Monlhly operating rept lor June 1989 for Clinton Power Station Unit 1 W/ 
899717 Hr 

HOLTZSCHER.DL Illinois Power Co 89/06/30 6pp 50735 139 50735144 

8908230151 Forwards monthly operating rept for Jut 1989 £ revised operating data 
repls for Apr.May & June 1909 for Clinton Power Station Uml 1 Util reclassified some 
outage hours lor Apr £ May from "scheduled outage" to "forced outage " 
HOLTZSCHER.DL Illinois Power Co 89/0BM4 Document Control Branch (Docu 
ment Control Desk) Ip 51019 001-51019 009 

-6988230154 Monthly operating rept lor Ju) 1969 lor Clmlon Power Station Unit 1 
HOLTZSCHER.DL Illinois Power Co 69/07/31 5pp 51019 002-51019 006 

-8908230156 Revised monthly operating rept for Apr 1989 for Clinton Power Station 
Unit I 

HOLTZSCHER.DL irimois Power Co 89/04/30 tp 51019 007-51019 007 

-8908230171 Revised monlhly operating rept for May 1989 tor Clinton Power Station 
Unit 1 

HOLTZSCHER.D L. Illinois Power Co 89/05/31 Ip 51019008 51019008 

-8908230181 Revised monthly operating rept for June 1989 lor Clinton Power Station 
Uml 1 

' Illinois Power Co 69/06/30 Ip 51019 009 51019 009 


S Reportable occurrences, LERs & related correspondence 


8908010076 LER 89 026-00 on 090621, discovered that Tech Spec tequir£ , rre,iVM-' 
point verifications for APRM trip function not fully met since initial s!arlupC':_s-:r, 
deficient procedure Mode t checklist revised W/890726 Itr 
MORRIS, DR, HOLTZSCHER.DL Illinois Power Co 89/07/26 7pp SONsrt 
50749 302 


8907310365 LER 89 020 00 on 890628, trip ol mam generator resulted in tutve 
automatic reactor scram Caused by spurious signal from malfunctioning sudo-ipy 
sure sensor relay Relay replaced w/one that has air vert W/890727 11 / 
EMMERT.JM, HOLTZSCHER.DL Illinois Power Co 89/07/27 5pp WM5U 
50745 220 

8908070200 LER 89 021-01 on 890521, shift supervisor failed to identify that s,j 6-* 
lion would remove RWCU sys conductivity monitor Irom svc which resulted n rv.rf 
sample Caused by personnel error Supervisor counseled W/890723 Hr 
MORRIS.DR, HOLTZSCHER.O L Illinois Power Co 89/07/28 6pp 5T036 1 « 
51015110 

B908070204 LER 89 027-00 on 890628, identified that between 89041 1 £ 0518(1^^; 
eraled in condition prohibited by Tech Specs On 890403,scrcw securing coni/c< r . n 
HVAC sys lime delay relays found to be missing W/890728 Hr 
MORRIS.DR, HOLTZSCHER.DL Illinois Power Co 89/07/28 6pn 51D15 i £ S 
51015 132 


8906070396 PNO III 89 049 on 800731, reactor operators manually scrammed res:b 
Irom 25% power as water level in reactor approached high level reaiUr tp 
point Caused by rupture in bellows on feedwater header Outage oxpecltd lo fes 
approx 4 days 

RING.M, KNOP.R Region 3, Ofc of the Director 89/08/01 Ip SOBHn: 
50822 142 


6908150263 LER 69 029-00 on 690714, manual scram Initialed in anticipation of e. 1 : 
malic scram due to decrease m mam condenser vacuum Caused by mechinca U. 
ure m rubber expansion [oin! Joint replaced W/090Q09 Hr 

MORRIS.DR, HOLTZSCHER.DL Illinois Power Co 89/08/09 0pp 50921 r-J 
50924:076 


8908210073 Forwards rept ol 890720 spare transformer oil spill per App B of ern.v 
protection plan Caused by pressure buildup In Atmoseal lank resulting in Uvre iv 
crack Floating booms placed in lake to contain spill 

HOLTZSCHER.D l Illinois Power Co 89/00/14 Oocumenl Control Branch [Dr*, 
man! Control Desk) 3pp 50970 356 50970 358 

8908220088 LER 89 030 00 on 89071 5, scram signal Initialed wHen RHR shutdown ced- 
ing valves opened, decreasing reactor watei level Caused by failure to repair seat kA 
age promptly Main! work request to repair valve performed W/890814!tr 
MORRIS.DR, HOLTZSCHER.DL Illinois Power Co 09/08/14 7pp 5095734* 
50957 352 

8908280340 Requests OA audit repl to enable NRC to review security scieenngd-V 
ciencies contained in LERs 89 S02-00 £ 89 S02 01 

GREGER.LR Region 3, Ofc ol the Director 89/08/18 HALL, DP Illinois Poww Cc 
2pp 51042 242 51042 243 


V Operator Examinations 


8908010097 Requests that status of license for senior reactor operator 0W Plan 
charged to expired due lo reassignment to nuclear training dept 
HOLTZSCHER.DL Illinois Power Co 89/07/20 Document Control Branch i&xo 
ment Control Desk) Ip 50745 350 50745 350 


DOCKET STN-50-470 CESSAR SYSTEM 80 


A. Appllcation/constructlon stage documents & correspondence 


8906140010 Advises ol reassignments m project mgt duties due to recent recrgarvia’"", 
ol Standardization £ Life Extension Project Directorate 

MILLER. CL Division ol Reactor Projects - III, IV, V £ Special Projects (Post 87CHH) 
89/08/07 CHENG, C Y , MARSH, L B Materials Engineering Branch (B7Q411 800702) 
BAGCHI.G Structural £ Geosciences Branch (870411-690826) 5pp 509T532S- 
50915 339 

8908240224 Forwards responses to 861020 request lor addl info ro CESSAR 
DC.Chapter 10, "Emergency Feedwater Sys " 

SCHERER, A E Combustion Engmeenng, Inc 89/08/16 SINGH.R Office ol 
Reaclor Regulation. Director (Post 870411) 44pp 51009244 51009287 

8908240047 Forwards slides Irom 890616 meeting ro CESSAR DC baseline PRA lx 
Sys 60 t std design described in SAR on design certification 
SCHERER.A E Combustion Engineering, Inc 89/08/17 SINGH.R Olfico ol Nuci<»4r 
Reactor Regulation, Director (Post 870411) 23pp 51019 140-51019 162 


E NRC Safety Evaluation Report (SER), suppls & correspondence 


0908170284 Forwards SSERs re Confirmatory Issue 1, "’Shutdown Cooling Sys" £ Issue 
2, "Steam Generator Tube Rupture " Concerns (or both issues resolved & closed kx 
Class 2 plant 

MILLER, CL Division ol Reaclor Projects • III, IV, V £ Special Projects (Post 07{M11| 
89/06/04 SCHERER.A E Combustion Engineering, Inc 4pp 50945 1 42-50945 151 

-8908170288 SSER supporting vendor responses lo Confirmatory Hem 1, "Shutdown 
Cooling Sys " 

• Office of Nuclear Reaclor Regulation, Director (Post 670411). 09/06/04 4fp 
50945 146 50945 149 
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-8908170291 SSER supporting vendor responses to Confirmatorv Issue 2. "Steam 
Generator Tube Rupture ” Calculated radiological consequences ot postulated steam 
generator tube rupture accident meets 10CFR1Q0 1 1 dose ret values 
• Office of Nuclear Reactor Regulation, Director (Post 870411) 89/08/04 2pp 
50945150-50945151 


DOCKET STN 50-482 WOLF CREEK GENERATING STATION 


F Security, medical, emergency & fire protection plans 

4908010379 Ack receipt ol 090419 & 0519 Itrs informing NRC ol stops token lo correct 
violations noted in Inso Rept 50 482/09-12 Summary of 0904 18 meelmg end 
MILHOAN.J L Region 4, Ole of Ihe Director 89/07/24 WITHERS.B D Woll Creek 
Nuclear Operating Corp 2pp 50755 112 50755 113 

-6908010405 Summary ol 090418 meelmg w/util in Arlington, TX lo discuss util program 
to improve security sys at plant 

EARN5T.A B Region 4, Ole ol tho Director 89/07/24 Region 4, Ole ol Ihe Director 
2pp 50755 114 50755116 

6908030130 Concurs that requirements ol License Condition 2 C (7), Attachment 3, Item 
(2) ra emergency response capabilities have beon met, based on review ol util 861 215 
lit & on past emergency preparedness msps 

PICKETED V. Protect Directorate IV 09/07/31 WITHERS.B D Woll Creek Nuclear 
Operating Corp 3pp 50774 358 50774 360 

8908210212 Suppl 1 lo Generic Ltr 09 07 to all operating plants, applicants tor OLs & 
holders ol CPs re power reactor saleguards contingency planning lor surlace vohicle 
bomba Svc list end 

PARTLGW.JG Associate Director tor Propels (Post 070411) 89/08/21 Consolidat- 
ed Edison Co ol Mew York, Inc 55pp 51036 001 51036 056 


Q. Adjudicatory correspondence 

B90SI10220 Advises that time lor Commission to review Director's Oecislon DD 89 04 
expired Commission declined roview Docision became Imal agoncy action on 
E90721,W/Cer1ificate ol Svc Served on B9080B 

CHILK.SJ Ollice ollhe Secretary ollho Commission // 389 9011 09/98/07 Siorra 
Club 2pp 50933 123 50D33 124 


P, Operating license stage documents & correspondence 

8907180211 Generic Ur 09 t3 lo all holders ol OLs or CPs lor nuclear powor plants re 
Svc water sys problems atlectmg selely-rolated equipment Svc list end 
PARTLOW.JG Associate Director lor Projects (Post 870411) 89/07/18 Consolidai 
ed Edison Co ol New York, Inc 53pp 50735 001-50735 054 

5907310026 Application lor amend to License NPF 42, revising Tech Spec Surveillance 
Requirements 496t&4062to change time when survolllances must be performed 
WITHERS.B D Woll Creek Nuclear Operating Corp 09/07/25 Document Control 
Branch (Oocumont Conlrol Desk) 7pp 50746 333 50746 34 1 

• 8907310028 Proposed Tech Spoc Page 3/4 0-7, changing lime when survolllances 
must ba performed 

• Woll Creek Nuclear Oporoling Corp 89/07/25 2pp 50746 340 50746 341 

8908080143 Advises lhat neither current licensee nor lormor licensee have agreement 
conlomlng language) which In any way restricts ability of employees, or former 
employees, from providing info re potential solely issues to NRC 
WITHERS.B D Woll Creek Nuclear Operating Corp 09/07/31, Oocumont Conlrol 
Branch (Document Conlrol Desk) Ip 50836 069-50836 089 

$908160106 Forwards Amend 33 lo License NPF 42 & safety evaluation Amend revises 
Tech Spec b 3/46 12 & 3 / 463 re containment (oakago & containment isolation 
valves.iespectively 

PICKETT, 0 V Project Directorate IV 09/08/09 WITHERS.B O Woll Creek Nuclear 
Operating Corp 4pp 50936 254-50936 207 

-8908160108 Amend 33 to Licenso NPR 42, revising Tech Specs 3/4 61 2 & 3/4 6 3 ro 
contammenl leakage a containment Isolation valves, rospoclively 
HE8DON.F J Projocl Directorate IV 09/08/09 Opp 50936 250 50936 265 

-$908160112 Safely evaluation supporting Amend 33 to License NPF-42 

* Office ol Nuclear Reader Regulation, Director (Post 870411) 09/08/09 2pp 
50936266-50936 267 

8908180207 Requoais withdrawal of 071002 application for emend lo License NPF-42 
revising RCS total |low rale Portions ol lechnlcal content of original submittal allectod 
by cycle-spocilic changes made lor Cycle IV operation 

WITHERS.B D Woll Creek Nucloar Operating Corp 89/00/10 Document Conlrol 
Branch (Oocumont Conlrol Desk) Ip 50965 161-50965 161 

$906280211 Informs thal request to withdraw application lor amend to License NPF 42 
graded 

PICKETT, DV Projocl Directorate IV 09/08/17 WITHERS.B D Well Creek Nucloar 
Operating Corp 3pp 51042 284-51042 286. 


Q. Inspection reports, IE Bulletins & correspondence 

8908970005 FOIA request lor linal open item transmittal Itrs per NRC Insp Procedure 
9430QB lor listed plants 

WILLIAMS, OG JRA Associates 89/05/17 GRIMSLEY.D H NRC • No Detailed AIMi- 
ation Gwen 2pp. 50809 279 50809 280 

89073103B5 Forwards Insp Rept 60-402/89-18 on 890626-30 No violations or devi- 
ations noted, 

MILHOAN.J L Region 4, Ole ol the Director 89/07/20 WITHERS.B D. Woll Creek 
Nuclear Operating Corp 2pp 50746 316 50746,332 

-6907310389 Insp Repl 50-482/89-18 On 090628 30 No violations or deviations 
noted Major areas Inspecled.storaae ol emergency diesel generator luel 
oil, containment bldg temp profiles, LERs & Target Rock solenoid valves 
BOARDMAN.J R„ STETKA.T.F Region 4, Ole ol Ihe Director 69/07/17 16pp 
50746 31 8 50746 332 


8908100222 Comments on SALP Rept 50 402/69 14 & provides steps being laken to, 
address identilied declining trend in radiological controls area QA emphasized in 
creased awareness to radiological controls aspects during quality surveillances 
WITHERS.B D Wolf Creek Nuclear Operating Corp 69/07/21 MARTIN, R D Region 
4, Ofc ol the Director 3pp 508B6 141 50866 143 

8908010379 Ack receipt of 890419 8 0519 Itrs informing NRC ol stops taken to correct 
violations noted in Insp Rept 50 402/89 12 Summary ol 890418 meeting end 
MILHOAN.J L Region 4, Ole ol the Director 89/07/24 WITHERS.B D Wall Creek 
Nuclear Operating Coip 2pp 50755 112 50755 113 

-8908010405 Summary ol 890418 meeting w/util in Arlington, TX to discuss util program 
ta improve security sys at planl 

EARNST.A B Region 4, Ofc ol tho Director 69/07/2<t Reqion 4, Ofc of Ihe Director 
2pp 50755 114 50755116 

B9O7200D19 NRC Info Notice 89-057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment" Svc list end 

ROSSI, C E Division ol Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York, Inc 1C6pp 5071 1 333-50712 076 

890 8010214 Forwards Insp Rept 50-482/69 16 on 890601-30 No violations or devi 
ai.ons noted 

MILHOAN.J L Region 4, Ole ol the Director 89/07/26 WITHERS.B D Woll Creek 
Nuclear Operating Corp 2pp 50753 299 50753313 

- 800U010222 Insp Rept 50 482/69 16 on 890601 3o Multiple errors noted on plant 
drawings Major areas inspecled plant statu s.lollowup on previously identilied NRC 
ifems, operational safotu verification & monthly main! surveillance observation 
HOLLER, EJ Region 4, Ole ol the Director 89/07/26 13pp 50753 301 50753313 

8908020003 Forwards Insp Rept 50 482/89-17 on 890626 0706 No violations or devi- 
aiions noted 

MILHOAN.J L Region 4, Ole ot Ihe Director 89/07/27 WITHERS.B D, Wqlf Creek 
Nuclear Operating Corp 2pp 5 07B6 027-50706 03B 

-8908020004 Insp Rept 50-402/89 17 on 690626-0706 No violalions or deviations 
noted Major areas inspected licensees actions to prevent A respond lo loss of OHR 
as described in Generic Ur 86 17 

BUNDY .HF.SEIDLE.WC Region 4, Ole ol tho Director 89/07/21 lOpp 50766 029- 
50786 038 

8908030130 Concurs thal requirements ol License Condition 2C (7), Atlachmont 3, llem 
(2) ro emergency response capabilities have been rnel. based on review of util 861215 
Hr & on past emergency preparedness insps 

PICKETT, DV Project Directorate IV 69/07/31 WITHERS.B D Woll Creek Nuclear 
Operating Corp 3pp 50774 358 50774 360 

8908080221 Forwards summary of 090623 meeting at facility lo discuss SALP for Apr 
1988 • Mar 19B9 8 util 000721 response lo SALP rept Viewgraphs also end 
MARTIN, RD Region 4, Ofc ol the Direclor 89/07/31 WITHERS.B O Woll Creek Nu 
clear Operating Corp 22pp 50056 327 50856 351 

-8908080224 Comments on SALP Rept 50 463/89-14, addressing SALP recommenda 
lions In area ol radiological controls Util requested INPO assist visit to evaluate radio 
logical controls program 

WITHERS.B D Waft Creek Nuclear Operating Corp B9/07/2V MARTIN.RO Region 
4, Ofc o! Iho Director 3pp 50856 349 50656 351 

8907270121 Suppl 1 to NRC Bulletin 88 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI, CE. Division of Operational Evonts Assessment (Post 070411) 69/08/03 
Consolidated Edison Co ol New York, Inc 108pp 50904,148-50904 253 

6907260169 NRC Inlo Notice 89 058, "Disablement ol Turbmo Driven Auxiliary Feed 
water Pump Duo to Closure ol One ol Parallel Steam Supply Valves" Svc list end 
ROSSI, CE Division o! Operational Events Assessment (Post 670411) 89/00/03 
Consolidated Edison Co ol New York, Inc 106pp 50900 005 50900 110 

B90816040G Forwards insp Rept 50 462/80 21 on 890701 31 No violations or devi 
atlons noted 

MILHOAN.J L Region 4, Ole ol Ihe Director 09/08/06 WITHERS.B D Woll Creek 
Nucloar Operating Corp 2pp 50944 209 50944-221 

-8908160409 Insp Ropl 60 402/09 21 on 890701-31 No violations or deviaiions Major 
areas inspected plant stalu9,opera!ional safely verification, monthly main! & surveil- 
lance observation & onsite followup ol evonts 

HOLLER.E J Region 4, Ole ol the Direclor. 89/00/07 tOpp 50944 211-50944 221 

8908170197 Advises that liconsee response lo NRC Bullelln 68 003, "Inadoqualo Latch 
Engagemonl In HFATypo Latching Relays Mlg by GE" concluded lhat no sub| relays 
used In Class IE applications al facility Action complete 

PICKETT, DV Project Directorate IV, 89/08/09 HEBDON.F J Project Directorate IV 
2pp 5093 B 232 50930 233 

G90B10012B NRC Inlo Notice 09-050, "Suppliers ol Potentially Misrepresented Fasten- 
e/s " Svc )!sl end 

ROSSI.CE, Division ol Operational Events Assessment (Post 870411) 09/06/16 
Consolidated Edison Co. or Now York, Inc. I05pp 60992 31 5-50993 060 

8908140086 NRC Into Notice 09 060, "Malnt ol Teletherapy Units" Svc list end 
CUNNINGHAM, R E Division ol Induslrlal & Medical Nuclear Safety (Posl B70729) 
89/08/18 Consolidaled Edison Co ol Now York, tnc 107pp 50993 001 50993 166, 

8908160129 Suppl 2 lo NRC Inlo Nolico 00 048, "Licensee Rept ol Deleclive Refur- 
bished Valves ' Svc list end, 

ROSSI.CE Division ol Operational Evonts Assessment (Post 870411) 69/08/22 
Consolidated Edison Co. of New Yoik, Inc lOOpp 50090 039-50990 137 


R. Periodic operating reports & related correspondence 

8908220055 "Semiannual Radioactive Effluent Release Ropl 9 lor Period Jan June 
1969 ” W/690817 Hr 

BOYER, G D , BAILEY, J A. Woll Creek Nuclear Operating Corp 09/06/30 25pp 
50999,181-50999-205 



192 DOCKETED ITEMS 


8908220197 Fo wards monthly op a rail rig re pi for Jul 1909 lor Woll Creek Generating 
Station Revised pages lo Jan 1989 rept ericl 

SAILS Y,J A Wolf Creek Nuclear Operating Corp 89/08/15 Document Control Branch 
(Document Control Desk) tp SO 9 99 232-50999 241 

-8908220203 Monthly operating repl for Jul 1969 for Wolf Creek Generating Station 
WILLIAMS.MG Wolf Creek Nuclear Operating Corp 89/07/31 6pp 50999 233 
50999 230 

■ 8908220205 Revised pages lo Jan 1989 monihly operating rept f-or Wolf Creek Gener 
atmg Station 

WILLIAMS M Wolf Creek Nuclear Operating Corp 89/01/31 3pp 50999 239 
50999 241 


S Reporlabte occurrences, LERs & relaled correspondence 

8907310221 LER 89-010-00 on 890615, failure fo meet Tech Spec Surveillance Require 
menl *1112 6 discovered when quantity of radioactive mall not determined within 7 
days Caused by inadequate programmatic controls W/690717 Itr 
WILLIAMS MG, BAILEY.JA Woll Creek Nuclear Operate Corp 89/07/17 Spp 
50736 195 50736 199 

8907310465 LER 89 01 1-00 on 890623, both Class IE air conditioning units SGK05A & 
SGK05B were inoperable Caused by loose wire disconnected from lug on pump down 
switch Wire recrimped & units returned to svc Personnel reinstwcled W/890724 Hr 
WILLIAMS, M G , BAILEY, J A Woll Creek Nuclear Operating Corp 89/07/24 5pp 
50741 275 50741 279 

8S0 8-010261 LER 89 012 00 on 890 626, conirol room ventilation isolation signal initialed 
when control room air intake radiation monitor GKRE 04 experienced loss ol 
povrer Caused by blown fuseFusa replaced W/ 890725 Hr 

WILLIAMS.MG. BAILEY.JA Wolf Creek Nuclear Operating Corp 89/07/25 7pp 
50749 285 50749 291 


-B90B090221 Proposed Tech Specs re addl areas closed lo public uss by reform* J- 
We mgt agreement, did 890410 

' Union Electric Co 89/08/02 5pp 50882 273 50882 277 

8908090227 Application for amend lo License NPF-30, revising Tech Spec 3/4 33iert 
diaiion monitoring for plant operation Safety evaluation & NSHC also encf 
SCHNELL.D F union Electric Co 09/08/02 Document Control Branch (Oocirvx 
Control Desk) app 50883 234 50883 245 

-890B090229 Proposed Tech Spec 3/4 3 3 re monitoring instrumentation 

• Union Electric Co 89/08/02 4pp 50883 242-608B3 245 

8908090237 Application for amend to License NPF-30, revising Tech Spec 3/4.1 3 S is- 
sociated basis to allow continued operation for 72 h w/one or more control red as- 
semblies inoperable duo to electrical problem In rod control syS 
SCHNELL.D F Union Electric Co 89/08/02 Document Control Branch (Doo/re'.l 
Conirol Desk) 8pp 50884 220 50804 235 

-8908090238 Proposed Tech Specs revising requirements re movable contiol asss'"- 
blies 

• Union Electric Co 89/00/02 8pp 50884 228 50884 235 

890B140353 Forwards SER accepting wide range gas monitor isokinetic sampling per 
NUREG 073 7, Item II F 2 Further design ot normal llow/hlgh radiation noiites w 3 
produce impractical hypodermic needle which could be easily damaged 
ALEXIOM.TW Project Directorate HI-3 89/08/04 SCHNELL.D F I/nion Electric Co 
2pp 50929 061-50929 066 

-8908140355 Safety evaluation accepting util wide range gas monitor isoVmi't 
sampling, per TMI Hem ILF 2 

MINNS, J Office of Nuclear Reactor Regulation, Director (Post 870411) DS/oarCH 
3pp 50929 063 50929 068 


89DBD10245 LER 60 01001 on 89061 6,discovered lhal Tech Spec Requirement 
4 112 6 ra quantity of radioactive mall not met Caused by inadequate programmatic 
controls Procedures re gas decay tank additions revised W/890726 Hr 
WILLIAMS.MG, BAILEY.JA Woll Creek Nuclear Operate Corp 89/07/26 5pp 
50749 260-50749 284 

8908150249 LER 89 013 00 on 8907 11, feedwater Isolation signal occurred when water 
In steam generator A Increased to hi hi level setpoint, causing main lurbine Inp 
signal Caused by leakage through bypass conirol valves W/S90809 Itr 
WILLIAMS.MG, BAILEY, J A wolf Creek Nuclear Operating Corp B9/08/09 6pp 
50924 063-50924 068 

8908220073 LER 89-015 OOon 89071 7,dtscove red lhal violation ol sampling require- 
ments of Tech Spec 3 1111 occurred On 890716.daily grab sample not obtained lor 
continuous liquid effluent release Caused by personnel error W/090815 Itr 
WILLIAMS.MG, BAILEY.JA Woff Creek Nuclear Operating Corp 89/08/15 4pp 
50969 333-50069 336 

8800230052 LER 89-014-00 on 8907 IS, control room ventilation Isolation signal Initialed 
by spike on conirol room air intake radiation monitor Caused by voltage transient as- 
sociated w/ lamp burning out Monitor restored W/8908 17 Hr 
WILLIAMS.MG, BAILEY, J A Wolf Creek Nuclear Operating Corp 89/08/ 17, 7 pp 
51000 048-51000 054 


V. Operator Examinations 

8908180085 Advises that licensing exams scheduled for wk of 091 120 Ref mall listed 
on end should be provided by 890920 Procedures for adminislration of written exams 
also end 

MILHOAN.J L Region 4, Ofc of the Director 89/08/14. WITHERS, B D Wolf Creek 
Nuclear Operating Corp I2pp 50970 055*50970 066 


DOCKET 8TN-50-483 CALLAWAY PLANT, UNIT 1 


F. Security, medical, emergency A fire protection plans 


8908180097 Informs that facility chosen for safeguards regulatory effectiveness review 

S scheduled for wk of 890918-22 Appropriate plant personnel support should be 
ed (or three RER learn subgroups during scheduled review 
GREGER.LR Region 3, Ofc ol me Director 89/08/01 SCHNELL.D F Union Electric 
Co 3pp 50957 043-50957 045 


8908170248 Rev 10 to EPIP EIP-2Z 01211. "Back-Up Method for Initial Dose Assess- 
menl 

CRAWFORD.SJ, Union Eteclnc Co 89/08/02 29pp 50949 230-50949 258 


8908210212 Suppl 1 to Generic Ltr 89 0*7 to all operating plants, applicant for OLs & 
holders of CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc list and 

PARTLOW.JG, Associate Director for Projects (Post 870411) 89/08/21 Consolidat- 
ed Edison Co. of New York, fnc 55pp 51036 001-51036056 


P. Operating license stage documents & correspondence 


8907180211 Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power pfanls re 
svc water sys problems affecting safeiy-retaled equipment Svc list end 
PARTLOW.JG Associate Director for Projects (Post 870411) 69/07/18 Consolidat- 
ed Edison Co. of New York, Inc 53pp 50735 001-50735 054 


8908040286 Requests addl fnfo re 890320 request for exemplion from 10CFR50,App J 
re interpretation to leave leak chases plugged during integrated leak rate lest 
ALEXION.T.W Proleof Directorate 111-3 89/07/31 SCHNELL.D F Union Electric Co. 
4pp 59BQQ 122-50800 125 


8908090220 Application for amend to License NPF-30, revising Tech Spec Figures 5 1- 
1.5 1-2,5 1-3 & 6 f-4 to show addl areas closed to public use by reform wildlife mot 
agreement dtd 890410, 

SCHNELL.D F, Union Electric Co. 89/08/02, Document Conirol Branch (Document 
Control Desk) 7pp 50882 286 50832 277. 


8908260355 "Callaway Plant Cycto 4 Slartup Rept " W/8908 18 III 
BRYANT, K R . SCHNELL.D F, Union Eloclric Co 89/06/09 2Spp, S104I237- 
51041 284 

8908170195 Advises lhal 890609 Rev 12 to operating QA manual modls requirements 
ol 10CFR50,App B 8. acceplablo 

WRIGHT.GC Region 3. Ofc ol the Director 89/08/11 SCHNELL.D F Unton Electee 
Co Ip 50949 225-50949 225 

8908280010 Requests certified copy of CP on facilities 
DOLGtN.J J Dolgln. Beilenson, Klein, Denlow & Nodill 89/00/17 NRC - No Delated 
Affiliation Given, 2pp 51042 198 51042 196 


Q, inspection reports, IE Bulletins & correspondence 

8908070005 FOIA request tor final open item transmittal firs per NRC Insp Procecfu-a 
94300B for listed plants 

WILLIAMS, OG JRA Associates 89/05/17 GRIMSLEY.DH NRC No Dotard Abl- 
ation Given 2pp 50809 279-50809 200 

8907310499 Forwards addendum to Insp Repl 60-483/88*08 re comparison of rc-sM's 
between analyses performed on liquid spike & monitor tank sample Tank tesu’ts r> 
Insp Rept 60-483/88 17 

GREGER.L R Region 3, Ole of the Director. 89/07/21 SCHNELL.O F. Union Elect-vc 
Co 2pp 5073B 116 50738-1Z1 

-8907310510 Addendum lo Insp Repl 50 483/88*08 comparing results of analyses per 
formed on liquid spike & monitor tank sample 
* Region 3, Ofc of the Director 89/07/21. 2pp 50738 120 50738-121, 

8907200019 NRC Info Notice 89-057, "Unqualified Electrical Splices in Vendor Sup**l,ed 
Environmentally Qualified Equipment " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 8704)1) 09/07/2*6. 
Consolidated Edison Co of New York, Inc 106pp 50711-333 50712 070 

8908040322 Forwards addl info re plant thimble tube monitoring program, per NRC Dut- 
telin 80 009 

SCHNELL.D F Union Electric Co 89/07/20 Document Conirol Branch (Document 
Control Desk) 5pp 51015 092-51015096 

8908080105 Forwards Safely Insp Repl 50-483/89-11 on 890601 0715 No violate* 
noted 

KNOP.R C Region 3, Ofc of the Director 89/07/28 SCHNELL.D F. Union Eteclnc 
Co 2pp 50B53 197-50856 209, 

-8908080109 Insp Rept 50-483/89*11 on 890601-0715 No violates noted Major 
areas Inspected nonroutine events, plant operations & malnl/surveilianca 
DEFAYETTE.R.W , LITTLE, B H„ BROWN.CH Redon 3, Ofc ol the Director. 89/07/ 
27 llpp 50856 199 50056 200 

8908070013 Partial response lo FOIA request App A records available In FOR App B 
records end & available in PDR 

PHILIPS, J Division of Freedom of Information & Publications Services (Posl 690205) 
89/08/01 WILLIAMS, OG JRA Associates 3pp 60809 281-50809 362 

-8908070021 Forwards listed Info to update status of facility completion, pof IE Manual 
Chapter 94300 

NORELIUS.C E Region 3, Ofc of the Director 84/06/08 EISENHUT,D G Ofwsiori of 
Licensing (800428-851 124) 13pp 50800-299-50809 311 

8907270121 Suppl 1 to NRC Bulletin 88-010, "Nonconforming Molded Case Ctrcwl 
Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Posl 870411) 89/08/03 
Consolidated Edison Co. of New York, Inc 108pp 50904,148 50904 263 

8907280169 NRC Info Notice 89 058, “Disablement of Turbine- Driven Auxiliary Feed- 
water Pump Due to Closure of One of Parallel steam Supply Valves." Svc hsl -end 
ROSSI.CE Division of Operational Events Assessment (Posl 8704*1) 69/08/03 
Consolidated Edison Co of New York, Inc 106pp 60900,005-50900 110 
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8903220460 Updates util response to NRC Bulletin 88 008 re thermal stresses <n piping 
connected to RCS No rejectabls indications found on auxiliary pressurizer spray line 
BB at-BCA 2 Line will be exammod during each refueling 

SCHNELL.D F Union Electric Co 89/08/08 Document Control Branch (Document 
C-onlrol Desk) 5pp 50994 153 50994 157 

B908100128 NRC Info Nolice 89 059, "Suppliers ol Potentially Misrepresented Fasten- 
ers" Svc list end 

ROSSt.C E Division of Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co of New York, Inc 1Q6pp 50992 315 50993 060 

8908140085 NRC Info Notice 89 060, "Main! ol Teletherapy Units" Svc list end 
CUNNINGHAM R E Division ol Industrial & Medical Nuclear Safety (Post 870729) 
89/08/18 Consolidated Edison Co of Now York, Inc 107pp 509D3 0&t-50993 166 

890B160129 Suppl 2 to NRC tnfo Notice 88 048, "Licensee Ropt of Defective Refur- 
bished Valves Svc list and 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 89/00/22 
Consolidated Edison Co of New York, Inc lOOpp 50990 039 50990 137 


R, Periodic operating reports & related correspondence 

8908160001 Monthly operating rept for Jut 1989 for Callaway Unit t W/ 090807 ttf 
MCCANN.RJ, BLOSSER.JD Union Electric Co 89/07/31 6pp 50926 068 
50926 073 


S. Reportable occurrences, LERs & related correspondence 

8907310111 Requests reclassification of diesel generator A laituro Failure should be 
classified as valid tost £ failure, not invalid failure duo to listed reasons 
HANNON.J N Project Directorate 111-3 89/07/20 SCHNELL.D F Union Electric Co 
2pp 50715 172 50715 173 

6908010123 Rev 1 to Special Rept 89 03 on 890330, emergency diesel generator A de- 
clared inoperable Causod by cooling water leaking from exhaust valve cooling iirmpors 
into rocker arm lube oil reservoir Tests porlormed once per 31 days 
BLOSSER.JD Union Electric Co 09/07/24 Document Control Branch (Oocument 
Control Desk) 4pp 50753 317 50753 320 

890BQ2Q067 Special Rept B9 09on 890619,Channel 3 of looso pari detection sys 
inoperable Causod by problems w/sensor,aonsor mounting or associated sensor 
cabling Troubles hooting will not be porlormed unit) next outage of sufficient duration 
BLOSSER.JD Union Electric Co B9/07/26 Document Control Branch (Document 
Control Desk) 3pp 50760 109-60760 1 1 1 

8908020103 Special Ropt 89 06 on B9Q518.ESF safety Injection actuation on tram A re 
ceived due to tow stroamlmo pressure signal during reactor trip breaker trip actuating 
device operational lost Plant restored to normal condition 

BLOSSER.JD Union Elactnc Co 09/07/26 Document Control Branch (Oocument 
Control Desk) 3pp 50772 325 50772 327 

8908140286 LER 89-009 00 on 8905 U .containment isolation valve tailed to fully close 
againsf sys differentia! pressure Caused by addf packing loads developed or> 
690306 Repacking caused increased stem friction Procedure rovlsed W/8Q0800 Hr 
AFFOLTER.RD. BLOSSER.JD Union Electric Co 89/08/00 8pp 50914 010- 
50914 Of? 


V, Operator Examinations 

8907280146 Advises that 871130,880718 8. 090727 simulator certification submittals 
found complete Ion use in administering operating tests 

ALEXION.TW Pro|ec| Duactorate 111-3 00707/21 SCHNELL.D F Union Electric Co 
2pp 50707 (06 50707 137 

B9QB2B0387 Forwards info on oporator licensing exam schoduto.por Generic Ltr 09 12 
SCHNELL.D F Union Electric Co B9/OB/10 PERKINS, KE Operator Licensing 
Branch 5pp 51043 046 51043 050 


DOCKET STN-50-486 CALLAWAY PLANT, UNIT 2 


A Appllcalion/constructton stage documents & correspondence 

8908280018 Requests certified copy of CP on lacititios 
DOLGIN.J J Dolgin, 8eilenson, Klein, Dentow & Nodifl 89/08/17 NRC - No Detailod 
Affiliation Given 2pp 51042 198-51042 196 


DOCKET STN-50-498 SOUTH TEXAS PROJECT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

390B02Q164 Rovisod EPIPs, Including Rev 8 to OEPPOl-ZA OOQ4,Rov 2 to OEPP-Ot-ZA 
0039, Rev 7 to OEPP02ZA0002 & Field Change Request 09 1708 to OEPP02-ZA- 
002Q W/69C724 Hr 

MCBURNETT.MA Houston Lighting & Power Co 89/07/24 75pp 50759 081- 
50759 155 

B90B 180070 Forwards response lo Investigation Rept 4 87 006 re adequacy of security 
programs Security force rotoslod & retrained using now training program & probability 
testing per Reg Guide 5 44 Initialed since 070627 

GOLDBERG, JH Houston Lighting & Powar Co 09/00/09 Document Control Branch 
(Document Control Desk) tOpp 50965 251 50965 270 

8908220154 Forwards Insp Repts 50 408/89-17 & 50 499/09 17 on 800601-30 & notlco 
ol violation 

MtLHOAN.JL Region 4, Ofc of the Oir color 09/08/15 GOLDBERG.JH Houston 
Lighting & Power Co 4pp 50999 037 50999 053 

•■8906220160 Notice of violation from Insp on 090601-30 Violation noted util fire watch 
man assigned to (ire protection sys compensatory hourly fire watches talsifiod fire 
watch toq entries 

• Region 4, Ole ol Iho Director 89/08/16 Ip 50999 041 50999 041 


-8908220164 Insp Repts 50 490789-17 & 50 499/08-17 cm 690601-30 Violations 
noted Major areas inspected plant status, licensee action on previous Insp 
findings.operational salely verification & monthly mainl 8 surveillance observations 
HOLLER, EJ Region 4, Ofc of the Diroctor 89/07/20 12pp 50999 042 50999 053 

8908210212 Suppl 1 to Generic Ltr 89-07 to all operating plants, applicants (or OLs & 
holders of CPs re power reactor safeguards contingency planning for surface vehicle 
bombs Svc list end 

PARTLOW.JG Associate Director lor Prelects (Post 870411) 09/08/21 Consolidat 
ed Edison Co of New York, Ino 5Spp 51Q36 001-51036066 


f. Financial Information / 


6907310312 Forwards 1988 annual financial repts for Houston Industries, Inc, city of 
AusiiaCenlral Power 8 Light Co & San Antonio City Public Svc 
MCBURNETT.M A Houston Lighting & Power Co 89/67/24 Document Control 
Branch (Oocument Control Desk) 2pp. 50721 283-50723 0B2 

••8907310315 "Houston Industries, lno 19BB Annual Rept ” 

JORDAN, DD Houston Industries, Inc BB/12/31 1 5 Ipp 50721 285 50722 079 

-8908030176 "City of Austin, TX Comprehensive Financial Rept for Yf Ended B8093Q " 
HART,E , SCHUBERT,!/ Ausim, TX 66/03/30 175pp 50722080 50722 299 

-8907310319 "Central Power & Light Co Annual Rept I960 " 

SHOCKLEY, T V. Central Power & Light Co 08/12/3 1 Q6pp 5Q722 300 50723 026 

-B90731032Q "City Public Svc 1907-88 Annual Rept " 

HILL.EC, VON ROSENBERG San Antonio Cily Public Service Board 88/12/31 
44pp 50723 026 50723 082 


P. Operating license stage documents & correspondence 

6908 (80293 FOIA request for records n POL complaint filed by JL Skies against utif on 
680802, 

STITES.JL Affillotion Not Assigned 09/05/10 Labor, Dept of 3pp 50986 074- 
50906 077 

•-8908180295 Advises that listed documents have been forwarded to NRC for detarml 
nation of disclosure 

RAMSEY, A A Labor, Dept oi 89/06/23 Region 4, Ole ol the Director tp 
50986 077 50986077 

8308230137 FOIA request for records to Jaecon Corp Seismic Unas 2M & 4M & Inter- 

C retail on of lines 

IPINSKI.J K Scott, Douglass 8 Luton 89708/20 NRC • No Detailed Affiliation Given 
1 p 50984 320 50904 320 

8907180211 Genonc Ltr 09-13 to all holders of OLs or CPs for nuclear power plants ro 
svc water sys problems alloc ling safety rotated equipment Svc list and 
PARTLOW.JG Associate Director lor Pro|octs (Post 870411) 89/07/10 Consolidat- 
ed Edison Co ol Now York Inc 53pp 50735 001 60735 054 

8806020270 Responds to Generic Ltr 69 06, "Erosion/Corroslon Induced Pipe Wall 
Thinning " Long term orosion/coiroslon procedures wilt bo complolad by 901231 Until 
procedures finalized, NDE of orosion/corrosion suscepliblo sys will be done by vendor 
ROSEN, SL Houston Lighting & Power Co 89/07/24 Document Control Branch 
(Document Control Desk) 3pp 60757' 128-50757 130 

8908160128 Responds to NRC 890427 request lo ravlow settlement agreements to 
ensure no restrictive clauses present which would prohibit employees from notifying 
NRC ol potential saloly probloms List of connectors contacted encl 
JORDAN, DD Houston Lighting & Power Co 89/07/27, DICK.G NRC - No Detailod 
Affiliation Given 16pp 50025 357-50926012 

8908090377 Forwards Amends 9 & t lo Licenses NPF 76 & NPP 80, respectively 8 
safoly evaluation Amends change Tech Specs by replacing cycle specific parameter 
limits w/ret to core opeialmg limits ropt & adding description of rept in spacs 
DICK.GF Project Directorate IV 89/07/31 GOLDBERG.JH Houston Lighting & 
Power Co 4pp 50889 303-50889 327 

--890B090381 Amonds 3 & 1 lo Licenses NPF-76 & NPF 80, respectively, replacing 
cycle specific parameter limits w/raf lo core operating limits rept modifying Tech Spec 
6 9 1, 6, delating Figuro 3 1-3 & adding definition of rept 
HEBDON.F J Project Directorate IV 89/07/31 I8pp 50809 307 50809 324 

--09OBO9O3B4 Safety evaluation supporting Amonds 9 & 1 to Licenses NPF-76 & NPF 
80, respectively 

' Oltico of Nuclear Reactor Regulation. Director (Post B704H) 09/07731 3pp 
50889 325 50869'327 

890B 100060 Forwards Amends 10 & 2 to Licenses NPF-76 & NPF 80, respectively & 
salaty evaluation Amends change Toch Specs ra use ot bolh hafnium 8 silver-indium 
cadmium rod cluster control assemblies within reactor core 
DICK.GF Project Directorate IV 89/07731, GOLDBERG.JH Houston Lighting & 
Power Co 4pp 50085 343-5CD85 357 

-89081 OD065 Amonds 10 a 2 to Licenses NPF-76 8 NPF 80, respectively, changing 
Toch Speca ro use of both silver indium cadmium & halmum design rod cluster control 
assemblies wiihm reactor core 

HEBDON.F J Projecl Directorate IV 89/07/31 9pp 50B85'347 500B5 357 

-8908100070 Satoty evaluation, supporting Amends 10 & 2 lo Licenses NPF 76 & NPF 
80, respectively 

' Office ol Nuclear Reactor Regulation, Director (Post 870411) 89/07/31 3pp 
50BB5 358-50805 360 

890B070311 Notification or 890806 mooting w/ulil & Sandia in Albuquerque.NM to dis 
cuss PRA sludy for plant 

DICK.G F Protect Directorate IV B9/QB/02 MURLEYJ , SNIEZEK.J MIRAGLIA.F 
NRC • No Detailed Affiliation Given 5pp 50802 114-50802 110 
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830 BO 90326 Forwards revised response lo Genetic Ur 88-17, “Loss o( OHR " Reduced 
RGS Inventory operations will be conducted during upcoming refueling outage tor Uni! 
1 List of hardware changes per generic Itr end 

VAUGHN, G E Houston Lighting A Power Co 89/08702 Document Control Branch 
(Document Control Desk) 19pp 50BSI 283-50861 301. 

8906 180191 Forwards revised response to Generic Ltr 88-17, "Loss of OHR " Person- 
nel will be trained prior to entry into reduced RCS inventory condition to refresh per- 
sonnel on hazards & difficulties W/890804 errata memo 

VAUGHN.G E Houston Lighting & Power Co 89/08703 Oocumen! Control Branch 
(Document Conlrol Desk) 20pp 50969 091-50969 110 

8906160167 Requests that util change Paragraph 3 ot Amends 9 A 1 to Licenses NPF- 
76 & NPF BO.respectively.to read, K This license amend effective on Issuance.to be Im- 
plemented within 30 days ol issuance " 

DtCK.G F. Project Directorate IV 89/08/07 GOLDBERG.JH Houston Lighting & 
Power Co 4pp 50944 241 50944 244 

B9D8170485 Notification of mgl meeting w/util on 890625 In Region IV ofc to discuss 
general operating matters at plant 

HOLLER, E J Region 4. Ofc of the Director 89/08/08 Region 4, Ofc of Ihe Director 
2pp 50948 046 50948 047 

6908180025 Summary ol 690B08 meeting w/util & Sandra at Sandia re PRA study for 
plant Attendance list & viawgraphs end 

DICK.GF Project Directorele IV 69/08/tf Project Directorate IV 56pp 50B69 127- 
50969 182 

8908220256 Advises that util will submit Tech Spec changes to meot Generic Ltr 88 16 
requirements by 890915 Draft of Unit 2 Cycle 1 core operating limits repl & changes 
to Amends 1 & 0 to Licenses NPF-76 & NPF 00 end 

VAUGHN.G E Houston Lighting & Power Co 89/08/16 Document Conlrol Branch 
(Document Conlrol Desk) 9pp 50977 197-50977 205 


Q Inspection reports, IE Bulletins & correspondence 

8906070005 FOIA request for final open Hem transmitlal Itrs per NRC Insp Procedure 
943008 lor listed plants 

WILLIAMS.OG, JRA Associates 89/05/17 GRIMSLEY.D H NRC - No Detailed AIM! 
ation Given. 2pp. 50809 279-50809 280. 

8908010200 Ack receipt ol 690616 llr informing NRC of steps taken to correct violations 
noted in Insp flepls 50-49B/89 11 & 50-499/69-11. 

MILHOAN.J L. Region 4. Ofc of the Director 89/07718 GOLOBERG.J H Houston 
Lighting & Power Co 3pp 50753 321-50753 326. 

8907310049 Responds lo NRC 890622 llr re violations noted In Insp Repts 50 408/89- 
16 S 50-499789-16 Corrective actions procurement document quality checklist devel- 
oped & procurement personnel trained re checklist cntona 

ROSEN, S L Houston Lighting 8 Power Co 69/07/24 Document Control Branch 
(Document Conlrol Desk) 5pp 50737 117-50737 121 

890B020 172 NRC Insp Repts 50 498/89-24 & 50 499/89-24 cancelled 
MILHOAN.J.L Region 4, Ofc of Ihe Director 89/07/24 GOLOBERG.J H. Houston 
Lighting S Power Co 3pp 50772 180-50772 182 

8907310036 Forwards Insp Repts 50 498/89-18 8 50 499/89 (8 on 890626 30 8 0710 
14 No violations or dBwalions noted 

MILHOAN.J L Region 4. Ole ol the Director. 69/07/25 GOLOBERG.J H Houston 
Lighting 8 Power Co 3pp 50742 135 50742 142 

-8907310038 Insp Repts 50 498/89 18 8 50-499/89 18 on 890626-30 8 0710 14 No 
violations or deviations noted Major areas Inspected Unit 1 inservice testing program 
for pumps 8 valves 8 review ol previous lest data 

STEWART.RC, BARNES.t Region 4, Ofc of the Director 89/07/24 5pp 50742 138- 
50742 142 

6908010339 Forwards Insp Repts 50 498/89 20 8 50 499/89-20 on 890710-14 No vio 
falions or deviations noted 

MILHOAN.J L Region 4, Ofc of the Director 89/07/25 GOLDBERG, J H Houston 
Lighting 8 Power Co 3pp 50753 329 50753 338 

-8908010341 Insp Repl 50 498/89 20 8 50 499/89-20 on 890710-14 No violations or 
deviations noled Major areas inspected records 8 document control programs 
MCNEILL, W M. BARNES, I Region 4. Ofc ol Ihe Director 89/07/24 7pp 50753332 
50753 338 

8907200019 NRC Into Notice 89 057. ''Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list encl 

ROSSI.C E Division ol Operational Events Assessment (Post 870411) 89/07726 
Consolidated Edison Co of New York, Inc 106pp 6071 1 333 50712 078 

8908020025 Ack receipl of 890626 Hr informing NRC ot steps taken to correct violations 
noted in Insp Repls 50-498/80-12 8 50-499/89-12 

MILHOAN.J L Region 4, Ofc ol Ihe Director 89/07/27 GOLOBERG.J H Houston 
Lighting & Power Co 3pp 50772 338 50772 352 

8908030017 Ack receipt ol 880324 ltr Informing NRC of steps taken to coirecl violations 
noted in Insp Repts 50 498/87-75 8 50 499/67-75 Closure of LER 87 22 documented 
in Insp Repl 50-498/88 70 

MILHOAN.J L Region 4, Ofc ol the Director. 89/07/27 GOLDBERG.JH Houston 
Lighting & Power Co 3pp 50786 302-50786 308 

B908090334 Ack receipt of 890618 llr informing NRC ol stops taken to correct violations 
noled in Insp Repts 50 498/89-10 A 50 499/89-10 

MILHOAN.J L Region 4, Ole ot the Director. 09/08/02 GOLDBERG.JH Houston 
Lighting 8 Power Co 3pp. 60881 189 508B1 192 

B907270121 Suppl 1 to NRC Bulletin 88-010. "Nonconforming Molded Case Circuit 
Breakers ' Svc list encl 

ROSSI.C E Division ol Operational Events Assessment (Post 87041 1) 89/08/03 
Consolidated Edison Co of New York, Inc I08pp 50904 148 50904 253 

8907280169 NRC Info Notice 89 058, ''Disablement of Turbine Driven Auxiliary Feed- 
water Pump Due to Closure ol One of Parallel Steam Supply Valves " Svc list encl 
ROSSI.C E Division ol Operalional Events Assessment (Post 8704(11 89/08/03 
Consolidated Edison Co of New York Inc I06pp 50900 005 50900 110 


8908160382 Forwards Insp Repts 50 498/89 14 A 50 499/89 14 on 890724- 23ho r:- 
lations or deviations noted Status ol previously identified item also examined 
MILHOAN.J L Region 4, Ole ol the Director 89/08/08 GOLDBERG.JH Ho.sv 
Lighting A Power Co 3pp 50937 194-50937 206 

-8908 160389 Insp Repts 50 498/89-14 & 50 499/89 14 on 890724 28 No Wat*/* -j 
deviations noted Major areas inspected licensee actions to prevent & respond ti l«j 
ot OHR described in Generic Llr 88 1 7 A followup on previous msps 
BUNDY, H F , SEIDLE.W C Region 4, Ofc ol the Director 69/00/02 I0pp 50533 ti? 
50937 206 

8908170674 Ack receipt ot 090724 llr informing NRC of stops taken to correct vctjto'j 
noted in Insp Repts 50 498/89-16 & 50-499/89-16 Implementation of correvlva v. 
lions wilf be reviewed during future insp 

MILHOAN.J L Region 4, Ofc ol the Director 89/08/09 GOLDBERG.JH. Hois-rr 
Lighting A Power Co 3pp 50948 006 50948 013 

6908 180070 Forwards response lo Investigation Rept 4 07-006 re adequacy ol scour t 
programs Security torce retested & retrained using new training program A prcboWj 
tasting per Reg Guido 5 44 initiated since 870627 

GOLDBERG.JH Houston Lighting A Power Co 89/08/09 Document Conlrol 
(Document Conlrol Desk) I0pp 50965 261-50965 270 

8908180057 Forwards Insp Repls 50 498/B9-15 & 50 499/89 15 on 090607-30 A new# 
ol violation Actions taken ro previous insp findings examined 
MILHOAN.J L Region 4, Ole ol the Director 09/08/10 GOLDBERG.JH Houston 
Lighting A Power Co 3pp 50968 297 50968 330 

—8908180058 Notice ol violation from insp on 890607-30 Violation noted Piocrto-ri 
0P0P04 RP 0001 did not provide adequato guidance re expected failure ol rcacw 
protection pressure channel during low temp low pressure operations 

* Region 4, Ole ol Ihe Director 89/00/10 2pp 50968 300 50960 391 

-8908180060 Insp Repls 60 498/89-15 & 50 499/89 15 on 690607-30 Wal-jr-j 
noted Major areas Inspected lollowup ot previous Insp findings, operations proce Juris 
& two amends to Tech Specs 

HUNTER ,D R , GAGLIARDO.J E Region 4, Ole ot the Director 89/00/03 29;p 
509CB 302-50968 330 

8908180423 Forwards Insp Repls 50 490/09-23 A 50 499/80 23 on 090701-31 No v.> 
laiions noted Aciions taken ro previous insp findings also oxammed 
MILHOAN.J L Region 4, Ole ol the Director 09/08/tO GOLOBERG.JH Houston 
Lighting & Power Co 3pp 50957 019-50957 036 

-8908180426 Insp Repls 50-498/89-23 A 50 499/09-23 on 890701 31 No viators 
noted Major areas Inspected plant status, onsite followup ol plant ovenls.acKm on 
previous insp findings, monthly maml observation & operalional safety vcnlicat-OO 
HOLLER. E J Region 4. Ofc ol the Director 09/00/10 15pp 50957 02 2 5095? GM 

8908170064 Ack receipt ot 090713 Mr informing NRC of Step9 taken lo correct violator* 
noted in Insp Repls 50 498/89-10 A 50 499/89 10 

MILHOAN.J L Region 4. Ole of the Director 09/08/11 GOLDBERG JH Houston 
Lighting A Power Co 3pp 50949 125-50949 127 

8906220154 Forwards Insp Repls 50-498/89-17 A 50 499/09 17 on 090GGf DO A no'<* 
of violation 

MILHOAN.J L Region 4, Ofc of Ihe Director 09/00/15 GOLDBERG.JH Houston 
Lighting A Power Co 4pp 50999 037 50999 053 

-8908220160 Notice ot violation from insp on 090601 30 Violation notod util tro wat:N 
man assigned lo fire protection sys compensatory hourly lire watches falsified 
watch log entries 

* Region 4, Ole ol the Director 89/08/15 Ip 50999 041 50999 041 

-8908220164 Insp Repts 50 498/09 17 A 50 499/09-17 on 890001-30 Violator* 
noted Major areas inspected plant status, licensee aclion on previous urjp 
findings, operational safety verificalion A monthly maml A surveillance observations 
HOLLER, EJ Region 4, Ole of the Director 89/07/26 l?pp 50999 042-50993053 

8908100128 NRC Into Notice 89 059, “Suppliers o( Potentially Misrepresented Fas'erv 
ers " Svc list encl 

ROSSI.C E Division ot Operational Events Assessment (Post 870411) 89/08/16 
Consolidated Edison Co ol New York, Inc I06pp 50992 315 50993 060 

8908220438 Forwards Insp Repls 50 498/89-20 A 50 499/Q9-28 on 890731 0-804 No 
violations or deviations noted 

MILHOAN.J L Region 4, Ole ol the Director 89/08/16 GOLDBERG.JH Houston 
Lighting A Power Co 3pp 50977 047-50977 055 

-8900220439 Insp Repts 50-498/89 20 A 50 499/89 29 on 890731 0004 No viator* 
or deviations noted Major areas inspected power plateau testing tor Unit t. Cycle I in- 
cluding power temp coefficient ol reactivity A conlrol rod worth moasurcmonls 
MCKERNON.TO , AZUA.R V , SEIDLE.W C Region 4, Ole of the Director 09/08/11 
6pp 50977 050 50977 055 

8908140085 NRC Into Notice 89 060, “Main! ol Teleiherapy Units " Svc list oncl 
CUNNINGHAM, R E Division ol Industrial A Medical Nuclear Safety (Post 87075'9> 
89/08/18 Consolidated Edison Co ol New York. Inc 107pp 50993 061-50993 1 €8- 

8908160129 Suppl 2 to NRC Into Nolice 88 048. "Licensee Repl of Defective Rotor 
bished Valves ' Svc list encl 

ROSSI.C E Division ol Operational Events Assessment (Post 87041 1)- 83/06/22 
Consolidated Edison Co of New York. Inc lOOpp 50990 039-50990 137 


R. Periodic operating reports & related correspondence 


8908230377 Monthly operating repls tor Jul 1989 tor South Texas Project Electric Sra- 
tion Units 1 A 2 W/090814 Itr 

KENT.AP, MCBURNETT.M A Houston Lighting A Power Co 69/07/31 15pp 
51033 061-51033 075, 
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S Importable occurrences, LERs & related correspondence 

B9080S03B2 LER 89 015 00 on 09O7O4,main generator oulpul circuit breaker opened re 
suiting in reactor trip Caused by failure of 125 volt dc generator circuit breaker trip cir- 
cuit Failed relay replaced W/890Q03 Itr 

AYALAC, VAUGHN.G E Houston Lighting S Power Co 09/06/03 5pp 50B72 355 
50672 359 

8908230243 LER 89 002 02 on 890 106, discovered that containment electrical penetra 
Hens not provided w/backup overcurrent protection Caused by design errors Backup 
protective devices to be installed on two circuits W/890804 tlr 

AYALA.C, VAUGHN, GE Houston Lighting 8 Power Co 89/08/04 7pp 51000006- 
51000 012 

0908210241 LER 89 016 00 on 8907 13, discovered lhat rod position deviation monitor 
not capable ol alarming in control room since 890511 Caused by inadequate proce- 
dural control ol design rev to computer software W/890814 Itr, 

AYALA.C, VAUGHN.G E Houston Lighting & Powor Co 09/08/14 6pp 50969 217- 
50969 222. 

8908220172 PNO IV B9 051 radioactive contamination outside radiation controlled area 
discovered Apparent cau3G associated w /operation ol rad waste ovaporator No con 
lamination found in neutralization basin & no personnel contaminated 
SKOW.M Region 4, Ole ol the Director 89/08/15 2pp 50995 039 50995 040 

8908240395 PNO-IV-89 051 A on 8908 14, radioactive contamination lound ouisido radi 
aUon controlled area in stairwell ol mechanical auxiliary bldg & on 8900 ^.contamina- 
tion found in 1 1A MAB chiller open cooling sys discharge dram Evenis unrelated 
SKOY/.M Region 4, Ole ol the Director, 89/08/10, 2pp 51009 355 51009 356 


DOCKET STN-SQ-499 SOUTH TEXAS PROJECT, UNIT 2 


8907180211 Generic Ur 89-13 lo all holders of OLs or CPs lor nuclear power plants re 
sve water sys problems allectirg salety related equipment Svc list oncl 
PARTLOW.JG Associate Director lor Projects (Post 070411) 89/07/18 Consolidat- 
ed Edison Co of New York, Inc 53pp 50735 001-50735 054 

8308020270 Responds to Generic Ltr 89 OQ, "Erosion/ Corrosion induced Pipe Wall 
Thinning " Long-term erosion/corrosion procedures will be completed by 901231. Unfu 
procedures linalized.NDE ol erosion/corrosion susceptible sys will be done by vendor 
ROSEN, SL Houston Lighting & Power Co 89/07/24 Document Control Branch 
(Document Control Desk) 3pp 50757 128 50757 130 

8908150126 Responds lo NRC 890427 request to review settlement agreements to 
onsure no restrictive clauses present which would prohibit employees from notifying 
NRC of potential safety problems Us l ol conlraclors contacted end 
JORDAN, DD Houston Ligntirg & Power Co 09/07/27 DICK.G NRC - No Deiaited 
Affiliation Given 16pp 50925 357-50926 012 

890BD90377 Forwards Amends 9 S 1 to Licenses NPF-76 & NPF 80, respectively & 
safely evaluation Amends change Tech Specs by replacing cyclo-specific parameter 
fimits w/rel to core operating limns rept 8 adding description ol repl in specs 
D1CK.G F Protect Directorate IV 89/07/31 GOLDBERG, J H Houston Lighting & 
Power Co 4pp 50869 303 50809 327 

-8908080381 Amends 9 & 1 to Licenses NPF-76 S NPF 80, respectively, replacing 
cycle specific parameter limits w/rel to core operating limits rept.modilying Teen Spec 
6 9 1 6, deleting Figure 3 1-3 & adding definition ol rept 
HEBDON.FJ Protect Directorate IV 89/07/31 18pp 50889 307-50689 324 

-0908090384 Salety evaluation supporting Amends 9 & 1 to Licenses NPF 78 & NPF- 
30. respectively 

' Ollice ol Nucloar Reactor Regulation, Director (Post 870411) 89/07/31 3pp 
50DB9 325 50809 327 


F. Security, medical, emergency & flro protection plans 


0308020164 Revised EPIPs, Including Rev 6 to O6PP01-ZA 0004, Rev 2 to OEPP 01-ZA- 
003 9. Rev 7 lo OEPP02-ZA 0002 & Field Chango Request 09 1706 lo OEPP02 ZA- 
0020 W/890724 Hr 

MCBURNETT.M A Houston Lighting & Power Co 09/07/24 75pp 50759 081- 
60759 155 

8908180070 Foiwards response to Investigation Rept 4 87-000 re adequacy of security 
programs Security force retested & retrained using now training program & probability 
testing per Rog Guide 5 44 Imliatod since 070627 

GOLDBERG, JH Houslon Lighting & Power Co 09/08/09 Document Control Branch 
(Document Control Do3k) lOpp M965 261-50965 270 

6906220154 Forwards Insp Repts 50 498/89-17 & 50 499/09 17 on 890601-30 & notico 
ol violation 

MILHOAN.JL Region 4, Ole ol the Director 89/00/15 GOLDBERG, JH Houston 
Lighting A Power Co 4pp 50999 037 50999 053 


-890B22O16O Nollce of violation from Insp on 890601-30 Violation noted util liro watch 
man assigned to lire protection sys componsatory hourly fue watches falsified fire 
watch log e nines 

’ Region 4, Ole of the Dlroctor 09/08/t5 Ip 50999 041-50999 041 


-8900220164 Insp Repts 50-498/89-17 & 50 499/09 17 on 890601-30 Violations 
noted Major areas inspected plant status, llconsoo action on previous Insp 
findings, operational salety verification & monthly malm & survolllanco observations 
HOLLER, EJ Region 4, Ole of the Director 89/07/26 12pp 50999 042 50999 053 


8908210212 Suppl 1 lo Generic Hr 09 07 to all oporatmg plants, applicants lor OLs & 
holders ol CPs re powor roactor safeguards contingency planning lor suilace vehicle 
bombs Svc list oncl 

PARTLOW.JG Associate Director lor Projects (Post 070411) 89/08/21. Consolidat- 
ed EdisonCo of New York, Inc 65pp 51036 00151036 056, 


I. Financial Information 

0907310312 Forwards 1900 annual financial ropts for Houslon Industries, Inc, city ol 
Austin, Central Power & Light Co & San Antonio City Public Svc. 

MCBURNETT.MA Houston Lighting & Powor Co 89/07/24 Document Control 
Branch (Document Control Desk). 2pp 50721 283-50723'002 

--S90731031B ’’Houston Industries, Inc 1900 Annual Rept.” 

JORDAN, DD Houslon Industries. Inc 88/12/31 151 pp 50721 '205 50722 079 

-8906030178 "City of Austin, TX Comprehensive Financial Repl lor Yr Endod 800930 ” 
HART.E , SCHUBERT.V, Auslm. TX 08/09/30 175pp. 50722,000 50722 299. 


8908100060 Forwards Amends 10 & 2 lo licenses NPF 76 8 NPF 80, respectively & 
solely evaluation Amends chango Tech Specs re use of both hafnium & silver-lndium- 
cadrrmtm rod cluster control assemblies within reactor core 
DICK.G F Project Directorate IV 80707/31 GOLDBERG, J H Houston Lighting 8 
Power Co 4pp 50085 343 50B85 357 

-8908100065 Amends 10 & 2 to Licenses NPF-76 8 NPF 80, respectively, changing 
Tech Specs re use ol both silver-indium cadmium & hafnium design rod cluster control 
assemblies within reactor core 

HEBDON.FJ Protect Directorate IV 89/07/3) 9pp 50805 347 50065357 

-8908100070 Saloty evaluation supporting Amends 10 8 2 to Licenses NPF-76 A NPF- 
BO, respectively 

* Ofhco of Nuclear Reactor Regulation, Director (Post 870411), 89/07/31 3pp 
50805 350 50885 360 

8908070311 Notification ol 890808 meeting w/ulil & Sandia In Albuquerque, NM to dis 
cuss PRA study for plant 

DICK.G F Project Directorate IV 99/08/02 MURLEY.T , SNIEZEK.J , MIRAGL1A.F 
NRC • No Delailod Affiliation Given 5pp 50802 1 14-50002,1 18 

8908090326 Forwards revised response to Generic Ltr 88-17, "Loss of OHR," Reduced 
RCS Inventory operations will be conducted during upcoming relueling outage lor Unit 
1 List of hardware changes per generic tlr end 

VAUGHN.G E Houston Lighting & Power Co BS/08/02 Document Control Branch 
(Document Control Dosk) iOpp 50661 283 50861 301 

B9081B0191 Forwards revised response to Generic Ltr 80-17, "Loss ol DHR." Person- 
nel will bo trained prior (o entry Into reduced RCS Inventory condition to refresh per- 
sonnol on hazards & difficulties W/890804 orrala memo 

VAUGHN.G E Houston Lighting & Power Co 89/09/03 Document Control Branch 
(Document Conlrol Dosk) 20pp 50969 091 50969 110 

090B160167 Roquosl9 that util change Paragraph 3 ol Amends 9 & 1 lo Licenses NPF- 
78 A NPF-60, respectively, to coad, This llconse amend effective on Issuance, to be 1m 
plomontod with In 30 days of Issuance " 

DICK.G F Project Dlreclorale IV 89/08/07 GOLDBERG ,J H Houston Lighting & 
Power Co 4pp 60944 241 50944 244 

$908170465 Notification ol mgt meeting w/util on 690825 In Region IV ole lo discuss 
general operating mailers at plant, 

HOLLER, EJ Rogion 4, Ofc of Ilia Director 69/06/08 Region 4, Ole of the Director, 
2pp 50948 046-50940 047. 

89081 B0025 Summary of 090808 meeting w/util S Sandia at Sandia re PRA study for 
plant Attendance list & viawgrophs end 

DICK.G F, Project Directorate IV 69/08/11 Project Directorate IV 56pp 60969 127- 
50969 1B2 


■8907310319 "Central Powor & Light Co Annual R9pt 1980 " 

SHOCKLEY, TV Central Power & Light Co, 88/12/31 B6pp 50722.300 50723 025 

■B9073 10320 "City Public Svc 1987 80 Annual Rept " 

HILL.EC, VON ROSENBERG San Antonio City Public Semico Board 88/12/31 
44pp 50723 026-80723 082, 


8908220258 Advises lhat util will submil Tech Spec changes lo meet Generic Llr 88-16 
requirements by B90915Dralt of Unit 2 Cycle I core operating limits repl & changes 
to Amonds 1 & 9 to Licenses NPF-76 & NPF-80 end 

VAUGHN.G E Houston lighting & Power Co 89/08/16 Document Control Branch 
(Document Conlrol Desk) 6pp 50977 197 50977205 


P, Operating license stage documents & correspondence 

09OB1BO293 FO)A request for records re DOL complaint filed by JL Stiles against util on 
830302 

STtTES.J.L Affiliation Nol Assigned, 09/05/10, Labor, Dopl of. 3pp 50986 074- 
50966 077 

-8908180295 Advises lhat listed documents hove been forwarded to NRC lor determi- 
nation ol disclosure 

RAMSEY. A A Labor, Dept of 89/06/23 Region 4, Ofc of tbe Director. Ip 
50986 077-50986 077. 

8906230137 F01A request for records re Jaecon Corp Seismic Linos 2M & 4M 8 inler- 
preialion of lines 

llPINSKU K Scott, Douglass & Luton, 89/06/20, NRC - No Deiaited Affiliation Given 
fp 50984,320 50984 320, 


O. Inspection reports, IE Bulletins & correspondence 

8908010200 Ack receipt ol 890816 llr Informing NRC of steps taken to correct violations 
noted In Insp Repts 50 498/09 1 1 & 50 499/89-11. 

MILHOAN.JL Region 4, Ole of the Director, 89/07/18 GOLDBERG, JH Houston 
Lighting & Power Co 3pp 50753 321-60753 320, 

8907310049 Responds to NRC 890622 ltr ro vlolailons noted In Insp Repts 50-498/89 
16 & 50-499/89-16 Corrective actions-procuremenl document quality checklist devel- 
oped & procurement personnel trained ro checklist criteria 

ROSEN, S L Houslon Lighting & Power Co 89/07/24, Document Conlrot Branch 
(Document Conlrol Desk). 5pp 50737 117-50737.121. 

6908020172 NRC Insp Repts 60 49B/89-24 & 50 499/69 24 cancelled 
MSLHOAN.J L. Region 4. Ofc ol the Director 89/07/24 GQLQBERG.JH Houston 
Lighting & Power Co 3pp 50772 180 50772' 182, 
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8907310036 Forwards Insp Repls 50 -196/89 18 8 50 499/89-18 on 890626 30 S 0710 
14 No violations or deviations noted 

MILHOAN J L Region 4, Ofc of the Direeior 89/07/25 GOLDBERG, J H Houston 
Lighting & Power Co 3pp 50742 135 50742 142 

-8907310038 Insp Repls 50 498/89 19 8 50 499/89-18 on 690626-30 & 0710-14 No 
violations or deviations noled Major areas inspected Unit 1 inservice testing program 
lor pumps & valves & review o( previous lest data 

STEWART R C , BARNES, I Region 4, Ofc ol the Director 09/07/24 5pp 50742 138 
50742 142 

89Q8010339 Forwards Insp Repls 50 498/09 20 & 50 499/89-20 on 890710 14 No vio- 
lations or deviations noted 

MILHOAN JL Region 4, Ole of the Director 89/07/25 GOLDBERG, JH Housion 
Lighting 8 Power Co 3pp 50753 329 50753 339 

-8908010341 Insp Repl 50 498/69 20 8 50 499/69 20 on 890710 14 No violations or 
deviations noted Major areas inspected records 8 document control programs 
MCNEILL WM , BARNES, I Region 4, Ofc ol the Director 89/07/24 7pp 50753 332 
50753 338 


-B90B220160 Nohce ol violation from insp on B906O1 30 Violation noted uLI fre«._.< 
man assigned to fire protection sys compensatory hourly lire watches fa's '>>! I 
watch log entries 

* Region 4, Ole of the Director 09/00/15 Ip 50999 041-50999 041 

-8908220164 Insp Repls 50 498/09 17 8 50 499/09 17 on 890601-30 Y«/Y t 
noled Major areas inspected plani status, licensee action on ptc--oji rj 
fmdings.operational salety verification & monthly main! & surveillance obscrvg*.yi 
HOLLER, EJ Region 4, Ole ol the Director 89/07/26 12 pp 50999 042 

8908100128 NRC Into Nolice 89 059, "Suppliers of Potentially Misrepresent Fa, • 
ers ' Svc lisl end 

ROSSI, CE Division of Operational Events Assessment (Post 070111) O-'OVij 
Consolidated Edison Co ol New York, Inc 106pp 50992 315 50993 050 

8908220436 Forwards Insp Ropls 50-490/80 28 & 50 499/89 28 on WW3U«1\, 
violations or deviations noted 

MILHOAN, JL Region 4, Ofc of the Director 09/00/16 GOLDBERG, J If Haw.* 
Lighting & Power Co 3pp 50977 047 50977 055 


8907200019 NRC Info Notice 89 057, ' Unqualified Electrical Splices in Vendor Supplied 
Environmenlally Qualified Equipment ' Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co ol Now York, Inc 106pp 50711 333-50712 078 

8908020025 Ack receipt ol B90626 Itr informing NRC of steps taken to correct violations 
noted in Insp Repls 50 498/89 12 8 50-499/89 t2 

MILHOAN JL Region 4 Ole ol the Director 89/07/27 GOLDBERG, JH Houston 
Lighting 8 Power Co 3pp 50772 338 50772 352 

8908030017 Ack receipl ol 880324 Hr informing NRC of steps taken to correct violations 
noted in Insp Repts 50 498/87-75 8 50 499/87-75 Closure ol LER 67-22 documented 
in Insp Repl 50 498/68*70 

MILHOAN, J L Region 4, Ole of (he Director 89/07/27 GOLDBERG, J H Houston 
Lighting 8 Power Co 3pp 50786 302-50786 308 

B908090334 Ack receipt ol 090618 Hr informing NRC of steps taken to correct violations 
noted in Insp Repls 50 498/69 io & 50 499/89 10 

MILHOAN, JL Region 4, Ofc ol the Director 89/08/02 GOLDBERG, JH Houston 
Lighting & Power Co 3pp 50881 189 50881 192 


8907270121 Suppl 1 to NRC Bulletin 88 010, "Nonconformrng Molded Caso Circuit 
Breakers " Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 89/08/03 
Consolidated Edison Co ol New York, Inc lOBpp 50904 148-50904 253 


8907280169 NRC Info Notice 89 058, "Disablement of Turbine Driven Auxiliary Feed 
water Pump Due to Closure of One of Parallel Steam Supply Valves " Svc list ancf 
ROSSI, CE Division of Operational Events Assessment (Posl 870411) 89/00/03 
Consolidated Edison Co of New York. Inc 106pp 50900 005-50900 1 10 


8908160382 Forwards Insp Repls 50 490/89 14 8 50 499/89-14 on 890724- 28 No vio- 
lations or deviations noted Status of previously identified item also examined 
MILHOAN, J L Region 4, Ofc ol the Director 89/08/08 GOLDBERG. J H Houston 
lighting & Power Co 3pp 50937 1 94 50937 206 


-8908160389 Insp Repls 50 498/89-14 8 50 499/09-14 on 890724-28 No violations or 
. no, ? d Ma)or areas inspected licensee actions to prevent & respond to toss 
of OHR described in Generic Ur 00 1 7 & followup on previous msps 
BUNDY, H F, SEIDLE.WC Region 4, Ofc ol the Director, 89/08/02 tOpp 50937 107- 
50937 206 


8908170674 Ack receipt ol 090724 Hr informing NRC of steps taken to correct violations 
noted in Insp Repts 50 498/89 16 a 50 499/89-16 Implemenlalion of corrective ac- 
tions will be reviewed during future insp 

MILHOAN, JL Region 4, Ole of the Oirector 89/08/09 GOLDBERG, J H Houston 
Lighting & Power Co 3pp 50948 0 0 6 5094B 013 

8908180070 Forwards response to Investigation Rept 4 07-006 re adequacy ol security 


(Document Control Desk) 10pp 50965 261-50965 270 

8908180057 Forwards Insp Repls 50-498/69 15 4 50 499/89-15 on 090607-30 & notice 
ofyioialton Actions taken re previous insp findings examined 
MILHOAN, JL Region 4, Ofc of the Director 89/08/10 GOLOBERG.J H Houston 
Lighting 8 Power Co 3pp 50966 297-50968 330 

'KJnPnmfL 01 violation from insp on 890607-30. Violation noted Procedure 
OrOPO4-RP-u00t did not provide adequate guidance re expected failure of reactor 
protection pressure channel during low lamp low pressure operations 
Region 4, Ofc Of the Dreclor 89/08/10 2pp 50968 300-50960 301 

-•«081 = Insp Repts 50 498/89-15 8 50-499/89 15 on 090607-30 Violations 
° pr9VI0US lnSp ,lndin 9 S '°P 9,allons procedures 

50968 E 302 D 50968 330 LIARDO ' J E R<!9 ' 0n 4- °' C lfle Dwctor 89/08/03 29pp 


Re P’ s 50 498/89-23 & 50 499/89 23 on 890701-31 No vie 
KS'JSPtf? 1 , Ac ’ l0n5 'aken re previous insp findings also examined 
n!i. . n R ^ ,on „ 4 * 0ic 01 IJla Director 89/08/10 GOLDBERG, JH Housto 
Lighting & Power Co 3pp 50957019 50957,036 1 0U5l ° 


' nSp R ,® P,S 50 498/39-23 & 50 499/89-23 on 690701-31 No violation- 
noted Major areas inspected plant slalus.onsite followup of plant events actions or 

&0?LFR fT n^m 9 f'a mO o n , mly ,T nt n OhS0 , ,Va!,on & operational safely vMm 
HOLLER, EJ Region 4. Ofc of tha Director 89/08/10 15pp 50957 022-50957 036 

Tssia OTiKwsaisjffls 01 s,eps ,aken ,o corfeci 

SSS«iS«SS4S!«7 eB ' 08/n GOLO0ERG ' JH ^.or 


‘Sta -5 ,nsp Rep,S 50 AmmA1 & 50-499/89-17 on 890601-30 & notice 
Re 9'0h 4, Ofc Of the Director 89/08/15 GOLDBERG JH Houston 

Lighting 8 Power Co 4pp 50999,037-50999053 ' nuusion 


-8908220439 Insp Repls 50-498/80 20 8 50 499/09 29 on 090731 0004 No vx/JVj 
or deviations noted Major areas inspected power plateau loslutg for Unit 1 Cyde \r 
eluding power temp coefficient of reaclivily 8 conlrol rod worth measurements 
MCKERNON.TO , AZUA.R V , SEIDLE.W C Region 4, Ofc ol llio Dice tor 69'C-3'll 
6pp 50977 050 50977 055, 

8908140085 NRC Into Nolico 89 060, "Mamt ol Tolelherapy Units " Sva lislon- L 
CUNNINGHAM, R E Division of Industrial 8 ModiCHl Nuclear Solely (Posl 
89/08/18 Consolidated Edison Co of Now York. Inc I07pp 50993061-509331'/. 


6908220294 Forwards Vols 1 8 2 of "Amended Prosorvico Insp Summary tj 
Class 1 8 Class 2 Pressure Retaining Components " ro completion of oxarirr 
quired by ASME Section XI Code for wolds in Clns9 1 8 2 compononl9 4 augnvrv 
insp program 

MCBURNETT.MA Housion Lighting 8 Power Co 89/08/ )0 Document Co' 1 ] 
Branch (Documont Control Desk) 2pp 50995 041-50090 027 


-8908220300 "Amended Prosorvico Insp Summary Ropt lor Class 1 & Class 2 PrevWt 
Retaining Components at South Toxas Pro|ocl Electric Generating Station Ur.t J 
Visual exam detected relevant conditions on one reactor pressure vessel mid 
YOUNGER, J C , BEVERLY, R L , MCINTYRE, AC Housion Llglilmg & Power Co f 
08/31 050pp 50995 043 50998 027 


8908220302 Forwards "Amended Presorvice Insp Summary Repl lor Class 1,Oa«JI 
Class 3 Component Supporls at South Texas Project Eloctnc Generating Station LW 
2 " 


MCBUHNETT.M.A Houston Liqlitmg & Power Co 00/00/ 1C Document Ccn'J 
Branch (Document Control Dosk) 2pp 50981 197-50902 025 


■8908220307 "Amended Preservico Insp Summary Repl lor Class 1, Class 2 S Cl3'i) 
Component Supports at South Toxas Project Electric Genoraiinn Station Urvl 2 " 
STEWART.M A , BEVERLY, R L , MCINTYRE, AC Houston Lighting & Po*cr Co El 1 
08/31 lOOpp 50981 199 50982 025 


8908250280 Forwards Rev 2 to 890810 Relief Roquosi HR-ENG 07 io arc se rvwe tv 
program at plant wolds in Class 1 8 2 components Ad dl prosorvico insp cram ft’ 
formed as result of line replacement 

MCBURNETT.MA. Houston Lighting 8 Power Co. 09/06/18 Ooc«rn<3nl ConW 
Branch (Document Conlrol Desk) 4pp 51020 267 51020 270 


8908280076 Forwards "Preservico insp Summary Ropt for Ratmirs 8 Replacements J 
Pressure Tests at South Texas Pro|ect Electric Geno/ollng Slallon.Unll P " 
MCBURNETT.MA Houston Lighting 8 Power Co. 89/00/10 Documont ContrJ 
Branch (Document Control Desk) 3pp 51040 170-51040 172 

-8908280082 "Preservice Insp Summary Repl for Repairs & Roplncomonls & Pro'sxt 
Tests at South Texas Project Electric Generating Stnllon.Uml 2 " 

PATHAK.A P , TIMMARAJU.S , MCINTYRE, AC Housion Lighting 8, Power Ce Rl 
08/18 46pp 51040 173-51040 210 


8908160129 Suppl 2 to NRC Into Notice B0 048, "Llconsoo Ropt ol Dofoctivo Hafjr 
blshed Valves Svc list end 

ROSSI.C E Division ol Operational Events Assessment (Posl 070411) 00/03/?? 
Consolidated Edison Co of New York, Inc 100pp. 50990 039-50000 13/ 


R. Periodic operating reports 8 related correspondence 


8908230377 Monthly operating ropls lor Jul 1989 for South Toxas f’rotocl fc'locinc Sti 
lion Units 1 8 2 W/090814 Hr 


KENT.AP, MCBURNETT.MA Houston Lighting & Power Co 09/07/31 
51033 001 51033 075 


15pf 


S. Reportable occurrences, LERs 8 related oorrespondonco 

8908210249 LER 89 017-00 on 89D71 3,lntornal fault occurred In main Stop up trans- 
former 2A Caused by failure of phase A high voltage bushing n 
transformer Transformer returned to mtg lor repair & furthor lailuro analysis W/6M3I1 

AYALA C VAUGHN, GE Housion Lighting 8 Power Co 09/00/11. 5pp 50369 227- 


DOCKET ST N -50-508 WPPSS NUCI.EAR PROJECT, UNIT 3 


A, Appllcatlon/conslruction stage documents 8 correspondence 

8907180211 Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power plants ra 
DA C n 9 y s P fabl ®ms affecting safely-related equipment Svc list one) 

^BociateD rector lor Projects (Post 070411) 69/07/ 18 ConsotxU' 
ed Edison Co of New York, Inc 63pp 50735 001-50735 054 
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F, Securlly, medical, emergency & fire protection plans 

59082102 1 2 Suppl 1 to Goneric Hr 89 07 to all operating plants, applicants lor OU & 
holders ol CPs re power reactor safeguards contingency planning for surface vehicle 
tombs Svc list encl 

PARTL.0W.JG Associate Diroctor for Projects (Post D7041 1) 89/00/21 Consolidat 
edEdisonCo of New York. Inc 55pp 51036 001-51036056 


0 inspection reports, IE Bulletins & correspondence 

89072000 1 9 NRC Info Notico 09 057, "Unqualified Electrical Splicos in Vendor Supplied 
Enwonmonlally Qualified Equipment " Svc list encl 

ROSSI, CE Division ot Operational Events Assessment (Post 870411) 89/07/26 
Consolidated Edison Co ol Now York, tnc t06pp 50711 333 50712 078 

6907270 1 21 Suppl 1 to NRC Bulletin 8B 010, "Nonconforming Molded Case Circuit 
Cmakers " Svc list encl 

R0SSI.C E Division of Operational Events Assessment (Post 870411) 89/08/03. 
Consolidated Edison Co of New York, Inc 108pp 50904 148 50904 253, 

8907280 1 69 NRC Info Notice 89 058, "Disablemont of Turbine-Driven Auxiliary Feed 
water Pump Due to Closure ol One of Parallel Sleam Supply Valves ” Svc list encl 
ROSSI, CE Division of Oporallonal Events Assessmont (Post 870411) 89/08/03 
Consolidated Edison Co of New York, Inc 106pp 50900 005-50900 110 

8908108128 NRC Info Notico 69 059, "Suppliers ol Potentially Misrepresented Fasten- 
ou ” Svc list encl 

ROSSI, CE Division ol Operational Evonts Assessmont (Post B70411) 89/08/16 
Consolidated Edison Co of New York. Inc 106pp 50092 315 50993 060 

6908140 0 8 5 NRC Info Notice 09 060, "Main! of Telelherapy Units “ Svc list oncl 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Snfoty (Posl 870729) 
89/08/18 Consolidated Edison Co of Now York. Inc 107pp 50993 061-50993 166 

6908160 1 29 Suppl 2 1o NRC Info Notico 00 048, "Licenses Ropt of Defective Refur- 
bished Valves ■' Svc list encl 

R0SSI.C.E Division of Operational Events Assossmont (Po9t 870411) 09/00/22 
Consolidated Edison Co of Now York, Inc lOOpp 50900 030 50990 137, 


DOCKET STN 50-528 PALO VERDE NUCLEAR STATION, UNIT 1 


F. Securlly. medical, emergency & lire protection plans 

6908030037 Procedure Change Notico 2 to Rov 4 to EPIP-10, "Emergency Exposure 
Guidelines " W/090725 Hr 

CONWAY ,W F. Arizona Public Sorvlce Co (formerly Arizona Nuclear Power Pro|ecl) 
89/07/25 36pp 50775 107-50775 222 

8908150143 Rov 9 to omomoncy plan W/090804 Ur 
CONWAY.W P Arizona Public Sorvico Co (formerly Arizona Nuclear Powor Pro|ect) 
89/07/31 165pp 50919 077*50919 231 

69082 ID 2 12 Suppl 1 to Generic Ur 89 07 to nil operating plants, applicants for 01.8 & 
holdois ol CPg ro powor reactor safeguards contingency planning lor sutlace vehicle 
bombs Svc list oncl 

PAHTLOW.J <3 Associate Director lor Projects (Post 070411) 89/00/2t Consolidat- 
ed Edison Co ot New York, Inc 55pp 51036001 51036 056 


P.Operallna license stage documents & correspondence 

6996270058 Ros ponds to V Stotlo 890427 Hr ro notliication of NRC of omployoos po 
lonlmt safely issues 

C0NWAY.W F Arizona Public Service Co (tormorly Arizona Nuclear Power Protect) 
89/06/20 Document Control Branch (Doctrmonl Control Desk) 2pp 69821,261- 
69821 262 

6907180 211 Generic Ur 09-13 lo all holders ot OLs or CPs lor nuclear power plants re 
svc water sys problems alfectlng safoty related equipment Svc list encl, 

PAR7lOW,JG Associate Director lor Projects (Post 870411) 83/07/18 Consolidat- 
ed Edison Co ol Now York, Inc 53pp 50736 001 50735 054. 

6907310 0 5 2 Forwards 10CFR5059 evaluation package per TL Chan requost Drawing 
13-M SIP-002 also oncl as aid tor review W/two ovorslzo drawings 
CONWAY.W F Arizona Public Sorvico Co (formerly Arizona Nuclear Powor Pfo)oct) 
89/07/21 Document Control Branch (Document Control Desk) 56pp 50724 091- 
50724 136 

89073103 37 Requosis that util revise 890620 application for amend to licenses NPF 41 
4NPF-51 re CEA operation, to Include adequate supporting bases for each proposed 
chango 

CtfAN.T L Pro|oct Directorate V 09/07/25 CONWAY.W F Arizona Public Service 
Co (tormorly Arizona Nuclear Powor Pro|ocl) 3pp 50767 048-50707 050 

6908020121 Application for amond9 to Licenses NPF-41.NPF-51 & NPF 74, changing 
Tech Specs 6 5 1 S 6 5,2 ro plant review board S Inchmeal rovlow & control activities 
8 relfocling organizational change 

CONWAY.W F Arizona Public Sorvico Co (tormorly Arizona Nuclear Powor Protect) 
89/07/20 Document Control Branch (Document Control Desk) 5pp 50757 20B- 
50757 216 

• 8908029 1 23 Proposed Tech Snocs re administrative controls 
’ Arizona Public Service Co (lormerly Arizona Nuclear Power Project) 89/07/26 4pp 
50757 213 50767 216 

8908090077 Forwards Rev 1 to "Justilicotion lor Continued Operation Control Element 
Assembly Drop Events," per Unit 1 001210 slippage oxparionco 
CONWAY.W F Arizona Public Service Co (tormorly Arizona Nucloar Power Project) 
89/07/27. Document Control Branch (Document Control Desk) Ip 50891,184 
50891 219 

••89080900 83 Rov 1 to “Justification for Continued Operation Control Element Assem 
My Drop Evonls ” 

' Arizona Public Service Co. (formerly Arizona Nucloar Power Projocl) 89/06/2B 
30pp 50891 ICS 50B91 219 


8908029299 Suppls response lo V Stello 890427 Hr re agreemenls restricting 
employees, or former employees, from providing Info to NRC Two con tractors, Volt.lnc & 
Bechtel have had employee/labor disputes which may be relevant lo issue 
CONWAY ,W.F Arizona Public Service Co (formerly Arizona Nuclear Power Protect) 
89/07/28 Document Control Branch (Document Control Desk) 2pp 50760 107- 
50760 108 K K 

8908170492 Conlirms 890628 telcon re schedule for implementafion of 10CFR50 62, 
"ATWS Rule " Diverse scram sys will be installed at Unit t prior to restart from (turd 
refueling outage & prior to restart from second refueling for Unit 2 
CONWAY.W F Arizona Public Service Co (lormerly Arizona Nuclear Power Project) 
89/08/06 Document Control Branch (Document Control Desk) 2pp 50953 297- 


8908180282 Confirms B90811 telcon re util participation In NRC Regulatory Impact 
Survey on 890927 at plant site Agenda encf 

MARTIN, JB Region 5, Ofc of the Director BO/OB/1 1 CONWAY.WF Arizona Public 
Service Co (formerly Arizona Nuclear Power Project) 3pp 50968119 50968 112 


Q. Inspection reports, IE Bulletins & correspondence 

8900070005 FOIA request for (mat opon item transmittal Itrs per NRC Insp Procedure 
9430QB for listed plants 

WILLIAMS.OG JRA Associates 89/05/17 GRIMSLEY.DH NRC - No Detailed Afhli 
alion Given 2pp 50B09 279 508Q9 280 

8907200019 NRC Info Notice 89-057, "Unqualified Electrical Splices In Vendor Supplied 
Environmentally Qualified Equipment" Svc list encl 

ROSSI, CE Division ot Operational Events Assessment (Post 070411) 89/07/26 
Consolidated Edison Co of New York, tnc 106pp 50711 333-50712 07Q 

89081 B025Q Forwards fnsp Repts 50-528/89 21,50-529/8921 & 50 530/89 21 on 
890427-061 1 No violations or deviations noted Technical issuo re emergency diesel 
generator excessive How check valves, concluding issue required no action, not accept 
able 

RICHARDS, S Region 5, Ofc ol the Director B9/07/26 CONWAY.W F Arizona Public 
Servico Co (formerly Arizona Nuclear Power Project) 3pp 50944 328-50944 352 

-89013160251 Insp Repis 50 520/89-21,50 529/89-21 & 50 530/89 21 on 890427- 
OBI 1 No violations or deviations noled Major areas Inspected plant activities, ESF sys 
walkdowns, monthly survelllanco testing & monthly plant main! 

RICHARDS.S Region 5, Ofc ot the Director 89/07/26 21pp 50944 331 50944 352 

8900150315 Forwards Insp Repts 50 528/89-24,50 529/89 24 & 50-530/89 24 on 
890605 15 & 26 30 & notice of violalionNRC concerns noted ro timeliness in correc- 
tive actions taken in addressing self-ldonhfied problems 

SCARANO.R A Region 5, Ofc of the Director 89/07/28 CONWAY.WF Arizona 
Public Service Co (lormerly Arizona Nuclear Power Project) 2pp 50927,011- 
50927 031 

-•8908160318 Notice ol violation from insp on 890605 15 & 26-30 Violalions 
noted neither central radiation protection nor unit radiation protection group source 
tracking sys records Included non exempt quantities ot Am 241 
SCARANO.R A Region 5, Otc Of the Director 89/07/28 2pp 50927 014-50927 015 

-8908150319 Insp Repts 50 520/89 24,50 529/89 24 & 50 530/09 24 on 890605-15 & 
26 30 Violations noted Major areas inspected occupational exposuro during extended 
rofuelmg outages, including external & Internal exposure control & training 
CILLIS.M , CICOTTE.G R , CARSON, L C Region 5, Ofc of the Director 89/07/28 
16pp 50927 016 50927 031 

8907270121 Suppl 1 lo NRC Bulletin 88 010, "Nonconlorming Molded Case Circuit 
Breakors" Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Posl B7Q411) 89/08/03 
Consolidated Edison Co of New York, Inc lODpp 50904 140 50904 253 

B907280169 NRC Info Notico B9-OSB, "Disablement ol Turbine Driven Auxiliary Feed 
water Pump Due lo Closure ol One ol Parallel Steam Supply Valves " Svc list end 
ROSSt.C E Division ol Operational Evonts Assessment (Post 870411) 89/08/03 
Consolidated Edison Co of Now York, Inc !06pp 50900 005 50900 110 

8908100128 NRC Info Nolice B9-059, "Suppliers of Potentially Misrepresented Faslen- 
ei3 " Svc list encl 

ROSSI.CE Division of Operational Evenls Assessment (Post 870411) 89/OB/16 
Consolidated Edison Co of New York, Inc 106pp 50992 315 50993 060 

8908140085 NRC Into Notice 89 060, “Mamt ol Teletherapy Units" Svc list encl 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Salety (Post 870729) 
89/08/18 Consolidated Edison Co ot New York, Inc I07pp 50993 061 50993 166 

890B1601J9 Suppl 2 to NRC Info Notice 88 048, "Licensee Rept of Defective Rofur 
bished Valves *' Svc list encl 

ROSSI.CE Division ol Operational Evenls Assessmont (Posl 0704 1 1) 89/08/22 
Consolidated Edison Co of New York, Inc lOOpp 50990039 50990 137 


R, Periodic operating reports & related correspondence 

8908210186 Monthly operating repts for Jul 1989 for Palo Verde Nuclear Generating 
Station, Units 1,2 & 3 W/890814 Hr 

PORTER ,K F , HAYNES, JG Arizona Public Service Co (formerly Arizona Nuclear 
Power Project) B9/07/31 17pp 50971 033 50971 049 


S. Reportable occurrences, LERs & related correspondence 

8908150168 Special Rept 1-SR 89 003 01 on 890402 72 h limit for inoperability of con- 
rfenser evacuation sys high range eftlueni monitor exceeded Caused by monitor de- 
clared inoperable on 890330 due to moisture buildup in monitor 
HAYNES, J G Arizona Public Service Co (formerly Arizona Nuclear Power Project) 
89/00/03. Document Control Branch (Document Control Desk) 3pp 50926 220 
50926 222 
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8908180267 IER 89 008 00 on 8907 14, internal audit revealed cooling tower sludge con- 
tained low level amounts of radioactivity Caused by lack of sludge sampling belcte 
landfill disposal Approval to dispose ol sludge requested W/890814 ttr 
SHRIVER.T D , HAYNES.J 6 Arizona Public Service Co (formerly Arizona Nuclear 
Power Project) 89/08/14 7pp 50952 252 50952 258 

8908250287 Special Rept 1 SR 89 007 on 89071 5, fuel bldg ventilation effluent radiation 
monitor & plant ventilation effluent monitor inoperable lor more than 72 h Cause under 
investigation Sample pump mlel How control valve replaced 
HAYNES JG Arizona Public Service Co (lormerly Arizona Nuclear Power Protect) 
89/08/17 Document Control Branch (Document Control Desk) 6pp 51028 342 
51028 347 


Q, Inspection reports, IE Bulletins & correspondence 


8908070005 FOIA request lor final opon Mom Iransmiltal llrs per NRC Insp Ptaeed/i 
94 300 B for listed plants 

WILLIAMS, O G JRA Associates 89/05/1? GR1MSLEY.D H NRC - No Delate! A“l 
atlon Given 2pp 50Q09 279 50809 200 

B907200019 NRC Info Nolice 09 057, "Unqualified Electrical Splice 3 In Vendor StSfM 
Environmentally Qualified Equipment " Svc list onct 

ROSSI, CE Division of Operational Evonls Assessment (Post 870411) 09/07/2? 
Consolidated Edison Co ol New York, Inc 106pp 50711 303-507 1 2 07B 


DOCKET STN-50-529 PALO VERDE NUCLEAR STATION, UNIT 2 


f Security, medical, emergency & lire protection plans 

8908030037 Procedure Change Notice 2 to Rev 4 to EPIP-18, ‘ Emergency Exposure 
Guidelines 1 ' W/890725 Hr 

CONWAY, V/ F Arizona Public Service Co (lormerlv Aruona Nuclear Power Project) 
89/07/25 36pp 50775187-50775222 

8908150143 Rev 9 to emergency plan W/890804 Hr 
CONWAY.W F Anzona Public Service Co (lormerly Arizona Nuclear Power Project) 
89/07/31 165pp 50919 077-50919 231 

8900210212 Suppl 1 to Generic Ltr 89 07 to all operating plants, applicants lor OLs & 
holders ol CPs re power reactor safeguards contingency planning tor surface vehicle 
bombs Svc list end 

PARTLOW.JG Associate Director for Projects (Post 870411) 89/08/21 Consolidat- 
ed Edison Co ol New York, Inc 55pp 51036 001 51036 056 


8908160250 Forwards Insp Repts 50 620/89-21,50 529/09 21 & 50 530/6921 M 
890427-0611 No violations or deviations noted Technical Issue re omorgency d-ss-t 
generator excessive How check valves, concluding Issue required no action not 
able 

RICHARDS, S Region 5, Ole ol tho Diroclor 89/07/26 CONWAY.W F Arizona Pifc'c 
Service Co (formerly Arizona Nuclear Power Project) 3pp 50044 328 50044 352 

-8908160251 Insp Repts 50-528/89 21,50 520/09 21 8 50 530/09 21 on 9&04?l 
0611 No violations or dovla1lon9 noted Major aroas inspected plant activities, ESP s,i 
walkdowns, monthly surveillance testing & monthly plant maml 
RICHARDS.S. Region 5, Ole of the Director 89/07/20 2lpp 50944 331 50914 351 

8908150315 Forwards Insp Ropls 50-520/89 24,50 529/09-24 8 50 530/89 24 w 
890605-15 & 26-30 & notice ol violation NRC concerns noied fo timeliness In wr«. 
live actions taken in addressing soil Identified problems 

SCARANO.fi A Region 5, Ofc ol fho Diroclor 89/07/28 CONWAY.W F Arurerj 
Public Service Co (formorly Arizona Nuclear Power Project) 2pp 6t>S27-fj!1 
50927 03 1 


P. Operating license stage documents 4 correspondence 


8906270058 Responds to V Stello 890127 Hr re notification of NHC of employees po- 
tential safety issues 

CONWAY.W F Anzona Public Service Co (formerly Arizona Nuclear Power Project) 
69/06/20 Document Control Branch (Document Control Desk) 2pp 69821 261- 
69S2I 262 

890718021 1 Generic Ltr 89-13 to all holders ol OLs or CPs lor nuclear power plants re 
svc water sys problems affecting safety related equipment Svc list end 
PARTLOW.JG Associate Director for Projects (Post 670411) 89/07/18 Consolidat- 
ed Edison Co ol New York, Inc 53pp 50735 001-50735 054 

8907310052 Forwards I0CFR50 59 evaluation package per TL Chan request Drawing 
13 M SIP-0O2 also end as aid for review W/two oversize drawings 
CONWAY.W F Arizona Public Service Co (lormerly Arizona Nuclear Power Project) 
89/07/21 Document Control 8ranch (Document Control Desk) 56pp 50724 091- 
50724 136 


8907310337 Requests that util revise 890620 application for amend to Licenses NPF-41 
& NPF 51 re CEA operation, to include adequate suppotlinq bases for each proposed 
change 

CHAN.T L Project Directorate V 89/07/25 CONWAY.W F Arizona Public Service 
Co (formerly Arizona Nuclear Power Project) 3pp 50767 048 50767 050 


890B020121 Application lor amends to Licenses NPF41.NPF-5I & NPF-74, changing 
^ ech Specs 6 5 1 & 6 5 2 re plant review board & technical review & conlrol activities 
A reflecting organizational change 

CONWAY.W F Anzona Public Service Co (formerly Arizona Nuclear Power Project) 
89/07/26 Document Control Branch (Document Control Desk) 5pp 50757 208- 
50757 216 


-8908020123 Proposed Tech Specs re administrate controls 
• Anzona Public Service Co (formerly Arizona Nuclear Power Proieci) 09/07/26 4 dd 
50757 213 50757 216 


8908090077 Forwards Rev 1 to "Justification (Dr Continued Operation Control Element 
Assembly Drop Events.'' per Unit 1 081210 slippage experience 
£®NWAY.W F Arizona Public Service Co (formerly Anzona Nuclear Power Project) 
50891 219 Document Cof1,r£)l Branch (Document Control Desk) ip 50891 184 


-8908090083 Rev 1 to Justification for Continued Operation Control Element Assam 
bty Drop Events " 

30pp Z 5089^ U lB5 M891 C 219° ^ 0,me,ly Aflzona Nuclear Power Project) 89/06/28 

6908090304 Forwards Rev 1 to "Palo Verde Nuclear Generating Station Post Restart 
Actions," per utit 890623 commitment 

M/n7/57'uanrfw°i n o £ Ubhc S i'25 e Co (lormerly Arizona Nuclear Power Project) 
09/07/27 MARTIN, J B Region 5, Ole of the Director Ip, 50883 056 50883 107 

"^ 9 °4,°?iL 305 D, R w V V° " pal ® Vatds Nuclear Generating Station Post Restart Actions " 
57pp 506M 057 .mSS 3 107° ,,0rmerly An20r,a Nuc,ear Powe ' p ro|ect) 89/07/24 

8908020299 Suppls response to V Stello 690427 Hr re agreement restriction 
em P loy ses.lrom providing into to NRC Two contractors, Volt.fnc & 
rrSauSLISIfc"? efT1 P lo y e e/fabor dlS P u!es which may be /e'evant to issue 
M/n?/?fi W rL^? a rn^ hc , S D erv ' c t C ,?, (!o,rrle,ly A " Jona Nuclear Power Project) 
fotto'lOS Conl ' 01 B,anch (Document Control Desk) 2pp 50760 107- 


B9 S 9 |,^ n ^ S 850628 ,e,con (e schedule for implementation ot 10CFR50 63 
Ru, f Diverse scram sys wll be installed at Unit i prior to restart Horn thin 
mwwfvu mPa 4 p,HDf o l L esU I l lrom second refueling for Unit 2 
fl9/0a/Ofi ,V r^n™in? a rn^ llC i □ erviC u (,0rme,ly Arizona Nuclear Power project 
50953298 °° CU 6 ConUo1 0fanch (Document Control Desk) 2pp 50953 297 


-89Q815Q318 Notice of violation from Insp on 000605-15 A 20 30 Violators 
noted neither central radiation protection nor unit radiation protection group tourer 
(racking sys records Included nonoxompt quantities ol Am-241 
SCARANO.R A Rogion 5, Ole ol tho Diroclor 89/07/28 2pp 50927 OM 5092701$ 

-6908150319 Insp Ropts 50-520/09 24,50-520/89 24 & 50 530/B9 24 on 090005 15 S 
26 30 Violations noied MBjor areas Inspected occupational oxposuro during oalenM 
refueling outages, Including external & Internal exposure control A training. 

GtLLIS.M . CICOTTE.GR, CARSON.L C Region 5. Ofc ot Iho Director 09/07/26 
16pp 50027 016 50927'031 

6907270121 Suppl 1 to NRC Bulletin 68 010, "Nonconforming Molded Case Circut 
Breakers " Svc list end 

ROSSI, CE Division of Operational Evonls Assessment (Post 070411) BD/OVtO 
Consolidated Edison Co of Now York, Inc 100pp 50904 140 50904,253 

8907280169 NRC Info Notice 09 058. "Disablement ol Turblno-Dnvon Auxiliary Feed 
water Pump Duo to Closure of One ol Parallel Sloam Supply Valves " Svc Irsl e/Ki 
ROSSI, CE Division of Operational Evonls Assessment (Post 87041 1) 09/08/03 
Consolidated Edison Co of Now York, Inc 106pp 50900 005 60900 110 

8906100128 NRC Info Notice 09 059, "Suppliers of Potentially Misrepresented Fasten- 
ers “ Svc lisl encl 

ROSSI, CE Division of Operational Events Assessment (Post 0704 M), 89/08/16 
Consolidated Edison Co of Now York, Inc I06pp 50992 315 50993 0C0, 

8908140065 NRC Into Nokco 89-060, "Mnlnl of Tolothoropy Units " Svc lisl onct 
CUNNINGHAM.R E Division of Industrial & Medical Nucloar Safoty IPosI 670729) 
09/08/18 Consolidated Edison Co ol Now York, Inc I07pp 50893,001 50993168, 

6908160129 Suppl 2 to NFtC Info Nofico 08 040, "Licensee Ropl of Oolcclive Refur 
bished Valves Svc list end 

ROSSI, CE Division ol Operational Evonls Assessment (Posl 870411) 69/06/23 
Consolidated Edison Co of Now York, Inc lOOpp 50990 039-50090 137 


R. Periodic operating reports & relotod correspondence 


8908210186 Monthly operating repts for Jul 1909 lor Palo Verde Nucroar Gontratag 
Station, Units 1,2 & 3 W/890814 Jlr 

PORTER.K F , HAYNES.J G Arizona Public Sorvice Co, (formerly Aruona Nudes! 
Power Project) 89/07/31 1?pp 50971 033-50971 049 


S Reportable occurrences, LERs & related correspondence 


8907310235 PNO V-B9-045 on 090724, licensee reported that nonsafety- related man 
pump suction piping had boon ovorpressunzotl following ro actor trip on 
890/12 Caused by recirculation valvo being open No leakage found 
RICHARDS.S Region 5, Ole ol the Diroclor 09/07/25 Ip 50737 070 50737 079 


8908040189 LER 89 001 01 on 890103, total loss of olfsilo powar 1o Class IE 4 16 W 
bushes 2E PBA-S03 & 2E-P0B S04 occurred Caused by reduced Impulso withstand 
.° 10 fam pai,Q d bushings on each transtormer replaced W/050727 Hr 
SHRIVER.T 0 , HAYNES.J G Arizona Public Sorvice Co (formerly Arizona Nuclear 
Power Project) 89/07/27 7pp 50795 100-50795 106 


8908160082 Summary of Operating Reactors Events Meeting 09-28 on 850802 DM of 
attendees.events discussed a significant elements ol events & summaries ot reader 
scrams lor wks ending B90723 & 30 end 

HAUGHNEY.C J Events Assessment Branch 6g/0S/03 ROSSI, C E Division ol 0«r 
ational Events Assessment (Post 07041 1) 20pp 51028 001 51028 020 


“S 8 C 9 °0 n 927 m a S , plad sileAgend^encI ,n NRC Re9ula,or V lmpacl 


8908180269 LER 89 009 00 on 890712,two raaclor coolant pumps toaO shod from 
power supply triggering reactor trip due to low coolant How Caused by failed Isisem 
oVFmuS? 1 i a L ,ra P. s J ormef puso rsp’acsd & investigation conducted V//09081 4 Mr. 
SHRIVER.T D . HAYNES.J G Arizona Public Service Co (formerly Arizona Nuclear 
Power Project) 89/08/14 10pp 50945 303 50945 312 



DOCKETED ITEMS 199 


DOCKET STN-5Q-530 PALO VERDE NUCLEAR STATION, UNIT 3 —8300160261 Insp Repts 50-528/89 21,50-529/89-21 & 50 530/89 21 on 890427 

061 1 No violations or deviations noted Major areas inspected plant activities, ESF sys 
watkdowns.monlhty surveillance testing & monthly plant mamt 

F Security, medical, emergency & lire protection plans RlCHARDS.S Region 5, Ole ol tho Director 09/07/26, 2lpp 50944 331-50944 352 


8903030037 Procedure Change Notice 2 to Rev 4 to EPIP-18, "Fmorgency Exposure 
Guidelines H W/800725 Hr 

CONWAY W F Arizona Public Service Co (formerly Arizona Nuclear Power Project) 
89/07/25’ 36pp 50775 187 50775 222 

8908 150 143 Rev 9 lo emergency plan W/890804 Hr 
CONWAY W F Arizona Public Service Co {formerly Arizona Nuclear Power Project) 
89/07/31 't65pp 50919 077 50919 231 

8908210212 Suppl 1 lo Generic Ltr 89 07 lo all operating plants, applicants lor OLs & 
holders of CPs ro power reactor safeguards contingency planning lor surface vehicle 
bombs Svc list end 

PARTLOW.JG Associate Director lor Projects (Posl 87011 1) 89/00/21 Consolidat- 
ed Edison Co ol New York. Inc 55pp 51036 001-51036 056 


p. Operating license stage documents & correspondence 

8906270058 Responds to V Stello 690427 Hr re notification ol NRC ol employees po 
tenlial safety issues 

CONWAY, W F Arizona Public Service Co (formerly Arizona Nuclear Power Project) 
B9/06/20 Document Control Branch (Document Control Desk) 2pp 69821 261- 
69821 262 


8908150315 Forwards Insp Repls 50 526/89 24,50 529/89 24 & 50-530/09-24 on 
890605 IS 8 28 30 4 notice of violation NRC concerns noted re timeliness in correc- 
tive actions taken in addressing sell identified problems 

SCARANO.R A Region 5, Ole ol Ihe Director 89/07/28 CONWAY.WF Arizona 
Public Service Co (iomiorly Arizona Nuclear Power Project) 2pp 50927 011- 
50927 031 

-8908150318 Notice ot violation from insp on 890605-15 8 20-30 Violations 
noled neither conlral radiation protection nor unit radiation protection group source 
tracking svs records included nonexompl quantities of Am 241. 

SCARANO.R A Region 5, Ole ot the Director 89/07/23 2pp 50927 014 50927 015 

■ 8906 1 S0319 Insp Repts 50 52B/89 24,50 529/89 24 8 50 530/89 24 on 8906Q5 J5 8 
26 30 Violations noted Major areas Inspected occupational exposure during extended 
refueling outages, including external & internal exposure control 8 training 
CILLIS.M, CICOTTE.GR. CARSON, LC Region 5, Ole ol Ihe Director 89/07/28 
16pp 60927 016 50927 031 


8907270121 Suppl 1 lo NRC Bulletin 88 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list oncl 

ROSSI, CE Division of Oparalional Events Assessment (Posl 870411) 89/03/03 
Consolidated Edison Co of Now York, Inc lOOpp 50904 148 50904 253 


6907180211 Generic Ur 89 13 to all holders of OLs or CPs for nuclear power plants re 
svc waler sys problems atfocting saloly-rolated equipment Svc list end 
PARTLOW.JG Associate Diroclor tor Projects (Post 070411) 80/07/18 Consolidat 
ed Edison Co of Now York, Inc 53pp 50735 001-50735 054 

8907310052 Towards 10CFR50 59 evaluation package per TL Chan request Drawing 
13 M SIP 002 also end as aid for review W/two overslzo drawings 
CONWAY.W F Arizona Public Service Co (lormerly Arizona Nuclear Power Pro|oct) 
89/07/21 Document Control Branch (Document Control Desk) 56pp 50724 091 
50724 135 

8903029121 Application tor amends to Licenses NPF-41.NPT 51 8 NPF-74, changing 
Tech Specs 65 1 & 6 5 2 ro plant review board 8 technical review & control activities 
8 reflecting organizational change 

CONWAY.WF Arizona Public Service Co (formerly Arizona Nuclear Power Project) 
89/07/26 Oocumonl Control Branch (Document Control Desk) 5pp 60767 200 
50757 216 

..8906020123 Proposed Tech Specs ro administrative controls 
• Arizona Public Service Co (formerly Arizona Nuclear Pow or Project) 09/07/26 4pp 
50757 213 50757 216 


8908090077 Forwards Rov 1 to "Justification for Continued Operation Control Eloment 
Assembly Drop Events, " per Uml 1 881210 slippage exporienco 
CONWAY.WF Arizona Public Service Co (formerly Arizona Nuclear Power Prefect) 
89/07/27 Document Control Branch (Document Control Desk) Ip 50891-184- 
50691 219 


-8908090083 Rev 1 lo "Justification for Continued Operation Control Efomont Assam 
Wy Drop Events " 

• Arizona Public Sorvico Co (formerly Arizona Nuclear Powor Project) 00/06/20 
30pp 50891 185 50891 219 


6908020290 Suppls response lo V Slollo G90427 Hr re agreements restricting 
employees, or former employees, from providing Info to NRC Two contractors, Voll.lno & 
Bechtel have had employe o/tabor disputes which may be relevant to Issuo 
CONWAY.W F Arizona Public Service Co, (formerly Arizona Nuclear Power Project) 
89/07/28 Document Control Branch (Document Control Do3k) 2pp 50760 107 
50760 108 


3908170492 Confirms 090828 telcon ro schedule for Implementation of 10CFR50 02, 
"ATWS Rule ” Diverse scram sys will bo Installed al Unit 1 prior to restart from third 
relucting outage & prior lo restart from second refueling for Unit 2 
CONWAY.W F Arizona Public Servico Co (formerly Arizona Nuclear Powor Project) 
89/08/06 Document Control Branch (Document Control Desk) 2pp 50953 207- 
50953 298 


8908130265 Forwards list of Hems considered necessary to complete prior to restart of 
facility Hems Include procedural enhancements to minimize future water hammer & ro 
moval of oxlra springs in atmospheric dump valvos 

CONWAY.W F, Arizona Public Servico Co (formerly Arizona Nuclear Power Projoct). 
69/08/07 MARTIN, JB Region 5, Ole of the Director 64pp 50959 077.50959,161, 

8908180282 Confirms 890811 telcon re util participation In NRC Regulatory Impact 
Survey on 300927 at plant site Agenda end 

MARTIN, J B Region 5, Ore of Ihe Director, 89/08/11 CONWAY.WF. Arizona Public 
Service Co (formerly Arizona Nuclear Power Projoct), 3pp 60060 110 50068 112 


8907260169 NRC Info Notice 09 05B. "Disablement ol Turbine Driven Auxiliary Feed 
water Pump Duo lo Closure of One ot Parallel Steam Supply Valvos " Svc Hal end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/03/03 
Consolidated Edison Co ol New York, Inc 106pp 50900 005 50900110 

B9OB1OD120 NRC Info Notice 89 059, "Suppliers ot Potentially Misrepresented Fasten 
ers ” Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 370411) 89/08/16 
Consolidated Edison Co of New York, Inc 1D6pp 50992 315 50993 060 

8008 14000B NRC Info Notice 89 060, "Main! of Teletharapy Units " Svc list end 
CUNNINGHAM, R E Division ol Industrial & Medical Nuclear Sately (Post 870729) 
B9/OB/16 Consolidated Edison Co of Now York, Inc 107pp. 5O0D3 061-509B3 166 

8908180129 Suppl 2 to NRC Info Notice 80-040, "Licensee flepl of Dole clive Refur- 
bished Valves Svc list end 

ROSSI, CE Division of Oparalional Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co of Now York, Inc lOOpp 50990039 50990 137 


R, Periodic operating reports & related correspondence 

0908210186 Monthly operating roots lor Jul 1930 for Palo Verda Nuclear Generating 
Station, Units 1,2 8 3 W/890014 ltr 

PORTER, K F , HAYNES, J G Arizona Public Service Co, (formerly Arizona Nuclear 
Power Project) 89/07/31 I7pp 60971 033-50071 040 


8, Reportable occurrences, LERa & related correspondence 


8908010124 LER 09 007-01 on 090503, determined that deticlancles found during mstal 
latlon of relays constituted reportable condition Caused by inadequate methodology ol 
applying opoxy mail to relay colls Rolays replaced W/B0O726 ltr 
SHRIVER.TD, HAYNES, JG Arizona Public Service Co (formerly Arizona Nuclear 
Powor Project), 00/07/25 Bpp 50740 303-50740-310 

8908040190 LER 09 003 00 on 800630, sixth trip lever arm Identified on 10 ton fuel ban 
dlmg crono ralla.instoad ot live, per Held change request, investigation being 
conducted Crane trolley/ hook removed from svc W/390727 ltr 
SHRIVER.TD, HAYNES, JG Arizona Public Service Co (formerly Arizona Nuclear 
Power Project) 09/07/27 6pp 50706,071-50705 076 

8908020305 LER 69 005 ODon 090B2B,discovered that sample flow rale for plant vent 
low range radioactive affluent monitor below alarm setpoint Caused by loose sot cou- 
pling screw Pre-planned allernalo sampling program begun, W/300726 Ur. 
SHRIVER.TD, HAYNES, JG Arizona Public Service Co (formerly Arizona Nuclear 
Powor Project). 39/07/28 Bpp, 50B20 052 50B20 057. 


DOCKET 60-537 CLINCH RIVER BREEDER REACTOR 


A. Appllcatlon/ccnst ruction stage documents & correspondence 


Q, Inspection reporls, IE Bulletins & correspondence 

8908070005 FOIA request for final open Item transmittal lira per NRC Insp Procedure 
043003 for listed plants 

WILLIAMS, OG JRA Assoclales 89/05/17. GRIMSLEY.D H NRC • No Detailed Affili- 
ation Given 2pp. 50809 2 79.50009,260. 

8907200019 NRC Info Notice 89 057, "Unqualified Electrical Splices In Vendor Supplied 
Environmentally Qualified Equipment " Svc list and 

ROSSI, CE Division ot Operational Evonls Assessment (Posl 070411), 89/07/26, 
Consolidated Edison Co of New York, Inc 106pp 60711-333 50712,070 

6908180250 Forwards Insp Repts 50-523/89 21,50 529/89 21 & 50-530/39 21 on 
690427 0611 No violations or deviations noted Technical Issue ro omorgoncy diesel 
generator excessive How check valves, concluding Issue required no action, not accept- 
able 

RlCHARDS.S Region 5, Ofc of the Diroclor 89/07/26 CONWAY.W.F, Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project), 3pp 60044 323-50944-352 


8907160211 Gonorlo Ltr 69-13 to all holders of OL3 or CPa for nuclear power plants re 
svc waler sys problems affecting safety related equipment Svc list end 
PARTLOW.JG Associate Director for Projects (Post C70411) B9/07/16 Consolidat- 
ed Edison Co ol Now York, Inc 53pp 50735,001-60735 054. 


F. Security, medical, emergency 4 fire protection plane 


8908210212 Suppl 1 to Generic Ltr 89 07 to al! operating plants, applicants for OLs & 
holders ol CPa re power reactor safeguards contingency planning lor surface vehicle 
bombs, Svc list end 

PARTLOW.J.G Associate Dlreator for Projects (Post 370411) 89/08/21 Consolidat- 
ed Edison Co, of New York, Inc. 55pp 61036,001-51038 056 


DOCKET 50-601 RESAR SP/60 



200. 'DOCKETED ITEMS 


A Applicallon/conslriictlon stage documents & correspondence 

89080704 13 Forwards Westmghouse SP/90 position on selected severe accident issues 
to be discussed during 6Q0714 meeting w/NRC in Rockville, MO Issue topics include 
lire protection, intersys LOCA.midioop operation & ATWS 

JOHNSON, WJ Weslmghouse Electric Corp 89/07/11 MILLER, CL Standardization 
& Non-Power Reactor Protect Directorate {Pre 890730) 3 1 pp 50802 119 50802 149 

89 0B 1 400 10 Advises ol ^assignments in project mgt duties due to recenl reorganization 
of Standardization & Lite Extension Project Directorate 

MILLER, CL Division ol Reactor Pro|ects III, IV, V & Special Projects (Post 870411) 
69/03/07 CHENG.C Y , MARSH, LB Materials Engineering Branch (870411 090702) 
BAG CHI, G Structural & Geosciences Branch (870411 090026) 5pp 50915 325 
50915339 


F Security, medical, emergency 4 fire proleclfon plans 

6903070413 Forwards Weslmghouse SP/90 posilion on selected severe accident issues 
lo be discussed during 890714 meeting w/NRC m Rockviire.MD Issue topics include 
lire protection, intersys LOCA.midioop operation 4 ATWS 

JOHNSON, WJ Westmghouse Electric Corp 09/07/11 MILLER.CL Standardization 
& Non Power Reactor Project Directorate (Pre 890730) 31pp 50002 119 50802 149 


DOCKET 50 602 UNIV. OF TEXAS RESEARCH REACTOR 


F. Security, medical, emergency 4 fire protection plans 

890801 0229 Forwards proprietary Insp Repts 50-192/89 02 & 50 602/89-04 on 890531- 
0601 No violations or deviations noted Enel withheld (ref 10CFR2 790(d) 

MILHOAN.J L Region 4. Ole of the Oirector 89/07/13 WEHRING.B W Texas, Umv 
Of, Auslin, TX 2pp 50753 162-50753 163. 


O Inspection reports, IE Bulletins & correspondence 


8908250082 Discusses key issues affecting technology transfer ol classified gal ce'tv 
fuge equipment & technology tram DOE to AlCHemIE Requests (hat DOE g.e AO--* 
mIE necessary time to consummate few remaining matters in appropriate (asWt 
IRVING, S A All Chemical Isotope Enrichment, Inc 89/08/11 LAGRONE.J E T*? 
Dept of 1 1pp 51029 342-51029 352 

B906250091 Forwards order, effective immediately, modifying CPs CPEP-1 8 CFEP-Jt 
require notification of Commission before taking possession of any classed eq.T 
ment & lo show cause why CP9 should not be revoked 

THOMPSON, H L Dep Exec Dir lor Nuc Malls Safety .Safeguards & Opera’e'* &-> 
port (Post 890205) 89/08/18 IRVING, S A All Chemical Isolope Enrichment, L-c. fo 
51029 331-51029 337 

-8908250095 Order lo show cause why CPs CPEP-1 4 CPEP-2 should not be 
8 requiring licensee to notify Commission at feast 30 days before faking poswH'r a 
any classified equipment 

THOMPSON, H L Dep Exec Dir for Nuc Malls Safety.Safegvards 8 CperaKViS 
port (Post 890205) 89/08/18 All Chemical Isotope Enrichment, Inc 6pp 51023 032 
51029 337 


DOCKET STN-50-605 GE AOVANCED BWR DESIGN 


A, Appllcallon/constructlon stage documents & correspondence 

8908090359 Forwards response to NRC 890516 request for addl info on SSAR fo td 
vanced BWR Chapters 7 & 8 re topical repts to support design & safaty sys log-cL 
control power supply, respectively 

MARRIOTT, PW General Electric Co 09/08/02 MILLER.CL Standard-ration & P*"- 
Power Reactor Project Directorate (Pre 890730) 22pp 50861 331-50861 352 

0908090011 Forwards corrected Page 19 1-1 to Chapter 19, "Response lo Severe A:* 
dent Policy Statement" of SSAR for advanced BWR, correcting cafouWc-d «'» 
damage frequency from 4 27E 6 per yr lo 4 27E-7 per yr Proprietory page vfiWi 
MITCHELL, RC General Electric Co 89/00/04 MILLER.CL Standardization 4 
Power Reactor Project Directorate (Pre 890730) 2pp. 50662 190-50862 191 


8908010229 Forwards proprietary Insp Repts 50-192/09 02 & 50 602/89 04 on 890531- 
0601.No violations or deviations noted Enel withheld (ret I0CFR2 790(d) 

MILHOAN.J L Region 4, Ofo of (he Director 89/07/13 WEHRING.B W. Texas, Umv 
of. Austin, TX 2pp 50753 162-50753 163. 

09OBO1O264 Forwards Insp Repts 50 192/89 03 & 50 602/8B-05 on 890705 06 No vio- 
lations or deviations noted 

MILHOAN.J L Region 4, Ofc ol the Director 89/07/18 WEHRING.B W. Texas, Unlv. 
Of. Austin, TX 2pp 50756 072 50756 078 

-8998010272 Insp Repts 50-192/89-03 8 50-602/89 05 on 690705 06 No violations or 
deviations noted Major areas inspected component 4 sys checkout & 
evaluation, preoperalional testing & schedule status 

MURPHY, M E . MCKERNON.T O., SEIDLE.W.C Region 4, Ole of Ihe Director, 89/07/ 
14 5pp 50756 074-50756 078 


DOCKET 50-603 ALCHEMIE FACILITY 1 - CPDF 


8908140010 Advises ol reassignments in project mgt duties duo to recenl retwganliici 
of Standardization & Life Extension Project Directorate. 

MILLER.CL Division ol Reactor Projects • III.IV.V 8 Special Projects IPost 8T0+1U 
89/08/07 CHENG.C Y , MARSH, L B Materials Engineering Branch (870411 -6S0 T /} 
BAGCHI.G Structural 8 Geosciences Branch (070411 890826) Epp EM i 5 -vS 
50915 339 


8908140099 Provides clarification & lurlher guidance re conlalnmonl design lo »ui 
that containment conditional failure probability less than t In 10 when weighted e* 
credible core damage sequences Goal of 0 1 possible 

MURLEY.TE Ollice ol Nuclear Reactor Regulation, Oireclor (Post 870411) 69 » 
07 WILKINS, DR General Electric Co 3pp 50918 133 50916.134 


8908280230 Forwards response to NRC 890516 request fox addl Info on SSAD for *3 
vanced BWR re Chapters 7 8 8 Panel internal environ main lamed to ensure LMt«*k 
ability goals achieved 

MITCHELL, R C General Electric Co 89/08/23 MILLER. C L Standardization 4 Non 
Power Reactor Project Directorate (Pre 090730) 18pp 51036 326 51035 343 


A Appllcallon/constructlon stage documents & correspondence 

8908230271 Forwards response to 890717 request lor info re tilings w/ US Bankruptcy 
Court & financial capabilities Ownership of unclassified equipment remains unchanged 
IRVING.S A All Chemical Isotope Enrichmenl. Inc 89/08/08 8ERNERO.R M Oftlce 
of Nuclear Material Safety & Safeguards, Director I76pp, 51000 063-51000,225 

8908250074 Informs that DOE will not extend sales agreement 8 will discontinue dis- 
cussions of sale ol centrifuge equipment 

HALI.JC, Energy, Dept, ol 89/08/11 CAREY, A A All Chemical Isotope Enrichment, 
Inc 3pp 51035 190-51035192 

890B250082 Discusses key issues affecting technology transfer ol classified gas centri- 
fuge equipment 8 technology from DOE to AlCHemIE Requests lhat DOE give AlCHe- 
mlE necessary time to consummate tew remaining matters In appropriate fashion 
IRVING.S A All Chemical Isotope Enrichment, Inc 89/06/11 LAGRONE.J Energy, 
Dept of tlpp 51029 342-51029 352 

8908250091 Forwards order.eftectlve immedialely.modifymg CPs CPEP-1 4 CPEP-2 to 
require notification ol Commission before taking possession ol any classified equip- 
ment & to show cause why CPs should not be revoked, 

THOMPSON, HL. Dep Exec Dir for Nuc Malls Safety .Safeguards & Operations Sup- 
port (Post 690205), 89/08/18 IRVING.S A AH Chemical Isotope Enrichment, Inc Ip 
51029 331-51029.337 

—8908250095 Order to show cause why CPs CPEP-1 & CPEP-2 should not be revoked 
& requiring licensee to nobly Commission at least 30 days before taking possession of 
any classified equipment 

THOMPSON, H L. Dep Exec Oir tor Nuc Matl3 Safety.Saleguards 8 Operations Sup- 
port (Post 890205). 89/08/18 All Chemical Isotope Enrichment, Inc 6pp, 51029'332- 
SI 029 337, 


DOCKET 50-604 ALCHEMIE FACILITY 2 - OLIVER SPRINGS 


A, Appllcatlon/conatructlon stage documents & correspondence 

8908230271 Forwards response to B90717 request tor Info ra filings w/ US Bankruptcy 
Court a financial capabilities .Ownership ol unclassified equipment remains unchanged 
IRVING.S A All Chemical Isotope Enrichment, Inc. 89/08/08. BERNERO.R M, Oftlce 
of Nuclear Material Safety 4 Safeguards.Direclor t76pp 51000063 51000,225, 

8908250074 Informs that DOE will not extend sales agreement 4 will discontinue dis- 
cussions of sale of centriluae equipment 

HALL.JC, Energy. Dept, of 89/06/11. CAREY, A A. All Chemical Isotope Enrichment, 
Ino. 3pp, 51035.190-51035.192 


K. Utltily Final Safety Analysis Report (FSAR) 4 amends 

8908030162 Forwards proprielary 4 nonproprlatary Amend 8 lo GE advanced BA- 
SS AR Chapter 19 amended to include Internal events. Submittal concludes fxvrai 
SSAR submitlals on certification program Proprietary Amend 8 withhold 
MARRIOTT.PW General Electric Co 89/07/28. Document Control Branch (Dor- 
mant Control Desk) 2pp 50783 348 50783 349 

-8908030188 Amend 8 to GE advanced BWR SSAR, 

* General Electric Co 89/07/28, 250pp 50783 350 50785 039. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0025 ROCKETDYNE DIV., CANOGA PARK, CA 

8906050269 Forwards application for renewal ol License SNM 21 Updated orgamir.D- 
charts 4 resumes ol key personnel, updated health 4 safely iept & revised mad 
trols rept 

LANCET, RT Rockwell International Corp 89/05/25 ROUSE.LC Fuel Cycle Saifoy 
Branch 4pp. 50850 001-50851,305 

-8908050274 Application for renewal of License SNM-21 .extending 10-yr oxpvsbm. 
date 

LANCET, R T. Rockwell International Corp 89/06/25 18pp 50850 004-5085002 1 

--8906050283 Revised "Health 4 Safely Sections for Renewal Application ol Speed 
Nuclear Matls License SNM-21 " 

* Rockwell International Corp ESG-82-33. 89/05/19 152pp 50850 022 508 SO-. 1 14; 

—8906050286 "Annual Review of Radiological Controls - 1986” 

TUTTLE, RJ Rockwell International Corp. N001TI000285. 88/07/05 56ff 

50850 175-50850,230, 

-8906050289 "Annual Review of Radiological Controls - 1987 ” 

TUTTLE, R.J. Rockwell International Corp. N001TI000287 08/07/28 57pp. 

50850 231-50850,287, 

-8906050291 "Annual Review of Radiological Controls • 1988” 

TUTTLE, R.J. Rockwell Internalional Corp N001TIO 00301. 69/05/12 Tlpp 

50850-288-50850.358, 

-8906050296 "Rockwell Inti 1988 Annual Rept,” 

BEALL, D R Rockwell International Corp, 88/12/31 62pp. 60851.001-50851:05*. 



DOCKETED ITEMS 201 


-8906050296 "Rockeldyne Div Environ Monitoring & Facility Effluent Annual Repl lor 

T UTILE, RJ Rockwell International Corp RI/RD8B-144 88/03/31 78pp 50851 056 
50851 129 

-B906059301 "Rocketdyne Div Environ Monitoring & Facility Effluent Annual Repl lor 
19BB " 

TUTTLE, Ft J Rockwell International Corp RI/RD89 139 89/05/31 83pp 50851 130- 
50851 212 


-890S0503I6 "Environ Assessment ol Operations at Rocketdyno Div ol Rockwell loll 
under SNM 21 " 

' Rockwell International Corp RI/RDQ9 180 89/05/19 58pp 50851 21 3-50851 -270 


8906050321 "Decontamination Plan lor Rockeldyne Facilities " 

‘ Rockwell Inlernational Corp 89/05/19 35pp 50851 271-50851305 


8907310097 Responds lo concern re renewal ol NRC license issued 1o Rockeldyne Div 
ol Rockwell I nil CorpNRC insps have identdied no releases ol radioactive matls lo 
environ in excess o! regulatory limits EPA heading interagency roview 
COOKGN Region 5, Ole ol the Direclor 89/07/25 BLOOM, A J Affiliation Not As- 
S'gned 2pp 50767 035 50767 042 

- B90731010B Protests renewal ol license for facility to possess enriched U & plutonium 
based on (ear o( groundwater contamination 

BLOOM, AJ Affiliation Not Assigned 89/07/16 Region 5, Ole of the Oirector 6pp 
50767037-50767 042 


69D816034B ROon 89051 D, discovered that survey lor package received on 890512 
containing 5 g Pu & 75 g U not performed within required timo Caused by roceivlng 
clerk failing to complete call to request radiation survey Survey performed on 890608. 
LANCET, R T. Rockwoll International Corp 09/07/26 PATE.R J Region 5, Ofc ol tho 
Director 2pp 50937 244 £0937 245 

8908160013 "Santa Susana Field Lab Site Repl, Ventura County, CA" 

‘ Environmental Protection Agency 09/07/31 71pp 50930 313-50931 024 

8908 160094 Discusses pross inquiry re status of heating requosls for licensee license 
renewal 

HORN.M Division ol Industrial & Medical Nuclear Salely (Post 070729) 09/08/03 
HIDINGER.GH, ROUSE, LC NRC • No Dolallod Affiliation Givon Ip 50927'174- 
50927 174 


8908150040 Responds lo 890706 Hr re concerns related lo burial ol toxic 
mall, reprocessing ol nuclear fuel rods 6 shutdown & cleanup of hot lab Currently au- 
thorized activities at hot coll subj to frequent NRC safety insps 
BERNERO.R M Office ol Nuclear Material Salety & Safeguards, Director 09/06/04. 
PLOTKIN.SC Southern California Federation ol Scientists 2pp 50927 169 
50927 171 


-8908150841 Discusses burial ol toxic mall In Santa Suzanna area & recommends 
shutdown & final cleanup of Rocketdyno hot lab facility rather than rellcensing 
PLOTKIN.SC Southern California Federation ol Scientists 89/07/06 NRC - No De- 
tailed Alliliation Given Ip 50927 171-50927 171 

8908290028 Requests lor hearing ol J Scott, E Lit & JE Raskins et at * Forwards re- 
quests lor hearing on 890525 application of Rockoldyno Div ol Rockwoll Inll Corp for 
renewal ol License SNM-21 lor action, per 10CFR2 772(|) & 2 1261, 

CHIIK.S J Office ol the Secretary ol lha Commission 0389 9071 09/08/17 
COTTER, B P. Alomlc Salely and Licensing Board Panel lOpp 51008 102-51000.111 

89011298035 Designalion ol presiding officer.* Judgo PB Bloch will bo presiding officer in 
proceeding w/GA Lmenberger lo assist in taking evidence & proparing suitable record 
lor review W/Cerlilicate ol Svc Served on 090822 flosarvod on B00925 
LAZO.R M Atomic Saloty and Licensing Board Panel 0389 0072 09/08/21 5pp 
51008114-51000 118 

8908290150 Memorandum & order (scheduling lotcon) ’ Advises that aulhor will bo pre- 
siding officer In proceeding w/GA Lmenberger lo assist in taking evidence & proparing 
recoid lor review Certificate ol Svc end Served on 890023 Reserved on 090829 
8LOCH.P B Atomic Salely and Licensing Board Panel 0389 9084 09/08/22, Assist 
ani General Counsel lor Hearings & Enforcement 7pp 51040 216-51049 222 


DOCKET 70 0027 BABCOCK 8< WILCOX CO„ LYNCHBURG, VA 


8908010131 Submits 1 1 th quarterly stales ropt re procurement or drum scanner 
sys Segmented gamma scanner calibr & qualified lor 55 gallon drums & operating pro- 
cedure written & approved 

OLSEN, A F Babcock & Wilcox Co 89/07/17 Region 2, Ofc of the Director Ip 
50745 221 50745 221 

8908010094 Notification of significant licensee meeting w/B&W on 890815 in 
Lynchburg, VA to roview status ol licensees performance improvement programs & 
discuss other perlmenl issues 

* Region 2, Ofc of the Director. 89/07/19 Region 2, Ofc of the Director Ip 
50753 206-50753 206 

B90BQ1O155 Responds to GH Bidinger 860626 & 0713 requests for authorization to pos 
sess & process irradiated luel in scrap recovery facility Addl info & replacement pages 
to 890424 application lor amend to License SNM 42 end 

OLSEN, A F Babcock & Wilcox Co 69/07/21 ROUSE, LC Fuel Cycle Salety Branch 
Itpp 50785 273 50785 302 

-8908040277 Revised application lor amend lo license SNM 42, consisting ol replace- 
ment Pages 1 1-1, 1.1-2, 1 1-3,1 1-4 & 1 1-5 
' Babcock & Wilcox Co 89/07/21 19pp 50785 284-50785 302 

8908010025 Ack receipt ol 890613 Hr Informing NRC ol steps taken to correct devi 
ations noted In Insp Repl 70 0027/89-12 

COLLINS.D M Region 2, Ole ol the Direclor 80/07/24 TETRAULT.R E Babcock & 
Wilcox Co ip 50753 237-50753 287 

8908020399 Advises Ol issuance ol amended Safeguards Amend SG-1, consisting of 
amended Temporary License Condition TC(PS)-2, oxlending expiration for incorpora 
lion ol addl temporary measures for scrap storage until 891231 . 

KASUN.DJ Domestic SG & Regional Oversight Branch (Post 861218) B9/07/25 
OLSEN.A F Babcock a Wilcox Co Ip. 50760 116 50760 1 16 

8908030250 Record of telcon w/B&W on 890731 advising that vendor will submit writ- 
ten corporate response to V Stello 890427 Hr re notification ol NRC ol employee po- 
tential safely issuos on 890731 

SOONG.S NRC - No Detailed Affiliation Given 80/ 07/3 f ?pp 50858 136-5085B 136 

8908090284 Advises that, based on review of labor & settlement agreements, no clauses 
Identiflod which restrict employees rights to rept salety issues to NRG, directly or indi- 
roctly, In response to NRC 890427 Hr 

ECKERT.JP Babcock & Wilcox Co 89/07/31. ROUSE, LC Fuel Cycle Safety 
Branch Ip 60B62 143 50862 143 

B90B110143 Forwards Chapter 15 ol license renewal application Enel withhold (ref 
10CFR9 5(a)(1)) 

OLSEN.A F Babcock & Wilcox Co 89/07/31 ROUSE, L C Fuel Cycle Saloty Branch 
2pp 50893155 50893,155 

8908180297 Informs that oloclrical hookup 8 preoporalional testing will be completed by 
890807 Installation of ductwork completed as planned 

OLSEN.A F. Babcock & Wilcox Co 89/07/31 Region 2, Ofc ol the Director Ip 
50967.219-50067.219 

8908110097 Responds to 090414 Hr requesting 4 h extension to receipt verification re- 

? uiromonis for SNM transferred to licensee via Form DOE/NRC-741, Number FZF- 
EW 58 Defay warranted to meet commitment contained in FNMCP, Paragraph 8 1 t 
KASUN.DJ Domestic SG & Regional Oversight Branch (Post 801218) 00/08/02 
OLSEN.A F Babcock & Wilcox Co Ip 50893 268 50803 268 

8908110007 Formalizes telcon granting permission lo oxlend completion date for audil 
of SSNM measurement sys to 800430 Audil completed on 0304 25, as confirmed 
during 80OBO3 telcon Noxl audit must bo completed within It months ol 890425 
KASUN.DJ Domestic SG & Regional Oversight Branch (Post 881218) 89/08/03 
OLSEN.A F Babcock & Wilcox Co Ip 50894 226 50894 226 

8908150097 Ack roceipi of 090731 Hr re application tor renewal of License SNM 42 
THARPC.VL Fuel Cycle Safety Branch 89/08/04 OLSEN.A F Babcock & Wilcox 
Co Ip 60025 289-50925 289 

8908160266 Notifies that licensee will begin using newly completed change room in 
Bays 13A & l4ANow areas will bo used only lor access & ogress W/ono oversize 
drawing ol sub) floor plan 

OLSEN.A F Babcock & Wilcox Co 09/08/04 ROUSE, L C Fuel Cycle Safely Branch 
5pp 50344 353-50944 357 


89390/0349 Application lor renewal of Liconse SNM-0042.ronawmg license for 10 
yrsChapler 15, which contains confidential restricted da la, wilt bo submitted under sap 
aiato cover Supporting documentation oncl 

OLSEN.A F Babcock & Wilcox Co 89/07/31 ROUSE, LC Fuel Cycle Safaty Branch 
298pp 50853 001-50054 009 

B908140065 Requesls exception from 10CFR70 51(e)(3)(i) requirement to perform phys 
ical inventory evory 2 calendar months Exlenslon ol 10 days lo scheduled due data of 
B9080S lor completion ol May/June 1009 physical Inventory requested Fee paid 
OLSEN.A F Babcock & Wilcox Co 80/06/13 KASUN.DJ Division ol Safeguards & 
Tran5p0ita1ion (Post 870413) 2pp 50914 080-50914 081 

8908170153 Forwards followup repl re 1 h nolillcalion to operations ctr on 890614 W/o 
end 

OLSEN, A F Babcock & Wilcox Co 09/06/29 Document Control Branch (Document 
Control Desk) 2 pp 50945 190 50945 109, 

*908020400 Requesls that authorizalion granting temporary condition to Safeguards 
Amond SG 1 permitting temporary compensatory measures In response to deviations 
from security plan be extended from 890701 to 900102 Fee paid 
OLSEN, A F Babcock & Wilcox Co 89/06/30 KASIJN.OJ Division ol Safeguards & 

Transportation (Pos! 870413) 2 pp 50760 112-50760 113 

8908110386 Application for amend lo License SNM-42.addmg addl option (or qunlilica 
tions (or nuclear criticality safely engineer, to enable LL Welzol to perform functions of 
nuclear criticality engineer until amend approved by NRC Fee paid 
OLSEN.A F Babcock & Wilcox Co 89/07/11, ROUSE, LC Fuel Cycle Salely Branch 
4pp 50092 258 50892 25B 


8908280033 Forwards Into re status ol sofety performance Improvement programs & 
meeting scheduled for 800815 Frequency ol annual radiation protection program audil 
changed to biennially 

TETRAULT.R E Babcock & Wilcox Co 89/00/08 EBNETER.SD Region 2, Ole of 
tho Director 5pp 51040 243-51040 247 

8908210076 Forwards Insp Ropt 70-0027/89 21 on 8907)7 21 No violations or devi- 
ations noted 

COLLINS.D M Region 2, Ole ol tho Direclor 09/08/09 TETRAULT.R E Babcock & 
Wilcox Co 2pp 50970 216 50970 227 

-8008210079 Insp Repl 7Q 0027/B9 2I on 800717-21 No vlolalions or devialions 
nolad Major areas inspected fire protection, coordination w/o!(sito support 
agencies, equipment malnt & observation & evaluation ol annual emergency exorcise 
GOODEN.A, RANKIN, W Region 2. Ole of the Director 89/08/08 lOpp 50970 218 
50070 327 

8908170646 Forwards revised page to correct error in 090705 application lor amend to 
License SNM 42 re health physicisl.manager. radiation control .radiation conlrol 
supervisor, licensing olhcer & managcr.health & salety 

OLSEN.A F Babcock & Wilcox Co 89/08/10 ROUSE.L C Fuel Cycle Saloty Branch 
Bpp 50965 105-50965 112 

8908280020 Informs of conditions discovered m U recovery process ventilation sys on 
800005 & response to conditions New duct mall is translucent Instead of opaque, lo 
provide direct observation 

TETRAULT.R E Babcock & Wilcox Co 89/08/10 EBNETER.SD Region 2, Ofc of 
the Director 3pp. 51040 274 51040 276 
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89082402411 Submils estimated annual average concentration of Sr 90 for recovery van 
Illation sys under slated conditions discussed in 89031 1 telcon between JT Bruner & 
ML Horn Assumptions used slated 

OLSEN, A F Babcock & Wilcox Co 39/08/11 ROUSE.LC Fuel Cycle Safety Branch 
3pp 51017 108-51 01 7 110 

0908250105 Ack receipt of 890621 Hr intorming NRC ol steps taken lo correct violations 
noted in insp Rept 70 0027/89 11 Response & end add! clarifications noted in 
890803 telcon between EJ McAlprne A T Lee meet 10CFR2 201 requirements 
STOHR.JP Region 2, Ofc of the Director 89/08/13 TETRAULT.R E Babcock & 
Wilcox Co 2pp 51029 111-51029 112 

8908220128 Responds lo NRC 890717 Itr re violations noted in fnsp Rept 70 0027/89 
17 Corrective actions measurements ol containers terminated & containers will not be 
measured using power curve from calibr L 

TETRAULT.R E Babcock a Wilcox' Co 89/08/15 Document Control 8ranch JDocu 
menl Control Desk) 5pp 509 77 1 27-50977 1 31 

8908230-152 Forwards Insp Rep! 70 0027/89 20 on 890626 30 No violations noted 
CLINE. WE Region 2, Ofc of the Director 89/08/15 TETRAULT.R E Babcock a 
Wilcox Co 2 pp 51005 107-51005 109 

— 8S082304S3 Insp Rept 70 0027/89 20 on 890626 30 No violations noted Major areas 
inspected mgt effecliveness.lighting. security organization .physical barriers - protected 
areas.assessmenl aids & access control - person net .pack ages & vehicles 
STANSBEHRV.W V , MCGUIRE, D.R Region 2. Ofc of Ihe Director 09/08/14 Ip 
51005 109 51005'109 

8908240272 Record of telcon w/J Elliot on 680816 re Slello Itr concerning notification 
of NRG ol employees potential safety issues 

LOYSEN.P NRC - No Detailed Affiliation Given 89/08/16 2pp 51028 240- 
SI 028 241 


DOCKET 70-0036 COMBUSTION ENGINEERING, INC.. WINDSOR, CT 

8907270273 Photograph presentalion entitled, "New Facilities at Hematite Plant 1989’' 
GROSSMAN.LN Combustion Engineering, Inc 89/05/24 16pp 50705 til- 
50705 126 

8907270288 Forwards application for amend to License SNM 33, revising organization & 
adding function of plant safety committee New position of supervisor of heailh phys- 
ics established & general staff increases made fhroughout plant Fee paid 
SCHERER, A E Combustion Engineering, Inc 89/07/07 ROUSE.LC Fue! Cycle 
Safety Branch 2pp 50703 133-50703 175 

-8907270288 Application for amend to License SNM 33,upda!ir.g organization chart 8 
personnel assignments 

* Co mbusiion Engineering, Inc 89/07/07 41pp 50703 135 50703175 

8907270154 Forwards "Hematite Revitalization Program, Util /Support Bldg Const 
Zone, Soil Sampling Results," re removal of contaminated mail in decontamination 
process from Core Samples C4 8 C5 locations 

ESKRIDGE, HE Combustion Engineering, Inc 89/07/18 MCCAUGHEY.DA Fuel 
Cycle Safety Branch Ip 50704 295 50704 303 

-8907270158 "Hematite Revitalization Program. Util/ Support Bldg Const Zone Soil Sam- 
pling Results" 

* Combustion Engineering, Inc 89/07/31 6pp 50704 296 50704 303 

8908110046 Requests for bearing of Slate ol MO Senator JW Nixon, M Dodson.K Sisk 
& Coalition for Environ 1 Forwards requests (or ad|udicatory hearmg.for appropriate 
action, per 10CFR2 772(j) 

CHILK.S J Olfice ol the Secretary of the Commission #389 8983 89/07/20 
COTTER, B P Atomic Safety and Licensing Board Panel Ip 50834 041-50634 085 

-89081 10057 Requests public hearing re expansion as cited in 890524 FR notice 
NIXON, J Missouri. State ol 89/06/19 Ofc of the Executive Director for Operations 
Ip 50834 042-50834 042, 

-8908110086 Reiterates B9Q619 request for public hearing re C E request to modify Li- 
cense SNM-33 Listed questions need to be answered to make reasonable judgment 
re application 

NlXON,J W Missouri, State of 89/06/21 Ofc of the Executive Director for Oper- 
ations 2pp 50834O43 5O834O44 

—89081 10078 Forwards correspondence received re proposed expansion of C E nuclear 
fueF plant in Hemelite.MO.per 890619 & 21 requests for public hearing Add I pertinent 
into requested 

NIXON.J W Missouri, State ol 89/07/07 Office of the Secretary of the Commission 
14 pp 50834 045 50834 05B 

—8908110091 Requests for hearing re CE application for amend fo License SNM 
33 .seeking authority to install & operate two new enriched U fuel pellet production 
lines & to perform startup testing of pellet lines usrng depleted U 
DODSON, M , SISK.K Affiliation Not Assigned SANDLER.A Coalition for Ihe Environ- 
ment, SI Louis Region 89/06/22 Ofc of the Executive Director for Operations 5pp 
50834 059 E0834 063 

-8908110105 Urges thal Stale of MO Senator JN Nixon 890619 request for hearing on 
C E proposed amend to License SNM-33 be refected Request fails to Comply w /nun 
requirements for hearing request under 1QCFR2. Subpart L 

NEWMAN Combustion Engineering, fnc NEWMAN Newman 8 Hollzinger 89/06/30 
Office of Ihe Secretary of Ihe Commission 2pp 50834 064-50834 071 

—8908110115 Applicant answer to Senator Nixon memorandum * Request for hearing 
on proposed amend lo License SNM 33 should be rejecled.per 10CFR2 1261 I 
2 ?72|i).as having failed to meet meet min requirements lor hearing 
BAUSER.MA Comb usiion Engineering, Inc BAUSEfl.MA Newman 8 Holtzmger 89/ 
06/30. Commissioners 6pp 50834 066-50834 071 

-8908110126 Urges that M Dodson.K Sisk 8 Coalition lor Environ 890622 request for 
hearing re proposed amend lo License SNM 33 be rejected Request fails lo meet mm 
requirements for hearing request under 10CFR2 1261 & 2 7720) 

BAUSER.MA Combustion Engineering, tnc BAUSEfl.MA Newman 8 HoHzmger 89/ 
07/07 Office of Ihe Secretary ol the Commission 2 pp 50834 072-50834 081 


-8908110140 Applicant answer to 090622 Itr re hematite fuel fabrication facAty ^ UyH 
(hat M Dodson.K Sisk & Coalition for Environ 890622 joint submittal be rejected is 
having failed to satisfy min requirements for hearing under 10CFR2 1261 
8AUSER.M A Combustion Engineering, Inc SAUSER.M A Newman A Hailzingef lb 
07/07 Commissioners 8pp 50834 074 50834 081 

-8907210064 Advises that Informational public meeting could be effecltvaway ot «•'' 
mumcatina info re pending amend to License SNM-33 8 licensed facility, per 6906M4 
0707 lira for hearing 

SCHERER.AE Combuslion Engineering, Inc 89/07/12 STELLO.V Ofc of the E*te> 
five Director for Operations 4pp 50834 082-50834 085 

8907280325 Requests listed actions be taken re C E application lor amend !o Lkcws* 
SNM 33 Actions include NRC Insp of plant & hearing to answer citizens qvedKtfA n 
safely aspects 

FAULKENBERRY.E . HEISLER.C T , CASEY.R Jefferson County, MO 69/07/2/ 
NRC - No Detailed Affiliation Given 2pp 50720 071-50720 072 

8908070028 Designation of presiding officer." Establishes Board for proceeding ai C 
Bechhoefer. chairman & JR Kline, special assistant W/Cerlibcate of Svc Served « 
890726 

COTTER, B P Atomic Safety and Licensing Board Panel #389 0948 89/07/24 3pp 
50745 153-50745 155 

8908090234 Forwards Amend 13 to License SNM-33,authonzmg startup & testing ci 
pallet production lines w/deplated U & storage of licensed mall in Bldg 256-2 SER 
also end 

ROUSE.LC Fuel Cycle Safely Branch. 89/07/28 RODE, J A Combustion Engineer 
mg, Inc 2pp 50889 249 5 0B 89 257 

-8908090244 Amend 13 to License SNM 33 for C E.authonzlng uso of 8,000 kg con- 
tained U-235.350 g U w/any U-235 enrichment.50,000 kg U & thorium & 40 rr-Ci Co- 
60 sealed sources for uses Indicaled 

ROUSE, L C Division of Industrial 8 Medical Nuclear Safely (Posl 870729) 89/07/2* 
5pp 50889 251-50889-255 

-8908090251 SEFt accepting 890322 application for amend lo License SNM 33 te start- 
up 8 test of new pellet production lines 8 use of addl warehouse space 
MCCAUGHEY.DA Fuel Cycle Safety Branch 89/07/28. 2pp 50869 256 60889 257 

8908150102 Forwards Amend 13 to License SNM-33,authorizpng siartup A testing p-hass 
Ol new pellet production lines W/o end 

ROUSE.LC Fuel Cycle Safety Branch 89/08/08 BECHHOEFER, LG Atom* SaVy 
and Licensing Board Panel Ip 50927 173 50927 173 

8906160275 Forwards Mat! Control 8 Accounting Safeguards Insp Rept 700035/63- 
201 on 890710-14 No vlofations.deviations or declining performance Identified 
KASUN.D J Domestic SG & Regional Oversight Branch IPost 881218) 89/08/09 
MCGILL, P L Combustion Engineering, Inc 2pp 50944 325-50944 327 

-8908160277 Partially withheld Mall Conirol 8 Accounting Safeguards Insp Rept 70- 
0036/89 201 on 890710-14 (rof 10CFR2 790)) No violation s.doviahons or tfeciriru 
performance noted Major areas Inspected measurement sys 8 physical inventory J5 
mgt 

NELSON, GB Region 5, Ofc ol the Director KASUN.D J Olfice ol Nuclear Material 
Safely 8 Safeguards.Oirector 89/08/09 Ip 50944 327-50944-327 

8908170212 Addition of name of A Sandler, Presidenl of Coalition tor Environ to pro- 
ceeding svc fist ' W/Cerlificate of Svc Served on 8908)1 

JULIAN.E L Docketing 8 Services Branch #309 9029 09/08/ 1 1 Atomic Safety ad 
Licensing Board Panel 5pp 50899 144-50899 148 

8908170179 Requests that end LC Rouse 890808 memo forwarding Amend 13 to 1> 
cense SNM 33,aulhorizing facility startup 8 testing ol pellet production lines, bo placed 
in dockot of proceeding 8 served to parties W/Certificate of Svc Served on 890815 
BECCHOEFER.C Atomic Safety and Licensing Board Panel #389 9042 69/03/15 
JULIAN.E Docketing 8 Services Branch 12pp 50899 169 50899 180 

8908220438 Forwards Safeguards Insp Rept 70 0036/89 202 on 890724-28 Nj 
violations.deviatlons or declining performance noted 

KASUN.D J Domestic SG & Regional Oversight Branch (Post 001215) 89/08/15 
MCGILL.PL Combustion Engineering, Inc 2pp 51015 305-51015 307 

-B908220440 Partially withheld Safeguards Insp Rept 70 0036/89 202 on 890724 £8 
(ref 10CFR2 790) No vrolallons.deviahons or declining performance noted Major areai 
inspected internal controls.mgt meetings 8 entrance 8 exit Interviews 
GUNDERSEN.G E, KASUN.D J Office of Nuclear Material Safety i 

Safeguards.Oirector 69/08/15, Ip 51015 307-51015 307 

89Q8240030 Memorandum A order (requesls lor hearing) ’ Grants M Dodson request 
for hearing 8 petition lor intervention 8 defers Senator JW Mixon & Coalition lor Envi 
ron petition Applicant may respond hy 8909 IB W/Certificate of Svc Served on 3908t-9 
BECCHOEFER.C Atomic Safely and Licensing Board Panel #389 9056 89/08/T8 
Affiliation Not Assigned 20pp 50963 273-50963 292 

8908300012 Provides staff 890803 Itr to administrative judges appointed to 
proceeding, per 890821 request W/o slated end 

WOODHEAD.CP Assistant General Counsel for Hearings 8 Enforcement #3-33 
9086 89/08/23 KOHL.CN Atomic Safely and Licensing Appeal Panel Ip 
51021 297-51021 297 


DOCKET 70-0135 BABCOCK & WILCOX CO„ APOLLO, PA 

8907310187 Forwards results of 890609 high enriched U plant inventory balance for 
880610 890609 W/o end, 

CULBERSON, D G Babcock & Wilcox Co 89/06/21 KASUN.D J Domestic SG 4 Re- 
gional Oversight Branch (Post 881218), Ip 50723 109 50723.109 

8908090284 Advises lhal, based on review ol labor 8 settlement agreemenls.no clauses 
identified which restrict employees rights lo rept safety issues to NRC.directly Or irwS 
redly, in response to NRG 890427 Itr 

ECKERT.JP Babcock 8 Wilcox Co 89/07/31 ROUSE.LC Fuel Cyde Sate-y 
Branch- Ip 50862 143-50862 143 
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8908240272 Record of telcon w/J Elliol on 890016 ro Slello llr concerning nolilication 
nl NRC of employees potenhal salety issues 

LOYSEN.P NRC - No Delailed Affiliation Given 89/08/16 2pp 51020 240 
51028 241 

8908310123 Informs (Oat amounts owed under promisory note lor fiscal yr ending 
890331 paid.reslrictive convenants no longer apply & associate certificates hove been 

ECKERT JP Babcock 8 Wilcox Co 09/08/23 ROUSE l C Fuel Cycle Safety 
Branch Ip 51091 336 51091 336 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC , ERWIN, TN 


8908250283 Advises lhal branch will take no action re 090911 application concerning 
License SNM 124 

KASUN.DJ Domestic SG 8 Regional Oversight Branch (Post 681218) 89/08/22 
ROUSE ,LC Fuel Cycle Salety Branch ip 51029 338 51029 336 


DOCKET 70 0157 TEXAS. UNIV OF. AUSTIN, TX 


0908170585 Forwards rept survey of area lor release to un restricted use, per License 
SNM-180,ltem 17 

BAUER.T L , WEHRING.BW Texas, Umv of, Austin, TX 89/07/26 Office ol Nuclear 
Material Safely & Safeguards, Director 8pp 51063 345 51063 352 


8908180170 Application for amend to License SNM 124, changing oncl Paris I 8 II ol 
license conditions Submittal supersedes 040123 & 070820 applicalions 
KNIGHT BE Nuclear Fuel Services, Inc 89/08/11 Division ol Industrial & Medical 
Nuclear Safety (Post 870729) 500pp 50951 076 50952 251 

8904140084 Requests that Rev 2 lo FNMCP bo withheld from public 
disclosure Attachment summarizes licensee understanding of implementation 
criteria Allachmenl withheld (rel 10CFR9 5 8 2 790) 

HENSLEY KD Nuclear Fuel Services, Inc 89/06/07 KASUN.DJ Domestic SG 8 
Regional Oversight Branch (Post 881218) 2pp 50910 324 50910 325 

8903180074 FOIA request lor all corrospondenco ro acquisition in 1907 of nuclear fuel 

R eduction plant in Erwm.TX by Nuclear Fuel Svcs.Ltd 
INKELMAN.M Atlantic Business Chronicle 09/07/03 GRIMSLEY.D Division ol 
Freedom of Information 8 Publications Sorvices (Post 090205) 2pp 50924 229- 
50924 230 

890S1400B7 Forwards application lor amond lo Liconso SNM-124 Too paid Applicalion 
withheld {ref I0CFR2 790(d)) 

HENSLEY.KD Nuclear Fuel Services, Inc 09/07/10 KASUN.DJ Domeslic SG & 
Regional Oversight Branch (Post 881210) 2 pp 50910 326 50910 327 

69D731O3O0 Informs lhal no restrictive clauses Idontlliod In agroomenl w/emptoyoos ra 
reccrtinq o! potential safely concerns to NRC Nolico to employees oncl 
JOHNSON, CH Nuclear Fuel Services, Inc 09/07/14 STELLO.V Ole ol the Execu- 
te Director for Operalions 2pp 50724 154 50724 155 

8908010120 Forwards "CYOB Annual Groundwater Monitoring Ropl " Records show 
th3l rept originally mailed on 890424 _ _ , _ , _ . , 

LONG.J A Nucloar Fuel Servicos, Inc 09/07/10 ROUSE.LC Fuel Cycle Saloty 
Branch Ip 50767 063 50767 140 

-89080(0126 Forwards "CY08 Annual Groundwater Monitoring Ropl," Mar 1989 Reme- 
dial action scheduled for submission lo NRC on 890715 

LONG J A Nuclear Fuel Servicos, Inc 09/04/24 ROUSE.LC Fuol Cyclo Saloty 
Branch 3pp 50767 064-50767 066 

-6908010130 "CYOa Annual Groundwater Monitoring Ropl." Mar 1909 
* Nuclear Fuel Services, Inc 89/03/31 75pp 50767 067 50767 140 


6907280041 Forward3,for Into, NRC tnlo Nolico 09 050, "Inadequate Emorgoncy Diosol 
Generator Fuol Supply " 

BIDINGER, GH Fuel Cyclo Saloty Branch 09/07/19 KNIGHT, G Nuclear Fuol Sorv 
ices, Inc ip 50609 160 50609 171 


8908010162 Advises that application lor amond re decommissioning ol NFS inactive 
ponds delayed beyond scheduled 090715 submittal, por 890714 telcon Roquirod path 
way analysis more difficult 4 lime consuming than originally anticipated 
LONG.J A Nuclear Fuel Servicos, Inc 09/07/10 nOUSE.LC Fuol Cyclo Salely 
Branch 3pp 50754 001-50754 003 


6986110372 Forwards Insp Rept 70 0143/09 14 on 000605 09 No violations or dovr 

CUNEWE ftogion 2, Ole of llio Diroctor 09/07/24 LONG.J A Nucloar Fuol Serv- 
ices. Inc 2pp 59892 269 50B92.261 


-8908110373 Parlifllly withhold Insp Ropl 70 0143/09-14 on 090605 09 (rol 
10CFR9 6) No violations or dovialions noted Ma)or areas inspected mgt 

elleclivoness.socurily orgamzalion,rocord9 & repls S mall access area boundaries 
MASNYK.O. MCGUIRE.D R Region 2. Ole ol the Dimeter 00/07/21 Ip 50802 266- 
50892 261 


*908030267 Ack receipt ol 890606 llr providing NFS financial slatomonts lor 1907 4 
1988 Statements satisfy Condilion 89 which was incorporated Into license as result ol 
1987 purchaso of NFS. Inc by NFS Svcs.Ltd 

ROUSE.LC Fuel Cycle Safely Branch 09/07/27 FERGUSON, D B Nucloar Fuol 
Services, Inc Ip, 5076G301 50706 301 

8908180061 Forwards Insp Rept 70 0143/09-15 on 090717-21 No violations or dovi 
abons noted _ , , . _ , _ 

CLINE.WE Region 2, Ole of Ihe Director 09/00/09 LONG.J A Nucloar Fuol Sorv 
ices, Inc 2pp 50975 001-50975 003 


8908230174 Requesls Region tv perform confirmatory survey & provide recommenda- 
tion re riconsee 890725 requosl/application to remove Engineering Science Bldg 
Room 32N Irom licenso YV/o slated end 

BIDINGER, G H FubI Cyclo Salely Branch 89/08/18 CAIN.C L Region 4. Ofc ol the 
Director Ip 51002 205 51002 205 


DOCKET 70 0364 BABCOCK & WILCOX CO„ PARKS TOWNSHIP. PA 


6908090284 Advises that, based on review ol labor 4 settlement agreements, no clauses 
identified which restrict employees rights to rept safely issues lo NRC.directly or indi- 
rectly, in response to NRC 890427 llr 

ECKERT.jp Babcock & Wilcox Co 09/07/31 ROUSE.LC Fuel Cycle Salety 
Branch ip 50062 143-50862 143 

0908180071 PNOI 89 069 on 890809, 8-inch ensile lire water supply line broke All po- 
tonlial fire producing aclivikos al silo slopped 8 immediate action taken to repair 
breakage Firo insurance) underwriter immediately nolilied 

ROTH.J , KOTTAN.J Region 1. Ole ol the Director 09/09/09 Ip 50970 139- 
50970 139 

8908240272 Record ol telcon w/J Elite! on 000816 re Slello llr concerning notification 
of NRC o! employees potential safety issues 

LOYSEN.P NRC - No Delailed Affiliation Given 99/08/16 2pp 5102G24Q- 
5102G24I 


DOCKET 70 0371 UNC, INC., UNCASVILLE, CT 

0000140076 Roquosts 2 wk extension on deadline lor submission ol changes lo security 
plans Proposed now submission deadlino is 090626 

GIGLIOTTI.RJ UNC Resources, Inc 09/06/01 BURNETT, R F Division ol Safe- 
guards & Transporlalien (Post 8704 1 3) 2pp 50914 OB9 50914 090 

0907310304 RospondB to violations noted m Insp Rept 70-0371/89 201 Corrective ac 
lions withheld (ref 10CFR2 790(d)) 

ANDREWS, R B UNC Resources. Inc 09/06/30 Document Control Branch (Docu 
monl Conlrol Dosk) Ip 50721 276 50721 276 

8907280186 Ack receipt ol 000621 Itr providing Info re vendor organizational 
changos Changes filed in Pari II of licenso applicalion 

SOONG.S Fuel Cyclo Salely Branch 89/07/19 GREGG, R United Nuclear Corp 
(subs of UNC Resources, Inc ) ip 50GQ9 1 63 50669 1 63 

8900140335 Ack receipt ol 890630 response Informing NRC of steps laken lo correcl 
violations noted in tn9p Repl 70 0371/09 201 

KASUN.DJ Domeslic SG & Regional Oversight Branch (Post 881218) 89/08/08 
ANDREWS, RB United Nucloar Corp (subs of UNC Resources, Inc ) ip 50914 072- 
50914 072 


DOCKET 70-0398 COMMERCE, DEPT. OF, WASHINGTON, DC 

8908150082 Forwards Insp Rept 70 0398/00 01 on 890710-13 No violahons noted NRC 
concerned lhal licensee did nof appear lo have portable survey instrument tracking 
sys which could be used to maintain conlrol of use & calibr of instruments 
BELLAMYS R Region 1, Ole of Iho Director 69/08/03 PEVEY.L E National Institute 
ol Slaodords & Technology (formerly National Bureau ol Slanda 2pp 50917 349- 
50917 358 

--890B 150084 Insp Ropl 70 0398/89 01 on 890710 13 No violations or deviations 
noted Major areas mspactod llcensod program Including review ol operalions, nuclear 
cfitlcalrly saloty, safely commilleas & foci lily changes & mods 
ROTH.J,, BORES.R J Region 1, Ole o! the Direclor 09/08/01 8pp 50917 351- 
50917 350 


DOCKET 70-0687 CINTICHEM, INC,, TUXEDO, NY 


-8908180063 Partially withheld Insp Repl 70 0143/09 15 on 090717 21 (rol 
10CFR2 790) No violations or deviations noted Ma|or areas Inspected measurement 
sys, independent insp ollorl & loilowup on previously Idontlfiod items 
CLAY, EL Region 2, Ole otlha Dlroclor 89/08/00 Ip 50975 003 50976 003 

8908168086 Partial responso to FOIA request Apps A & B records end & available in 
FDR 

GRIMSLEY.D H Division of Freedom ol Information & Publications Services (Post 
830205) 89/06/10 HINKELMAN.M Affiliation Not Asslgnod 3pp 50944 235 
50944 235 

-8705070285 Forwards stall assessment of proposed purchaso of NFS by NFS 
Svcs.LId 

CUNNINGHAM.R E Olfico ol Nucloar Material Salely & Safeguards.Direclor 07/05/ 
05 THOMPSON, HL NRC - No Detailed Affiliation Given llpp 50924 243 
50924 253 


8908240276 Record ol telcon w/Cinlichem.Inc on 090015 re Stello B90427 llr concern- 
ing employees potential safely Issues 

LOYSEN.P NRC ■ No Detailed Allillallon Given 69/08/15 2pp 51028 184- 
51026 105 


DOCKET 70-0734 GENERAL ATOMICS, SAN DIEGO, CA 


8906090215 Requests release of selected labs 8/or mezzanines & associated ofes lo 
unrestricted use "Decontamination ol Selected Gonorat Atomic Science Labs lor Re- 
lease lo Unrestricted Use (Group 3)" end 

ASMUSSEN.K E General Atomic s (formerly GA Technologies. Inc /General Alomtc 
Co) 80/12/21 THOMAS.RD Region 5. Ole of the Diroctor. 2pp 5t015'166- 
51015 207 


9908240268 Record ol telcon w/CR Johnson on 890818 ro followup of Stello 800427 llr 
concerning employees potential safety Issues 

BIDINGER.G H. NRC - No Delailed Affiliation Given 89/08/10 2pp 51028 236 


51026 239 


-890B09021B "Decontamination of Selected General Atomics Science Labs lor Release 
to Unrastrlcllve Use (Group 3) " 

* General Atomics (formerly GA Technologies, Inc /General Atomic Co) 68/12/21 
40pp. 51016 166 51015 207 
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89QB09D331 Forwards Decontamination ot Hot Suite Area ol TRIGA Fuel Fabrication 
Facility Formerly Located in Bldg 9 lor Release to Unrestricted Use.Slage 1 ' 
ASMUSSEN.K E General Atomics (formerly GA Technologies, Inc /General Atomic 
Co) 89/01/30 THOMAS, R D Region 5, Ole ol Ihe Director 2pp 50B8I 0B7 
508BI 132 

-B90809033B Deconlammalion ol Hoi Suite Area cl TRIGA Fuel Fabrication Facility 
Located in Bldg 9 for Release lo Unrestricted Use, Stage 1 

’ General Atomics (formerly GA Technologies Inc /General Atomic Co) 69/01/27 
44pp 50881 009 50881 132 

89DB250025 Requests copy ol contract relerrad to under Hem 3 ol 890725 Hr & agree- 
ment w/util on matter 

KASUN.D J Domestic SG 4 Regional Oversight Branch (Post 881218) 89/08/17 
ASMUSSEN.K £ General Atomics (formerly GA Technologies, Inc /General Atomic 
Co) ip 51029 315 51029 315 

8009220229 Forwards linal ORAU 89/F-9B, ‘ Confirmatory Survey ol Facilities in 8ldgs 2 
& 9 GA Co, San Diego CA ' Areas surveyed appear to meet crileria of Annex C dta Jut 
1982 Enel rept being identified as NRG Insp Repl 70 0734/89 02 
YUHAS.GP Region 5, Otc ol Ihe Direclor 89/08/18 RAOEMACHER.R N General 
Atomics (formerly GA Technologies. Inc /General Alomic Co) 2pp 50984 017- 
50984 JOB 

— 890822023 1 Final 'Conlirmalory Survey ol Facililies in Bldgs 2 4 9 GA Co.San 
Diego, CA " 

COTTEN.PR Oak Ridge Associated Umvs FIN A 9076 ORAU 89/F 98 69/07/31 
Region 5, Otc ol the Director BBpp 50984 019 50984 106 


DOCKET 70 0754 GENERAL ELECTRIC CO„ PLEASANTON, CA 

8908070346 Informs that no agreements exist settling nuclear whistleblower charges 
filed w/Dept o( Labor No provisions discovered that restrict employees (ram providing 
mlo re safety issues to NRC 

WOLFE, B General Electric Co 89/07/27 STELLO, V Otc ol the Executive Director 
lor Operations Ip 50884 001 50884 001 

8906250254 Informs ol correclion on Page 29 of ' Effluent Monitoring 4 Environ Surveil 
lance Programs Annual Summary • 1 988 Vallocilos Nuclear Clr ” 

CUNNINGHAM.G E General Electric Co 89/08/16 NRC No Detailed Affiliation 
Gwen 2pp 51040 311-51040 311 


DOCKET 70-0820 UNC RECOVERY SYSTEMS. WOOD RIVER JUNCTION, Rl 

890B040291 Forwards ORAL) 89/G 25, “Confirmatory Radiological Survey of United Nu- 
clear Corp Site Wood River Junction, Rl, Vol f-Restncled Zone," final rept Repl de 
scribes restricted 2one 

BERGER, JO Oak Ridge Associated Umvs 89/07/26 HORN.M Office ol Nuclear 
Material Safely 4 Saleguards.Direclor 2pp 50803 324 50804 144 

-8908040297 "Conlirmalory Radiological Survey ol United Nuclear Corp Site Wood 
River Junction.RI.Vol I - Reslrictod Zona," final repl 

LANDIS, M R , BERGER, J D Oak Ridge Associated Umvs FIN A-9076 ORAU 89/G- 
25 89/07/31 Division of Industrial 4 Medical Nuclear Safety (Post 870729) I77pp 
50803 326-50804 144 


DOCKET 70-0824 BABCOCK 4 WILCOX CO , LYNCHBURG, VA 


8908010146 Forwards informational charts, including Table A-5, "Gamma Dose Rate 42 
Inches From Fission Source Thru 0 Inches of Shield," per B90425 telcon request 
BOYD.CC Babcock 4 Wilcox Co, 89/04/25 SOONG.S Fuel Cycle Safety Branch 
7pp 50756030 50756036 

8908010247 Forwards proposed Tech Spec pages ol organizational revs to replace 
pages submitted w/89051 9 application for amend to License SNM-788 
BOYO.CC Babcock & Wilcox Co 89/07/17 ROUSE, LC Fuel Cycle Safety Branch 
Bpp 50767 162 50767169 

8907310089 Withdraws request (or exemption from criticality monitoring requirements of 
10CFR70 24 Recent NDT of cell windows does not support earlier Into that substantial 
amount ol oil present In windows, 

BOYD.CC Babcock 4 Wilcox Co 89/07/20 ROUSE.LC Division ol Industrial 4 
Medical Nuclear Safely (Post 870729) 2pp 50723 107-50723 108 

8908080280 Record of telcon w/B4W on 890731 advising that vendor will submit writ- 
ten corporate response to V Stello B90427 Hr re notification of NRC ol employee po 
lentral safely issues on 890731 

SOONG.S NRC • No Detailed Aflilialion Given 89/07/31 2pp 50858 136 50858 136 

8908090284 Advises that.based on review ol labor & settlement agreements.no clauses 
identified which restrict employees rights to repl safety issues to NRC.direclly or indi- 
rectly, in response to NRC 890427 Hr 

ECKERT.JP Babcock 4 Wilcox Co 89/07/31 ROUSE.LC Fuel Cycle Safety 
Branch Ip 50862 143 50862 143 

8908150256 Ack receipt ol 890606 Hr informing NRC of sleps laken to correct violations 
noted in Insp Repl 70-0824/89-02 

COLUNS.DM Region 2, Ole of Ihe Director 89/08/04 TRENT, L K Babcock 4 
Wilcox Co Ip 50917 055 50917055 

8908140362 Forwards Amend 9 lo License SNM-77B, revising Condition 9 lo include 
dales ol 890519 4 0717 for organizational changes SER also end. 

ROUSE.LC Fuel Cycle Safely Branch 89/06/08 BOYD.C.C Babcock 4 Wilcox Co 
Ip 50816 152-50916 158 

--8908140368 Amend 9 to License SNM-778 (or B4W, revising Condition 9 to include 
dales of 890519 4 0717 re organizational changes 

ROUSE.LC Division ol Industrial 4 Medical Nuclear Safety (Post 870729), 89/08/08 
3pp 60916 153-50916 155 


-8908140376 SER supporting vendor 890519 4 0717 applications for amend lo License 
§l}y.:I 0 .i re,lec,ln 9 changes in health 4 safely orgamzalton 
SOONG S, BIDINGER, G H Fuel Cycle Safety Branch 89/08/08 2pp 50916 158 
509 id 157 


--8908 140397 Advises that neither EIS nor environ assessment warranted ro 89QS19 4 
0717 applicalions for amend to License SNM 778, reflecting organizational chir.j-pi 
ROUSE.L C Fuel Cycle Safety Branch 89/08/06 Fuel Cycle Safely Brandi ip 
50916 158-50916 158 

8908240272 Hecord ol telcon w/J Elliot on 890616 re Stello Hr concerning notkaian 
of NRC ol employees potential safety issues 

LOYSEN.P NRC No Detailed Affiliation Given 89/08/16 2pp 51023240- 
51028 241 


DOCKET 70-0882 COLUMBIA UNIV . NEW YORK, NY 

8908280314 Ack receipt ol 890712 Hr informing NRC of steps laken lo coned nob'tfi 
nofed in Insp Rept 70 0082/89 01 

KINNEMAN.JD Region 1, Ofc ol the Director 89/08/16 HATAMI.A Columbia Una 
New York, NY 2pp 51041 300-51041 304 

-8908280317 Responds to violation noted in Insp Rept 70 0882/89 0) Correct*.* 
actions annual refresher training provided 4 remaining mall in box (typically g'ass) cur 
rently being checked for activity 

HATAMI.A Columbia Umv, New York, NY 89/07/12 KINNEMAN.JD Region 1. QA 
of the Director 3pp 51041 302-51041 304 


DOCKET 70-0925 CIMMARON CORP., OKLAHOMA CITY, OK 

890B140080 Rept ol release ol SNM in effluents to unrestricted area during Frit Ksl 
1909 

MUNSON, S C Sequoyah Fuels Corp (subs of Kerr-McGee Nuclear Corp ) 89/04 rW 
4pp 50914 076-50914 079 


DOCKET 70-0938 MASSACHUSETTS INSTITUTE OF TECHNOLOGY, CAMBRIDGE, 
MA 


8907310185 Ack receipt ol 890506,0602 & 21 llrs informing NRC ol slops taken (o<or 
reel violations nofed in Insp Repts 50 020/69 01 4 70 0936/89 01 
BELLAMY.R R Region 1, Ole of the Director 89/07/20 BERNAflQ.JA Massachu- 
setts Institute oil echnology. Cambridge, MA 2pp 50714 049 50714 057 

-8907310195 Responds further to violation noted in combined Insp Rcpla 60 020/83-Qf 
4 70 0938/89 01 Corrective action proper accountability repts submitted on al 
sources In MIT possession not properly listed in accountability records 
MASSE.F , BERNARD, J A Massachusetts Institute ol Technology, Cambridge, MA 
89/06/21 DELLA RATTA.A Region 1, Ofc ol Ihe Director 3pp 50714 051- 
50714 057 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC . WINDSOR, Cf 

8907270236 Expresses apprccialion for time & effort spent on 890607 s-ie 
visit Implomanlation ot Crosby process will be watched w/great mtorosl 
KNAPP. M R Region 1, Ole of Ihe Director 89/06/23 BREWER.S Combustion 
neenng, Inc 2pp 50683 285-50683 288. 

8908020387 Ack receipt of 890414 Hr informing NRC ol steps laken (o correct violators 
noted in Insp Rept 70-1 100/09 01 Actions to assure B 25 wasle boxes sealed lo pre- 
clude possible spread ol contamination appear inadequate 

KNAPP, M R Region I, Ole ol the Director 89/07/25 MCGILL, P L Combustion Engi- 
neering, Inc 2pp 50760 100-50760.106 

B908090048 Responds lo NRC 890327 Hr commenting 4 requesting clarification cf 
881206 amend lo License SNM-1067 Amend eliminates condition Incorporating Part 
II, Chapter 8 Into license 

SCHERER, A E Combustion Engineering, Inc 89/07/27. ROUSE.L C Fuel Cycle 
Safely Branch 10pp 50890 001-50890 033 

--8908090099 Application for amend lo License SNM-1067, providing revised pages fa 
license amend, per NRC 890327 requosl 

• Combuslion Engineering, Inc, 89/07/27 24pp 50890 010 50890033 

8908070022 Responds lo NRC 890630 Ilf re violations noted In Insp Ropl 70 1 100/89- 
03 Corrective action evaluation of bioassay results conducted. 

SCHERER.AE Combustion Engineering, Inc 89/07/28 BELLAMY.R R Region 1, 
Ole of the Direclor 5pp 50024 129-50824 133 

8908150280 Responds to NRC 890725 Hr re violations nofed in Insp Repl 70 1 100/69- 
01 Corrective action procedures revised to bo consistent w/NRC Inleipreiabon of li- 
cense requiromenls 

SCHERER.A E Combustion Engineering, Inc 89/08/02 KNAPP.M R Region t, Ofc 
of Ihe Direclor Ip 50917 061-50917 061 

890B 180323 Forwards SER re release of land lor unreslncled use Residual conlarmna- 
tion meets guidelines for unreslncled use, therefore, wooded area may bo released 
ROUSE.LC Fuel Cycle Safely Branch 89/08/10 WATER MAN.CH Combustion En- 
gineering, Inc Ip 50975 007-50975.118 

--8908180336 SER recommending release ol land for unrestricted use 
HORN.M Fuel Cycle Safely Branch BIDINGER.G H NRC • No Detailed AffiSaKn 
Given 89/08/10 2pp 50975 006-50975 091 

--8908250041 Forwards proposed survey plan lor C-E, 

LANDIS, M R. Oak Ridge Associated Unlvs 89/02/27 ROTH.J. Region 1. Ofc ol the 
Director 4pp 50975 092-50975 095 

••8908250048 Forwards preliminary results of 890328 survey of drum storage area on C- 
E property Surface scans identified (our areas w/elevated direct radiation lavefs 
LANDIS, MR Oak Ridge Associated Unlvs, 89/04/11 ROTH.J Region t. Ofc Ol the 
Director 5pp 60975,096-50975 100 

—8908250058 Forwards results of review of allegations re adequacy of radiation protec- 
tion controls at (acillty.Allegatlons found to be w/o merit 

SCFIERER.A.E Combustion Engineering, Ino 89/05/19 KNAPP.M R, Region I, Gic 
of the Direclor 13pp 50975:101-50975 113. 
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-3908250069 Contains 690417 discussion between C Walorman & w Pasciak re alle- 
gation (hat problems exist under NRC jurisdiction at luel mlg facility Written response 
requested within 30 days ol ttr date 

KNAPP.M R Region 1, Otc ot the Director 09/01/21 MCGILL, P L Combustion Engi 
peering Inc 5pp 50975 t in 50975 t f S 

3909280359 Forwards Insp Rept 70 1100/09 04 on 090717-21 & nonce of violation 
BELLAMY.R R Region t, Otc ot the Director 09/00/16 MCGILL, P L Combustion En 
gineermg, Inc 2pp 51062 232-51062 240 

■ 890B2B0361 Notice of violation Irom insp on 090717-21 Violation noted in ISOO.Iicens 
oo failed to conduct drill that was part of overall exercise involving parti cipalion by oil 
site agencies 

' Region 1, OfcoMhe Director 09/08/16 Ip 51062 234 51062 234 

-B90B280365 Insp Repl 70 1100/09 04 on 890717 21 Violation noted Major areas 
inspected mgl controls .criticality satoty, radiological controls & emergency prepared 
ness 

AUSTIN, M A , BORES, RJ Rogion 1, Otc ol tho Diroctor 89/08/15 6pp 61062235 
51062 240 


DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NC 


8908250279 Advises that no action by Domestic Safeguards & Regional Oversight 
Branch required re GE 890720 application 

KASUM.D J Domestic SG & Regional Oversight Branch (Post 881218) 09/08/21 
ROUSE.LC Fuel Cycle Salety Branch Ip 51027 35B 51027 358 


DOCKET 70-1151 WESTING HOUSE ELECTRIC CORP , COLUMBIA, SC 

B90B070454 Forwards addl rovs to radiological contingency plan Pagos ui.vi.ix & 2 5 1 ol 
License SNM-1 107, updating Section 2 5, "Site Emergency Plan” 

NAROI.AJ Westinghouso Electric Corn 89/06/23 ROUSE.LC Fuel Cycle Salelv 
Branch 6pp 50023 335 50B24 02B 

-6908070459 Forwards revs to Columbia site emergency plan effective as ol 
690524 Description ol changes listed 

FISCHER, RE Westinghouso Electric Corp 89/06/23 Oflrce of Nuclear Material 
Safely & Safeguards, Director 44pp 50823 341.50824 020 

B907310166 Forwards update lo FNMCP tor commercial nuclear luel div luel mlg plant 
near Columbia, SC.per 10CFR70 32 Enel withhold (ret 10CFR2 790(d)) 

NARDl.AJ Westinghouso Electric Corp 09/07/0) STOHR.J P Region 2, Ole ol the 
Diroclor ip 50743 352-50743 352 


8907280190 Record ol 8907 19 lelcon w/TP Winslow ro GE policy covering employee 
notification ol potential salety issues to NRC Based on roviow ol previous & current 
agieomen1s.no restrictive clauses identified 

FLACK, ED NRC No Detailed Affiliation Given 09/07/19 3pp 50669 161- 
50609 162 

6908040029 Notification ol B90001 significant mgt meeting w/ulil In Wilmmgion.NC to 
discuss results ol NRC insps ro ALARA & omergoncy preparedness 
* Region 2, Ole ol the Director 89/07/24 Region 2, Otc of the Diroctor ip 
50799 235 50799 235 

8908040142 Confirms 890710 tclcon re 090801 mgl mooting al silo lo discuss results ol 
ALARA insps & findings resulting Irom rocom omergoncy oxorciso Cortain findings ol 
ALARA insp indicate weakoning in radiological controls ot facility 
EBNETEfl.S D Region 2, Otc ol tho Diroctor 00/07/24 LEES.E A Genoral Electric 
Co 3pp 50709209 50790301 

9906070309 Discusses arrangemonis lor mgl mcolmg scheduled on BDOQOt at 
facility New nucloar luel & components mlg facility manager W Lewis will also nttond 
mooting ro findings ol ALARA insp 

LEES.E A General Electric Co 09/07/26 EBNETER.S D Region 2, Ole ol iho Direc- 
tor Ip 50822 073 50022 073 

9606 07034 B Informs that no agreements oxisl settling nuclear whislloblowor charges 
filed w/Dopt ol Labor No provisions discoverod that restrict omployocs Irom providing 
inlo te saloly issues to NRC 

WOLFE, B General Electric Co 09/07/27 STELLO.V Otc ol the Executive Director 
lor Operations ip 50804 001-50004 001 

9906090433 Forwards Insp Repl 70 1113/09 05 on B9Q522-26 & 0612 15 & noltco ol 
violation 

STOHR.J P Region 2, Ole ol Iho Diroctor 00/0//27 LEES.E A Gunotal Eloclric Co 
2pp S08 04 128 50004 1B5 

••8908090440 Notice ol violation Irom insp on 090522-26 & 0612-15 Violations 
noted licensee surveys inadequate in that on 00 1010 iiconsoo did not conduct physi 
cal survoys of work location, malts & oquipmont or mako adoqualo measurements 
STOHR.J P Rogion 2, Ole ol tho Director 00/07/27 Cpp 50004 130 500B4 135 

-B908090444 Insp Repl 70 1113/09 05 on 090522 26 & 0612 15 Violations noted Major 
aroas inspected licensee radiation protection programs lor assuring personnel oxpo 
sums maintained ALARA, & roviow ol previously icioniilied Inspector lollowup items 
KUZO.GB, BASSETT, C H , LAUER.M T Region 2, Ole ol the Diroctor 09/07/27 
50pp 50004 136 50004 105 

66QB170850 Application lor amend lo Llconsc SNM 1097, revising liconso to rolled mgl 
changes Effective B90731.WP Lowi9 appointed to jiosltion ol manngor nucloar luol S 
components mlg, replacing EA Loos Foo paid 

WINSLOW ,TP Gonoral Eloclric Co 00/07/20 ROUSE.LC Fuel Cyclo Snloty 
Branch 1 1 pp 50953 339 50953 35 1 

••8908230080 Rolurns loo accompanying 090728 applicntion (or amend to Liconso 
SNM 1097 Amend to liconso nol required 

WEISS.D License Fee Managomonl Branch (090205-090626) 09/00/ U 

WINSLOW, TP General Electric Co 2pp 50953 350 50053 351 

8906110319 Forwards Insp Rept 70 1113/09 09 on 090626 30 No violations or devi 
alions noted Repl details withhold (rot 10CFR2 790 & 73 21) 

CLINE.W E Region 2, Ole ol Iho Director 09/00/03 LEES.E A Gonoral Electric Co 
2pp 50894 223-50094 225 

••8908118320 Partially withheld Insp Rept 70 1113/09 09 on 090026 30 (rot 
10CFR2 760 & 73 21) No violations or doviations noted Major aroas inspected MC&A 
sysmgt & assessment, internal controls, moasuromont svs & moasuromont controls 
CLAY.EL, JONES.DW, TODD.GA Rogion 2, Otc ol lira Diroctor BD/00/03 Ip 
50894 225 59094 225 

8908150393 Ack receipt ol 090728 submittal ol revised pagos ro organizational 
Changes, lor Insertion into Pail II ol license renewal application 
FLACK, ED Fuel Cyclo Saloly Branch 09/00/09 WINSLOW, T P Gonoral Electric Co 
tp 50917,200-50917 200 

899B249197 Forwards Insp Rept 70 1113/09 10 on 090710 19 Violations noted but not 
cited 

CLINE.W E Region 2, Otc ol Iho Diroclor 09/00/10 LEES.E A Gonoral Electric Co 
2PP 51028161 51020 163 

-8906240201 Partially wilhhold Insp Ropt 70 1113/80 10 on 090710-19 (rot 
I0CFR2 730), Violations ro controlled access area noted but not cried Maior aroas 
Inspected physical protection ol low enriched nucloar mall 

ENNIS.J, MCGUIRE, DR Region 2. Ole ol iho Diroclor 09/08/09 Ip 51020 163 
51028 163 


B9 080 1 0*432 Inlorms that vendor recalling 60 packing nuis Irom Heal R91 w/Sonals 
1539 157B Replacement order ol 60 has been made & dale ol shipping will be 
disclosed Visual insp o( packing nuls requested belwoen now & receipt ofreplace 
men! 

FUC1CH.M S Descole, USA 89/07/20 8LACKLEY.G Westmghouse Electric Corp 
2pp 50756 037-50756 038 

89000400 60 Forwards Insp Rept 7O-1151/09O5 on 890621-23 No violations or dsvi- 
alions noledRept withhold (ret 10CFR73 21 & 2 790) 

CLINE.W E Region 2, 01c of tho Director 09/07/21 LOCH.EP Woslinghouse Else- 
Inc Corp 2pp 50799 226 50799 227 

09DBO2OO94 Record ol totcon w/E Reillor ol Westinghouso on 890726 ro Stello 890427 
Hr on restnclivo clauses that would reslricl employees Irom providing info about po 
tcntial saloly issuos lo NRC 

PENNINGTCN.W S NRC - No Dotailod Affiliation Given 89/07/26 2pp 50762 276 


8908080253 Responds to V Stello request to examine licensee agreements In order lo 
determine whether agreements contain clauses which restrict employees from notify 
ing NRC ro poleniml salety hazards No reslrrctivo clauses present in agreements 
DORMAN.GC Woslinghouso Electric Corp 09/07/27 NRC No Detailed Affiliation 
Given 2pp 50854 299 50854 299 

800B 100344 Advises that 690701 Rov o to physical security plan consistent w/provi- 
sions ol 10CFR70 32(c) 8 acceptable 

CLINE.W E Rogion 2, Ole ol the Director 80/07/31 LOCH.EP Woslinghouse Elec- 
tric Corp Ip 50B85 270 50005 270 


DOCKET 70-1193 CIMMARON CORP., OKLAHOMA CITY, OK 

8908140080 Ropt of reloaso of SNM in ollluonts to unroslncled area during Frst Half 
1989 

MUNSDN.SC Sequoyah Fuels Corp (subs ol Kerr-McGoo Nuclear Corp ) B0/0B/04 
4pp 50914 076-50014 079 

DOCKET 70-1201 B&W FUEL CO., LYNCHBURG, VA 


0908070284 Forwards proprietary Rev 1 to FNMCP.rol/ecling ol plant mgl to incorporate 
new position cniitled, 'managor. luol operations” Position will be stalled by Dv 
F orroe 

LESTER.K S D&W Fuel Co 09/07/17 Region 2, Ole ol tho Diroctor Ip 50872 215 
S0B72 215 

0900080039 Forwards 0907 17 Propnotary Rov 1 lo lundamental nuclear mails conlrol 
plan, consisting ol Pages 2-1, 2-2 2 3 8 nguro 2 t Enel withheld 
LESTER.K S 8&W Fuel Co 69/07/21 Olfice of Nuclear Material Snloty S 
Safeguards, Diroctor Ip 50B83 051-50B83 052 

0908090284 Advises that, based on roview ol labor & solltemonl agreements, no clauses 
Idenliliod which reslricl employees rights to ropt salety issues to NRC, directly or mdi- 
reclly. in rosponso lo NRC 090427 Hr 

ECKERT.JP Babcock & Wilcox Co 89/07/31 ROUSE.LC Fuel Cyclo Saloly 
Branch Ip 50BS2 143 50B62 143 

8908210097 Forwards Insp Repl 70-1201/89 05 on B0Q7I7-20NO violalions or devi 
alions noted 

COLLINS.D M Region 2. Ole ol Iho Direclar 09/00/09 ALTO.R A B&W Fuel Co tp 
50975 349 50975 357 

-8908210130 Insp Repl 70 1201/69 05 on 690717 20No violations & deviations 
noted Major areas inspected review ol radiation protection program including daily ra- 
diation protection activities & transportation ol radioactive mall 
LAUER.M T , POTTER JP Region 2, Ole ol the Director 09/08/09 6pp 50975 350 
50975 357 

8908240257 Conlirms that numbers provided on 690621 re environ sampling data 
correct Table 3 revised indicating total vol released per quarter & end lor 
review Notes Ihoi data tor 1902 1905 removed sinco stack did nol begin operation 
until t9B6 

LESTER.K S B&W Fuel Co 69/00/ 10 HORN M Fuel Cyclo Salaly Branch 3pp 
5102B 255 510 2 8 257 

6908240272 Record ol lelcon w/J Elliot on 090816 re Stello Hr concerning nolilication 
ol NRC ol omptoyoos potential saloly issuos 

LOYSEN.P NRC - No Delation Affiliation Gwon B9/06/16 2pp 51028 240 
51020 241 
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8905280373 Ack receipt of 8907t7 rev to FNMCP Rev consistent w/ provisions of 
10CFR70 32(c) 8 acceptable for inclusion into plan 

CLINE, WE Region 2, Ofc of the Director 89/08/18 ALTO.RA Babcock & Wilcox 
Co 2pp 51039 109 510J9 110 

8908310123 Informs that amounts o.ved under promisory note for fiscal yr ending 
890331 pa d.restnctive convenants no longer apply & associate certificates have been 
discontinued 

ECKERT.JP Babcock 8 Wilcox Co 89/08/23 ROUSE.L C Fuel Cycle Safety 
Branch Ip 51091 336 51091 336 


DOCKET 70-1207 NAVY, DEPT OF, SILVER SPRING, MD 

8908220011 Discusses Salety Insp 70 1207/89 01 on 890719 21 No violations noted 
KINNEMANJD Region 1. Ole ol the Director 89/08/10 Navy, Depl of 2pp 
50994 360 50994 361 


•8900070437 Advises that neither environ assossmonl no/ EIS warranted for i/i 
890616 request for amend to Llconso SNM- 1873 

ROUSE.L C Fuel Cycle Salety Branch 09/07/27 Fuol Cyclo Safety Branch fp 
50822 039 50822 039, 


DOCKET 70-2928 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TH 


8908080017 Forwards Amend 7 to liconso SNM-1073 8 safoiy ovnl nation 
ROUSE.L C Fuel Cycle Salety Branch 09/07/29 GRIDLEY.R Tennessoo Vn'ley ki 
thorily Ip 50857.044-50857.047 

-8908080028 Amend 7 to License SNM 1873 for TVA, authorizing possession o! tSfJi 
kg U-235 contained In 193 fuel assombllos & 100 fuol rods 
ROUSE.L, Division of Industrial & Modical Nuclear Safely (Posl 070/29) 83/07/2! 
Ip 50857 045 50057 045 


DOCKET 70-1257 ADVANCED NUCLEAR FUELS CORP , RICHLAND. WA 

8908110158 Requests that 880725 Itr be corrected to change (AEA coda inadvertently 
typed w/U instead o! V 

LANE.U J Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co . Inc ) 89/05/ 
23 EMElGH.CW Division of Safeguards & Transportation (Post B7D413) lp 
50894 020 50B94 021 

-8908110159 Submits list ol matt composition codes on DOE/NRC Forms 741 & 742 to 
identity description of mail, code description 8 measurement 

LANE.M J Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co . Inc ) 88/07/ 
25 EMElGH.CW Division ol Safeguards & Trflnsporlalion (Posl 870413) 2pp 
50B94 021-50894 021 


■8908080037 SER supporting approval of rov of original liconso application Proposed 
rev will cause no adverse effect on public health & safety or environ 
ROBfNSON.CH Fuel Cycle Safoiy Branch 09/07/29 ip 50857 048 50057 046 

■8908060042 Grants categorical exclusion for amend roquosl (ltd 89061C Proposed 
amend includes changes resulting from adminlslrativo action & poso no oflecl b 
public health & safety or environ 

ROUSE.L C Fuel Cycle Safoiy Branch 80/07/29 Fuel Cycle Safoiy Branch Ip 
50857 047-50857 047 


DOCKET 70-3020 NUCLEAR ASSURANCE CORP., NORCROS5, GA 


8908170209 Forwards proprietary results of matl balance accounting & SEfD ealcuta 
bons for 880617-890614 Enel withheld (ref 10CFR2 790(d)) 

EDGAR, j 6 Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co , Inc ) 89/00/ 
01 KASUN.DJ Domestic SG & Regional Oversight Branch (Post 881218) tp 
50947 301-50947 301 

8908160303 Forwards Mall Control & Accounting Safeguards Insp Repl 70-1257/89 
201 No violations.deviations or declining performance identified 
KAStJNDJ Domestic SG S Regional Oversight Branch (Post 881218) 89/0B/09 
MALODY.C W Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co , Inc ) 2pp 
5O944 232 50944 234 r 


-8908160305 Matl Control & Accounting Insp Rept 70 1257/89-201 on 890612 21 No 
violations.deviations or declining performance identified Major areas 
inspected measurement sys, physical inventory & records & repts 
NELSON, G B Office ol Nuclear Materia! Salety & Safeguards.Director KASUN.O J 
Oomesuc SG 8 Regional Oversight Branch (Post 881218) 89/08/00 Ip 50944 234- 
50944 234 

8908170S72 Forwards Amend 4 to License SNM 1227, revising Conditions 6 9 to felted 
new possession limits & date ol revised radiological contingency plan Safety evalua 
bon & categorical exclusion end 

ROUSE.L C Fuel Cycle Safety Branch 89/08/11 MAtODY.CW Advanced Nuclear 
Fuels Corp (formerly Exxon Nucloar Co , Inc ) 2pp 50954 337-50954 344 

"8908170606 Amend 4 to License SNM-1227 for Advanced Nuclear Fuels Corp, revis 
6,7 8 8 10 re,lecl new P° ss Qss'on f.mils & Condition 9 to include dale 
ol 690401 lor revised radiological contingency plan 

ln „ dust " al & Medical Nuclear Safety (Post 870729) 89/08/11 
*PP 50954 339 50954 340 

• 8908170614 SER supporting Amend 4 to License SNM 1227 revising authorized pos 
S fan'° n ^rts*f ,n 3ncial assurance tor decommissioning & radiological coniingency 

50954 I 34 5 iT509M343 BID ' NGER ' GH ^ CyCle Sa ' e,y 8fanch 89/087 " 3 PP 

-8908170627 Advises that neither EIS nor environ assessment warranted re 090330 
uuScffo 01 ? ° h a , mend , 10 License SNM-I227,changing possession limits, recording 
nil'll '|diotMical contingency plan & ref Hr of financial assurance J 

IP 50954 mJSSSm?' B,8nCh B9/O0/ ’ 1 NflC • No DelailetI Affiliation Given 

* °' telc ,°, r ' T /CW ,M£ I W' on 89091 ^ '0 Stello 890427 & Matody 
PFNNiNrTnN ufW 1 w a n n ? 1 ^ 9 .?! em P ,0 i ee « potential safely issues 
5 , 028 NGTONWS NRC • No Detailed Affiliation Given 89/08/14 2pp 51028 242- 


89081 10296 Provides amended route eliminating high Iraffic donsity In Washing ton. DC J 
Baltimore, M0 for spent fuel movement approval Slupmont will conlatn 12 irrtjdiai&l 
fuel rods, one nonlueled rod 8, Irradiated tuel assembly structuro 
MAYER, CH Nuclear Assurance Corn 80/07/20 HILLMAN.C NRC - No Ooi ailed Al 
filiation Given 2pp 50893 2B2-50893 292 

8908110313 Lists U content of spent fuel shipment from Cat vert Cliffs lo ACCl.Cha't 
River Shipment consisted of 13 fuol rods & one Irradiated fuol assembly structure con 
taming 24 604 kg U. 

DUNCAN.R J. Nuclear Assurance Corp 09/07/25 HILLMAN.C NRC - No Deiailc j 
Affiliation Given 2pp 50002 255-50092 250, 


PACKAGING OF RADIOACTIVE MATERIAL FOFI TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0037 NAVY, DEPT OF 


8908170192 Forwards request for ronowal ol OA program approval 0037 
MALINQSKU W Navy, Dept of, Naval Sea Systems Command 00/08/02 Transpor 
talion Branch Ip 60949 084-60949 116 

•' B . 3 , 08 170 198 Application for rov to OA program approval 0037 
AHLBORN.ER Navy, Dept of 89/06/27 Offico of Nuclear Matonal Safety 4 
Safeguards, Director 29pp, 50940 085 50949. 116 


OOCKET 71-0056 H.R. INSPECTION SERVICE 


8908080082 Advises that QA program approval lor radioactive mall package 0Q55 ex 
pues on 890930 Renewal must be requested 30 days of expiration tl i (mowed not 
desired, NRC should be notified 

MACDONALD.C E Transportnhon Branch 89/08/02 ROGERS, HW II FI Inspcckon 
Service Ip 50877 104-50877 104 

8908170633 Application for renewal of OA program approval for rncfionciivo mall 
package 0055 Feo paid 

ROGERS.D G HR Inspection Service 89/00/08 MACDONALD.C E Transportation 
Branch 2pp 5Q954 335-50954 336 


DOCKET 70-2809 MARUBENI AMERICA CORP , NEW YORK, NY 

'^^s^^f^stoS^bceMMW per ^flI^R7^ a,U,len, C °' P RocKvi,le - MD 10 «**»» 
BSV5 P 1M2a^SM?S B,anCh 89/08/, ° R0USE ' LC Fua ' Cycle Safety 

DOCKET 70-2910 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

89 w«« < r« 3 rf f i orwa n ds Am ? n ? 13 10 L,cense SNM 1861 & salety evaluation Amend re 
9 ,n , c i l i de l * ale °* 890616 S 8 to allow possession of 2 600 kd U- 
%% . c O n a ined in up to 193 assemblies S up to 100 fuel rods 9 U 

££$*£%£ “2% w y 6 10I22 0 y 39 ,anCh 89/07/27 GRIDLEY ' R Tennessee Valley Au 

1p Q MM2037 , 5M22037 n ' ,U5,,,al & MBd,Ca ’ NuC ' ear SaIel V < P ° a1 W0729) 89/07/27 

" RORINSnw c*u Supporl.ncj Arnendi3 to License SNM-1861 
ROBINSON CH Fuel Cycle Safely Branch 89/07/27 Ip 50822 038 50822 038 


DOCKET 71-0056 PHILADELPHIA ELECTRIC CO, 

B9 ^v 3 il 1S nn^i 5 P! l P a, ! on , ,or renowaI of QA program approval lor rndionchve mail 
•?? nu P ? n . P r lran sport of radioactive matl end roe paid 
„.S A /P A, . J ph,a J loc »nc Co 09/05/11 Document Control Branch (Oocif 

menl Conlrol Desk) 14pp 50720 013-50720 026 

'' 8 , 907 f 8001 f Requests fee ro 890511 application for ronawnl of OA program approval 

for radioactive mall package '0056 

n L ‘ c , er ' s ? *«« Management Branch (090205-000826) 09/00/09 
MADARA.JM Philadelphia Electric Co Ip 50720 027-50720 027 

"" B flmivf. a rnmi S na^n r o d nnRfi f0 a PP |lCa1l0n renewal of QA program approval for radio- 
OOSB.in response !o 890609 request 

f m2^2 , £. hl ?„f loc,r,c Co U9/07/ 1 7 JACK SON, G Liconso Foo Wan 
agement Branch (890205-890826) Ip 50720 028 50720 028 

PfOQram approval for rndioactivo matl package 0056, Hav 3 

^^^ C M968Wo9S«0fl ranCh 09/0B/ '° MADARA ' JM 

" MArnnKMi SrH? approval for radioactive mail packqgo OOSB.Rov 3 
MAL/UONALD,C,E Transportation Branch 89/08/ !0 Ip 50960 1 06 509Q0 106 
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DOCKET 71-0057 EXXON CO., USA 

6908160231 Advises that QA program approval lor radioaclivo mall package 0057 ex- 
pires on 890930 Renewal musl be requested within 30 days of expiration II renewal 
not desired.NRC should be so notified 

MACDONALD, C E Transportation Branch 09/08/08 Exxon Corp ip 50937 2S«1- 
50937 254 


DOCKET 71-0061 NAVY, DEPT OF 

6908160117 Advises that QA program approval for radioactive matt package 0061 ex 
piras on 890930 Request lor renewal required within 30 days of expiralionlf renewal 
not desired.NRC should be so notified 

MACDONALD.CE Transportation Branch 89/08/08 Navy, Dept of Ip 50935 277 
50935 277 


DOCKET 71-0063 OZARK AIR LINES, INC, 

8908240235 Advises that QA program approval (or radioactive mall package 0063 ex 
pires on 890930 Renewal must be requested within 30 days of expiralionlf renewal 
not desired.NRC should be so notified 

MACDONALD CE Transportation Branch 09/08/15 YOUNG, R E Ozark Air Lines, 
Inc ip 51017 1 1 1-510171 1 1 


DOCKET 71-0066 CERTIFIED TESTING LABORATORIES. INC. 

8908160 124 Advises that QA program approval for radioachvo mall package 0066 ex 
pires on 890930 Request lor renewal required within 30 days ot expiration It renewal 
not desired.NRC should be so notified 

MACDONALD.C E Transporlalion Branch 89/08/08 PLUMSTEAO.R F Certified 
Testing Laboratories, Inc Ip 50930 312-50930 312 


DOCKET 71-0068 YANKEE ATOMIC ELECTRIC CO. 

B90816O23B Advises lhat QA program approval for radloactivo mall package 0060 ex- 
pires on 890930 Renewal must bo requested within 30 days ot expiralionlf renowal 
not desired.NRC should be notified 

MACDONALD.C E Transporlalion Branch 89/00/00 VANDALE.M T Yankee Atomic 
Electric Co Ip 50937 109 50937 109 


DOCKET 71-0069 CONSOLIDATED EDISON CO. OF NY, INC. 

6908110144 Requosls renowal of plant QA program approval for radioaclivo mall pack- 
aqe 0069 

BRAM.S8 Consolidated Edison Co of Now York, Inc 09/07/31 MACDONALD.CE 
Transporlalion Branch 2pp 50093 251 50803 252 


DOCKET 71-0070 GAMMA FIELD RADIOGRAPHIC FACILITY 

$908160146 Advises that QA program approval lor radloactivo mall package, 0070 ox- 
pires on 830930 Request lor renowal required within 30 days of oxplrallonlf renowal 
not desired.NRC should bo so notified 

MACDONALD.CE Transporlalion Branch 00/00/08 ABRAMS, CJ, Gamma Field Ra 
diographlc Facility Ip 5093V 1 72 50931 172 


DOCKET 71-0074 NUCLEAR WELDING, INC. 

8908150105 Advises Dial QA program approval lor radloactivo mall packago 0074 ex- 
pires on 890930 Renowal musl bo requoslod wllltln 30 days ol expiration, II renowal 
not desired.NRC should bo so notilled 

MACDONALD.CE Transportation Branch 09/00/00 HANES.T S NWI International 
(Nuclear Welding.lnc) Ip 50920 254 50026 254 


DOCKET 71-0075 NORFOLK SHIPBUILDING & DRY DOCK CO. 

8908240248 Advises that QA program approval for radioactive mail packago 0076 ex 
pires on 890930 Renewal must bo requested within 30 days of oxplrallonlf renowal 
not desired.NRC should bo so nolllied 

MACDONALD.CE Transporlalion Branch. 00/00/15 EURE.CH Norfolk Shipbuilding 
& Drydock Corp Ip 51017.115 51017 115 


DOCKET 71 0060 TRANS WORLD AIRLINES. INC. 

8908250002 Advises thal QA program approval lor radioaclivo mall packago.0080 ox 
pires on 890930 Request lor renewal should bo submitted ot least 30 days prior to 
expiration dale. II renowal not desired.NRC should be nolllied 
(MCDONALD, CE Transportation Branch 09/08/17 SOENEN.E A Trans World Air- 
lines, Inc Ip 51027.335-51027,335 


DOCKET 71-0081 ITT GRINNELL INDUSTRIAL PIPING, INC. 

9908160192 Advises that OA program approval lor radioaclivo mall package 0081 ex- 
pires on 890930 Renewal must be requested within 30 days ol expirallon.il renewal 
not de9ired,NRC should be so notified 

MACDONALD.C E Transporlalion Branch 89/00/08. HARRIS.D C ITT Grinned Indus- 
trial Piping, Inc (subs, of ITT Corp ). Ip. 50937:1 1 2-60937' 1 12 


DOCKET 71-0088 BABCOCK 8, WILCOX CO. 

89081804,32 Forwards addl info re B80505 Rev 5 to QA of shipping contalnors,E45- 
7,per 680920 request. 

OLSEN, A F Babcock & Wilcox Co 89/07/31 MACDONALD.CE. Transporlalion 
Branch 4pp 59905254-50965 258 


DOCKET 71-0093 HUNTINGTON TESTING 


8908110183 Advises lhat QA program approval lor radioactive matt package 0093 ex 
pires on 890930 Request for renewal should be subrqilled within 30 days of 
expiralion If renewal nol desired.NRC should be so notified 

MACDONALD.CE Transportation Branch 89/07/31 YEOMAN, W Huntington Test- 
ing ip 5Q893O47-5O093O47 


DOCKET 71-0095 UNITED STATES TESTING CO., INC 

8908160142 Advises that OA program approval lor radioactive mail package 0095 ex- 
pires on 890930 Request lor renewal required within 30 days of expiration II renewal 
nol desired.NRC should be so notified 

MACDONALD.CE Transportation Branch 89/08/08 YODER, C B Uniled Slates 
Testing Co . Inc Ip 50937 336 50937 336 


DOCKET 71 0133 NAVY. DEPT OF 

8907270054 Foiwards OA program approval lor radioactive mall packages 0t33,Rev 5 
MACDONALD.CE Transportation Branch 89/07/24 Navy, Dept of Ip 50705 253 
50705 254 

• 8907270057 QA program approval tor radioactive mall package 0133, Rev 5 
MACDONALD.CE. Transportation Branch 89/07/24 ip 50705 254-50705 254 

8908250288 Corrects address on end 890724 Hr lorwardmg QA program approval (or 
radioaclivo mall package 0 1 33, Rev 5 

MALINOSK1.JW Navy, Dept of 89/08/14 Transportation Branch 2pp 51035 221 
51035 223 


DOCKET 71-0134 LABARGE, INC. 

B90B 160176 Advises that OA program approval (or radioactive matt package 0134 ex- 
pires on 890930 Renowal must do requested within 30 days ol expiration If renewal 
not desired.NRC should bo so nolllied 

MACDONALD.CE Transportation Branch 09/08/08 DRIGGERS.S LaBarge Pipo & 
Sleol Co (formerly LaBargo. Inc ) Ip. 50937 251-50937 251 


DOCKET 71-0151 HESS OIL VIRGIN ISLANDS CORP. 


8908150214 Advises that OA program approval (or radioaclivo mall package0151 ex 
pires on 690930 Renewal must be requested within 30 days of expiralion II renewal 
nol desired.NRC should be so notified. 

MACDONALD.CE Transpoitalion Branch 89/00/08 COMBS, LO Hess Oil Virgin Is 
lands Corp Ip 50926.219 50926 219 


DOCKET 71-0152 VIRGINIA, COMMONWEALTH OF, DEPT. OF TRANSPORTATION 

8806160145 Advises lhat OA program approval lor mall package 0152 oxpires on 
880930 Renowal musl bo requested within 30 days of expiralionlf renowal not 
desired.NRC should bo so notified 

MACDONALD.CE Transporlalion Branch 89/08/08 VIA.WF Virginia, Common- 
woallhof Ip 50925.314 50925.314 


DOCKET 71-0153 ANCHOR-DARLING VALVE CO. 

6909230442 Requests renowal of QA program All conditions remain as in previous 
program Feo paid 

MILLER ,EL Anchor/Darling Valvo Co. (subs of Anchor/Darling Industries, Inc) 89/ 
07/26 Olfico ol Nuclear Material Saloty a Safoguards.DIrector 2pp 51005 1 19- 
SI 005.1 22. 

-B90B230448 Requests application foe ro 090726 renewal request tor QA program lor 
radioaolive mail package 0153, per 10CFR170.31. 

JACKSON, G License Feo Management Brandi (000205-890826) 09/00/15 
MILLER, E.L Anchor/Darling Valve Co. (subs ol Anchor/Darlmg Industries, Inc) 2pp 
51005.120 51005.121. 

-8908230450 Forwards application teo to cover 890726 renewal request re QA pro 
gram 

MILLER, E L Anchor/Oarllng Valve Co (subs ol Anchor/ Darling Industries, Inc ) 09/ 
08/ 16, MACDONALD.CE. Ofllce ol Nuclear Motonal Safety & Safeguards, Director. 
Ip 61005122-51005:122 

8908150180 Advises that QA program approval for radioaclivo mail package 0153 ex- 
pires on 890930 Renowal musl bo requested within 30 days ol expiralionlf renewal 
not doaired.NRC should be so notified 

MACDONALD.CE Transporlalion Branch 69/08/OD MILLER, EL Anchor/Darling 
Valve Co (subs, ol Anchor/Darling Industries. Inc). Ip 50926 251-50926'25t 


DOCKET 71*0157 FROEHLING & ROBERTSON. INC. 

8908240241 Advises that QA program approval lor radioactive mall packago 0167 ex- 
pires on 890930,Renowal must be requested within 30 days ol expiralionlf renewal 
not desired.NRC should be so nolllied, 

MACDONALD.CE Transportation Branch 89/08/16 BRIODY.W R. Froahfing & Rob- 
ertson, Inc. Ip 5101 7.1 12-51 01 7- 112 


DOCKET 71-0162 EBASCO SERVICES, INC, 

8908240230 Advises that QA program approval lor radioactive mall packago.0162 ex- 
pires on 690930.fienewal must ue requoslod within 30 days ol expiralionlf renewal 
nol desired.NRC should be so notified. 

MACDONALD.CE Transporlalion Branch 09/08/15 BULLEN.HC Ebasco Services, 
Inc. (subs ol Enserch Corp.). Ip. 5 1028- 248-5 10 28 248 
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DOCKET 71 (M66 NEW YORK TESTING LABORATORIES, INC. 

8908240254 Advises lhal OA program approval (or radioactive mall package 0165 ex- 
pires on 890930 Renewal must be requested wilhin 30 days of expiralion II renewal 
nol desired, NRC should be so notified 

MACDONALD, CE Transport lion Branch 89/OS/ 15 HARVEY, GJ New York Testing 
Laboratories. Inc Ip 51017 116-51017 116 


DOCXET 71-0168 QUALITY ASSURANCE LABORATORIES, INC 

8908160193 Advises that OA program approval (or radioactive mall package 0163 ex- 
pires on 890930 Renewal must ba requested within 30 days ol expiralior> tl renewal 
not desired, NRC should be so notified 

MACDONALD, C E Transportation Branch 89/08/08 TflAUTVETTER.C Quality As- 
surance Laboratories, Inc (formerly Jannetli Corp ) Ip 50944 323 50944 323 


DOCKET 71-0169 FLORIDA POWER & LIGHT CO. 

8907270192 Application (or renewal ol QA program approval for radioactive mall 
package 01 69 Fee paid 

WOODY ,CO Florida Power & Lighl Co 89/07/17 Document Control Branch (Docu 
mant Control Desk) ip 50704 285 50704 285 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0171 GLITSCH FIELD SERVICES. INC. 


8908240215 Advises thal QA program approval for radioactive matl package 0171 ex- 
pires on 890930 Renewal must be requested within 30 days of expiration II renewal 
nol desired.NRC should be so notified 

MACDONALO.CE Transportation Branch 89/08/15 HOPKINS, SM Glrlsch Field 
Services, NDE, Inc (formerly Industrial Inspection Industries, In tp 51028 245 
51Q2B 245 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0174 SOUTHERN CALIFORNIA EDISON CO. 


B9D809D279 Requests renewal ol NRC approval lor Topicat Repl SCE-1 A to meet re 
quirements ol 10CFR71 Subparl H, "QA " Revised portions to OA program end Fee 
paid 

NANDY.FR, Soulhern California Edison Co 89/07/28 MACDONALO.CE Transpor- 
tation Branch 14pp 50864 238-50884 260 


DOCKET 71-0175 QC SERVICES. INC. 

8908170111 Advises lhal QA program approval for radioactive matl packageOl75 ex- 
pires on 899930 Renewal must ba requested wilhin 30 days of expiration If renewal 
not desired.NRC should be so notified 

MACDONALO.CE Transportation Branch 89/08/09 HOPKINS, SM Glitsch Field 
Services, NDE, Inc (formerly Industrial Inspection Induslrles, In Ip 50947 335- 
50947,335 


DOCKET 71-0181 CONSOLIDATED X-RAY SERVICE CORP. 


8908170439 Advises that QA program approval for radioactive mall package 0181 ex- 
pires on 890930 Renewal must do requested within 30 days ol expiralionll renewal 
not desired.NRC should be so noli lied 

MACDONALD, CE Transportation Branch 89/08/09 CULLINGTON.R F Consolidat- 
ed NDE, Inc (formerly Consolidated X-Ray Service Corp East) Ip 50958 086 
50958066 


DOCKET 71-0184 PULLMAN POWER PRODUCTS 


8908240216 Advises that QA program approval (or radioactive matl package 0184 ex- 
pires on 890930 Renewal must be requested wilhin 30 days of expiration If renewal 
not desired.NRC should be so notified 

MACDONALD, CE Transportation Branch 89/08/15 BAIR, A Pullman Power Prod- 
ucts Corp (lormerly Pullman, Inc ) Ip 51028 244-51028 244 


DOCKET 71-0188 MAYNARD STEEL CASTING CO. 


8908160354 Advises lhal QA program approval for radloaclive mall package.0188 ex- 
pires on 890930, Renewal must be requested within 30 days ol expiration II renewal 
nol desired.NRC should be so notified 

MACDONALD.C.E Transportation Branch. 89/08/09 FAIST.C A Maynard Steel Cast- 
ing Co Tp 50937 255 60937 255 


DOCKET 71-0207 NORTHEAST NUCLEAR ENERGY CO. 


8908240262 Forwarda QA program approval lor radioactive matl package. 0207, Rev 3 
MACDONALD.CE Transportation Branch 89/08/15 MROC2KA.E J Connecticut 
Yankee Atomic Power Co MROCZKA.EJ. Northeasl Nuclear Energy Co (subs ol 
Northeast Utilities) Ip 51028 251-51028 252. 

—8908240263 QA program approval for radioactive mall package 0207, Rev 3. 
MACDONALO.C.E Transport atron Branch 89/08/15 Ip 51028 252-51028 252 


DOCKET 71-0211 BOSTON EDISON CO. 


8908240220 Advises lhal QA program approval lor radioactive mail package 0211 et 
pires on 890930 Renewal musl be requested within 30 days of expiration If renews) 
not desired.NRC should be so notified 

MACDONALD.CE Transportation Branch 89/08/15 BIRD.RG Boston Edison 0> 
Ip 51019 096-51019 096 


DOCKET 71-0213 INTERMOUNTAIN TESTINQ CO. 


8908240202 Advises lhal QA program approval lor radioactive matl package 02 13 on 
pires on 890930 Renewal musl tie requested wilhin 30 days o( expiration If icreviif 
not desired.NRC 9hould be so notified 

MACDONALD.CE Transportation Branch 89/08/15 FOX.C E Iniermountam TtS'irg 
Co Ip 51028 247-51028 247 


DOCKET 71-0214 COLONIAL GAS CO 


8908240228 Advises lhal QA program approval for radioactive mall packago0214 ex- 
pires on 890930 Renewal must be requesled wilhin 30 days ol expiralionlf renCiUl 
no! desired.NRC should be so nolihed 

MACDONALD.CE Transportation Branch 09/08/15 PORTUESE.W Colonial Gas 
Co (formerly Gas Rentals, Inc ) Ip 51019027-51019 027 


DOCKET 71-0215 SPACE SCIENCE SERVICES, INC. 

890B240234 Advises lhal QA program approval lor radioactive mall package 021 5 ex- 
pires on 890930 Renewal must be requested within 30 days ol expiralionll renoftal 
not desired.NRC should be so notified 

MACDONALD.CE Transportation Branch 89/00/15, GEIGER, D A Space Science 
Services, Inc Ip 51019 115-51019 115 


DOCKET 71-0216 NUCLEAR ENERGY SERVICES, INC. 

8908170662 Advises lhal QA program approval (or radioactive matl package 02 16 ex- 
pires on 890930 Request lor renewal should bo submitted within 30 days of 

K ration II renewal nol desired.NRC should be so notified 

JDONALD.CE Transportation Branch 89/08/10 GAMBLE, OC Nuclear Energy 
Services, Inc Ip 50953 352-50953 352 

8908250327 Application lor renewal ol OA program approval lor radioactive mad 
package 0216 Fee paid 

GAMBLE, OC Conam Inspeclion 89/08/15 MACDONALD.CE Transportation 
Branch Ip 51019 309-51019 319 

■•8908250328 Advises that QA program approval for radioaclive matl Package 0216 ex- 
pires on 090930 Renewal musl be requested wilhin 30 days If renewal nol 
desired.NRC must be notified 

MACDONALD.CE Transportation Branch 09/08/10 GAMBLE, OC Conam Inspec- 
tion Ip 51019 310-51019 310 

-8908250329 QA Program 99-QAP-002, "Use, Main! & Repair of Shipping Packages fer 
Radloaclive Matl " 

• Conam Inspection 89/08/14 I0pp 51019311-51019319 


DOCKET 71-0219 TEREX CORP. 

8908150061 Advises that QA program approval for radloaclive mall package 0219 fl*' 
pires on 890930 Renewal musl be requested wilhin 30 days ol expiration If renewal 
nol desired.NRC should bo so notified 

MACDONALD, C E Transportation Branch 89/08/08. HEINTZELMAN.K TEREX Corp 
Ip 50926 255-50926255 


DOCKET 71-0220 GENERAL DYNAMICS CORP. 

8908240231 Advises lhal QA program approval lor radioactive mall package 0220 e* 
pires on 890930 Renewal musl bo requested wilhin 30 days of expiralion II renewal 
nol desired.NRC should be so notified 

MACDONALD.CE Transportation Branch 89/00/15. WHIPPLE, R P Genoial Dyrwm 
ics Services Co Ip 61019 094-51019 094 


DOCKET 71-0221 PRECISION COMPONENT CORP 

8908180104 Advises that QA program approval for radioaclive mall package 0221 cx 
pires on 890930-Requesl for renewal required wilhin 30 days ol expiration II renewal 
not desired, NHC should be so notified 

MACDONALD.C.E Transportation Branch 89/08/08 KARCHNAK.FG Precision 
Components Corp. 1 p 50929 228-50929 228 

8908250244 Forwards Rev B to QA Procedure NRC 0001, "QA Procedure for Control A 
Disposition ol Radioaclive Mall Shipping Packages lor Industrial Radiography ' 
KARCHNAK.FG. Precision Components Corp 89/00/15 MACDONALO.CE Trims 
poriatlon Branch. Ip 5 1035' 152-6 1035 159. 

-8908250247 Rev B (o QA Procedure NRC-0001, "QA Procedure for Control & Disposi- 
tion of Radioactive Matl Shipping Packages for Industrial Radiography " 

* Precision Components Corp. 89/08/14 7pp. 51035.153-51035 159 


DOCKET 71-0222 ST. LOUIS TESTING LABORATORIES, INC. 

8908160182 Advises that QA program approval for radioactive mall package 0222 ex 
pires on 890930 Renewal must be requested within 30 days of expiration If renewal 
nol desired.NRC should be so notified 

MACDONALD.CE Transportation Branch. 89/08/08 TROWBRIDGE, C D St Louis 
Testing Laboratories, Inc, Ip. 50 936 '358 -50936 358 
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DOCKET 71-0223 BENJAMIN F SHAW CO 


0908150131 Advises that OA program approval for radioactive mail package 0223 ex- 
pires on 690930 Renewal must be requested within 30 days of expiration II renewal 
not desired.NRC should be so notified 

MACDONALD, CE Transportation Branch 89/00/00 SMEAL.LP Beniamin F Shaw 
Co (subs of Blount, Inc) Ip 50925 208 50925 280 


DOCKET 71-0225 NAVY, DEPT OF 


8905170465 Advises that OA program approval for radioactive matt package 0225 ex- 
p,/es on 890930 Renewal must be requested within 30 days ol expiration If renewal 
not desired.NRC should be so notified 

MACDONALD, C E Transportation Branch 09/08/09 Navy, Dept ol. Naval Research 
Laboratory ip 50958 005-50958 065 


DOCKET 71-0227 TENNESSEE VALLEY AUTHORITY 


S 908090183 Advises that TVA plans to revise QA program description lor radioactive 
nail packages to be compatible w/nucloar OA plan when approval received for nucle- 
ar plan 

RAY.MJ Tennessee Valley Authority 89/07/27 Document Control Branch (Oocu 
merit Control Desk) 3pp 50809 340 50889 341 


DOCKET 71-0232 LAKEHEAD TESTING LABORATORY, INC. 


8903240319 Advises that QA program approval far radioactive mall packages 0232 ex- 
p-res on 090930 Renewal must be requested within 30 days ol expiration H renewal 
not desired.NRC should bo so notified 

UACOONALO.C E Transportation Branch 09/00/17 WIRTZ.G L Lakahoad Testing 
Laboratory, Inc Ip 51019 11051019 119 


DOCKET 71-0237 COLUMBIA GAS TRANSMISSION CORP. 


8903240237 Advises that QA program approval lor radioactive mall package 0237 ex- 
pires on 690930 Renewal must bo requostod within 30 days ol expiration II renewal 
not desired.NRC should be so notified 

MACDONALD, CE Transportation Branch 09/08/15 WHITE, DC Columbia Gas 
Transmission Corp (subs ol Columbia Gas Sys. Inc ) Ip 51017 114-51017.114 


DOCKET 71-0247 1RT CORP. 


8903240324 Advises that QA program approval lor radioactive matt packages 0247 ex- 
pires on 890930 Renewal must bo requested within 30 days ol expiration II renewal 
rot desired.NRC should be so notified 

MACDONALD, C E Transportation Branch 09/00/17 MASCHKA.PR IRT Corp Ip 
81019 116 51019 116 


DOCKET 71-0253 TWIN PORTS TESTING, INC. 


8908240294 Advises thai QA program approval lor radioactive mall package 0253 ex- 
pires on 890930 Renewal must be requested within 30 days of expiration If renewal 
not desired.NRC should be so notified 

MACDONALD, CE Transportalion Branch 89/00/17 MCKEEVER.R D Twin Pods 
Testing. Inc Ip 51020 107-51020 107 


DOCKET 71-0257 INDUSTRIAL LABORATORIES, INC. 


3908240363 Advises that QA program approval for radioactive mall 
packages 0257, expires on £90930.Rcnowat must bo requested wilhm 30 days of 
expiration If renewal not desired.NRC should bo so notified 
MACDONALD, C E Transportation Branch 09/00/17 WELLS.SR Industrial Laboraio 
nes, Inc Ip 51019 118-51019 118 


DOCKET 71-0272 CRANE CO 


6)08240261 Advises that QA program approval for radioactive mall package 0272 ox- 
pires on 090930 Ronowal must bo requested within 30 days ol expiration!! renewal 
not desired, NRC should be so notified 

MACDONALD.CE Transportation Branch 89/00/17 ECKERT, GW Crane Co Ip 
51017 113-51017 113 


DOCKET 71-0276 DUQUESNE LIGHT CO. 


8908090496 Forwards QA program approval lor radioactive mall package 0275, Rev 4 
MACDONALD.CE Transportation Branch 89/00/01 SIEBER.JD Dueunsne Llghl 
Co Ip 50062144 50862 146 

-6900090496 QA program approval for radioaclive mall package 0275, Rev 4 
MACDONALD, CG Transportation Branch 89/08/01 Ip 50862 145-50062 14Q 


DOCKET 71-0279 UNIVERSAL TESTING, INC, 


3308250001 Advises that QA program approval lor radioactive mall 
package 0279, expires on B00930, Request lor renewal required 30 days prior to 
expiation II renewal nol desired.NRC should bo notified 

MACDONALD.CE Transportation Branch 09/00/17 MULL1KIN.MS Universal Test- 
ing, Inc Ip 51074 231 51074 231 


DOCKET 71-0204 ULTRASONIC SPECIALISTS, INC 

890B240334 Advises that OA program approval for radioactive mail packages 0284 ex- 
pires on 890930 Renewal must be requested within 30 days of expiration If renewal 
not desired.NRC should be so notilied 

MACDONALD.CE Transportation Branch 09/00/17 SOUTHERS.L Ultrasonic Spe- 
cialists, Inc Ip 51019117-51019117 


DOCKET 71-0296 IOWA ELECTRIC LIGHT & POWER CO. 

8908240327 Advises that OA program approval lor radioactive matl packages 0296 ox 
pires on 090930 Renewal ol QA program should be requested at least 30 days prior 
(o expiration date NRC should be informed if renewal not desire 
MACDONALD.CE Transportation Branch 89/06/17 GtORGIO.H Iowa Electric Llaht 
SPowerCo Ip 51020 260 51028 260 


DOCKET 71-0300 INDEPENDENT TESTING LABORATORIES 

8906240349 Advises that OA program approval for radioaclive mall packages 0300 ex 
pires on 690930 Renewal ol QA program should be requested at least 30 days prior 
to expiration date NRC should be informed if renewal not desire 
MACDONALD.CE Transportation Branch 89/00/17 SWAIN, W E ITL Manlift Serv- 
ices (formerly Independent Testing Laboratories) Ip 51028 261-51028 261 


DOCKET 71-0314 SMITH EMERY CO. 

8900240266 Advises that QA program approval lor radioaclive mall package03l4 ex- 
pires on 890930 Renewal must be requested within 30 days ol expiration If renewal 
nol desired.NRC should be so notified 

MACDONALD.CE Transportalion Branch 89/08/17 MOORE, J Smith Emery Co Id 
61020 10651028106 


DOCKET 71-0316 MASON & HANGER-SILAS MASON CO., INC. 

8908180125 Application lor renewal of QA program (or radioaclive mall 
package 0316 Foe paid 

GARNJ08ST.JL Mason & Hanger - Silas Mason Co, Inc 89/08/10 
MACDONALD.CE Transportation Branch ip 50970 149 50970 161 

-0908180173 "QA Program Organization Chart for Mason & Hanger-Silas Mason 
Co, Inc" 

' Mason & Hanger • Silas Mason Co, Inc 89/08/10 12pp 50970150 50970 161 


DOCKET 71-0320 PITT-DES MOINES, INC. 

890B250110 Advises that QA program approval lor radioaclive mail package 0320 ex- 
pires on 890930 Request lor renewal required wilhin 30 days ol expiration If renewal 
nol desired.NRC should bo so notified 

MACDONALD.CE Transportalion Branch 89/08/17 STIGER.MH Pitt Des Moines 
Inc (formerly Pitlsburgh Des MomesSleol Co) Ip 51040313-51040313 


DOCKET 71-0325 CONSUMERS POWER CO 


BS08240209 Advises that QA program approval lor radiqactivo matl package 0325 ex 
pires on 090930 Renewal must bo requested within 30 days ol expiration II renewal 
not desired.NRC should bo so notilied 

MACDONALD.CE Transportation Branch 89/08/17 NEAL, TP Consumers Power 
Co tp 51019 095 51019 095 


POCKET 71-0326 INDUSTRIAL NOT SERVICE DIVISION 

6908240205 Advises that QA program approval lor radioactive matt package 0326 ex- 
pires on 690930Ronewal must bo requested within 30 days ol expiration tf renewal 
not desired.NRC should bo so notified 

MACDONALD.CE Transportation Branch 89/08/17. THOMPSONS M Industrial NOT 
Co Ip 51028 246-51028 246 


DOCKET 71 0327 PORTLAND GENERAL ELECTRIC CO 

8908090410 Forwards QA program approval for radioactive mail package 0327, Rev 3 
MACDONALD.CE Transportation Branch 89/08/01 COCKFIELD.DW Portland Gen- 
oral Electric Co Ip 50862 084 50862 085 

-8908090412 QA program approval lor radioactive mail package 0327, Rov 3 
MACDONALD.CE Transportation Branch 09/00/01 Ip 50862 035 50862 085 


DOCKET 71-0328 PUBLIC SERVICE ELECTRIC & GAS CO. 

6908240368 Advises that QA program approval tor radioactive mall packages 0328 ex- 
pires on 690930 Renewal must be requested within 30 days ol expiration it renewal 
nol desired, NRC should bo so notified 

MACOONALO.CE Transportation Branch 69/08/17 MILLER, L K Public Service 
Electric & Gas Co ol New Jersey Ip 51019 120 51019 120 


DOCKET 71-0447 NAVY, DEPT. OF 

B90817O269 Forwards QA program approval for radioactive mall package 0447, Rev 1 
MACOONALO.CE Transportation Branch 09/07/27 Navy Dept of Ip 50939 072 
50939 073 

-8908170276 OA program approval lor radioactive mall package 0447, Rev 1 
MACOONALO.CE Transportation Branch 89/07/27 Ip 50039 073 50939 073 
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DOCKET 71-0507 MALLINCKRODT, INC. 


8908250276 Advises that packages (or OA program no longer used 
BROWN, HW Malljnckrodl, Inc 89/08/09 MCDONALD, CE Transportation Branch 
2pp 51035 160 51035 161 


DOCKET 71-0518 ULTRA TECHNOLOGY, INC 


B908 160155 Advises lhat Canadian or listed Alaskan address should be used tor future 
correspondence re QA program lor radioactive matt package 0518,Rev 1 
HEIKEN.DS Ultra Technology, tnc 89/07/24 MACDONALD, C E Transpodation 
Branch 2pp 50937 333 50937 333 


DOCKET 71-0523 ALOYCO 


8908240370 Advises that QA program approval for radioactive mall packages 0523 ex 
pires on 890930 Renewal should be requested at least 30 days prior to expiration 
date NRC should be informed if renewal not desire 

MACDQNALD.CE Transportation Branch 89/08/17 NICHOLS.G Aloyco. Inc, 
Atc/cO Foundry Ip 51028271 51028 271 


DOCKET 71 0674 FEWELL GEOTECHNICAL ENGINEERING, LTD 


8907310307 Forwards QA program approval for radioactive matt package 0674,Rev 0 
MACDONALD, CE Transportation Branch 89/07/21 FEWELL. R B Fewell Geotechm 
cal Engineering. Ltd ip 50742 022 50742 023 

-8907310309 OA program approval for radioactive mall package 0674,Rev 0 
MACDONALD, CE Transportation Branch 80/07/21 Ip 50742 023-50742 023 


DOCKET 71-0678 PACTEC, INC. 


8908250212 Forwards Rev 1 toQA 01 89, "10CFR71,Subpart H.QA Program for Design 
& Fabrication of Shielded Transpodation Containers " 

HAELStG.RT PacTec, Inc 89/OB/ 12 GORDON.L NfiC - No Detailed Affiliation 
Giver* Ip 51035 250 51035 260 

-6908250238 Rev 1 to QA 01 89. "10CFR71,Subparl H.QA Program for Design 8 Fabn- 
calion of Shielded Transportation Containers " 

OLIVADOTI.JR PacTec, Inc 80/08/12 lOpp 51035 251-51035 260 


DOCKET 71-0679 TESTMASTER INSPECTION CO 


8908110120 Forwards OA program approval lor radioaclive mall package 0679,Rev 0 
MACDONALD, C E Transportation Branch 89/07/31 CARR.W B Teslmaster Inspec- 
tion Co Ip 50803 249-50893 250 

-89Q81 10133 QA program approval for radioactive mall package 0679, Rev 0. 
MACDONALD, CE Transportation Branch 89/07/31 Ip 50893 250 50893 250 


DOCKET 71-0680 OHIO STATE UNIV. RESEARCH REACTOR 


B9D7310361 Application for rev to QA program for radioactive mall 
package 0660 Revised QA program enct 

MYSER.R D Ohio Slate Umv . CofUmfaus. OH 89/07/10 GORDON.L NRC - No De- 
tailed Affiliation Given Ip 50724 147 50724 153 

-8907310364 Revised QA program lor radioactive mall package 0680 
■ Ohfo Stale Umv. Columbus, OH 89/07/10 6pp 50724 148-50724 153 

89D82S0270 Requests registration as user ol BMI 1 shipping cask 
REDMOND, R F Ohio Slate Umv , Columbus, OH 89/08/07 GORDAN.L Transports 
lion Branch 7pp 51040 305-51040310 


DOCKET 71-0602 PACIFIC TECHNICAL INDUSTRIES 


8908090184 Forwards QA 729 9, "OA Program for I0CFR7I Requirements " Approval 
necessary so equipment can be shipped to Shemy.AL 

JOHANSON.S R Pacific Technical Industries, Inc 89/07/28 GORDON.L NRC - No 
Dalailed Affiliation Given 2pp 50902 279 50902 303 

-8906090197 QA 729 9. "QA Program for 10CFH71 Requirements " 

' Pacitio Technical Industries, trie 89/07/28 lOpp 50902 281 50902 290 

-8512240130 Certificate cl Compliance 9007, Rev 6, for Model 520 Approval record 
end 

MACDONALD, CE Transportation Certification Branch 85/12/16 13pp 50902 291 
50902303 

8908090420 Forwards QA program approval for radioactive matt Package 0682,Rev 0 
MACDONALD, C E Transportation Branch 89/08/01 JOHANSON.S Pacific Technical 
industries. Inc ip 50662 023-50862 024 

-8808090423 QA program approval lor radioactive matt package 0682. Rev 0 
MACDONALD C E Transportation Branch 89/08/01 ip 50862 024 -50 B62 024 

8908170236 Forwards OA program approval (or radioactive mall package 0682, Rev 0 
MACDQNALD.CE Transportation Branch 89/08/01 JOHANSON.S Pacific Technical 
Corp tp 50945194-50945 195 

-8 SOB 17026 4 QA program approval lor radioaclive mall package 0 682, Rev 0 
MACDQNALD.CE Transportation Branch 89/08/01 Ip 50945 195 50945 195 


DOCKET 71-0683 TESTING TECHNOLOGIES 


8908110325 Forwards Rev 0 to QAM RS-01, "Radiation Saleiy QA Manual" list of e< 
posure devices & source changers currently In use or anticipated for use in conjure 
lion w/program end Fee paid 

KRMMANICH.W J Testing Technologies, Inc 89/07/31. Of lice ol Nuclear Malenaf 
Safety S Safeguards, Director 2pp 50907 167-50907 193 

-8908110352 Rev 0 to QAM-RS-01, "Radiation Safely QA Manual ’’ 

* Testing Technologies, Inc 89/07/31 24pp 50907 169 50907 193 

8908240266 Forwards QA program approval for radioactive mati package 0643, Rev 0 
MACDQNALD.CE Transportation Branch 89/08/15 KRIZMANICH.W J Testoj 
Technologies, Inc Ip 51028 249-51028 250 

-8908240267 QA program approval for radioactive mall package 0663, Rev 0 
MACDQNALD.CE Transportation Branch 89/08/15 Ip 51026 250 51026259 


DOCKET 71-4986 MODEL: RA-2, RA-3, RA-J, GENERAL ELECTRIC CO. 

8908250325 Discusses fall of GE-9 design Fuel Assembly LYT 038 from RA inner con- 
tainer during unloading at LaSalle Unit 1 All GE customers possessing fuel a$$emtt*s 
for unloading from RA containers notified of event to prevent recurrence 
WINSLOW.TP General Electric Co 89/06/14 BERNERO.R M Office o', Nuclear Ma- 
terial Safely & Safeguards. Director 4pp 51019 294-51019 296 


DOCKET 71-5149 MODEL: 814A, BABCOCK & WILCOX CO. 

8908180429 Advises lhat Certificates of Compliance 51 49.5341,5563.53 1 0. 6172 4 
6357 expires on 891031 Renewal must be requested within 30 days of expiration H 
renewal nol desired, NRC should be so notified 

MACDQNALD.CE Transportation Branch 89/00/14 REGAN, N A Babcock & VAIccr 
Co Ip 50970,196 50970 190 

8908280004 Application for renewal ol Certificates ol Compliance 5341, 

5563.5910,6172,6357 & 5149 for listed models 

OLSEN.AF Babcock & Wilcox Co. 69/08/16 MACDONALD, C E Transportation 
Branch 2pp 51041 305-51041 306 


DOCKET 71-5341 MODEL: NFP-55, BABCOCK & WILCOX CO. 

8908180429 Advises that Certificates of Compliance 5 149.534 1,5563, 69 10, 6172 4 
6357 expires on 891031 Renewal must be requested within 30 days ol eipva'wH 
renewal not desired, NRC should be so nobbed 

MACDONALD, CE Transportation Branch 69/08/14 REGAN, N A Babcock 4 ttVJcc* 
Co Ip 50970 198 50970 196 

89082B0004 Application tor renewal ol Coriillcates of Compliance 5341, 

5563,5910,6172,6357 & 5149 tor listed models 

OLSEN.AF Babcock & Wilcox Co 89/08/16, MACDONALD, CE Transfer I a tot 
Branch 2pp 51041 305-51041 306 


DOCKET 71-5450 MODEL RCC, -1, -2, -3, -4, WESTINGHOUSE ELECTRIC COOP. 

8907270071 Forwards Rev 27 to Certificate of Compliance 5450 for Models ftCC.ROC- 

1. RCC-2.RCC-3 & RCC-4,per 090418 request 

MACOONALD.CE Transportation Branch 89/07/18, NAfiDI, A J Wesbnghouso EEec- 
tricCorp ip 50705 244-50705 252 

-8907270076 Certificate o! Compliance 5450, Rev 27, (or Models RCC.RCC-1, RCO 

2. RCC-3 S RCC 4 Approval record end 

MACOONALD.CE Transportation Branch 89/07/18 6pp 50705 245-50705 252 


DOCKET 71-5461 MODEL: ORNL TRU, ENERGY, DEPT. OF 

8908160332 Requests Compliance Certificate USA/5461/0{ ) be revised Id USA/646'li'' 
AF QRNL currently designing mod to resolve concerns in erea.tharefore.unM mod de- 
signed & approved, 5461 should be restricted to use AF 

LEONARD, J F Energy, Dept of 69/08/01 MACDONALD, C E Transportation Branch 
2pp 50937 121-50037 121 


DOCKET 71-5563 MODEL. 66QC & 660B, BABCOCK 8 WILCOX CO. 

89081B0429 Advises lhat Certificates ot Compliance 5149,5341.5563,5910, 6172 & 
6357 expires on 891031 Renewal must be requested within 30 days ol expiration II 
renewal not desired, NRC should be so nobbed 

MACOONALD.CE Transportation Branch 89/08/14 REGAN, N A Babcock 4 Wifoox 
Co Ip 50970 198-50970 198 

8908280004 Application lor renewal ol Certificates ol Compliance 6341. 

5563.5910,6172,6357 & 5149 lor listed models 

OLSEN.AF Babcock & Wilcox Co 89/08/16 MACDONALD, C,E Transportation 
Branch 2pp 51041 305 51041 306 


DOCKET 71-5797 MODEL- INNER & OUTER HFIR UN, ENERGY, DEPT OF 

8908080260 Notifies that unauthorized mod made to HFIR unirradmlod fuel shipping 
packages authorized under Certificate ol Compliance USA/5797/ BOF Us or advised to 
make no more shipments in sub] packages Analysis of mod effect planned 
LEONARD. JF Energy, Dept ol 89/06/20, MACOONALD.CE Transportation Brancft 
2pp 50856 359-50856 360 

8908180039 Advises that Certbcates of Compliance 5797,9134 & 9853 exp.ro OO 
891031 Application for renewal should be submitted at least 30 -days poor to expira- 
tion date 

MACOONALD.CE Transportation Branch 89/08/10 MCC A LLUM.ET Energy, Dopl ol 
Ip 50970 162-50970162 
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3908250323 Application for amend to Certificate ot Compliance 579? for Model HFIR 
umrradiated fuel shipping cask Amend adds blocking devices to prevent inadvertent 
titling of package during transport & stronger bolts S nuts to secure lid 
LEQNARD.J F Energy, Dept of 89/08/15 MACDONALD, C E Transportation Branch 
|3pp 51019 297 51019 308 

8908250326 Application lor revs to Certificates of Compliance 5797 & 9B53.axtending 
expiration date 1 yr 

LEONARDO F Energy, Dept of 89/08/15 MACDONALD.C E Transportation Branch 
2pp 5)020001 51020 001 


■■8512240130 Certificate ol Compliance 9007, Rev 6, tor Mode! 520 Approval record 
end 

MACDONALD.C E Transportation Certification Branch 85/12/16 13oo 50902291- 


89Q824025B Advises thal licensee registered as user ol Certificate of Compliance 
9007, per 890727 request 

MACDONALD.C E Transportation Branch 89/0B/15 JOHANSON.S R Pacific Techni 
cal Industries, Inc ip 51019 097 51019 097 


DOCKET 71-5910 MODEL- NNFD-SA-2, BABCOCK & WILCOX CO. 


DOCKET 71-9019 MODEL BU-7, GENERAL ELECTRIC CO. 


8908160429 Advises thal Certificates of Compliance 5149,5341,5563,5910, 6172 & 
6357 expires on 8B1031 Renewal must be requested within 30 davs of expiration If 
renewal not desired.NRC should be so notified 

MAODONALO.C E Transportation Branch 89/08/14 REGAN, N A Babcock & Wilcox 
Do tp 50970 198 50970198 

8908280004 Application tor renewal of Certificates of Compliance 5341, 

5563,5910.6172.6357 & 5149 lor fisted models 

OLSEN.AF. Babcock & Wilcox Co 89/08/16 MACDONALD.C E Transportation 
Blanch 2pp 51041 305-51041 306 


DOCKET 71-5939 MODEL: GE-1500, GENERAL ELECTRIC CO. 

8905100370 Application for rev to Certificate of Compliance 5939 for Model 1500 GE- 
labneafed shipping containers Fee paid 

CUNNINGHAM, GE General Electric Co 89/08/03 MACDONALD.C E Transports 
lion Branch 4pp 5Q96B 066 50968 069 

8908090216 Summary of 890710 moetlng w/PacTec & CNSI in Rockville, MD ra ship 
menl ol cesium chloride capsules 

OSGOOD.NL Transportation Branch 89/08/09 Transportation Branch 2pp 
50652 030 5065208 1 


DOCKET 71-8172 MODEL: 981 A, BABCOCK A WILCOX CO. 

0JOSIBO429 Advises that Certificates of Compliance 5149,5341,5563,5910. 6172 & 
6357 expnes on 891031 Renewal must bo requested within 30 days ol expiration If 
renewal not desired.NRC should bo so notified 

MACDONALD.C E Transportation Branch 89/08/14 REGAN, N A Babcock & Wilcox 
Co Ip 50970 198 50970 198 

8908280004 Application for renewal of Certificates of Compliance 5341, 

5563,5910,61 72,6357 & 5149 for listed models 

OLSEN.AF Babcock & Wilcox Co 09/08/16 MACDONALD.C E Transportation 
Branch 2pp 51041 305 51041.306 


DOCKET 71-5206 MODEL: B, BABCOCK 8> WILCOX CO. 

8900030061 Application (or amend to Certificate of Compliance 6206 lo adapt for 
design change ol Mark B 8 fuel assembly W/one oversize drawing Fee paid 
LESTER, K S SAW Fuel Co 89/07/13 MACDONALD.C E Transportation Branch 
4pp 50793 342-50793.345 


DOCKET 71-6244 MODEL: 8244, CHEM-NUCLEAR SYSTEMS, INC. 

8908020307 Application for renewal of Certificate of Compliance 6244. Staled SAR sec- 
tions complole Foe paid 

PAQUIN.P L Chom Nuclear Systems, Inc 89/07/20 MACDONALD.C E Transport 
bon Branch 2pp 50757 126 50767' 127 


DOCKET 71-6294 MODEL: UNC-2001, COMBUSTION ENGINEERING, INC. 


8908220352 Requests registration as user ot Model BU 7 shippmq packaae.Cerlificate 
Qf Compliance 9019 

NARDI.A J Westmghouse Electric Corp 89/08/08 Oflice ot Nuclear Material Safely 
& Safeguards, Director 2pp 50977 105-50977 106 


DOCKET 71-9028 MODEL- 684 A 6B4E, TECH/OPS, INC. 

B90B160187 Advises lhal QA program approval for radioactive mail packages 9028 & 
0160 expire on 891031 Renewal must be requested within 30 days of expiration If re 
newal not desired.NRC should be so notified 

MACDONALD.C E Transportation Branch 89/08/14 ROUGH AN ,C Amersham Corp 
Ip 50937 332-50937 332 K 


DOCKET 71-9032 MODEL: 650, TECH/OPS, INC 

8908180381 Forwards request to be registered as user of Amersham Model 660 expo 
sure device & Model 650 source changer 

MAUNOSKI.JW Navy. Dopt of. Naval Sea Systems Command 89/07/24 Transpor- 
tation Branch 3pp 5096B 070-5098 B 072 

8908160276 Advises of registration as user of Certificates of Compliance 9032 A 
9033,per 090724 request 

MACDONALD.C E Transportation Branch 89/08/14 MAUNOSKI.JW Navy, Dept, 
ot. Naval Sea Systems Command tp 50944 358-50944 358 


DOCKET 71-9033 MODEL- 660 & 660E, TECH/OPS, INC. 

8908180361 Forwards toquesl lo bo registered ns user ol Amersham Model 860 expo- 
sure device & Model 650 source changer 

MALINOSK1.J W Navy. Dept of. Naval Sea Systems Command B9/07/24. Transpor- 
tation Branch 3pp 50963 070 50968 072 

8908160276 Advises of registration as user of Certificates of Compliance 9032 & 
9033,per 890724 request. 

MACDONALD.C E Transportation Branch 89/08/14 MAUNOSKI.JW Navy. Dept 
of. Naval Sea Systems Command Ip 50944 350 50944 350 


DOCKET 71-9034 MODEL: TRIG A- 1, GA TECHNOLOGIES, INC. 


8908020335 Requests authorization tor use ol Model TfllGA-1 .Type USA 9034/AF tor 
shipment of unlrradiafed TRIGA Mark III roactor fuel to Reed Collage & T RIGA-2 Type 
USA 9037/AF for shipment of umrradlalod reactor fuel to Unlv of California, Irvine. 
LIM.TH California, Only of, Berkeley, CA B0/O7/24 HILLMAN, C Tran spoliation 
Branch 4pp 50757.136 50767,138 


8908110188 Advises of registration as user of Certificates of Compliance 9034 a 
OOSAper 690724 request 

MACDONALD.C E Transportation Branch 89/07/31 LIM.TH California, Umv. of, 
Berkeley, CA Ip, 50893 354-50093 354. 


6908180178 Informs that licensee can respond to NRC request for addl Info on UNC- 
2801 shipping container by 890901. 

SCHERER, At. Combustion Engineering, Inc, 89/07/27 MACDONALD.C E Transpor- 
tation Blanch, 2pp 50970 210 50970 211 


OOCKET 71-6346 MODEL: FSV-1 A 1A, GA TECHNOLOGIES, INC, 

8908220311 Forwards repi of spent fuel shipping cask design changes mads w/o prior 
NRC approval, In violation of 10CFR71 107(c), Mods Involved mall substitutions for 
certain lasts nars & elastomeric seals Identified In stated drawings, 

0REY.H L Public Service Co of Colorado 09/08/09 Office of Nuclear Material 
Safely & Safeguards, Director 6pp, 6O994'321-5O904 326 


OOCKET 71-6357 MODEL: NNFD-10, BABCOCK A WILCOX CO. 

6903100429 Advises thal Certificates of Compliance 5149,5341,6563,5910, 6172 A 
6357 expires on 891031 Renewal must be requested within 30 days of explration.lf 
renewal not desired.NRC should be so notified. 

MACDONALD.C E, Transportation Branch, 69/08/14 REGAN, N, A Babcock & Wltcox 
Co tp 50970’19B-50970.198 

090 82&0 004 Application for renewal of Certificates of Compliance 5341, 

5563,5910,6172,6357 & 5149 for listed models, 

OLSEN.AF. Babcock & Wltcox Co 89/QB/16, MACDONALD, C.E Transportation 
Branch 2pp 61041:305 5104 V306. 


DOCKET 7 1 >8007 MODEL: 520, TECH/OPS, INC. 

8908090164 Forwards QA-729-9, "QA Program for 10CFR71 Requirements " Approval 
necessary so equipment can be shipped to Shemy.AL 

JOHANSON.S R Pacific Technical Industries, Inc 89/07/28, GORDON.L, NRC • No 
Detailed Affiliation Given 2pp, 60902,279-50902 303 


DOCKET 71-9035 MODEL: 680 & 60OE, TECH/OPS, INC. 

8908170267 Requests registration as user ol Model 660 Projector, 

GAMBLE, OC, Conam Inspection 09/07/31. MCDONALD, CE Office of Nuclear Ma- 
terial Safety & Safeguards, Director 2pp 50947 300-50947,300. 

890816O2B8 Advises of reglslrallon as user of Certificate of Compliance 9035, per 
890731 request 

MACDONALD.C E Transportation Branch 89/06/14 GAMBLE, O.C. Conam Inspec 
tion Ipp 50944.324 50944.324, 


DOCKET 71-9037 MODEL; TRIGA-2, GA TECHNOLOGIES, INC, 

8908020335 Requo9ls authofizafion for use of Model TRIG A-1, Type USA 9034/AF for 
shipmonf of umrradiated TflfGA Mark fff reactor fuel to Reed College & THIGA-2 Type 
USA 9037/AF for shipment ol unlrradlalad reactor fuel fo Univ of California, Irvine. 
UM.T.H. California, Umv of, Berkeley, CA, 00/07/24 HILLMAN, C, Transportation 
Branch 4pp 50757 138 50757-138 

6908110188 Advises of reglstrnllon as usor of Certificates of Compliance 9034 A 
9037toer 890724 request 

MACDONALD.C E Transportation Branch 80/07/31. LIM.T.H California, Umv of, 
Berkeley, CA Ip. 50893,354 50693 354 


DOCKET 71-9058 MODEL; SPEC 2-T, SOURCE PRODUCTION 4 EQUIPMENT CO. 


8908160339 Forwards request for addl Into re Suppl l, did 800706 & licensee 890313 
application te amend Certificate of Compliance 9056 for Model SPEC 2-T 
package Licensee should advtoe NRC within 30 days of whan Info wilt be provided 
MACDONALD.C, E. Transporlallon Branch 89/09/09. DICWARRY.R D, Source Pro 
duction & Equipment Co., Inc 2pp 50937,1 19-50937'120 
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DOCKET 71-9073 MODEL OH-142 SERIES, NUCLEAR PACKAGING, INC. 

8908180353 Requests legislation as user of LN Technologies Corp Model LN.142 ra- 
dioactive malls shipping package 

BElLKE.RL Nebraska Public Power Disincl BB/08/02 MACDONALD.CE Office of 
Nuclear Material Safety & Safeguards, Director Spp 50987 170 50967 171 

8908160179 Informs ol registration as user of Certificate of Compliance 9073.per 
090802 request 

MACDONALD.CE Transportation Brandi 89/08/14 BElLKE.RL Nebraska Public 
Power District Ip 50944 222 50944 222 


DOCKET 71-9126 MODEL 20. 20A, 50, 50A, GAMMA INDUSTRIES, INC, 

8907310150 Forwards requesi for addl into re 890309 application lor use ol Models 
20 20A.50 & 50A shipping packages Operating procedures should be revised 1o ad- 
dress requirements ol IOCFH7t B7 to inspect package for damage prior to shipment 
MACDONALD.C E Transportation Branch 89704/28 ROUGHAN.C Amersham Corp 
2pp 50736236 50736 237 


DOCKET 71-9127 MODEL 100, 100A, 200, 200A, GAMMA INDUSTRIES, INC. 

8907310061 Requests for into identified in end re 880309 application tor Models 
100.100A ZOO & 200A shipping packages 

MACDONALO.CE Transportation Branch 89/04/28 ROUGHAN.C Amersham Corp 
2pp 50738 04 5-50 73B 046 


DOCKET 71-9128 MODEL C-B, GAMMA INDUSTRIES, INC. 

8907310071 Forwards requesi tor addl info re 890309 application for Model C B ship, 
ping package, including revised drawings 8 operating procedures & melhod used to 
verily shielding integrity of newly fabricated packagings 

MACDONALD.CE Transportation Branch 89/04/28 ROUGHAN.C Amersham Corp 
2pp 50712 166-50712 167 


DOCKET 71-9134 MODEL: ETH, ENERGY, DEPT, OF 

8908180039 Advises thal Cerfficales of Compliance 5797,9134 & 9853 expire on 
891031 Application for renewal should be submitted at feast 30 days prior to explra 
lion dale 

MACDONALD.CE Transportation Branch 89/08/10 MCCALLUM.E Energy. Dept of 
Ip 50970162 50970162 


DOCKET 71-9159 MODEL: NUPAC 14/1901, M & H, NUCLEAR PACKAGING, INC, 

8909040217 Correcls cask number ref in 890703 Hr requesting registration as user of 
Certificate of Compliance 9150.Util will be using Cask NUPAC T 4/1 90H 
BUHSKI.R F Louisiana Power A Light Co 89/07/26 Office of Nuclear Material Safety 
& Safeguards, Director 2pp 50799 272-50799 272 

8909150183 Informs of registration as user of Certificate of Complance 9159, per 
890726 request 

MACDONALD.C E Transportation Branch 89/08/08 BURSKi.R F Louisiana Power & 
Light Co Ip 50325 315 50925 315 


DOCKET 71-9160 MODEL: 20-VS 8, 40-VS, GULF NUCLEAR, INC. 

8998160187 Advises thal QA program approval tor radioachve mall packages 9028 & 
9160 expire on 891031 Renewal must be requested within 30 days of expiration 11 re- 
newal not desired, NRC should be so notified 

MACDONALD.CE. Transportation Branch, 89/08/14 ROUGHAN.C Amersham Corp 
Ip 50937 332 50937 332 


DOCKET 71-9163 MODEL- GNG-20, GULF NUCLEAR, INC. 


■8908090032 Rev 3 to application for use of ANF-250 shipping container tor transput 
ol radioactive malls 

* Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co , Inc) 08/07/31 12pp 
50883 146 50803 157 


DOCKET 71-9218 MODEL: TRUPACT-II, ENERGY, DEPT. OF 

890B250109 Rev 3 lo application tor Certificate of Compliance 0210 for TRUPACT-ll 
shipping package Rev 3 to "SAR lor TRUPACT 11 Shipping Package' & Rev 3 Is 
DOE/WtPP 69 004, "TRUPACT-ll Content Codes (TRUCONr oncl 
QUINN, GJ, Nuclear Packaging. Ino. 89/08/03 MACDONALD.CE Transporlaltti 
Branch 44pp 51023 238 51024 266, 

-8908250116 Rev 3 to "SAR for TRUPACT-ll Shipping Package," 

1 Nuclear Packaging, Inc 89/07/31 225pp 51023 201 51024 123 

-8908250120 Hev 3 to “TRUPACT-ll Content Codes (TRUCON) “ 

* Energy. Oepl of DOE/WIPP 09 004 R03 89/07/31 100pp. 51024 124 51024 266 

8SQ81B0148 Application for Rov 4 lo Certificate of Compliance 9210 for TRUPACT 
ll.revlslng safety analysis to consider l-yr lime period for max normal operating 
pressure SAR end 

QUINN.GJ Pacific Nuclear Systems, Inc QUINN, 6 J Nuclear Packaging, Inc 09/08/ 
00 MACDONALD.C E Transportation Branch, 2pp 50958 264-50958 293, 

-8908180150 Rev 4 to "SAR lor TRUPACT-ll Shipping Package " 

* Nuclear Packaging. Inc 89/08/31. 20pp 50058 266 5095B 293 


DOCKET 71-9225 MODEL: NAC-LWT, NUCLEAR ASSURANCE CORP. 

8908280013 Forwards proprietary Rev 2 lo "SAH for Nuclear Assurance Corp Logal 
Weigh! Truck Cask ” Rev updates SAR to include answers to questions asked by 
NRC on 881209 & also addresses Issue ol dynamic stress in outer ahoilol cask Rev 
withheld 

WELLS, AH Nuclear Assurance Corp. 69/00/16 MACDONALD.CE Transportation 
Branch 2pp 51042 282-51042 283 


DOCKET 71-9228 MODEL: 2000, GENERAL ELECTRIC CO. 

8908110191 Advises that shielding & criticality sections ol SAR for GE 2000 shipping 
cask acceptable, Shipments, described fn SAR, satisfy requuonionla or 

10CFR71 Proposed entries for shielding & criticality sections In SER end 
WiTHEE.CJ Transported Brandi 09/07/31 OSGOOD, N.L Transportation Branch 
5pp 50893 253-50893'257, 


DOCKET 71-8233 MODEL: TN-RAM, TRANSNUCLEAR, INC. 

8908030028 Responds lo questions raised by NRC ro potential buckling ol Inner shell 
under 30-fl end drop Thickness will be Increasod from 3/a to 3/4-Tnches Revised 
pages to SAR oncl 

NOLAN.OJ Transnuclear, Ino. 80/07/21 MACDONALD.CE Transportation Or Anch 
42pp 50820 065 50820' 106 

8908080086 Forwards revised proprietary SAR for TN RAM in response to quost*ons 
asked by NRC re stresses In connection between upper end ol Inner shell & Uango 5 
stress strain properties of lead W/slx oversize proprietary ends Ends withheld 
NOLAN, D J. Transnuclear. Inc 89/07/20 MACDONALD.CE Division ol Safeguards * 
Transportation (Post 870413) 3pp. 50877.094-50877 102. 

-8906080001 Requests that end revised SAR lor TN-RAM cask be withhold from public 
disclosure (ref 10CFR2 790). 

TEER.B R. Transnuclear, Inc 89/07/28 MACDONALD.C E Division ol Safeguards a 
Transportation (Post 870413) 5pp, 50877 090 50B77 102 

B908080205 Summary ol 890726 meeting w/NUTECH, Pacific Nuctetir SYS & util «n 
Rockville, MD re Model IF-300 package & fuel basket 

GARDES, GH Transportation Branch 89/08/01. Transportation Branch, ip 
50862 079-50862 079 


8908170217 Advises that it revaluation or reinstatement ol Mode! GNG-20 
desued.provision ol consolidated application w/lnfo requested in 880803 itr required 
MACDONALD.C E Transportation Branch 89/08/09 BAKER, B.W Amersham Corp 
Ip 50947 334 50947-334 


DOCKET 71-9176 MODEL: NUPAC 14/210L & 14/210H, NUCLEAR PACKAGING, 


890B2B0008 Requests registration as user ol Model NUPAC 14/210L, 14/210H.CNSI 
14/2I5H Senes A.LN 14-195L & LN 14-105H 

CUNNINGHAM, G E. General Electee Co 89/08/18 MACDONALD.CE Transports 
tion Branch 2pp. 51041 289 51041 289 v 


DOCKET 71-9181 MODEL: PAS-2, NUCLEAR PACKAGING, INC. 

8908240260 Forwards request for addl info re 890227 application for renewal of Certifl- 
cate of Compliance 9181 for Model PAS 2 package Info requested within 30 days ol 
Itr date & should be submitted in form of revised pages 

BfanCh ' 89/08/15 TEMUS ' CJ - Nuclear Packaging, 


DOCKET 71-9217 MODEL: ANF-250, ADVANCED NUCLEAR FUELS CORP. 


8908090021 Forwards Rev 3 to application for use ol ANF250 shipping contained 
Iransport index tor pellet shipments Increased from 0 4 to 0,5 u 

07/90 MArr&NAmn£ t ar F , u f* C „ orp 1! OI Z T,0,1 £ Exxon Nuclear Co , Ino,) i 
Q//ZU MAULXJNALO.C E Transoorla ion Branch 9nn SnAftfMaajrnAa-i 


8908180272 Summary ol 890720 meeting w/Transnuclear Inc In Rockville, MD to Model 
TN-RAM package 

?/ l »9 ES,l3F Transportation Branch. 89/08/01 Transportallon Branch Ip. 
50970 191-50970,191 

8908180163 Foiwards revised pages to SAR for TN-RAM cask, providing addl clanftca- 
tion & correcting typos, in response lo questions raised by NRC. 

NOLAN.D.J. Transnuclear, Inc 89/08/11 MACDONALD.CE. Transportation Branch 
34pp 50965 316-50965,349 


DOCKET 71-9510 MODEL: GPHS, ENERGY, DEPT, OF 

8908020312 Requests thal renewal efforts on NRC Certificate of Compliance 05 SO bo 
discontinued & certificate be decertified 

LEONARD.J.F Energy, Dept, of. 89/07/07 MACDONALD.CE Transportation Crunch. 
2pp 50760:1 14-50760-1 15. 


DOCKET 71-9853 MODEL: ORNL, BNL & NBB UNIR, CONT., ENERGY, DEPT. OF 

Advises that Cerldcates of Compliance 5797,9134 & 0853 expire on 
691031 Application for renewal should be submitted at least 30 days prior lo expira- 
tion date. 

^p A 60970 A 1B2'50^70 r l62 POr,atlOn Bfanoh 09/08/10 MCCALLUM.E. Energy, Copt, of 

8908250326 Application ter revs to Certificates of Compliance 6707 & e853.extending 

® (ration date 1 yr, * 

xpp )N 6«1»0 D or- ° f ' 89/08/16 ' MACDONALD.CE. Transportation Branch. 
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DOCKET 71-9860 MODEL' DT-14A, ENERGY, DEPT. OF 


8908090170 Requests decertification of Certificate of Compliance 9B60 
LEONARD JF Energy, Dept of 09/06/20 MACDONALD, C E Transportation Branch 
2pp 50 662 132 50062 132 


8903170294 Advises at termination of Certificate of Compliance 9860 for Model DT-14A 
shioDino Dackaqo.per 690620 request 

MACDONALD, C E Transportation Branch 89/08/00 LEONARD, J F Energy, Dept of 
2pp 5Q949 082-50949 083 


0907310059 Requests that further correspondence bo addressed to WL Stewart al 
listed address 8 addl copies of correspondence be sent to WR Cartwnght.JP 
O'Hanlon, RF Saunders, MR Kansler 8 GE Kane 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 89/07/21 Document 
Control Branch (Document Control Desk) 2pp 50726 325-50726 326 

0908080129 Summary of 890726 meeting w/util In Rockville,MD re burnup & boron 
credit allowance in crilicality design & compatibility of spent fuel storage in backend of 
fuel cycle for offsite transport of spent fuel Handouts 8 fist of attendees end 
ROBERTS.JP Fuel Cycle Safely Branch 89/08/02 ROUSE, LC. Fuel Cycle Safely 
Branch 12pp 50026 236-50B26 247 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 

DOCKET 72-0002 VIRGINIA ELECTRIC & POWER CO. 


DOCKET 72-0006 CAROLINA POWER & LIGHT CO. 


0908250124 Requests Rol 4 1 ol ISFSI SAR.per 090725 telcon w/D Bales Rev 0 to 
CPL 49 103, dtd Nov 1000, "Design Spec for Dry Shielded Canister." needed to pro- 
ceed w/safety review 

ROBERTS.JP Fuel Cycio Safety Branch 89/00/14 EURY.LW Carolina Power & 
Light Co Ip 51029 341-51029 341 




NONDOCKETED ITEMS 


10CFR COMMISSION MEETING RECORDS 

6908010-267 Stall requirements memo re Commission 090706 bnelmg in Rockville, MD 
rs agency human (actors initiatives 

CHILK.S J Office ot the Secretary ol the Commission M090706 89/07/20 
TAYLOR, JM Ole ol the Executive Director tor Operations 2pp 50754 203 
50754 204 

59080 1027 1 Stall requirements memo re Commission 090710 briefing In Rockville, MD 
re status of emergency response data sys 

CHILK.S J Office of the Secretary ol the Commission M890710 89/07/28 
TAYLOR.J M Ole of the Executive Director tor Operations Ip 50754 205 50754 205 

B9Q8010274 Stall requirements memo re Commission 890719 briefing in Rockville, MD 
ie status of Unit 2 SECY 89-207 released to public 

CHILK.S J Office ol Ihe Secretary ol the Commission M890719 89/07/28 01 flee ol 
the Secretary of thB Commission Ip 50754 079-50754 070 

8308020291 Transcript ol 890706 bnelmg in Rockvillo.MD re agency human (actors 
initiatives Pp 1-72 Viewgraphs end 

• Commissioners 39/07/06 103pp 50760 119-50760 223 

890B020215 Transcript ol 890711 briefing in Rockville, MD re NRC comments on DOE 
Site characlenzalion plan lor Yucca Mountain Pp 1 61 Supporlmg documentation end 
'Commissioners 09/07/11 03pp 50757 231-50757 313 

8906020360 Transcript of 660726 alllrmation/discusslon & vote in Rockvillo.MD on 
SECY B9-220 re order requesting inlo (rom parlies lor Immediaio olfoclivonoss review 
of lull powei authorizalion lor Limerick Unli 2 Pp t-4 

• Commissioners 89/07/26 9pp 50757 139-50757 146 

8908020362 Transcript on 090711 briefing In Rockvillo.MD ro policy statement on rules 
tor exemption Irom regulalory control Supporting documentation end 

• Commissioners 89/07/11, B7pp 50706 124-50706 210 

8908070067 Transcript of 090726 brioling In Rockvlllo,MD on integration ol policy state- 
ment for severe accidents, advanced reactors, safely goals & standardization Pp t- 
64 Viewgraphs end 

• Commissioners 89/97/26 74pp 50054 113-50054 106 

8908070121 Transcript ol 090726 brioling on proposed 1989 waslo confidence decision 
in Rockville ,MD Pp t 36 Viewgraphs end 

• Commissioners 89/07/26 66pp 50072 222-50072 207 

8908070261 Stall requirements memo ro Commission 090620 briefing on application of 
severe accidonl policy for advanced LWRs 

CHILK.S J Oflico of the Secretary of tho Commission M090620 09/07/31 
TAYLOR.J M Ole ol the Executive Director for Operations FRALEY, R F ACRS Ad- 
visory Committee on Reactor Safeguards 4pp, 50072 210-50072 221 

8908079372 Transcript of 090719 brioling on status ol facility in Rockvillo.MD Pp 1 
56 Supporting documentation end 
•Commissioners 89/07/10 116pp 60025'029 50025 144 

8908080090 Stall requirements memo ro 090726 allirmation/discusslon & vole In 
Rockville, MD on SECY 09-220, ’’Order Requesting Inlo from Parties lor Immediate Ef- 
fectiveness Review of Full Power Authorization lor Limerick Unit 2 " Order approved 
CHILK.S J Oflico el tho Secroiary ol llio Commission M090726C 09/00/02 
PARLER.WG Ollico ol the General Counsel (Post 060701) Ip 5005G273- 

50856 273 

8908150026 Stall roquiremonfs memo on 090726 briefing In Rockville, MO re proposod 
1SB9 waste confidence docislon 

CHILK.S J Office ol tho Secretary ol Ihe Commission, M09072GB OO/OO/OB 
PARLER.WG Ollice ol ihe General Counsel {Post 060701) ip 50927 172 

50927 1 72 

8908168072 Transcript ol 890003 brieling in Rockvillo.MD ro NRC Thermal Hydraulic 
Research Program Pp t 68 Supporting documentation oncl 
•Commissioners 09/00/03 87pp 50928 275 S0928 361 

6903160311 Transcript ol 890802 brioling in Rockvillo.MD ro status ol facility Pp I- 
82 Supporting documentation end 
'Commissioners 09/00/02 lOOpp 50936 152-50936 253 

6908160323 Transcript ol 090001 mealing In Rockvillo.MD ro status of EPRI design ro 
quirernents document lor advanced LWRsPn 1-02 Supporting documentation end 
1 Commissioneis 89/08/01 108pp 50937 001-5093? 108 

B90816O386 Transcript ol 890010 periodic briefing by ACRS In Rockville, MD ro NRC 
Human Factors Program & imlialives, occupational radiation exposure of skin from hot 
panicles & BWR core power stability Pp 1-53 
•Commissioners 09/08/10 60pp 50993 197-50993 255 

8908220181 Stall requirements memo on 890002 bnelmg In Rockvillo.MD ro status ol 
Nine Mite Point Unit t 

CHILK.S J Ollico ol Ihe Secretary ol the Commission M090802 09/00/17 

TAYt OR,J M Ole ol the Executive Director tor Operations ip 50977 104 50977 104 

8908250279 Stall requirements memo re Commission 890811 briefing in Rockvillo.MQ 
on certification ol TRUPACT It 

CHILK.S J Ollico ol the Secroiary ol the Commission M890Q11 89/00/18 

TAYLOR.J M Ofc ol Ihe Executive Director lor Operations ip 50977 126 50977 126 

8938220464 Stall requirements memo re ACRS Commission 890010 briefing in 
flockvills.MD re NRC human faciors program & Initiatives, generic Hr ro occupational 
radiahon exposure of skin from hot particles & proposed resolution ol Generic Issue 
f 26 

HOYLE.JC Ollice ol Ihe Secretary of the Commission M09D81Q 09/08/10 
FRALEY.RF ACRS - Advisory Committee on Reactor Safeguards MOELLER, DW 
Advisory Committee on Nuclear Waste TAYLOR.J M Otc of the Executive Ouoctor 
for Operations 2pp 51015 303 51015 304 


890623016? Stall requirements memo ro Commission 890801 brieling in Rockvillo.MD 
on status ot EPRI design requuments document 

CHILK.S J Office ol ihe Secretary of Ihe Commission M090B01 89/0Q/18 
TAYLOR.J M Ofc of Ihe Executive Director (or Operations 2pp 51002 227- 


890B240016 Staff requiremenls memo re B90726 briefing in Rockvillo.MD on integration 
ol policy statements lor severe accirionts, advancod reactors, safety goals & standardi- 
zation 

CHILK.S J Oflico ol Ihe Secretary ol the Commission MB90726A 09/00/21 
TAYLOR.J M Ole of tho Executive Director lor Operations FRALEY. R F ACRS • Ad- 
visory Committee on Reactor Safeguards 2pp 51028 205-51028 206 

8908240400 Slaff requirements memo re 890003 briefing on thermal hydraulic research 
program in Rockvillo.MD Chairman cautioned NRC to ensure that clear-cul objectives 
laid out & followed through on any cooperative oflort 

CHILK.S J Office of the Secretary ol the Commission M8908O3 89/08/21 
TAYLOR.J M Ofc ol the Executive Oirector lor Operations 2pp 51028 265 

51028 266 

0908250162 Stall requirements memo re aftirmation/discussion & vote on 090616 in 
Rockville ,MD re SECY B9 223.SECY-B9-232. SECY B9 234 & SECY-89-243 
CHILK.S J Ollice ol Ihe Secretary ol the Commission M890816B 09/08/22 
PARLEER.W C Ollice ol IhB General Counsel (Pest 860701) 2pp 51029 006 

51029 007 

8908250292 Staff roquiremonfs memo ro 890815 collogial discussion of listed Hems of 
Commission Inlerost in Rockvillo.MD Slaff should submit, for Commission 
approval.policy statement on main! at nuclear power plants 

CHILK.S J Office of tho Secroiary ol the Commission MB90B15A 89/06/24 
PARLE R.W C Office of Iho General Counsel (Post 860701) TAYLOR.J M Ofc ol tho 
Executive Director lor Operations 2pp 51029 339 51029 340 

8908250296 Transcript ol Commission 090816 alternation /discussion & vote in 
Rockvillo.MD Pp t 6 

•Commissioners 09/08/16 tOpp 51035 162-51035 171 

8 908260 028 Transcript ol 090816 bnelmg on plan! status In Rockville, MD Pp 1-B2 Sup 
porting documentation oncl 

•Commissioners 80/08/16 83pp 51038 290 51039 051 

8908280250 Transcript ot B90B17 mooting In Rockvillo.MD ro discussion ol lull power 
OL for facility Pp l 50 Supporting documentation end 
•Commissioners 00/08/17 t33pp 51 03B 154 5 1038 287 

8908280291 Transcript of Commission 8908 15 periodic briefing on Equal Employ monl 
Opportunity Program In Rockville, MD Pp 1-90 Viewgraphs oncl 
• Commissioners 89/08/15 120pp 51037 061 51037 101 

8908200311 Stall lequuomonls memo ro 890601 briefing on operating reactors S luol 
facilities in Rockvillo.MD Commission expressed disappointment in long term operating 
performance ol Turkey Point Nucloar Power Plant 

CHILK.S J Ollice or Iho Socrofary of tho Commission MB90601B 09/06/19 
STELLO.V 01c of the Executive Director for Operations 3pp 51043013 61043015 

8908280347 Transcript ol 890815 mooting in Rockvillo.MD ro collogial discussion ol 
Horns of Commissioner Interest Pp 1-47 
•Commissioners 89/08/15 51pp 51039 054-51039 104 


ACNW ADVISORY COMMITTEE ON NUCLEAR WASTE 

8908180054 Summary ol ACNW lOlh meeting on 09051 1 in Belhesda.MD 

• Advisory Committoo on Nucloar Wasto 89/06/23 Advisory Commitleo on Nucloar 
Wasfo 23pp 50935 251-50935 273 

8908160065 Summary ol ACNW 9th meeting on 090426 28 in Botliesda.MD 
MOELLER, DW Advisory Committee on Nucloar Waslo 69/05/19 ZECH.LW Com 
missioners 5pp 50935 220 50935 232 

8908170854 Summary ol seventh ACNW 890221 23 mooting in Belhesda.MD Meeting 
attendees, future agenda & ACNW Itr repis oncl 

* Advisory Commitleo on Nucloar Wasto 89/08/11 Advisory Committee on Nuclear 
Wasto 56pp 50958 087-50958 143 

6908170661 Summarizes ACNW 12th mcollng on 890628 30 in Bethesda.MD Future 
agenda oncl 

MOELLER, D W Advisory Commllleo on Nuclear Waste 09/07/14 CARR.K M Com 
missioned 6pp 50950 017-50958 022 

8908160029 Repis on recent discussion w/NRC on assessment of performance assess 
monl portion ol dralt sue charade rization analysis did May 1989 Concerns raised re 
scenario S scenario class selection & human intrusion 

POMEROY, PW Rondoui Assoclalos. Inc 80/06/06 MOELLER, DW Advisory Com- 
mitloe on Nuclear Wasto 3pp 50975 004-50975 00<3 

B908180120 Summary ot 9th ACNW meeting on 890426 28 in Belhesda.MD 
’ Advisoiy Committee on Nuclear Waste 89/06/23 Advisory Commilteo on Nuclear 
Waslo 3Bpp 50967 004 50967 100 

8908180162 Summarizes 10th ACNW meeting on 09051 1 in Bolhosda.MD Committee 
bnoled by NRC on dralt Imal technical position paper on environ monitoring ol low 
level radwasto disposal facilities Future agenda end 

MOELLER, DW Advisory Committee on Nuclear Waste 89/Q6/0B ZECH.LW Com 
missioners 4pp 50970 164 50970 16? 

6908180239 Discusses review of waste package malls program High Level Waste Mgt 
having contractors develop technical basis lor whal can bo done lo dolma substantial 
ly complete containment 

SHEWMON.P Advisory Committee on Nuclear Wasto 89/05/19 MOELLER, DW Ad 
visory Committee on Nuclear Wasto 2pp 50970 196-50970 197 
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0908180399 Summary of 8lh ACNW meeting on 890323 in Bethesda.MD 
' Advisoiy Committee on Nuclear Waste 89/03/23 Advisory Committee on Nuclear 
Waste 27pp 50963 20'S 50963 232 

••8908240305 Provides comments & recommendations re how stalling support should 
be provided to Advisory Committee on Nuclear Waste in future 
MOELLER, QW Advisory Com mi tlee on Nuclear Waste 89/03/24 ZECH.LW Com- 
missioners 2pp 50983 231-50983 232 

8908230132 Discusses radiation exposure reporting at facility Rept for individual who re- 
ceived ingestion from puncture wound in 1965 8 later moved lo positron w/litlle expo 
sure attached 

ORTH.DA Savannah River Laboratory 89/04/18 MOELLER.D W Advisory Commit- 
tee on Nucfear Waste 5pp 51005 274-51005 278 

8908230332 Summary of 1 llh ACNW meeting on 890S13 in Bethesda.MD 
• Advisory Committee on Nuclear Waste 89/06/13 Advisory Committee on Nuclear 
Waste 19pp 51005 074-51005 092 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 

8900020300 Summarizes 350th ACRS meeting on 890608-10 
REMICK.F J ACRS • Advisory Committee on Reactor Safeguards 89/07/06 
CARfi.K M Commissioners 3pp 50902 006 50902 008 

8908040225 Summary of ACRS Subcommittee on Mechanical Components 8901 1 1 
meeting in Bethesda.MD to review concerns re diagnostics of air operated valves & 
other related matters 

* ACRS - Advisory Committee on Reactor Safeguards 89/06/12 ACRS • Advisory 
Committee on Reactor Safeguards 9pp 50799 263 50799 271 

8908040228 Summary/minutes of GE Reactor Plants Subcommittee on Peach Bottom 
Atomic Plant resiart 890308 meeting in Bethesda.MD 

‘ ACRS • Advisory Committee on Reactor Safeguards 89/05/25 ACRS - Advisory 
Committee on Reactor Safeguards 19pp 50799 004-50799 022 

8908070045 Summary of ACRS Improved LWR Subcommittee 890411 mealing In Palo 
Alio.CA re EPRI advanced LWR requirements document 

* ACRS • Advisory Committee on Reactor Safeguards 89/07/1 1 ACRS - Advisory 
Commillea on Reactor Safeguards 40pp 50823 229 50823 268 

B90S070218 Summary of ACRS Subcommittees on Containment Sys & Structural Engi- 
neering B904 18 meeting m Bethesda.MD re development of ACRS paper on design 
criteria for containments 

* ACRS - Advisory Committee on Reactor Safeguards 89/05/05 ACRS • Advisory 
Committee on Reactor Safeguards 6pp 50824 030 50824 035 

8908070275 Summary ot ACRS Instrumentation & Control Sys Subcommittee meeting 
on B90421 in Gelhesda.MD Implementation status of ATWS rule & related outstanding 
technical issues addressed 

* ACRS • Advisory Committee on Reactor Safeguards 89/05/03 ACRS - Advisory 
Committee on Reactor Safeguards 13pp 50B54 099 50854 1 1 2 

8908070378 Summary of ACRS Combined T/H Phenomena/Core Performance Sub 
committee meeting ort 890523 in Bethesda.MD re NRC RES Thermal Hydraulic Re- 
search Program Plan, per NURE<3-1252 8 proposed SECY paper & sfatus of plant os- 
cillation event 

* ACRS - Advisory Committee on Reactor Safeguards 89/06/00 ACRS - Advisory 
Committee on Reactor Safeguards 3?pp 50825 145 50825 181 

8908070382 Summary of ACRS Subcommiltee on Matts & Metallurgy 690427 briefing In 
Bethesda.MD re water chemistfy.radialion assisted stress corrosion cracking, erosion/ 
corroison in piping sys & plant decontamination 6 effects on minerals 

* ACRS • Advisory Committee on Reactor Safeguards 89/06/13 ACRS • Advisory 
Commiltea on Reactor Safeguards 9pp 50822 275-50822 283 

8908070395 Summary ol ACRS Subcommittee on Mails 8 Moiallurgy 090620 meeting 
in 8ethesda,MD rs status of Stall research programs on low upper shelf 
energy Tentative schedule & viewgraphs end 

* ACRS - Advisory Committee on Reactor Safeguards 89/0B/29 ACRS • Advisory 
Committee on Reactor Safeguards 48pp 60B22 074-50822 121 

8908070480 Summary ol ACRS Subcommittee on Auxiliary & Secondary Sys 890524 
meeting in Bethesda.MD re proposed generic Itr on svc water sys problems 8 pro- 
posed resolution ol Generic Issue S 1 , "Improving Reliability of Open Cycle Svc Water 
Sys " 

* ACRS • Advisory Committee on Reactor Safeguards 89/06/08 ACRS - Advisory 
Committee on Reactor Safeguards 25pp 50804 285-50604 309 

8908080032 Summary of ACRS Subcommittee on Mails & Metallurgy 890620 
meeting Topics discussed include use of low use vessels & conservatisms of ASME 
Section III.App G fracture toughness curves 

* ACRS - Advisory Committee on Reactor Safeguards 89/08/02 ACRS - Advisory 
Commillea on Reactor Safeguards 13pp 50628 106-50823118 

8908080060 Summary of ACRS Subcommittee on Mechanical Components 890503 
meeting In Bethesda.MD re draft generic Itr Involving program to establish, maintain & 
periodical)/ verity design basis operability oi safety-related motor-operated valves 
‘ ACRS - Advisory Committee on Reactor Safeguards 89/05/22 ACRS - Advisory 
Committee on Reactor Safeguards 5pp 50857 1 16-50657 120 

8908080063 Summary of ACRS Subcommittee on Occupational & Environ Protection 
Sys 890420 meeting fn Bethesda.MD to review 8 discuss, "fnlerim Std for Occupa 
tional Exposure of Skin to Radiation from Small Radioactive Particles " 

1 ACRS - Advisory Committee on Reactor Safeguards 89/05/22 ACRS - Advisory 
Committee on Reactor Safeguards 10pp 50828 165-50B2B 174 

8908080065 Summary of ACRS Subcommiltee on Limerick Unit 2 meeting on 990425 In 
Philadelphia, PA re application for OL Statement of Limerick Ecology Action end 

* ACRS - Advisory Committee on Reactor Safeguards 89/05/15 ACRS - Advisory 
Committee on Reactor Safeguards. 24pp 50826,139-50826 162 

8908080245 Summary of ACRS Instrumentation & Control Sys Subcommittee meeting 
on 890405 fn Bethesda.MD to review NRC proposed resolution to Generic Issue 1 15, 
"Enhancement of Reliability of Weslinghouse Solid State Protection Sys." 

* ACRS - Advisory Committee on Reactor Safeguards 80/04/19. ACRS - Advisory 
Committee on Reactor Safeguards 9pp 50857 025 50857-033 


8908090010 Summary of ACRS AC/DC Power Sys Reliabilily Subcommittee mealing on 
890607 in Bethesda.MD re NRC proposed resolution qf Generic Issue 128, "Electrical 
Power Reliability " 

* ACRS - Advisory Committee on Reactor Safeguards 89/0-7/03 ACRS - Ad.iwxy 
Committee on Reactor Safeguards 13pp 50883 173-50883 185 

8908090092 Summary of ACRS Mamt Practices & Procedures Subcommittee rreet-ng 
on 89Q330 in Bathesda.MD re rulemaking package 

' ACRS - Advisory Committee on Reactor Safeguards 89/07/17 ACRS • AtU.sory 
Committee on Reactor Safeguards IZpp 50883 161-50883 172 

8908090141 Summary of ACRS Subcommittee on Extreme External Phenomena meet 
ing on 890622 in Bethesda.MD re draft resolution package for US! A-40 

* ACRS • Advisory Committee on Reaclor Safeguards 69/07/12 ACRS - Ad , son 
C ommittee on Reactor Safeguards 6pp 50883 108-50883 113 

-8908140266 Commenls on changes lo SRP Seclions 2 5 & 3 7 re resolution of USI A- 
40,as requested Attachment lists several seismic design areas requiring further NRC 
evaluation & consideration 

STEVENSON.J.D Stevenson & Associates 89/06/21 SIESS.CP ACRS • Advisory 
Committee on Reactor Safeguards 7pp 508B3 1 14 50883 120 

8908090157 Comments on ACRS Subcommittee on Mails & Metallurgy 890620 meeting 
in Bethesda.MD re low upper shelf toughness 

HUTCHINSON. J W Harvard Umv . Cambridge, MA 89/06/30 SHEWMON.PG ACftS 
- Advisory Committee on Reactor Safeguards 2pp 50883 219 50883 220 

8908090172 Summarizes 090612-16 meetings w/NRC & util in San Francisco. CA ro 
gaology/geophysics 8 plant tong term seismic program Meeting agenda & list of at- 
tendees end 

THOMPSONS A Affiliation Not Assigned 89/06/30 IGNE.A ACRS - Advisory Com- 
mittee on Reactor Safeguards 7pp 50882 259-50882,265 

8908090280 Summary of ACRS Subcommittee on Mechanical Components 890621 
briefing on Kraftwerk Union Allengesellschaft motor-oparaled valve progiam.indtislry A 
NRC check valve activities & Millstone 3 isolation valve event 

* ACRS • Advisory Committee on Reactor Safeguards 09/07/25 ACRS • Advisory 
Commilfee on Reaclor Safeguards 9pp 50862 069-50862 077 

8900100354 Summarizes ACRS 349lh meeting on 890503-06 re listed ACRS 
repts, implementation oi Commission safety goal policy statement, proposed NRC mamt 
rule & Integrated approach lo regulatory matters 

REMICK.F J ACRS - Advisory Committee on Reaclor Safeguards 89/05/26 
ZECH.LW Commissioners 4pp. 608B5 221-50885 224 

8908170282 Transcript ol 890810 ACRS 352nd meeting fn Bethesda.MD Pp 1-124 Re- 
lated Info end 

' ACRS - Advisory Committee on Reactor Safeguards 89/08/10 150pp 50935310- 
60936,116 

8908170495 Transcript of ACRS 352nd meeting on 890811 in Bethesda.MD Pp 125 
387 Related info end 

* ACRS - Advisory Committee on Reactor Safeguards 89/08/1 1 371pp 50939300 
50040 315 

8908180149 Submits summary of views re Issues presented at 890420- mooting ol 
ACRS Subcommltltee on Occupational & Environ Protection Sys per 
request Documents & meeting presentafion together provided good review ol hoi par 
tide problem 

WALD.N Pittsburgh, Umv of, Pittsburgh, PA 89/05/09 CARROLL ACRS - Advisory 
Committee on Reactor Safeguards 3pp 60966 351-50968,353. 

890B180160 Discusses merits of close on limit re motor operated gale valve torque 
switches Limit switch failures not reported at significant rale & switch require only 
minimal care 

WOHLD.P.R Affiliation Not Assigned, 89/02/25 CARLYLE ACRS - Advisory Commit 
tee on Reactor Safeguards 2pp 50967.164-60967 165 

8908220180 Transcript of ACRS Subcommittee on Seabrook 690817 meeting In 
Bethesda.MD Pp 1-198 Related info end. 

* ACRS • Advisory Committee on Reactor Safeguards 80/08/17 280pp 50998 028- 
50998 307. 

8908220192 Discusses proposed resolullon of Generic Issue 79. "Unanalyzed Reactor 
Vessel (PWR) Thermal Slress During Natural Convection Cooldown, 1 per ACRS 
352nd meeting on 890810-1 1 

REMICK.F J ACRS - Advisory Committee on Reaclor Safeguards 80/08/15 
TAYLOR.J M OIc of the Execuhve Director for Operations Ip 51103 032-5*103 033 


ADVCM NRC ADVISORY COMMITTEE 


6908180054 Summary of ACNW 10th mealing on 890511 In Balhesda.MD 

* Advfsoiy Committee on Nudear Waste, 89/06/23. Advisory Committee on Nuclear 
Waste 23pp. 50935 251-50935 273 

8908160065 Summary of ACNW 9th meeting on 890426-28 In Bethesda.MD 
MOELLER.D W. Advisory Committee on Nuclear Waste. 89/05/19 ZECH.LW Com- 
missioners 5pp 50935 228-50935 232. 

B908170654 Summary of seventh ACNW 890221-23 meeting In Bethesda.MD Mooting 
attendees, future agenda & ACNW itr repts end. 

* Advisory Committee on Nuclear Waste, 89/08/11. Advisory Committee on Nuclear 

Waste 56pp 50959 087-5095B-143 . 1 

8908170661 Summarizes ACNW 12th meeting on 890628-30 In Bethesda.MD, Future 
agenda end 

MOELLER.D W Advisory Committee on Nuclear Waste, 89/07/14. CARR, KM Com- 
missioners 6pp 50958,0 17-60958:022, 

8908180029 Repts on recent discussion w/NRC on assessment of performance assess 
menl portion of draf '■ 1 icerns raised to 

scenario & scenario 

POMEROY, P.W Ren • Advisory Com 

mlllee on Nuclear W 
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6906180120 Summary of 9th ACNW meeting on 890426 28 in Bethesda.MD 

• Advisory Committee on Nuclear Waste 89/06/23 Advisory Committee on Nuclear 
Waste 36pp 50967 004-50967 100 

6S 031 S0 162 Summarizes 10th ACNW meeting on 890511 in Bethesda.MD Committee 
trefed by NRC on dialt linal technical position paper on environ monitoring ol low 
ls<el rad waste disposal facilities Future agenoa end 

MOELLER DW Advisory Committee on Nuclear Waste 09/06/08 ZECH.L W Com- 
missioners 4pp 50970 164-50970 167 

8908180239 Discusses review of waste package mails program High Level Waste Mgl 
hs-mg contractors develop technical basis for what can be done to deline substantial 
1/ complete containment 

SHEWMQM.P Advisory Committee on Nuclear Waste 89/05/19 MOELLER, DW Ad- 
v sory Committee on Nuclear Waste 2pp 50970 196-50970 197 

6908180393 Summary of Blh ACNW meoling on 890323 in Bothesda.MO 

’ Adiisory Committee on Nuclear Waste 89/03/23 Advisory Committee on Nuclear 
Waste 2?pp 50983 204-50903 232 

-8906240305 Provides comments & recommendations re how staffing support should 
be crowded to Advisory Committee on Nuclear Waste In future 
MOELLER, DW Advisory Commillee on Nuclear Waste 89/03/24 2ECH.LW Com 
missioners 2pp 509B3 231 50983 232 

6908230132 Discusses radiation exposure reporting at facility Ropt lor Individual who re 
ceived ingestion from puncture wound in 1965 & later moved to position w/li«lo expo 
sure attached 

ORTH.DA Savannah River Laboratory 89/04/18 MOELLER, DW Advisory Commil 
las on Nuclear Waste 5pp 51005 274-51005 270 

6908230332 Summary of 1 1th ACNW meeting on 890613 in Bethesda.MD 

• Advisory Commitleo on Nuclear Waslo 09/06/13 Advisory Committee on Nuclear 
Waste 19pp 51005 074-51005 092 

6908240166 Errata to transcript ol Special NRC Commillee lo Review Severe Accident 
Rsks Rept (NUREG-11SO) 890710 meeting in Rockville, MD 

• Special Commillee lo Review Severe Accident Risks Rept 09/07/10 2B6pp 
51004 121-51005 050 

8908240122 Errata to transcript ol Special NRC Commillee to Review Severn Accident 
Risks Repl (NUREG 1150) 09071 1 mooting In Rockville, MD 

• Special Commillee lo Review Severe Accident Risks Ropt 80/07/1 1 215pp 
51002 231-51003 087 

6908240125 Errata to transcript ol Special NRC Committee lo Review Sovoro Accident 
Fisks Repl (NUREG 1150) 890712 meeting In Rockville, MD 
■ Special Comnnltoo lo Review Severn Accidonl Risks Rept 89/07/12 375pp 
51063 088 51004 120 


COMMISSION NRC COMMISSIONERS 

8907280171 Weekly into repl tor wk ending 890721 
8LAHA.JL Otc ol the Executivo Director lor Operations 89/07/25 41pp 50609 186- 
50689 226 

6907280370 Responds lo 890412 Hr ro Rev 0 ot ASNT certification program tor Industri 
at radiography satoty personnel NRC will contlnuo to meet statutory obligation by 
maintaining olloclivo rogiilntory oversight of radiography licensees 
CARR.K U Commissioners 89/07/20 BECKLEY.R.A American Society lor Nonde- 
structive Testing 2pp 50707 194 50707 219 

-6907280373 Expresses appreciation tor providing ASNT opportunity ol prosonlmg 
overview ol society program re Industrial radiographer salaty certification ASNT certifi- 
cation program end 

BECKLEYRA American Society lor Nondestructive Testing 09/04/12 ZECH.LW 
Commissioners Ip 50707 190 50707 196 

..8906230119 Rov 0 lo ASNT CP IRRSP-1 A, "ASNT Certification Program tor Industrial 
Radiographer Radiation Satoty Personnel " 

' American Society tor Nondestructive Testing 09/03/24 23pp 5O707H97 
50707 219 

1907280374 Responds lo 890622 Itr ro settlament agreements that attempt lo restrict 
individuals Irom bringing salety concerns or discrimination manors to attention ol tod 
eral agencies, including NRC 

CARR, KM Commissioners 09/07/18 BREAUX, J , SIMPSON, A K Senate, Environ- 
ment & Public Works 4pp 50700 075-50700 002 

- 8907280378 Forwards 860606 Hr transmuted lo DOJ re Investigation Into settlement 
agreements restriclmg Individuals Irom bringing satoty concerns or discrimination mai- 
lers to attention ot federal agendes.lncludlng NRC 

SIMPSON.AK, BREAUX, J Senate, Environment & Public Works, 09/00/22 
ZECH.IW Commissioners 4pp 5O7O0'O79 50706 £02 

6907209362 Requests that DOE continue to tronsport commercial highly enriched U 
using sate secure trailer Bys unlit qualified commercial transporter comas 
forward Rulemaking lo amend regulations lor highly enriched U will bo issued 
CARR.K M Commissioners 89/07/21 WATKINS, J D Energy, Dopt. ol Ip. 
50707143 50707 143 

6908070048 Responds to 090630 Hr urging Commission not to permit further low power 
operations at facility until Identiliod procedural Inadequacies thoroughly 
addressed Rept on 8BQ622 trip at facility will be forwarded when complete 
CARR, KM Commissioners CCS 09/07/31 MARKEY.E J House ot Rep 2pp. 
69930,340 69930 359, 

8906070073 Requests advice re mGrlts ot including addl drug9 & lowering cutoll levels 
for certain drugs m amended NRC fitness-for- duly program rule, 

CARR.K M Commissioners ACB1-2 042 89/07/25 SULLIVAN, L Health & Human 
Services, Dept of 5pp 50B54 010-50B54'096. 

• 8908110392 "Discussion ol Appropriate Cut-OH Levels (or Amphetamines & Marijuana 
In Workplace Drug Testing Programs " 

’ NRC - No Detailed Affiliation Given AC81-2 043 09/06/30. 13pp 50854,016- 
50854 027 


—8908110396 "Discussion ol Barbiturate & Benzodiazepine Urinalysis tn Workplace 
Drug Testing Programs ' 

* NRC - No Detailed Affiliation Given 89/00/30 66pp 508S4 02B-508E4 093 

—8908070086 Comments on 890322 staff requirements me mo, re questing HHS.to review 
merits ot including addl drugs & towering cutofl levels in federal guidelines 
STELLO.V Otc ol the Execulive Director lor Operations 09/07/06 CARR Commis- 
sioners 3pp 50054 094 50054 096 

8908080115 Weekly into rept lor wk ending 890726 
BLAHA.J L Ole ol Ihe Execulive Direc lor lor Operations 69/08/02 37pp 50858 099 
ennea nc 


690BOBO144 Forwards specific comments on recommendation contained in GAO rept 
entitled, "Nuclear Regulation NRC Restart Actions Appear Reasonable- But Criteria 
Needed " 

CARR K M Commissioners CCS 89/07/26 GLENN, J Son ate, Governmental Affairs 
CONYERS, J House ol Rep , Government Operations BREAUX, J B Senate, Environ 
ment & Public Works 6pp 50902 105 50902 1 1 1 

-89080B0145 Forwards GAO/RCED 69 95, 'Nuclear Regulation NRC Restart Actions 
Appear Reasonable- Bui Cnlona Needed " Rept contains recommendation to NRC W/ 
o end 

PEACH, JO General Accounting Olfico B-235146 99/06/06 ZECH.LW Commis 
Slone rs Ip 50902 111 50902 111 

8908080310 Foiwards "Compilation ol Fastener Testing Dala Received in Response to 
NRC Compliance Bulletin 87-002 ” Rept analyzes dala on nonconforming laslonors In 
nuclear industry Related into also end 

CARR.K M Commissi onars IEB 07 002 09/07/26 DINGELL.J D House ol Rep, 
Energy & Commerce 21pp 50916001 50916027 

0908080353 Forwaids list ot 1906 LERs.lisl ol abnormal occurrences as defined by 
NRC & contained in 1960 AEOD annual ropl.App B & raw dala on radioactive malls 
released into environ from commercial nuclear power plants in I960 W/o rot end 
CARR.K M Commissioners CCS 89/07/28 MARKEY.E J House ot Rep 2pp 
50965 001-50966 008. 

-6908080357 Requests assistance in obtaining listing ol LERs w/seventy categoriza- 
tions lor each commercial reader tor 1900 & listing ol reported radionuclides emitted 
from each commercial reactor in 1088 in both air & water, by 090720 
MARKEY.E J House ol Rep 89/07/06 CARR.K M Commissioners G5pp 
50965 003-50965 C8B 

8908080366 Ack receipt ot 090706 Itr ro consolidation ol nonpower reactor activities 
wilhln NRC At prosenl.NRC does not anticipate that (ormai presentation on matter by 
representatives of organization will be noedod 

CARR.K M Commissioners 69/06/02 VOTH.MH Notional Organization ol Test, Re 
Boarch & Training Reactors 6pp 50056 277-50056 283 

-8008080367 Supports NRC ollorls lo consolidate nonpowe/ reactor regulator 
matters All nonpowor regulatory activities, Irom Initial licensing through Tnsp & 
enlorcomont.should bo under conlrol ot mgl structure identiliod for nonpower reactors 
VOTH.MH, National Organization ol Tost, Research & Training Reactors 09/07/06 
CARR.K M Commissioners Ip 50B56 203-50856 203 

0900090201 Responds to 890615 Itr ro full review ot radwaate disposal Issues raised In 
RM Tobo.Erto County Commissioner ot dept ot environ 8 planning Commission not 
proposing to chango policy statements & regulations cited In Tobo Hr 
STELLO.V Ole ol Iho Executivo Director lor Opaiations CCS 89/07/21 
LAFALCE.JJ House ol Rep, 9pp. 60803 121-50083 132 

• 0908090206 Requests full rovlow ol Issues raised by RM Tobe Hr expressing concern 
w/proposod deregulation ot NRC regulations lor disposal ol radwaslo 
LAFALCE.JJ Houso ol Rop 09/06/15 ZECH.LW Commissioners, Ip 50863 130 
50003 130 

-8908090208 Opposes proposos changes lo oxlstmg NRC regulations ro disposal ol 
radwaslo & projected exposure potenlial 

TOBE.R.M, Counly ot Erie. NY 89/04/14 Dockolmg & Services Branch 2pp 
50803,131 60083,132 

8908140169 Responds lo 890620 Itrs re status ol omergoncy planning around plant 
CARR.K M Commissioners 09/06/07 THOMPSON, AC Plymouth, MA 2pp 
50993'101-50993 196 

- 8908170239 Objects to util appraisals ol local radiological emergency planning ollorls 
THOMPSON, AC Plymouth, MA, 09/06/26 CARR.K M Commissioners 2pp 

50993 193 50993.194. 

8908140166 Commanls on dithculllos facing community In developing radiological emer- 
gency rosponso plans 

THOMPSON, A.C. Plymouth, MA 69/08/26 CARR.K M Commissioners. 2pp, 

50903 195 50893 196. 

8908160270 Responds to 890717 Hr ro proposal to negotiate science & technology 
agreement w/Hungary JR Shea delegated as Commission representative on Ambas- 
sador de Vos delegation 

CARR, KM Commissioners 89/07/26 BERNTHAL.F M Slate, Dept of, Bureau ol 
Oceans & Inti. Environ & Sclontitic Affairs Ip, 50937.1 17-50937 1 18 

-8908160271 Requests that NRC be represented on delegation lor 890731- 0002 nego- 
tiations w/Hungary lor science & technology agreement, per President Bush speech, 
BERNTHAL.F M State, Dept. o(, Bureau ot Oceans & Inll Environ & Scientific Allans 
89/07/17 CARR.K M Commissioners Ip. 50937' 1 18 50937.1 18 

8908170307 Forwards response to GAO/RCED 69 95, "Nuclear Regulation: NRC Re 
start Actions Appear Reasonable • But Criteria Needed " 

CARR.K M Commissioners. 89/07/28 GLENN.J Senate, Governmental Affairs 
CONYERS, J. House ol Rep, Government Operations. BREAUX, J B Senate, Environ- 
ment & Public Works Bpp. 51016 061-51015 000. 

--6906080147 GAO/RCED-09-95 "Nuclear Regulation NRC Restart Actions Appear 
Reasonable • Bui Criteria Needed " 

PEACH, J.D. General Accounting Qllico B-235146 89/05/31 19pp 51015,070- 
51015.088 
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8908170391 Weekly inlo rept for wk ending 890B1 1 
BLAHAJL Assistant lor Operations (Post 890205) 89/08/15 31pp 50947 303 
5094 7 333 

B90B 180318 Weekly info repl for wk ending 890B04 
BLAHA.J L Ofc of the Executive Director for Operations 89/08/09 36pp 50967 172- 
50967 207. 

8908220336 Responds 10 890630 ttr re containment performance improvement program 
{CPI) NRC goal to integrate findings of CPI program w/olher programs lor closure of 
severe accident issues w/mdividual plant exam program 

CARR.K M Commissioners 89/08/11 KEISER.HW Pennsylvania Power & Light Co 
2pp 50994 283-50994 28G 

--8S0B220338 Submits comments on containment performance improvement program 
(CPI) Believes program will be generic approach to improving containment perform- 
ance during severe accident 

KEISER.KW Pennsylvania Power & Light Co 89/06/30 CAHR.KM Commissioners 
2pp 50994 285 50994 28S 

B9D8220344 Responds to 890728 request for Commission views an proposed amend of 
Section 234(a) of Atomic Enemy Act ol 1954 Commission does not favor use of civil 
penally payments to support eauc institutions conducting radiological research 
CARR.K M Commissioners 89/08/11 GLENN.J Senate, Governmental Affairs 2pp 
50977 132 5097 7 135 

-B9O8220346 Requests Commission views on proposed bill re civil penally levy & li 
cense es donation to nonprofit educ institution for use in furthering protection of radio 
logical health & safety of public 

GLENN.J Senate. Governmental Affairs 89/07/28 CARR.K M Commissioners 2pp 
50977 134 50977 135 

6908220404 Responds to 890615 lb re metric conversion in US 8 reactivation of Inter- 
agency Committee on Metric Policy Beckjord given responsibility to develop compre- 
hensive plan proposing utilization ol metric sys ot weights & measures 
CARR.K M Commissioners 89/08/10 MOSBACHER.R A Commerce, Dept of Ip 
51015265 51015281 

••8908220407 Discusses metric conversion in US & reactivation ol Interagency Commit- 
tee on Metric Policy 

MOSBACHER.R A Commerce, Depl of 89/06/15 ZECH.LW Commissioners I6pp 
51015266 51015281 

6908220410 Ack receipt of 890721 Itr informing NRC that NUMARC tiled motion to in 
tervene in suit by UCS & other organizations against NRC new regulations on stand 
ardization & early resolution of licensing issues 

CARR.K M Commissioners B9/08/09 LEE.B Nuclear Management & Resources 
Council (NUMARC) (formerly Nuclear Utility Manage Ip 50976 222-50976 230 

- 8908220412 Advises that NUMARC filed motion to intervene tn petition tiled by Nucle- 
ar Into & Resources Svc & six other public interest groups challenging NRC promulga- 
tion of adoption ot Pari 52 regulations Unsigned motion to intervene end 

LEE.B Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage 89/07/21 CARR.K M Commissioners 9pp 50976 223-50976 230 

8908220418 Ack receipt of 890627 invitation lor technical delegation from NRC to visit 
Czechoslovakia Commission accepts two topics listed in 890627 Itr for discussion & 
proposes that visit lake place on 89 100 9 13 

CARR.K M Commissioners 89/08/08 HAVEL, S Czechoslovakia. Govl ot Ip 
51015292 51015293 

- 890B220420 Expresses appreciation lor technical delegation from NRC to visit 
Czechoslovakia to discuss implementation ol regulatory msp on nuclear 
facilities, permanent inspector activities, reactor pressure vessels & assessment ot 
degradation 

HAVEL.S Czechoslovakia, Govl of 89/06/27 ZECH Commissioners Ip 51015 293- 
51015 293 

8908220431 Requests reconsideration ot decision lo terminate detail of Federal Protec- 
liye Oflicers assigned lo One White Flint North effective 891001 NRC would continue 
lo use contract security guards for routine access processing at fobby 
CARR.K M Commissioners 89/Q8/0B AUSTIN. R G General Services Administration 
2pp 5 1 01 5 300-51015 302 

-8908220434 Advises ol intent lo terminate Federal Protective Officer dolail at One 
While Flint North effective 891001 as pari of NRC security program 
MOORE GB General Services Administration 09/06/27 CARR.K M Commissioners 
ip 51015302 51015 302 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8907180429 Notification of contract execution "Region tV Data Entry Support Svcs " 
Contract awarded to SBA Subcontractor Burco Sys Development 
MEARSE.S D Contract Negotiation Branch 1 FIN 0 8519 NRC-31 89 267 89/06/14 
MEYER, D M , RETTIG.J NRC - No Detailed Affiliation Given Ip 50766 006- 
50766294 

— 890718Q441 Contract "Region IV Data Entry Support Svcs," awarded to 
SBA Subcontractor Bufco Sys Development 

REYES, J G Small Business Administration BUHNS.B L. Burco Systems Development 
WIGGINS.EJ Division of Contracts & Properly Management (Post B90205) FIN B 
8519 NRC 31 69267 89/06/14 272pp 50766 007-50768 294 

8907270091 Notification of contract execution 'Recommendations by NRC lor Lab 
Testing & Field Placement ot Low Permeability Soils for Waste Covering ” awarded to 
US Army Corps ol Engineers 

LITTLE, M. Contract Negotiation Branch-2 FIN D-1095 NRC-02-89-002 89/06/23 
FUNCHES.J L Program Management, Policy Development & Analysis Staff (Post 
870413) KANE.J NRC - No Detailed Affiliation Given tp 50705 261-50705 271 

-B90727Q146 Llr Contract NRC 02 69 002, "Recommendations lo NRC lor Lab Testing 
& Field Placement of Low Permeability Soils for Waste Covering." awarded to US 
Army Corps ol Engineers 

WIGGINS.EJ Division ot Contracts & Property Management (Post 890205) FIN D 
1095 NRG-02-89 002 89/08/15 HADALA.P Army. Dept of. Army Engineer Water- 
ways Experiment Station I0pp 50705 262-50705 271 


8907270103 Notification of contract execution "On Call Matnl on IBM Sys Sit Mm 
C ards & Displaywriters,” awardod to CMP Corp 

HAGEY.H Contract Negotiation Branch 1 FIN B 881 6 9 NRC-33 89-152 89/07/11 
AMENTA.J Division ot Computer & Telecommunications Services (Post 890205) 
JOHNSON, C NRC - No Detailed Affiliation Given Ip 50704 123-50704 198 

-8907270109 Contract "On Call Main! on IBM Sys Six, Mag Card9 & Displaywrilers, ' 
awarded to CMP Corp 

STOVALL, W D Computer Maintenance & Parts Corp FLYNN.M J Division of Con- 
tracts & Properly Management (Post 890205) FIN B 0816 9 NRC 33 59 152 89/07/ 

11 67 pp 50704 124-50704 198 

8907270135 Notification ot contract execution "Low Level Waste Met & Deco mm. ss wr- 
ing," awarded to Cham Nuclear Sys.lnc 

MEARSE.S Contract Negotiation Branch-1 FIN B 6999 9 NRC-02-89 006 09/05/26 
FUNCHES.J L Program Management, Policy Development 8 Analysis Stall (Post 
870413) ROLES.G NRC - No Detailed Affiliation Given Ip 50705 1 70 50705232 

-0907270139 Contract "Low Level Waste Mgt & Decommissioning." awarded to Chcm- 
Nuclear Sys.lnc 

JOBSON.G C Chem-Nuclear Systems, Inc FLYNN.M J Division ol Contracts & Prop- 
erty Management (Post 890205) FIN B-6999-9 NRC 02 89 006 89/05/26 54pp 
50705 179 50705 232 

8907270307 Notification ol contract execution "Technical Assistance for Pad 20 Imple- 
mentation," awarded to SBA Subcontractor Scientech.lnc 

HAGEY.H Contract Negotiation Branch-1 FIN B 82079 NRC 04-89-067 89/07/13 
MORRIS, B M Division of Regulatory Applications (Post 8704 13) PETERSON, HT. 
NRC - No Detailed Affiliation Given Ip 50703 176 50703 308 

-8907270314 Contract "Technical Assistance lor Part 20 Implementation.” awarded to 
SBA Subcontractor Scientech.lnc 

BAKER, L J, Small Business Administration YBARRONDO.LJ Scientech.lnc ' Dw 
slon of Contracts & Property Management (Post 890205) FIN B-82079 NRC 04 89 
067 89/07/13 133pp 50703 177-50703 306 

6907310404 Notification of contract execution "NRC Fundamentals Exam Technical 
Assistance," awarded to Sonalysts.lnc 

DEMARCO, D Contract Negotiation Branch 2 FIN L-1281 9 NRC 03 8 9 030 89/07/ 

05 BAJWA.SS Office of Nuclear Reactor Regulation, Director (Post 870111) 
PULSIPHER. K NRC - No Detailed Affiliation Given Ip 50785 052-50785 203 

— B9Q7310410 Contract "NRC Fundamentals Exam Technical Assistance," awarded lo 
Sonalysts.lnc 

SKRABA.F J Sonalysts, Inc WIGGINS.EJ Division ot Contracts S Property Manage- 
ment (Post 890205) FIN L-1281 9 NRC-03 89 030 89/07/05 123pp 50785053- 
50785 203 

6900030316 Concurs w/lndiana Unw 890715 request tor duo dale for final repl bo ex- 
tended from 890715 to 890814 to provide addl time to modify formal ol repl Request 
lor procurement action should be prepared to initiate requested contract mod 
BURNETT, fl F Division of Safeguards & Tran spo nation (Post 870413) FIN D 1054 
NRC 02-87-001 89/07/28 FUNCHES.J L Program Management, Policy Development 

6 Analysis Staff (Posl 870411) Ip 50786 300 5078G 300 

8908040198 Notification of contract execution "NRC Rules & Regulations." awarded to 
Melrolec.lnc 

DEMARCO, D Contract Negotiation Branch-2 FIND 24189 NRC-10-89-170 09/07/ 

19 GRIMSLEY.DH Division of Freedom ol Information & Publicalrons Services (Post 
890205) LESAR.M NRC - No Detailed Affiliation Given Ip 507S6 160.50707 065 

-8908040201 Contract "NRC Hutes & Regulations," awarded to Melroiec, Inc 
NELSON.J E Metrotec, Inc WIGGINS.EJ Division of Contracts & Properly Manage- 
ment (Post 890205) FIN D 24189 NRC-1089-170 89/07/19 !2pp 50796 161- 
50796 172 

-8908040205 Advises that NRC soliciting proposals lor RS ARM 89 170, "NRC Rules & 
Records " Solicitation package end 

SMITH, PA Division of Contracts & Property Management (Posl 090205) 69/02/22 
At filiation Not Assigned 275pp 50796 173 50797 085 

8908040223 Notification ol contract execution "ASME 1989 Boiler S Pressure Vessel 
Code," awarded lo ASME 

HUGHES, A Contract Administration Branch FIN D 1879 NRC 33-89-143 89/07/12 
SCOTT, R S Division ot Information Support Services (Post 890205) CHEN.E NRC - 
No Detailed Affiliation Gwen Ip 50797 263 50797 310 

-8908040227 Contract "ASME 1989 Boiler & Pressure Vessel Code " 

YELAVtCH.JL American Society ol Mechanical Engineers EDGEWOFtTH.P J Divi- 
sion of Contacts & Property Management (Post 890205) FIN D 1679 NRC 33 89- 
143 89/07/12 48pp 50797 264 50797 310 

8908040231 Notification of contract execution, Mod 23, to ' A DP Sys Marti 
Contractor SBA Subcontractor Technassociatas.lnc (The Maxima Corp) 

KNOX.E Contract Administration Branch FIN D-13919 NRC 33-83-266 89/06/16 
KRUZIC.PG Division ot Computer & Telecommunications Services (Posl 050205) 
CAWLEY, J T NRC • No Detailed Affiliation Given Ip 50799 228-50799 230 

-8908040240 Mod 23,providing incremental funding & extending period d 
performance, to "AGP Sys Main! 

MOWERY.E C Small Business Administration * Technassocmlos. Inc 
EDGEWORTH. P J Division ot Contracts & Property Management (Posl 62020$) FIN 
D 13919 NRC-33 86 266 89/06/16 2pp 5O799 229-5O709 23O 

8908040246 Notification ol contract execution, Mod 6, to "Test Specimens From Dam- 
aged TMl-2 Reactor Bottom Head " Contractor MPR Assocs.lnc 
BRENNAN, PA Contract Administration Branch NRC 04.88 086 89/06/27. 

SHERON.B W Division ot Systems Research (Posl 880717) VAN HOUTEN.R NRC - 
No Detailed Affiliation Given Ip 50799 255 50799 259 

-890B040250 Mod B.revismg statement ol work & provisional indirect rates lor CY89 (, 
increasing total eslimated amount of contract, lo "Tost Specimens Fiom OamBged 
TMI-2 Reactor Bottom Head ” 

CHAPIN.D M MPR Associates, Inc BELL.S Division ot Contracts & Properly Manage- 
ment (Posl 890205) NRC 04 08 086 89/06/27 4pp 50799 256-507S9 259 
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590804025? Notification qi contract execution, Mod 3, to "Processing & Packing Docu- 
ments tor Transmittal to LPDRs" Contractor SBA Subcontractor Analysis Group, Inc 
KNQX.E Contract Administration Branch FIND 24 169 NRC 39 80 209 89/06/89 
GRIMSLEY.DH. NORTHERN, SS NRC - No Detailed Afliliation Given Ip 
50797 257 50797 261 

>•$908040263 Mod 3, exercising first ot tour 1-yr option's, providing lunding tor tirst yr 
option S incorporating prices tor option yr two, three & lour, to "Processing & Packing 
Documents tor Transmittal to LPDRs " 

IVORY. B J Small Business Administration CtRlLLO.JA Analysis Group, Inc 
EDGEWORTH.PJ Division of Contracts & Property Management (Post 090205) FIN 
D 24169 NRC-39 88 209 69/06/29 4pp 50797 256 50797 261 

89060402B1 Notification ot contract execution, Mod 37, to "Fuel Cyclo Licensing Assist- 
ance " Contractor, Science Applications Inti Corn 

MEEHAN, B Contract Administration Branch FIN L 1245-9 NRC 02-87 004 89/07/ 
06 FLINCHES, J L Program Management, Policy Development 8 Analysis Stall (Post 
8704 13) LOYSEN.P NRC - No Detailed Affiliation Given Ip 50797 249 50797 256 

•-8908940286 Mod 37, delimiting Task Order 20 & adding incremental funding, to “Fuel 
Cycle Licensing Assistance " 

RODEHAUJ J Science Applications International Corp (tormorly Science Applies 
tions, Inc) EDGEWORTH, PJ Division ot Contracts & Property Management (Post 
890205) FIN L-1245 9 NRC 02 07-004 89/07/06 7pp 50797 250-50797 256 

8906040295 Notification ot contract execution, Mod lO.to “Radiation Monitoring Program 
Requirements ” Contractor State ot AZ Radiation Regulatory Agency 
HUGHES, A Contract Administration Branch NRC 32 03 681 89/07/17 HAMtLLK 
Region 5, Ole ot the Director PETERSON, D NRC • No Detailed Afliliation Given ip 
50797 207 50797 209 

-6900040303 Mod 10,changing contractor moiling address 8 revising Articles III & XIII & 
statement of work.ltem IV entitled "Reporting," to "Radiation Monitoring Program Re- 
quirements '* 

lEDFORD.C F Arizona, State ol EDGEWORTH,? J Division ol Contracts & Property 
Management (Post 890205) NRC-32 83-601 89/07/17 2pp 50797 208 50797 209 

6998040309 Notification ot contract execution, Mod 5, to "Diagnostic & Therapeutic Nu- 
clear Medicine " Contractor Umv ol Texas 

MEEHAN, B Contract Administration Brand) NRC 05 67-121 89/07/10 

SPESSARD.R L Division ol Operational Assessment (Post 070413) ANDERSON, R 
NRC - No Detailed Affiliation Gwen Ip 50797 213-50797 216 


-*8908040326 Mod 1, substituting tour key personnel, to "ADP Sys Development & Main! 
Svcs " 

* Applied Management Systems, |nc EDGEWORTH, P J Division of Contracts & Prop 
erty Management (Post 890205) FIN D-1391 NRC-33 89 132 89/97/18 2pp 
50797 218 50797 239 

-■6908040326 Requests substitution ot JR Perkins for J Clarke as project manager, per 
Mar 1987 key personnel requirements ol Contract NRC-33 89*132 
HUTCHISON, M Applied Management Systems, Inc NRC-33 89 132 89/07/05 
EDGEWORTH, PJ Division of Contracts S Property Manaqoment (Post 8902051 5pp 
50797 220 50797 224 

-B90B040329 Requests (hat listed individuals be substituted for individuals currently 
designated as "key personnel" lor NRC sys development 8 mamt svcs Substitution 
will enhance ability to suoport NRC Resumes end 

CLARKE, J, Applied Management Systems, Inc NRC-33 69 132 80/06/21 
FLYNN, MJ Contract Administration Branch t6pp 50797 225 50797 239 

890B070065 Notification ot contract execution, Mod 14, to "Thermal Mixing" 
Contractor Regents ot Umv ot CA 

MEEHAN, B Contract Administration Branch NRC 04-86-111 B9/0B/O3 

SHERON.B W Division ol Reactor & Plant Systoms (87Q413-3B0716) BESSETTE, D 
NRC - No Detailed Affiliation Given Ip 50824 126-50824 120 

-•8908070071 Mod 14, changing project oflicer.to "Thermal Mixing" 

' California, Umv ol, Santa Barbara, CA EDGEWORTH, P J Division ol Contracts & 
Property Management (Post 890205) NRC 04 06-t11 89/03/08 2pp 50824 127- 


8908070107 Notification of contract execution.Mod It, to "Technical Assistance in Do- 
volopmg & Impternonling Programs & Procedures lor Reactors Requiring Special Insp 
Resources " Contractor Resource Technical Svcs, Inc 

MEEHAN, S Division ol Contracts & Property Management (Post 890205) FIN B- 
8786 9 NRC 03 87 119 89/00/02 BAJWA.SS Planning, Proqram & Manaqoment 
Support Branch (Post 870411) tp 50822 033 50822 035 

--B90B070117 Mod 11, providing incremental lunding, lo "Technical Assistance in Devel- 
oping & Implementing Programs & Procedures for Reactors Requiring Special Insp 
Resources " 

‘ Rosourco Technical Services, tnc EDGEWORTH, PJ Division of Contracts & Prop- 
erty Management (Post B90205) FIN B-B766 9 NRC-03-87-1 10 89/08/02 2pp 
50822 034 5002? 035 


--890B040314 Mod 5, revising course title 8 sotting courae datos.to "Diagnostic & Thera- 
peutic Nuclear Medicine" 

PRICE.R B Texas, Unlv of. San Antonio, TX EDGEWORTH, P J Division ol Contracts 
50797*21^ Mana9em0nl (Pos! 09O2OC ' NRC-Q5-07-121 89/07/10 2pp 50797 214 


0908070274 Notification ol contract execution.Mod 1,to "NRC Reactor Operator Exam 
iner Training Conference " Contractor Tabas Hotot 

BELL.S Contract Administration Branch FIN D 1780 NRC 03 88-027 89/07/21 
BAJWA.SS Planning, Program & Management Supporl Branch (Post 870411) 
PULSIPHER, K NRC - No Detailed Afliliation Givon Ip 50824 074-50024 076 


8908040310 Notification ol contract oxacution.Mod 0,to "Leaso/Purchaso of Woelmg 
house PWR Simulator " Contractor Wostinghousa 

MEEHAN, B Contract Administration Branch PIN B 8770-9 NRC 05-87 116 B9/Q7/ 
10 SPESSAHD.R L Division ol Operational Assessment (Post B70413) SHOWE.S 
NRC • No Detailed Affiliation Given Ip 50797 240 50797 242 

•■8908040313 Mod 9, providing funding & revising option poriod.to "Leaso/ Purchase of 
Westmghcuse PWR Simulator " 

HAMRICK, NP Westinghouse Electric Corp EDGEWORTH, PJ Division of Contracts 
& Property Management (Post 090205) FIN B 8770-9 NRC 05 87-1 16 09/07/10 
2pp 50797 241-50707 242 

6908040316 Notification ot contract execution.Mod l.lo "NRC Operator Licensing Ex- 
aminer Training Conference " Contractor Embassy Suitos Hotel 
CRAMPTON.SA Contract Administration Branch FIN 1-1102 9 NRC 03 89 034 69/ 
07/18 BAJWA.SS Planning, Program & Management Support Branch (Post 870411) 
PULSIPHER.K NRC - No Detailed Afliliation Given Ip 50872 21 1-50872 214 

- 8908Q4Q318 Mod 1 .modifying requirements & (leobligahng funds, to "NRC Operator U 
censing Examiner Training Conference " 

MCENTIRE.S Embassy Suites Hotel EDGEWORTH, p J Division of Contracts a Prop 
city Management (Post 890205) FIN L-1182 9 NRC 03 89 034 09/07/10 3pp 
50672 212-50872 214 


•■8906070278 Mod 1 .doobligating excess funds, la "NRC Reactor Operator Examiner 
Training Conleronce " 

ORAKE.H Tabas Hotot BELL.S A Division of Contracts & Property Management 
(Post 890205) FIND 1780 NRC 03 08 027 89/07/21 2pp 50024 075 50824 076 

8908080073 Notification ol contract execution, Mod 4, to "On Can Malm of NRC Periph- 
eral Computer Equipment " Contractor Computer Maml 8. Parts Corp 
FIELDS, J Contract Administration Branch FIND 1917 9 NRC 39-88 249 89/08/01 
KFUJZIG,PG Division ol Computer & Telecommunications Services (Post 090205) 
JOHNSON, C NRC No Detailed Affiliation Given ip 60654 260 50054 268 

-6908000074 Mod 4, providing tncromonlal funding 8 increasing contract ceiling 
amount. lo "On Call Main! of NRC Peripheral Computer Equipment 
* Computer Mmntonanco 8 Parts Corp BELL.S Division ol Contracts & Property Man 
an onion l (Post 000205) FIND 1917-6 NRC-39-88-249 89/08/01 2pp 50654 261- 
50854 262 

0908000103 Notification of contract exocution.Mod O.to "Kansas Soismic Network" 
Contractor Umv ol Kansas 

BRENNAN, PA Contract Administration Branch FIN D-20079 NRC 04 87 084 89/ 
07/3) Aft LOTTO, G A Division o I Engineering (Post 870413) GUSTAVE, R P Pro- 
gram Managomonl, Policy Development 6 Analysis Statf (Post 8704131 Ip 
50857 021-50857 024 


8908040319 Notification ol contract oxecution.Mod 7, to "Internal Emitter Aspects of Ftn 
dialion Prelection" Contractor Natl Council on Radiation Protection, 

KNOX.E Contract Administration Branch FIN D 1580 9 NRC04Q5 11B 89/07/15 
MORRIS.BM Division ol Regulatory Applications (Post 870413) 0ELL.J NRC No 
Detailed Affiliation Given ip 50797 243-50797 248 

••8908040320 Mod 7, incorporating scope chango lo perform work re risks of hot parti 
ctes on skin .increasing ceiling 8 atygatod amount & oxlonding period of 
performance, to "Internal Emitter Aspects ol Radiation Protection" 

' National Council on Radiation Protection 8 Measurements EDGEWORTH, PJ Divi 
sionot Contracts & Property Management (Post 890205) FIN D 1 580-0 NRC 04 85 
MB 89/07/15 5pp 50797 244 50797 240 

8900040323 Notilication of contract execution, Mot) 6, to "Unsaturated Flow 8 Transport 
ThruFiactured Rock re High Level Waste Repositories" Contractor, Umv ol Arizona 
MACE.M Contract Administration Branch NRC 04 86 114 09/07/19 GUSTAVE, R 
Program Management, Policy Development & Analysis Stall (Post 070413) 
NICHOLSON.T NRC - No Detailed Afliliation Given tp 50797 210 50797 218 

-8908940324 Mod 6, extending period ot performance w/no addl cost 8 designating 
new cq principal investigator & faculty investigator, to "Unsaturated Flow & Transport 
Thru Fractured Rock fa High Level Waste Repositories " 

WHEELER.J T Arizona, Umv of, Tucson, AZ HAGAN.T F Division ol Contracts & 
Property Management (Post 090205) NRC 04 06 114 89/07/19 2pp 60797 211 
50797 212 


-0008000110 Mod 3, revising slatemonl ot work to include task to decommission seis- 
mic network stations, providing funds tor task & increase contract ceiling amount 8 ex- 
tending contract to 890930 to "Kansas Seismic Network " 

MORELAND, K Kansas Umv ol, Lawronco, KS BELL,S Division of Contracls 8 Prop 
cirty Management (Post 890205) TIN D 20079 NRC-Q4 87 0B4 89/07/31 3pp 
S0B57 022 50857 024 

8908000205 Notification ol contract oxecution.Mod 9, to "Text Processing Svcs" 
Contractor Keyboard Communications, fnc 

fTELOSJ Contract Administration Branch FIN 0-2414-9 NRC-10 87-174 89/08/09 
PHILIPS, J Oflico Of Adminislratton (Post 000205) JOHANSEN, J NRC • No Detailed 
Affiliation Given Ip 50856 263 50856 264 

• ■8908080209 Mod 9, oxlonding period ot performance until 000630 at no addl cost 8 

C rovidmn addl funds, to "Text Processing Svcs " 

ICPHEE.J V Keyboard Communications, tnc BELL.S Division of Contracts 8 Proper- 
ty Management (Post 890205} FIN D 2414 9 NRC-10 87-174 89/06/09, Ip 
50856 264-50856 264 

6908080223 Notilicalion ot contract oxecution.Mod 15, to "Inti Piping Integrity Research 
Program " Contractor Batlolle Columbus Labs 

FIELDS, J Contract Administration Branch FIN O 1650 9 NRC 04 86 106 69/07/21 
GUSTAVE.RP Program Management, Policy Development & Analysis Staff (Post 
870413) MAYFIELD, M NRC No Detailed Alfrliation Given tp 50B39 357- 
50039 361 


8906040325 Notification of contract execution.Mod k .to "ADP Sys Development 8 Mail 
Svcs Contractor Applied Mot Sys.lnc, 

KWXE Contract Administration Branch FIN D 1391 NRC-33-89-132 09/07/ U 
I A,JA 0l,lce o( Information Resources Management (Post 890205 
CAWLEY JT NRC No Detailed Afliliation Given tp 50797 217-50797 239 


B908080227 Mod 15, collecting amount on Mod 13 8 14 S increasing lunds, to "inti 
Piping Integrity Research Program " 

' Batlello Memorial Institute, Columbus Laboratories QELL.S Division of Contracts & 
Property Management (Post 880205) FIN O 1656 9 NRC 04 86 106 89/07/21 4pp 
50039 35B 50839 361 
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8908080241 Notification of coniract execution, Mod 3,io "Internal Control Reviews” 
Contractor SBA Subcontractor Irving Burton Assoc 

KNOX S' Contract Adrnimstral ion Branch F IN O 14359 NRC-10 87 355 89/08/01 
NORRY.P G Office of Administration (Post 690205) BLACKS NRC Mo Detailed Af- 
filiation Given ip 50856 224 50856 226 

-8908080243 Mod 3, providing incremental funding to cover costs ol proposed Task 
Order 3 & designating E Black as protect ofticer.to "Internal Control Reviews " 

* Small Business Administration 1 Irving Burton Associates, Inc 8ELL.S Office of Ad 
ministration (Post 890205). FIN D 14359 NRC 10 07 355 89/08/01 2pp 50856 225 
50856 226 

8908090096 Notification ol contract execution 'ADP Sys Development & Main! Svcs," 
awarded to Applied Mgt Sys.lnc 

KNOX.E Contract Administration Branch FIN D 1391 NRC 39 89 132 89/07/20 
AMENTA.JA Ollice of Information Resources Management (Post 890205) 
CAWLEY, J NRC - No Detailed Affiliation Given Ip 50803 f86 50B03 191 

-8908090097 Ltr confracl.Task Order 3, "Software Administration," obligating lunds.to 
"ADP Sys Development & Maim Svcs " 

EOGEWORTH.P J Contract Administration Branch FIN D-I39I NRC 39 89 132 89/ 
07/14 CLARKE, JJ Applied Management Systems, Inc 5pp 50883 187 50883 191 

0908090111 Notification of contract execution, Mod 11, to "Update o! NRC Rules & Reg- 
ulations ” Contractor SBA Subconlractor Metrotec, Inc 

MEEHAN.B Contract Administration Branch FIND 24189 NRC-10 05 248 69/06/23 
GRIMSLEY.DH Division ol Freedom of Information & Publications Services (Post 
690205) MEYER, DL- NRC - No Detailed Affiliation Given tp 50882 108-50882 111 

—6906090120 Mod 11, extending period of performance through 890730 to allow dma (or 
complete statement of work, increasing ceiling to fund extension period & changing 
contractor address, to "Update of NRC Roles & Regulations ” 

TEAMER.R B Small Business Administration NELSON.J E Metrotec, Inc 
EDGEWORTH, P J Division ot Contracts & Properly Managemenl (Post 890205) FIN 
D 24169 NRC-10 85-248 89/06/23 3pp 50082109 50882 111 

8908090147 Notification of coniract execution, Mod 5,(o "Preparation 8 Delivery of 
NUREG 0750, ‘NRC Issuances & indexes Contractor Hern er & Co 
MEEHAN.B Contract Administration Branch FIN 0 24129 NRC-10 87-169 89/06/16 
GRIMSLEY.DH Division ol Freedom of Information & Publications Services (Post 
890205) LARKINS, P NRC - No Detailed Affiliation Given Ip 50881 335 50881 336 

“8908090146 Mod 5,deobli gating funds.to "Preparation & Delivery ol NUREG 0750 
’NHC Issuances & Indexes ’" 

KELLY.E I Herner & Co EDGEWORTH.P J Division of Contracts & Properly Manage- 
ment (Post 890205) FIN D-24129 NRC-10-87-169 89/06/16 Ip 50881 336- 
50BBI 336 

8908090297 Notification of contract execution .Mod 3,to "Incident Investigation Team 
(IIT) Training Course " Contractor EG8G Intertech, Inc 

BRENNAN, PA Contract Administration Branch FIN D 21919 NRC-26 89 293 89/ 
07/20 SPESSARD.R L Division ol Operational Assessment (Post 870413) MILLER, L 
NRC - No Detailed Allilialion Given Ip 508B9 336 50889 339 

-8908090302 Mod S.adding funding lo "Incident Investigation Team Training Course" 
CONGER.DS EGAG Interfech, Inc (subs of EGSG, Inc) BELL.S Contracl Adminis- 
tration Branch FIN 0-21919 NRC-26 89 293 89/07/20 3pp 50889 337 50689 339 

B9080 90361 Notification ol coniract execution "ADP Sys Development & Mamt Svcs." 
awarded to Applied Mgt Sys.lnc 

KNOX.E Coniract Administration Branch FIN D-1391 NRC 39-89-132 89/07/20 
AMENTA.JA Office of Information Resources Management (Post 890205) 
CAWLEY, J NRC- No Detailed Aft illation Given Ip 50062 003 50B62 007 

-8908090368 Ltr Contract NRC 39 69-132, “ADP Sys Development & Mfllnf Svcs," 
Task Order 0002, "Other Direct Cosis," obligating funds, awarded to Applied Mgt 
Sys.lnc 

EOGEWORTH.P J Contracl Administration 8 ranch FIND-1391 NRC-39 09 132 89/ 
07/14 CLARKE.JJ Applied Management Systems, Inc 4pp 50862 004-50862 007. 

8808090370 Notification of contracl execution, Mod 12, to "Operation & Main! ol Info 
Technology Svcs Training Lab " Contractor USDA Graduate School 
BRENNAN, P Contracl Administration Branch FIND 23009 NRC-38 88-364 89/07/ 
25- GOLDMAN, PJ Ole of Personnel (Post 870413) BASSIN.C NRC - No Detailed 
Affiliation Gwen, Ip 50891-162-50891 183 

-8908090380 Mod 12, providing incremental funding, to "Operation & Malnl of Into Tech 
nology Svcs Training Lab " 

■ Agriculture, Dept of, Graduate School, Washington, DC BELL.S Division ol Con- 
tracts S Property Management (Post 890205) FIN D-23009 NRC 38-88-364 89/07/ 
25. Ip 50891 ■ 1 03-5080 1:163. 


8908090441 Notification of contract execution, Mod 4, to "Regulatory Proems 
Contractor Regulatory Group 

MEEHAN.B Contract Administration Branch FIN D-23009 NRC 30 88 365 69/0 I'M 
GOLDMAN, P Ofc Of Personnel (Post 870413) ip 50862 129-50862 130 

— 890B090446 Mod 4, adding incremenlal funding to, "Regulatory Process " 

* Regulatory Group, Inc BELL.S NRC - No Detailed Allilialion Given FJN O 23003 
NRC 38 B8-365 89/00/01 Ip 50862 130 50062 130 

8908090495 Notilicalion ol contract execution "Radiation Embrittlement of Reactor 
Vessel Supports " Contractor Pal Consultants, Inc 

HAGEY.H Contract Negotiation Branch 1 FIN L1 191 NRC 03 89 033 83/07/26 
WEST.S Planning, Program & Management Support Branch (Pest 87CM11) 
WALKER.W NHC - No Delailed Affiliation Given Ip 50801 339 50882 103 

-8908090497 Coniract "Radiation Embrittlement ol Reactor Vessel Supports “ ewa.d 
ed lo Pal Consultants, Inc 

PAL,N Pal Consultants, Inc GRENYO.SJ Division of Contracts & Property Manage- 
ment (Post 090205) FIN L-1191 NRC 03 89 033 89/07/26 I31pp 60091 340- 
50882 103 

8908100018 Notification ol contract execution "ADP Sys Development & Maun Sxii‘ 
Conlraclor Applied Mgt Sys.lnc 

KNOX.E Contracl Administration Branch FIN D 1391 NRC3989-132 89/07/29 
AMENTA, J A Office of Information Resources Managemenl (Post 890205) 
CAWLEY, J NRC - No Detailed Affiliation Given Ip 50865 209-50085 220 

-8908100022 Ur Contract NRC-39-89 132,obligatmg lunds, to "ADP Sys Development 0 
Maint Svcs," Task Order 0008, "General Schedule Payment Tape " 

EDGEWORTH.P J Contract Administration Branch FIN D 1391 NRC-39 89 132 85/ 
07/26 CLARKE.J J, Applied Management Systems, Inc Hpp 50885 210 50385220 

8908100114 Notification of contracl execulion.Mod 2,to "Evaluation of Reactor Coolant 
Pump/Motor Structural Integrity Following Sudden Seizure" Contractor Shaker Re 
search Corp 

BRENNAN, PA Division of Contracts (Pre 870413) FIN B-6554 NRC 03 79-107 69/ 
06/29 BAJWA.S Planning, Program & Management Support Branch (Post 070411) 
NOVAK, T NRC - No Detailed Affiliation Given Ip 50806 190 50886 191 

-8908100120 Mod 2, incorporating final indirect rates, lo “Evaluation ol Reactor Cccfeni 
Pump/Motor Structural Integrity Following Sudden Seizure " 

SUMfGRAY.W P Shaker Research Corp BELL.S Olvlsion ol Contracts (Pro 870413) 
FIN B 6554 NRC 03-79-107 89/06/29 Ip 50806 191-50886 191 

8908100209 Notification of contract execulion.Mod 38, to "Fuel Cycle Licensing Assist 
ance " Contractor Science Applications Inll Corp, Environ Technology Group 
MEEHAN.B Coniract Administration Branch FIN L-1222 9 NRC 02-07-004 89/07/ 
28 FLINCHES, J L Program Managemenl, Policy Development & Analysis Staff (Post 
870413) LOYSEN.P, NRC • No Detailed Affiliotion Given Ip 50892 152-50892151 

--890B100212 Mod 38,obligatmg funding under contracl to fully fund Task Order t9.to 
"Fuel Cycle Licensing Assistance " 

• Science Applications International Corp (formerly Science Applications. Inc) 
EDGEWORTH.P J Division ol Contracts & Property Management (Post 890205) FIN 
L- 1222-9 NRC 02-87 004 89/07/28 2pp 50892 153-50892 154 

8908100214 Notification of contract execulion.Mod 9, to "Technical Assistance In Oevel 
oping & Implementing Programs & Procedures (or Reactor Requmng Special fnsp Re 
sources Conlraclor Ebasco Svcs, Inc 

MEEHAN.B Coniract Administration Branch FIN D 1768-9 NRC-03 67-119 89/07/ 
28 8AJWA.S S Planning, Program & Management Support Branch (Posf 070411) 
WALKER.W NRC -No Detailed Allilialion Given Ip 50902 357-50902 358 

-8908100218 Mod 9, increasing funds.to "Technical Assistance In Developing & Impie 
mooting Programs & Procedures for Reactor Requiring Special Insp Resources " 

• Ebasco Services, Inc (subs ol Enserch Corp) EDGEWORTH.P J. Division of Con 
tracts & Property Management (Post 090205) FIN D 1788-9 NRC-03 87-119 89/07/ 
28 Ip. 50902-350-50902 350 

8908100228 Notification ol contract execulion.Mod 10,to "Technical Assistance in Dc 
veloplng & Implementing Programs & Procedures for Reactors Requiring Special Insp 
Resources ” Contractor, Resource Technical Svcs, Inc 

MEEHAN.B Contracl Administration Branch FIN D-1771-9 NRC 03-87-1 IS 69/07/ 
28 BAJWA.S S Planning. Program & Management Support Branch (Post 87041 1) Ip 
50902 359 50902:360 

"8908100235 Mod 10, Increasing lunds.to “Technical Assistance In Developing & Impte 
mentlng Programs & Procedures lor Reactors Requiring Special Insp Resources “ 

* Resource Technical Services, Inc EDGEWORTH.P J Division ol Coniracls & Prop 
erly Managemenl (Post 890205) FIN D-1771-9 NRC-03-87-119 89/07/28 Ip 
50902.360-50902:360 


8908090386 Notification ol conlracl execution "ADP Sys Development & Maint Svcs." 
Task Order 0009, "General Sys Maint," awarded to Applied Mgt Sys.lnc 
KNOX.E Contract Admlnlslralion Branch FCND1391 NRC-39 89-132 89/07/20 
AMENTA.JA Ollice ol Inlormalion Resources Management (Post 890205) 
CAWLEY, J NRC - No Detailed Affiliation Given Ip 50862 149-50862 161 


8908100240 Notification ol contract execulion.Mod 7,lo "Simulator Lease for C-E Train- 
ing Course " Conlractor C-E 

MEEHAN.B Coniract Administration Branch FIN 8-87 709 NRC 05 86-165 09/07/28 
SPESSARD.R L. Division of Operational Assessment (Post 870413) BELL.T L NRC* 
No Detailed AflllaUon Given Ip 50806 076 50886 077 


■8908090389 Ur contract, "ADP Sys Development & Maint Svcs," Task Order 0009, 
“General Sys Maint.'’ obligating lends 

EDGEWORTH.P J Coniract Administration Branch FIND-1391 NRC-39 89 132 09/ 
07/18 CLARKE, JJ Applied Management Systems, Inc 12pp. 50862 150 50862 161 


S90B090421 Nolificatior* Ol conlracl execulion.Mod 5, to "Engineering Design Study for 
New NRC Operations Ctr " Contractor SAIC 

MEEHAN.B. Contract Administration Branch FJN L-10369 NRC-26 89-29t 89/07/25 
SPESSARD.R L Division ol Operational Assessment (Post 870413) 
MARKSBERRY.D NRC - No Detailed Affiliation Given Ip, 50B62 133-50862 135 


-890B09042B Mod 5, extending penod ol performance to 890710, increasing ceiling & 
providing incremental funding, lo "Engineering Design Study for New NRC Operations 
Ctr 

RODEHAU.TJ. Science Applications International Corp (formerly Science Applica- 
tions, fnc) EDGEWORTH.P J NRC - No Detailed Affiliation Given FIN L-10369 
NRC-26-89-29t 89/07/25 2pp. 50062 134-50062 135 


"8908100240 Mod 7, providing Incremenlal funding to "Simulator Lease for C-E Training 
Course " 

■ Combustion Engineering, Inc EDGEWORTH.P J Division ol Conlracts & Property 
Management (Post 890205), FIN B-B7709 NRC 05 86-165, 89/07/28 Ip 50386 077- 
50886-077 

89001 10044 Notification ol coniract execulion.Mod 7,to "Emergency Responsa Data 
Sys Implementation " Contractor, El inll.lnc 

MEEHAN.B, Contract Administration Branch FIN B 8763-9 NRC-26 87-420 89/07/ 
31 SPESSARD.R.L 1 Division of Operational Assessment (Post 070413) 
JOLICOEUR.J NRC - No Detailed Affiliation Given, Ip 50894-122-50894:125 

--09O81 10047 Mod 7, providing Incromental funding, increasing ceiling & revising coniract 
attachment, to "Emergency Response Data Sys Implementation " 

CLOUD.CiF, ET 'International, Inc EDGEWORTH.P J Division ol Coniracls 8 Property 
Management (posf '090206) FIN B-8763-9 NRC-26 87-420 89/07/3 1 3pp. 
50894:123,60894:125. 
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$W81 10053 Notification ol contract execution.Mod 16, to Inti Piping Integrity Research 
Program Contractor BMI 

FIELDS J Contract Administration Branch FIN D 165B9 NRC On 66-106 89/08/01 
GUSTAVE R P Program Management, Policy Development & Analysis Staff (Post 
870413) MAYFIELD, J NRC - No Detailed Affiliation Given Ip 50892 262 50892 270 


8908160225 Notification of contract execution, Mod l.to 'MVS/VM Svs Programming 
Support " Contractor SBA Subcontractor Data Computer Cotp ol America 
F1ELDS.J Contract Administration Branch FIND 1902 9 NRC 39 00-245 89/07/10 
SCOTT, S Division of Information Support Services {Post 090205) BARROW D NRC - 
No Detailed Affiliation Given Ip 50936 148-50936 151 


-8)08110064 Mod 16 adding new subiasks, increasing contract ceiling, allocating addl 
Indi & increasing NRC obligated funds, to "Inti Piping Integrity Research Program " 
tm de'eted 

5EWELL.H M Baltelle Memorial Institute Columbus Laboratories BELL.S Division of 
Contracts & Properly Management (Post 890205) FIN D 16589 NRC 04 86 106 89/ 
08 r 0 1 fipp 60692 263-50892 270 


—8908160229 Mod 1, providing incremental funding & oxlending duralion o! contract 
period for add! II? months.to 1 MVS/VM Sys Programming Support ” 

SMITH, LP Small Business Administration BAR ROW. D Data Computer Corp ot 
America BELL.S Division of Contracts & Property Management {Post 6902051 FIN 
D-1902-9 NRC-39 88 245 89/07/10 3pp 50936 119 50936 151 


8)88140042 Notification of conlract execution. Mod 3, to ' Irradiation Embriiiloment of Re- 
actor Pressure Vessel Steels " Contractor Mails Engineering Assoc.lnc 
FIELDS, J Contract Administration Branch FIN B 58489 NRC 04 88 072 89/06/27 
49LOTTO.GA Division of Engineering (Post 870413) TABOADA.A NRC No Da- 
ta 'ed AINiahon Given ip 50914 082-50914 082 


890B160243 Notilicalion ol contract execution, Mod 20, to 'Technical Assistance in Sup- 
port of NFtC Licensing Activities “ Contractor Science Applications Inti Corp 
FIELDS, J Conlract Administration Branch NRC 03 87-029 09/06/08 BAJWA.S. 
POLK.H Office of Nuclear Reacfor Regulation, Director (Post 07041 1) tp 50937 113- 
50937 116 


-SWB14C049 Mod 3, raising conlract ceiling to provide (or transfer of govt owned 
cqu pirent.to Irradiation Embrittlement of Reactor Pressure Vessel Steels " 
GREENBLATT.M Materials Engineering Associates. Inc BELL.S Division of Con- 
tracts & Property Management {Post 890205) FIN B-584B9 NRC 04 88 072 69/06/ 
27 6pp 50914 083-50914 088 


--89DB1G0247 Mod 20, revising indirect rales, to "Technical Assislanco tn Support of NRC 
Licensing Activities " 

RODEHAU.T J Science Applications Internalional Corp (lormerly Science Applica- 
tions, Inc) BELL.S Division ol Conlracts & Properly Management (Post 690205) 
NRC 03 87 029 69/06/08 3pp 50937 114-50937 116 


IW8140069 Notification of contract execution, Mod 11. to "Operation & Maint o( Into 
Technology Svcs Training Lab" Contractor Graduate School, USOA 
BRENNAN PA Contract Administration Branch NRC 38 08 364 89/08/01 

GOLDMAN P J Ofc ot Personnel (Post 070413) BASSIN.C NRC No Detailed Aflilr 
aun Given tp 50911 116 50911 121 


6808160278 Notification ol contract execution.Mod 7. to "Operation a Maint ol 
NUDOCS " Contractor SBA Subcontractor Statislica Inc 

F1ELDS.J Conlract Administration Branch NRC-39 88 211 69/06/07 SCOTT RS 
Division ol Information Support Services (Post 890205) COLLINS.M NRC No De- 
tailed Aflilialion Given Ip 50937 246 50937 250 


-8)03140076 Mod 1 (.relocating training lab, to "Operation & Maint ol Info Technology 
Svcs Training Lab " 

POOLE, G R Agriculture. Dept ol, Graduate School, Washington, DC BELL.S Oivision 
ol Contracts & Properly Management (Post 890205) NRC 38 88-364 89/08/01 5pp 
£0911 11 7-50911 121 

eMBI40083 Notification of conlract oxecution.Mod 7, to "Improved Methods o( Charac 
lunation 8 Modeling Contaminant Transport Around High Lovol Radwaste Silos" 
Contractor Umv ol Arizona 

MACE.M Conlract Administration Branch FIN D 16729 NRC-04 86-123 89/08/01 
GUSTAVE, R Program Management, Policy Devofopmont & Analysis Staff (Post 
6-70413) NICHOLSON, TJ NRC • No Detailed Affiliation Given Ip 50910316- 
£09t0323 


-8908160282 Mod 7, addmg Section H6, "Certificate of Maintainability" & raising con 
tract ceiling lor leaso ol Ford Bldg during option for second yr of contract, to "One’ 
alion 8 Maml of NUDOCS " v 

SMITH.LP Small Business Administration BOSE, DO Statislica, Inc BELLS Division 
ol Conlracts 8 Properly Management (Post 890205) NRC 39 68 211 89/06/07 4pp 
50937 247-50937 250 

8908170345 Notification ol contract oxecution.Mod 1,to “Effective 
Communication Media Training Workshop" Contractor CommCoro, Inc 
KNOX.E Contract Administration Branch FIN D-2300-9 NRC-30-B9 331 89/07/25 
GOLDMAN, P J Ofc ol Personnel (Post 870413) HARWELL.M. NRC - No Detailed Af- 
lilialron Given Ip 50956 009 50950 012 


890B140089 Mod 7, deleting Tasks 1,2,4 & 6, adding Task 7, changing schodulo for 
Task G.decreasmg conlract ceiling amount & providing full funding, to "Improved Moth 
Ms ol Characterization & Modoling Contaminant Transport " 

WHEELEn.jT Arizona, Unlv ol, Tucson, AZ BELL,S Division of Contracts & Proper- 
ty Management (Post 890205) FIN D 1C729 NRC 04-86-123 89/00/01 4pp 
50910 3t 7*50910 320 

• 6906140094 "Improved Methods ol Characterizing & Modoling Contaminant Transport 
Around High Level Radwaste Sites" 

NELFMAN.S P Arizona Slate Umv , Tempo, AZ NRC 04-86 123 U9/04/24 NRC No 
Oela led Affiliation Given 3pp 50910 321-50910 323 

8908140 2 2 9 Nolilicolion ol contract execution "ADP Sys Development & Maint Svcs," 
Task Order 0005, "IMS Sys Operator (Data Genoral Support)," awarded to Applied 
Mat Sys, Inc 

KNOX.E Contract Administration Branch FIN D 1301 NRC 39 09-132 09/07/20 
AMENTA, J A Ollice ol Information Resources Management (Post 090205) 
CAW LEV. J NRC • No Delailed Alliliatron Given ip 50914 224-50914 230 

4908140238 Ur conlract "ADP Svs Development & Main! Svcs," Ta9k Order 0006, 
1 IMS Sys Operator (Data Genoral Support)," awarded to Applied Mgl Sys, Inc. 
EDGEWORTH, PJ Conlract Administration Branch FIN D 1391 NRC 39-09-132 09/ 
07/14 CLARKE, JJ Applied Management Systems, Inc 6pp 50914 225 50914 230 


-8908170359 Mod 1, increasing (unds to provide lor addl coursa.to "Effective 
Communication Media Training Workshop " 

• CommCoro. Inc EDGEWORTH, P J Division of Contracts (Pro 870413) FIN 0-2300- 
9 NRC 38 89331 89/07/25 3pp 50956 010 50359 012 

8906 180228 Notilicalion ol conlract oxecuiion.Mod l.to "ADP Sys Development 8 Maint 
Svcs " Contractor Applied Mgt Sys. Inc 

KNOX.E Contract Administration Branch FIN D 1391 NRC-33-89 132 89/08/14 
AMENTA J A Ollico of Information Resources Management (Posl 090206) 
CAWLEY, J NRC - No Detailed Aflilialion Given ip 50960 107 50960109 


-•890B18Q230 Ltr Contract NRC 33 69- 132, Mod I, authorizing purchase el addl 
equipment, increasing lotal cost ceiling amount to rolled purchase a providing 
funding, to "ADP Sys Oevetopmont & Maint Svcs " 

EDGEWORTH.PJ Contract Admnisirabon Branch FIN D 1391 09/00/09 

CLARKE, JJ Applied Management Systems, Inc 2pp 50968 100-50968 109 

8900180234 Notilicalion ol contracl execu lion, Mod 1,1a "On Coll Svc lor 
Soiup.lnslailatlon S Rolocallon of Microcomputer Hardware " 
Contractor SBA Subcontractor JC Svcs 

MEEHAN, B Contracl Administration Branch FIN 0 1405 9 NRC 39 69-163 89/06/ 
27 AMENTA, J A Oflico ol Information Resources Managomenl (Posl 890205) 
LONG.C NRC • No Detailed Affiliation Given Ip 50968 075-50960 077 


8MB140251 Notification ol contract oxecution.Mod 9, to "Assessment & Application ol 
Thermal Hydraulic Phenomona lor Severe Accident Decisions." Conlractor Rogenls ol 
Uiw ol California 

FIELDS.J Contracl Administration Branch FIN D 13419 NRC 04 67-396 69/07/14 
SHERQN.BW. Ollico ol Nuclear Regulatory Research, Oirector (Post 660720) 
ELTAV/JLA.F NRC • No Detailed Affiliation Given Ip 50914 188 50914 191 

-8)08140254 Mod 9, adding Subtask II 6 7, increasing conlract ceiling, obligating (unde & 
extending conlract period of performance, to "Assessment & Application of Thermal 
Hydraulic Phenomena for Severe Accident Decisions " 

WHITACRE.G, California, Umv Of, Santo Barbara. CA BELL.S Division ol Contracts & 
Property Management [Posl 800205) FIN D 13419 NRC 04-87-396 09/07/14 3pp 
50914 189-50914 191 

S 3061503 56 Notification of contract execution "Tochmcol Assislanco 1o Support Opera 
1w Licensing Activities," awarded to Sonalysls.lnc 

DEMARCO, D Contracl Negotiation Branch-2 F|N L-1209 NRC 03 89 031 09/07/10 
BAJV/A.S S Qllice ol Nuclear Reactor Regulation. Director (Post 870411) 
PULSIPER.K NRC • No Detailed Affiliation Given Ip 50919 232-50920040 

-8906150355 Conlract "Technical Assistance lo Support Operator Licensing Activi- 
ties," awarded lo Sonalysls.lnc 

SKRABA.F J. Sonatysts, Inc WIGGINS.E J Division of Conlracts & Properly Manage 
menl (Post 890205) FIN L-1209 NRC 03-09 031 89/07/10, 158pp 50919,233- 
50920 040 


-8900100230 Mod 1, increasing ceillng.lo "On-Catl Svc for Setup, Installation & Roloca- 
llon ol Microcomputer Hardware " 

TEAMER.R B Small Busmoss Administration R08INSON.A M JC Services 
HAGAN.T F Division ol Contracts & Property Managomenl (Post 690205) FIN D- 
1409-9, NRC-39 69 163 89/08/27 2pp 50960 076 50968 077 

0908180240 Notilicalion of contracl execution.Mod 15, lo "Lease/ Pure base ol GE Black 
Fox Simulator " Contractor GE 

MEEHAN.B Contract Administration Branch FIN B 07549 NRC05 86-169 69/03/16 
SPESSARD.R L Division of Oporatlonal Assessment (Post 670413) ROESSLER.S 
NRC - No Detailed Aflilialion Given Ip 60965 356 50985 357 

-8908180241 Mod 15, providing fundmg.to "Loaso/Purcliaso of GE Black Fox Simula 
lor." 

* General Electric Co EDGEWORTH.PJ Division of Conlracls & Properly Manage- 
ment (Posl 800205) FIN B-87549 NRC-05 36 169 09/08/16 Ip 50965 357- 
50965 357 

3908180242 Notification of conlracl oxecuiion.Mod 5,lo “NRC Hoad quartets Sieno- 
graphic Reporting Svcs (Excluding In-Town Roquiromenls ol Commissioners Ofcs)" 
Contractor Heritage Reporting Corp. 

KNOX.E Conlracl Administration Branch FIN B 01839 NRC 21-07-342 39/06/15 
COTTER, BP Atomic Saloly and Licensing Board Panel FITTI.C,, MORAN.D NRC • 
No Detailed Affiliation Gwen Ip 50960 078-50966 080 


8908160213 Notilicalion of contracl execution, Mod l.to "Alert Notification Sys" 
Contiaclor SSR Technology 

BRENNAN, PA Conlracl Administration Branch FIN L-1250 9 NRC 39 88-234 89/ 
07/26 SPESSARD.R. L Division ol Operational Assessment (Posl 870413) 
PRIEBE.R , WOODALL.K NRC • No Detailed Affiliation Glvon Ip 50937 257- 
50937 260 

-890816Q217 Mod 1 .providing funding lor en chan cements, to "Alert Notification Sys " 
SWENSON, WJ. SSR Technology BELL.S Division of Conlracls & Property Manage 
ment (Post 890205) FIN L-1250 9 NRC-39-80-234 39/0S/02 3pp. 50937'258- 
50937,260 


--890B1B0244 Mod 5, Increasing funding, to "NRC Headquarters Stenographic Reporting 
Svcs (Excluding In Town Requirements of Commissioners Olcs) " 

* Herbage Reporting Corp EDGEWORTH, P J Division of Contracts & Property Man- 
agement (Post 890205) FIN B 61639 NRC 21-87-342 89/03/15 2pp 60960,070- 
50968 080. 

B908210134 Notilicalion ol conlracl execution.Mod 2, to "Oklahoma Seismic Network " 
Conlractor Umv ol Oklahoma, 

BRENNAN, PA. Conlracl Administration Branch. FIN D 20069 NRC-04-87 033 89/ 
07/29 AflLOTTO.G A, Division ol Engineering [Post 870413) ZURFIUEH.E. NRC - 
No Delailed Affiliation Given, Ip 50971.094-50971,099 



222 NONDOCKETED ITEMS 


-8908210139 Mod 2 exercising option to extend contract for 1 yr until 90073 l.mcreas 
mg ceiling obligating funds revising indirect rate clause & travel clause S adding publi- 
cation provision, to ' Oklahoma Seismic Network " 

QUINN B Oklahoma, Umv of, Norman, OK BELL.S NRC - No Detailed Affiliation 
Given FIND-20069 NBC 04 07-083 89/07/29 5pp 50971 095 50971 099 


D9082403B6 Notification of contract Q/coculiofi.MorJ 0,to "Sealing of Doreho’cs t 
in Tuff " Contractor Untv of Arizona 

MACE.M Coniract Administration Branch NRC-04-00-1 13 89/06/21 GUSfAVEit 
program Management, Policy Dovolopmont & Analysis Stall (Post 670413) PH |>pj 
NRC - Nn nmnllorl Affiliation Given Id 51028 267 5)023 269 


8908210227 Notification of contract execution, Mod 9, to "Georgia/Alabama Regional 
Seismoqraphic Network ” Contractor Georgia Inst Ol Technology 
0RENNAN.PA Contract Administration Branch NRC 04 85-122 89/08/08 

ARtOTTO.GA Program Management, Policy Development 8 Analysis Sian (Post 
870413) ZURFIUEH.E NRC No Detailed Affiliation Given Ip 50975 t22- 
50975 124 


-8908210233 Mod 9, providing for no cost extension, to "Georgia/Alabama Regional 
Seismograph', c Network ” , 

UNDBERG.B J, DEESJW Georgia Institute of Technology. Atlanta, G A BELL.S Di 
vision of Contracts & Properly Management (Post 890205) NRC-04 85-122 89/08/ 
06 2pp 50975 123 50975 124 


89Q822Q049 Notification of contract execution "Interagency Agreement for Timesharing 
Access," awarded 10 HHS 

COLLINS, DT Contract Negotiation Branch 1 FIN L-1302-9 NRC 33 89 177 89/07/ 
31 AMENTA, J A Olfice of Information Resources Management (Post 090205) 
ALAM.R NRC No Detailed Affiliation Given !p 50982 324 50982 328 


■8908220051 Contract ‘Interagency Agreement for Timesharing Access," awarded to 
HHS 

TIDMOHE J L Health & Human Services, Dept of FLYNN, M J Division of Contracts 
(Pre 870413) FIN L- 1302 9 NRC 33 09 177 89/07/31 4pp 50962 325 50982 328 


8908220143 Notification of contract execution, Mod 15.to "Archival Storage & Related 
Svcs ” Contractor Data Base Co, Inc 

BRENNAN PA Contract Administration Branch FIN D 1871 9 NRC-10 06-256 89/ 
08/11 SCOTT, R S Division of Information Support Services (Post 890205) DAVIS, W 
NRC - No Detailed Affiliation Given Ip 50994 329 50094 359 


■8908220148 Mod 15 extending period of performance of contract to 891 130, increasing 
funds 8 revising Section C to incorporate revised statement of work to "Archival Stor- 
age & Related Svcs 

MEYER, R Data Base fnc BELL.S Division of Contracts & Property Management 
(Post 890205) FIN D-1871-9 NRC 10 86-256 89/08/11 30pp 50994 330 
50994 359 


■8908240390 Mod 8, eliminating cost oxtonsion.to "Sealing of Boreholes & SMI'i n 
Tull " 

WHEELER JT Arizona, Untv of, Tucson, AZ HAG AN, T F Division of ContiA.lt (Fu 
870413) NRC 04 08 113 89/08/21 2pp 5102Q 260 5102Q 259 


890B2B0201 Nolificahon of contract ekoculion.Mod 14, to Radiation Monitoring Pro^n 
Requirements " Contractor Slate ot OH Dept ol Health 

HUGHES, A Contract Administration Brunch NRC 30 03 046 69/03/J) 

NORELIUS CE Region 3, Ofc of tho Director WIEOCMAN.DG NRC • NoOebAj 
Affiliation Given Ip 51041310 51041 311 


-8908280202 Mod t4, changing name of technical representative, I d "Radiation Vent* 
mg Program Requirements " 

• Ohio, Slate ol EOGEWORTH.PJ Division of Contracts & Property Marsagerre.i 
(Post 890205) NRC-30-03 646 09/08/23 tp 51041 311 51041 311 


8908260204 Notification of contract oxocullon.Mori 29, to "Transporlation/Fixcd S.ts Vj 
nerability Analysis “ Contractor Dopt of Army 

DUBOSE, B J Contract Administration Branch FIN B 1536 0 NRC.02-76311 69/06/ 
22, WEST K S Planning, Program & Manarjonionl Support Branch (Post 870411) 
PULSIPHER, K NRC ■ No Delallod Affiliation Givon Ip 5103D 105-51039 ID? 


■8908280206 Mod 29,providmg mcrornontal FYQD funding & Increasing lotfil MlfflaVd 
cost of contract.to "Transporlation/f-ixfiii Slto Vulnerability Analysis " 

* Army, Qapt of BELL.S Division of Coritrncts R Property Management (P«i 
890205) RlN B 1536 9 NRC 02-76 311 09/00/22 2pp 51039 100 51039 !07 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND nELCASES 


8907080184 FOIA roquest lor all documonls to formor Lindsay Light Co silo in Well 
Chicago, tl not available In PDR 

DEGRAZIA.BC Burrfill, Bowlss. Rndzius & Ruhorry, Ltd 89/08/00 DLfNl.EAVY.HR 
NRC • No Detailed Affiliation Given ;tpp 50964 34 1 -50904 3<1 1 


6908230025 Notification of contract execution, Mod 2 to, "Telecommunications Svcs " 
Contractor CRC S/s, Inc 

HUGHES, A Conlract Administration Branch NRC 33-89-149 09/08/18 
AMENTA.J A Office of Information Resources Management (Post 890205) 
BALOESl.T , WOOD.S NRC - No Oetaited Affiliation Given Ip 51002 197-51002201 

-8908230028 Mod 2, substituting key person in Subsection H 1 c to ‘Tetecommumca 
lions Svcs" 

• CRC Systems. Inc EDGEWORTH, P J Division of Contracts & Property Management 
(Post 890205) NRC-33 89-149 09/08/18 Ip 51002 198 51002 201 


8908040065 FOIA requesl for document ro Contract DR 09 Did awarded toEmpl-yee 
Screening Svc.lnc 

APPLE, l M Tracor Technology flosourcos, Inc LMA 09-0209, 09/04/20 NRC -No 
Detailed Afhlialion Given Ip 50779 180 50770 IBO 

8900040050 Final response to FOfA request for documents App A documonls availab'e 
in PDR in FOIA file foldor.FOIA 09-156 

GRIMSLEY.D H Division ot Freodom of Information & Publications Servlcos (Post 
890205) 89/07/31 APPLE.L M Tracer Technology flosoutcqs, Inc 2pp 60779 194- 
50779 191 


-8908230035 Informs of nomination of R Karlsson as new communications specialist 
for Contract NRC 33 89 149 

ROBERTS.EE CRC Systems, fnc NRC-33 89 149 89/07/26 FLYNN, M NRC - No 
Detailed Affiliation Given 3pp 51002 199-51002201 

8908230037 Notification of contract execution, Mod lO.to "Texl Processing Svcs" 
Contractor Keyboard Communications tnc 

FIELDS, J Contract Administration Branch FIND 2414 9 NRC 10 87-174 89/Q8/OI 
PHILIPS, J Ottice of Administration (Post 890205) JOHANSEN, J NRC • No Detailed 
Affiliation Given Ip 51002 225 51002 226 

-8908230043 Mod 10, extending contract period of performance at no increase to con 
tract ceiling 8 provide addl funds for "Text Processing Svcs " 

MCPHEE.J V Keyboard Communications, Inc BELL.s A Division ol Contracts & prop 
erty Management (Post 890205) FIN D-2414-9 NRC-IO 87-174 89/08/01 ip 
51002 226-51002 226 


8908230111 Notification of contract execution, Mod 4,!o "Microcomputer Software" 
Contractor General Technology tnc 

FIELDS J Conti acl Adnvmslialwm Stanch NRC-39 88 252 89/OB/IB KRUZIC p Di- 
vision ot Computer & Telecommunications Services (Post 890205) BITTING, C NRC 
No Detailed Atfiliation Given Ip 51002 202-51002 204 

-8908230120 Mod 4, changing project officer, to “Microcomputer Software " 

SERRA G F Genera! Technology, Inc BELL.S Division of Contracts & Properly Man. 
agement (Post 890205) NRC 39 88 252 89/08/16 2pp 51002 203 51002 204 

6908230140 Notification of contract execution, Mod 2, to ‘ Technical Assistance for Part 
20 Implementation " Contractor S9A Subcontractor Scientech.lnc 
HUGHES, A Contract Administration Branch FIN 8 82079 NRC 04 89 067 89/08/18 
MORRiS.B M Otvision ot Regulatory Applications (Post 870413) PETERSON HT 
NRC - No Detailed Affiliation Given Ip 51002 219 51002 220 

-8908230146 Mod 2, providing incremental funds to "Technical Assistance for Part 20 
Implementation 

* Small Business Administration ’Scientech.lnc EDGEWORTH, PJ Owsion of Con- 
tracts a Property Management (Post 890205) FiN B-82079 NRC 04 89 067 89/08/ 
18 Ip 51002 220-51002 220 

8908240369 Notification of contract execution, Mod 16, to ' Review & Evaluation o( Geo 
“.Seismic Features of Nuclear Power Silas " Contractor USGS 
7* Administration Branch FIN B 8663 NRC 03 84 068 89/08/ 

PIJiSphfhk ^ ana 9 Bmen ' Support Branch (Post 870411) 

HULolrHcH.K NHC • No Detailed Affiliation Given tp 51028 262 51028 264 

,l 6 .‘.'2 0dllym ? estimated cost for total contract & providing mcretnen 
eu Power Sites’^' RBV ' eW * Eva,uallon ol Geofog ( cal & Seismic Fealures of Nucle 

anpmo’m ‘ rPnc! nLwn«!° 9 c;M Division of Contracts & Property Man 

51026 264 P ° S 890205 FIN B ' 8663 NRC 03 84 068 89/08/18 Zpp 51028 263 


0300040075 FOIA request for documonls ro allegations agtmisi licensee, (P Gfllscho* 
or K Kranz, formerly silo QA manager for Philips Got&cliow Co el facility) arising out ol 
K Kranz conduct 

BARTOSfC.L A Sidley & Austin 00/05/26 GRIMSLEY.D H NRC * No Dolmlcd m 
ation Given Ip 50770 152-50779 152 

6908040083 Final response to FOIA roquest for documents No agency records subj to 
request locaied Records end only rofor to Krnnz.por C Pappus explanation durn) 
890725 telcon Deleted portion not sub) to request deniable por FOIA Exemption 6 
GRIMSLEY.D H Division of Freodom of Information & Publications Sarvicos (Pott 
890205) 89/07/27 BARTOSIC.L A Sidloy & Austin 2pp 50 770 153-50770 157 

-8908040089 Adwsos that Region HI ofc investigative) offorl ro P Golschaw OA/QCn 
dependence at plant (Allegation Nunibor Rill 06 A Ol 15) not warranted nt prosenl per 
860700 discussion w/ET Pawlik because wrongdoing noi alleged 
WEIL.CH Region 3, Ofc of the Director 06/07/00 NORELtUS.C E Region 3, Olcol 
Iho Director 2pp 50779 155 50779 15R 

-•8908040100 Partially deloted memo ro 060707 QC inspector allegation Qboul 860703 
termination ol two QC Inspectors by siiponntondonl for leaving early QC Inspectoral 
teged independence ot QA/OC liom production 

KHOPP.W J Region 3, Ole ol Iho Director 86/07/0 7 WEfL.C Region 3, Otc of the 
Duector Ip 50779 157-50779 157 

89D8040121 FO)A request for documonls re bid history tin solicitation of Contract f\S 
ARM 09- 171, including Contract NIDA 271 80 8513 & Purchase Order DR 89 0181 
ROBBINS GB Gulf Coast Automation, Inc 09/04/10 ROBINSON, L NRC - No Dfr 
tailed Affiliation Given fp 5D779 too 50779 180 

8908040127 Final response to FOIA requosl for documents Forwards App A 
documenls.atso available in PDR Advises that Confracl NIDA- 271 -CO 8513 not NRC 
contract & can be requested from HHS & to submit another FOIA request in Sept 
T 999 

GRIMSLEY.D H Division of Freodom of Information 8 Publications Services (Post 
890205) 89/07/27 ROBBINS, G B Gulf Coast Automation, |nc 2pp 50779 181 


■6908040130 Package of Purchase Order DR 09 0101 & Amends 1-4 to 9ub| putshass 
order 

P A , EOGEWORTH.PJ NRC • No Detailed Affiliation Given 00/11/01 6pp 
50779 103 50779 188 


8908040143 Second partial response to FOIA requosl tor cfocumcnls Forwards AppB 
r?»Y , available in PDR App C- & D records withheld (ref FOIA Exemptions 5 4 ?l 
y ;P H , Division of Freedom of Informatron & Puhficalions services (Pod 
B90205) 89/00/01 AIROZO D Affiliation Not Assignnd 5pp 50779 127 50779 151 


■8006040145 Package of Purchase Orders 00-1303 & 80 1305 & data collection sheet 
Federal Reporters & Ann Riley & Assoc w/vanous attachments 
NRC - No Detailed Affiliation Given 00/09/01 I9pp 50779 132-50779 15 1, 
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J90404CH63 Final (espouse to FOIA request for documents Forwards App C documents 
a'so available in PDR App D documents totally withheld (ref FOIA Exemption 5) 

GR MSlEY.O H Division of Freedom of Information & Publications Services (Post 
Sr0205) 89/08/02 LASH.T Illinois, State of 4pp 50779 158-50779 179 


■8908070028 Forwards listed info re alatus of facility preparedness lor licensmg.per IE 
Manual Chapter 94300 

STREETER, JF Region 3, Ofo of the Director 04706730 EISENHUT.DG Division ol 
Licensing (800428 &51124) 23pp 50809 312 50809 334 


4504040166 Advises thal disposal at existing low level radwasto burial sites at 
Fvh'and.WA.Seatly.NV & Batnwell.SC of West Chicago wastes need not he evaluat- 
t4 under KEPA as alternative to Kerr-McQee proposed plan to dispose ot sub) waste 
met’* 

HODGOON.A Office of the Executive Legal Director (Pre 060701) 06/05730 
HQFtU.M Oflico of Nuclear Material Safety & Safeguards, Director 2pp 50779 164- 
50779 155 

45080401 ?f Forwards analysis of 10CFR40,App A lor evaluation of Korr-McGee West 
Clvcago proposed onsite disposal & alternative disposal sites being evaluated by ANL 
piepsred by Ofc ol Execulive Legal Director & concurred in by NM5S 
LEWIS.SH Office of the Executive Legal Director (Pre 860701) 86/03710 TSAI.S 
Aigonne National Laboratory 7pp. 50779 166 50779 172 

-8908040174 Forwards analysis prepared by B Fonner & author re application o-t 
l0CFR4O,App A to ANL review ot Kerr-McQee onsite disposal plan for review & con 
cunence 

LEWIS, S H Office ot the Executive Legal Director (Pre 860701) 86/03/03 
CROW.WT Uranium Fuel Licensing Branch 7pp 50779 1 73-50779 179 

8508040270 FOIA request for all correspondence to & from NRC re 870331 plant 
shuldowatncludmg correspondence w/oounsel In action, "In Re Philadelphia Electric 
Co Derivative Litigation." Court of Common Pleas, Philadelphia County.March 
19-37.7090 

CLAIR, KS Schnader, Harrison, Segal 8 Lewis 89706/05 Office of Administration 
(Posl 890205) Ip 50779 192-50779 192 

8W8040274 Final response to FOIA request for documents Forwards App A documents 
a'so available In PDR App B documents totally withheld (ref FOIA Exemption 4) 
GRIMSLEY.DH Division of Freedom ot Information & Publications Services (Post 
694205) 89/07/31 CLAIR, K S Schnader, Harrison, Segal & Lewis 4pp S0779 193- 
£0779 257 

-8908040287 Advises that NRC will not comply w/9ubpoena served by recipient due to 
noiKompliance w/NRC regulations governing subpoena List of parties sub) to litigation 
iS re spec two counsel requested 

KULLINS.CE. Office ol the General Counsol (Post 000701) 89/03/21 

ROSEWAN.R M Rudolph. Saldner, Goldstein, Rochestlo & Salmon lOpp 50779 197- 
£0779 205 

-8908040294 Forwards "Consolidated & Amended Derivative Action Complaint in 
Equity" in ret lo Philadelphia Electric Co securities titigation.per 090321 telcon & 
tu Medina planned for following wk to discuss subpoena served on NRC 
ROSEMANRM Rudolph, Seldner, Goldstein, Ftochestie & Salmon 09/03/29 
MULLINS, CE Office ol the General Counsel (Post 060701) 29pp 50770 207- 
50779 235 

-8908040298 Confirms 590330 conversalion re 090411 meeting In Rockville, MO to dis 
cuss plaintiff subpoena directed to NRC in ret to Philadelphia Electric Co securities 

ftSsEMAN.RM Rudolph, Seidnor. Goldstein, Rochostie & Salmon 09/03/30 
MULLINS, CE Otho© of the General Counsel (Posl 06070t) Ip 50779 23S 
50779 236 

8986040301 Forwards revised subpoena to NRC w/revisod affidavit, per 8904 tt tolcon 
6 transcript of proceedings In matter of Investigative Interview of J Austin, conducted 
bv R Malakas & H Williams on B7093Q 

GORDON.R Berger & Montague 89/04/17 MULLINS, CE Office of the General 
Counsel (Post 860701) Bpp. 60779 237-50779 245 

-690804 0 3 05 Transmits revised subpoena to NRC w/afficlavit per 10CFR9 202 
requirements Conlums agreement to accept sve of subpoena on behalf of 
NRC Commits to telcon In mid-May 1989 lo discuss NRC produclion re sub) subpoo 

GORDON.R Geiger & Montague 89/04/20 MULLINS, CE Office of Ihe General 
Counsel (Post 860701) Bpp 50779 246-50779 254 

-8908040315 Informs of third-party subpoena received by NRC, requesting documents 
referred lo DQJ re potential criminal violation Forwards subpoena sorved upon SJ 
Chilk seeking documents re Commission 870331 order for Immediate shutdown ol 
plan I 

BRIGGS, WH Solicitor (Post 660701) 69/05/16 SELLERS, WP Justico, Dept ol 
2pp 50770 255 50779 256 

-! 90834032 1 Forwards Hr from Solicitor to appropriate DOJ official, informing of sub 
poena lor mat! re Commission order directing immediate facility shutdown in 1907 & 
sub) subpoena lor review Requests to complete search for documents by 090605 
MULLINS.CE Office of the General Counsel (Post 860701) 89/05/10 MARTIN, R E 
PrO(0d Directorate 1-2 GUTIERREZ, J„ KANE.WF Region 1, Ofc of the Director Ip 
50779 257-50779 257 

8908070005 FOIA request (Or final open item transmittal lire per NRC Insp Procedure 
94300B tor listed plants, 

WILLI AM S,0 G JRA Associates OGW 89 170 89/05/17 GRIMSLEY.DH NRC - No 
Deta.lsdl Allihalion Given 2pp 5QB09 279 50809 200 

8908070013 Partial response lo FOIA request App A records available In PDR App B 
records end & available in POR 

PHILIPS, J Division ol Freedom of Information & Publications Services (Post 890205) 
69/06/01 WILLI AMS, OG JRA Associates 3pp 50009 281-50009 362 


-•890B070030 Forwards listed into re status ol facility preparedness for licensmg.per IE 
Manual Chapter 94300 

NOREL1US.C E Region 3, Ole of Ihe Director 65/03/05 THOMPSONS L Division ol 
Licensing (B0Q42Q-851 124) 28pp 50809 335 50809 362 

0906070043 FOIA request for documents re NRC application & test lilo pertaining to 
smoke detectors currently being mtg by Black 8 Decker (US) Inc 
DIAMOND.S International Consumer Brands, Inc 89/07/06 ROBINSON.R NRC - 
No Detailed Affiliation Given ip 50820 251 50820 251 

8908070044 Final response to FOIA request for documents Forwards App A & B docu 
ments also available in PDR Confirms agreement w/ D Lavtns in 09Q7ta telcon to pay 
costs of processing request 

GRIMSLEY.OH Division of Freedom of Information & Publications Services (Post 
690205) 89/08/02 DIAMOND.S International Consumer Brands, Inc 3pp 
50B20 252 50820 321 

-0409200057 Forwards application lor license to reflect transfer ot GE Housewares op 
eration to applicant .effective 840501 Fee paid 

RUCHINSKAS.JP Black & Docker (U S ), Inc 15682 34/05/10 HOWE.D Div of En- 
gineering & Technical Programs, R4 2pp 50820 256 50820 282 - 

-6409200065 Application lor license, authorizing use of Am 241 'foils for ionization 
sources in mlg ol smoke detectors Related into end Fee paid 
ALBAN1.T J Black & Decker (U S ), Inc 64/05/10 26pp 50820 258-50820 2B2 

-0408200072 Applicollon to amend License 08 15796 04 to reflect transfer of owner- 
ship of applicant housewares products div to Black & Decker (US), Inc, effective 
340501 

RUCHINSKAS.JP General Eloclnc Co 15662 34/04/13 Ip 50B20 255-50020 255 


■6409260449 Application lor amend lo Licenso 0B 20704 Ol, adding fisted locations (or 
electrical NDT of completed smoke detectors 

HARRINGTON.J H Black & Docker (U S ), Inc 02809 64/00/16 DAVlS.J Region 1, 
Ole of the Director 5pp 50020 283-50820 2B7 


-6503200223 Corrected Amend 1 to License 06-20704-01 for Black 8 Decker 
(US), Inc modifying Conditions 10 & 15 re location for use of licensed mail 
DAVIS, J Region 1,01c ol the Director 85/03/12 Ip 50020 314-50820 315 

-B5O620O273 Amend 1 to License 06 20704 02E tor Black & Decker, Inc, amending li- 
cense in entirety 

CARRICO, JB Materials Licensing Branch 05/04/23 3pp 50820 299-50620301 

-8506290299 Forwards foe lor amend to Licenso 06 20704-02E,in response to NRC 
650214 request Also provides list ot Black & Decker smoko detector models w/pro 
numbers formed by adding ttr "O" to original modol number 
4 Black & Dockor (US), Inc IB624 85/03/12 JACKSON.G Li 
consei Foe Management Branch (Pro B61 123) Ip 50820 288-50820 298 

-8505290309 Application for amend to licenso 06 2O704-O2E, Incorporating product 
Identification change caused by adding III "D" lo modol numbers of Black 8 Decker 
smoko detectors Fee paid 

HARRINGTON.J H Black & Oecker (US). Inc 18624 85/01/21 PATTERSON.JW 
Materials Licensing Branch lOpp 50020 268-50020 297 

-QB041 70404 Amond 2 to License 06-20704-01 for Black & Decker, Inc, revising Items 
5,7,8 89 lo authorize use ol 2 4 Ci Am 241 for possession & storage only 
GLENN, JE Region 1, Ofc oMIio Director 86/03/19 2pp. 50820 320 50620321 

••8604170493 Application for amend to License 06-20704-01, changing address 8 Part 
ion & si ora tie incident lo distribution of smoko detection instruments 
Black & Docker (US). Inc 10373B 06/02/17 GLENN.J Region l.orc 
of tho Director 3pp 50820318 50B20 319 

-6604170497 Requests addl info ro 350410 8 toot Itrs 8 851118 licensing visit con- 
cerning license programs Contirmalion lhat copy of all leak tests results will bo main- 
tained at facility requested 

GLENN, JE Rogion 1, Ole ol Iho Director 103738 66/01/02 MORRIS, WE Black 8 
Dockor (US). Inc 2pp 50820 316 50020317 

-B6Q4170500 Forwards 841127 llr ro disposal ot moderate Bmounl of smoko alarms in 
compaclion sys in accordance w/EPA regulations Columbus.OH facility should bo 
maintained on license „ 

MORRIS, WE Black 8 Docker (U S ), Inc 03738 85/11/21 JOUSTRA.J Region 1, 
Ofc of the Director 3pp 50820 311 50820 3(3 


9A re possess 
MORR1S.W E 


msed new modol 
ARRINGTON, J ' 


--0604 170512 Application for amond to Licenso 06 20704 01, waiving testing ol 
Facilities, including wipo surface testing Development or mtg ol smoke detectors will no 
longer bo performed Withdraws 850005 application Record ol D50916 telcon end 
MORRIS, WE Black & Decker (U S ), Inc 103730 05/10/01 DAVIS, J Region 1. Ofc 
of the Director 3pp 50820 309-50820 310 


*8604170515 Advises lhat response to 05Q610 request for addl lnfo.ro 850410 applica- 
tion lo amend Licenso 06-20704-0 t.musl bo received within 30 days or application will 
be considered abandoned . , , 

GLENN, JE Rogion 1, Ofc ol Iho Oiroclor 103738 85/09/05 HARRINGTON.J H 
Black 8 Decker (US). Inc Ip 50B20 308 50820 308 


-8908870019 Forwards info re status ol preparedness for licensing of facility, per IE 
Manual Chaplet 94300 

NORELIUS.CE Region 3. Ofc of the Director 83/1 1/04, EISENHUT.O G Division of 
licensing (B00428-651 124) 15pp 50009 284-50809 298 f 

• $996070021 Forwards listed mlo to update status of facility completion, per IE Manual 
Chapter 94300 

NORELIU-S.CE Region 3, Ofc of the Director 04/05/08 EISENHUT.DG Division of 
Licensing (800426-851124) 13pp 50809,299-50809 311 


■8604170519 Requests addl info ro 850419 application tor amend to Licenso 06-20704 
01 Description ol Nopanon training rn radiation salety practices & experience using ra- 
dioactive malls required . . 

GLENN.J E Region 1, Ofc of Ihe Director 10373B 85/06/10 HARRINGTON.J H 
Black 8 Decker (U S ). Inc Ip 50B20 307-50020 307 

■ 0606090001 Amend 2 to License 06 20704 02E for Black & Decker, Inc, amending It 
cense in entirely 

HICKEY.JW Materials Licensing Branch 86/04/21 3pp 50820 304-50820 306 
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-8606090002 Application lot amend lo License 06 20704-02E, authorizing use ol aller- 
nale circuitry lor Model SMK-6/M2 smoke alarm Fee paid 

MORRIS.VVT alack & Decker (US), Inc 1952} 86/02/05 Materials Licensing 
Branch 2pp 50820 302-50820 303 

6808070066 FOIA request lot all files ol Ole ol Investigations re any investigation ol TD) 
that were previously withheld per FOIA Exemption 7 or records or repts bearing flGpl 
or Tracking Number Q 5 84 008 

ROLFE.R M Hun ion 8 Williams ROLFE.R M Long Island Lighting Co 89/04/26 
NRC • No Detailed Affiliation Given 3pp 50809 190 50809 197 

8908070070 Partially deleted appeal ol FOIA 08-S18 denial of documents listed in enct 
Apps 6 8 0 

EDER.T 6 Garruio, Galex 8 Cantor 88/12/07 Ole ol Hie Execulive Director lor Op 
era Hons 2pp 50B09OI4 50809033 

-8908070079 Partially deleted FOIA request lor personal dosimetry records ol individ- 
uals listed & other related documents List ol names withheld 

EDERTB Gatruto, Galex & Cantor 88/12/15 POOL.MJ NRC No Detailed Affili- 
ation Given Ip 50809 016-50809 033 

8908070072 Partial response to FOIA request tor records App A records end & avail 
able in PDA 

PHILIPS, J Division of Freedom ol Information & Publications Services (Post 090205) 
89/08/01 ROLFE.R M Hunton 8 Williams 4pp 50809 198 50809 278 

-8908070077 Advises that Ofc ol Investigations conducting investigation of TDI on alle 
gallon re use ot improper malls in fabrication ol diesel engines for use in nuclear 
power plants 

SHACKLETON.O C Office of Investigations (Pre 860201) 83/03/17 VORSE.JY 
Office of Investigations (Pre 880201) 6pp 50609 202 50809 207 

-8908070081 Forwards investigation status record on Case 4 83 0(8 W/o end 
HAYES BB OKice of Investigations (Pre 680201) 83/10/14 PALLADfNO Commis- 
sioners tp S0809 208 50809 208 

■•8908070088 Advises that Otc ol Investigations opened investigation re TDI & Commis- 
sioners have been apprised ol investigation 

HAYES, B B Olfice ol Investigations (Pre 860201) 84/03/12 Cl/NNINGHAM , G H 
Otfice of the Execulive Legal Director (Pre 860701) 2pp 50809 209 50809 210 

--890BO70O9 1 Advises (Hat Case 5 84 00B assigned to RA Meeks Case has remained 
unassigned until now due to lack of availability ot investigator 
SHACKLETON.O C Office of Investigations (Pre 8B020I) 84/05/18 Office of Invest! 
gallons (Pre 880201) 17pp 50809211 60809 227 

-8908070099 Advises that lead responsibility lor investigation of Case 5 84 008 trans- 
ferred Irom Ofc of Investigations Headquarters to Ofc ol Investigations Region V 
SINCLAIR.JR Office ot Investigations (Pre 880201) 85/06/06 SHACKLETON.O C 
Office ol Investigalrons (Pre 8Q0201) App 50809 228 50809 231 

— 89D8070103 Requests into re end fist of allegations under IE review Response re 
quested by 851226 

GREHER.E Ofc of Inspection 6 Enforcement Director (820201-870413) 85/12/11 
MEEKS, R Region 5, Ofc ol the Director 2p p 50809 232-50809 233 

-8908070110 Responds to 851211 inquiry re into needed for IE allegation data input 
lorm Otc ot Investigations has had open case on TDI since 840207 
SHACKLETON.O C Office of Investigations (Pre 860201) 86/01/08 GREHER.E A 
Program Support & Analysis Stall, IE (Pre 870413) Ip 50809 234-508OS234 

--8908070119 Confirms understanding ol commitments re TDI in Case 5 84 008 Head- 
quarters will coordinate matter w/fE, Vendor Program Branch & NRR to obtain 
input.documents & status ot efforts re TDI 

POWER, EJ Office of Investigations (Pre 880201) 86/05/22 SINCLAIR.JR OJfice of 
■ Investigations (Pra 880201) 2pp 50809 235-50809 236 

-8908070125 Requests records re audits, insps or investigations ot 7D) Irom 1974 to 

K resent in response to FOIA request from TS Ellis 
GBiNSON.L L NRC • No Detailed Attiliatton Given 86/09/05 SMITH, H Office o! 
Nuclear Reactor Regulation, Director (Post 87041 1) MULLINIX.W Ofc of Inspection 8 
Enforcement. Director (820201 070413) Ip 50809 237 50809 243 

-B90B070128 Advises that no Investigative actions initialed in TDI Case 5 84-008 & no 
efforts planned in near future due to lack of resources 

POWER, EJ Office ol Investigations (Pre 880201) 86/11/26 MARSH, RG Office ot 
Investigations (Pre 880201) Ip, 50809 244-50809 244 

—8908070133 Advises that Case 5-84 008 re TDI will remain open w/mtent to work to 
wards resolution as soon as resources available 

MARSH, R G Office ol Investigations (Pre 800201) 87/03/06 Office of Investigations 
(Pre 880201) Ip 50809 245 50809 245 

-8908070139 Confirms understanding of review of TD) Case 5-84 008 Priority of inves- 
tigation low & no Ole ol Investigations efforts have been expended on case In approx 
4 yrs 

POWER.EJ Olfice of Investigations (Pre 880201) 87/03/27 SINCLAIR, J Otfice ol 
Investigations (Pre 880201) 2pp 50B09 246 S08D9 247 

-8908070143 Forwards memo of analysts ol TD) Case 5 84-008 lor review Consider- 
ation should be given lo referring mailer lo another investigative organization W/o 
encl 

MARSH, R,G Office of Investigations (Pre 880201) 87/06/30 FORTUNA.R A Office 
Of Investigations (Pre 880201) 2pp 50809 248 50809 249 

-8908070147 Concurs w/proposal lo reler investigation ol Case 5 84 008 re TOI to an- 
other investigative organization w/appropnate jurisdiction, 

FORTUNA.R A Office oltovestigahons (Pre 880201) 87/07/28 MARSH, R G Olfice 
ol Investigations (Pro 880201) 2pp 50809 250 50809 251 

-8908070152 Forwards Oto ol Investigations rept of Invesligallon re TDI suspected la!- 
silication ol OA & QC records in Case 5 84-008, for action 

MARSH.RG Ollice of Investigations (Pre 880201) 87/11/20 MURLEY.T.E Office ol 
Nuclear Reactor Regulation. Director (Pest 87041 1) 27p p 50809 252-50809 278. 

8908070093 Responds to 881207 appeal ot DH Gnmsley 801109 & 28 denial of FOIA 
request tor documents, partially granting & partially denying appeal Forwards document 
made availble in PDR. Remaining documents withheld (rel FOIA Exemption 6) 
THOMPSON.H L Olfice of Nucloar Material Salety & Safeguards, Director 89/08/02 
EDER.T B. Garruto, Galex & Cantor. 3pp 50B09 034-50809 044 


-8908070101 Package of Burroughs Coip Document TCM 80 6, "Radioactive Cor/fr r 
ot Burroughs Displays " 

* Burroughs Corp 89/08/02 8pp 50809 037-50009 044 

8908070138 FOIA request lor original draft of NUREG/CR-5368 BNL NUREG 52I&5 
"Reactivity Accidents, Reassessment ot Design Basis Events ” 

WEBB.R E Webb, R E (Studies of Nuclear Hazards & Constitutional Law) 89/06127 
NRC - No Detailed Affiliation Gwen ip 50809 045 50809 045 

8906070141 Final response to FOIA request for documents Forwards App 3 tfocums'i 
also available in PDR 

GRIMSLEY.D H Division ol Freedom ol Intormalion & Publications Scrwces (Ami 
890205) 09/08/02 WEBB.R E Webb, R E (Studies of Nuclear Hazards & Con jtv 
honal Law) 2pp 50809 046 50809 189 

-8908070153 Rev 0 to "Reactivity Accidents, Reassessment of Design Basis Even’s, 
preliminary draft 

DIAMOND, D J , HSU.CJ, FITZPATRICK, R Brookhavan National Laboratoiy fift A- 
3965 88/12/30 Otfice o( Nuclear Regulatory Research. 0 vector (Post 6607201 
142pp 50809 048 50809 1 89 

8908070191 Forwards ML Friedman 081103 FOIA request tor documents re US At» 
ney investigation into possible criminal indictments of lacitiW employees lolfowirg fi-s- 
charge of radioactive liquid ettluenis at plant since 1980, for NRC response 

* Justice, Dept ol 69/05/ 10 NRC - No Detailed Affiliation Gwen 3pp 50609 O') 1 
50809 003 

8908070197 Response to 881 103 FOIA request for documents addressed to 4 referred 
lo NRC by DO.I Forwards App A documents made available in PDR 
GRIMSLEY.D H Division ol Freedom of Information & Publications Services (Pc-si 
&90205j 09/08/03 FRIEDMAN, M l Friedman, Collate 8 Pus wail 2pp 50309004- 
50009 013 

-8908070217 Discusses how NRC evaluation ol radioactive effluent releases from plant 
affected licensee representatives act & conduct during lima of concern per 
request NRC decision not to issue variance for continued operation affirmed 
SCARANO.R A Region 5, Ole ot the Director 87/11/12 MARSH, R G Region 5. Cto 
of the Director 2pp 50809 006 50809 007 

-8908070224 Forwards NRC memo to author, administering health A safely aspects cl 
NRC license at plant W/o encl 

MARSH, R G Region 5, Ole of the Director 87/11/27 FLYNN, T Justice, Dept of fp 
50809,008 50809 008 

-8908070228 Confirms 800226 meeting w/US Attorneys.T Flynn & J Gotdsle-n n 
Walnut Creek.CA to discuss info on release of radioactive effluents in plant, 
MARSH.RG Region 5, Ofc of the Director 88/02/17 YUHAS.GP Region 5. Ofc *f 
the Director Ip 50809 009-50809 009 

-8908070237 Provdes copy ot Oiv ot Radiation Satety & Safeguards 871224 Or lo Oto 
ol fnvestigations.per request W/o encl 

MARSH.RG Region 5, Otc of the Director 67/12/28 NRC No Delated A»(-liy-av 
Given Ip 50809 010-50809 010 

-8908070240 Forwards mails w/slmi!anties to matters presently being worked on 
MARSH.R Region 5, Otc of the Director 60/03/30 FLYNN.T. Justice. Dept of ip 
50809 011-50809 013 

8908070273 FOIA request (or all lists ol recycling pumps re mishaps In BWR reported to 
NRC & repts ot recycling pumps ot Byron Jackson Co to NRC 
OKUTSU.S Affiliation Not Assigned 89/04/06 NRC No Detailed Affiliation G/ven 
Ip 50808 1 00-50808 103 

8908070279 Final response to FOIA request App A records available in PDR App 3 
records encl & available in PDR App C records partially withheld (ret FOIA Exemption 
4 ) 

GHIMSLEY.D H Division of Freedom ol Information & Publications Services (Post 
890205) 89/07/28 OKUTSU.S, Affiliation Not Assigned 5pp 50808 104-50808357 

-8908070282 Forwards addl Info on Japanese BWR recirculation pump m water beanng 
ring problem Related Into encl 

HAUBER.R International Programs 89/02/06 DENTON International Programs 
STELLO Ofc of the Executive Director lor Operations, MURLEY Office of Nuclear Re- 
actor Regulation, Director (Post 87041 1), 19pp 50808 1O0-5OBO6 127 

— 390B070285 Responds to request re recent foreign experience Review of soverar data 
bases conducted No (allures of reactor coolant pump impellers or wafer boaring nogs 
due to faulty welds found Related Info encl 

WtLUAMS.MH Division of Safely Programs (Post 070413) 89/02/07 NOVAK.T M 
Trends & Patterns Analysis Branch 150pp 50808 128 50808 357. 

8906100010 FOIA request lor records of names of individuals not paid from agency un 
claimed money tends, 

HODGE, J L Silver Service 09/07/21 NRC - No Detailed Affilialion Given ip 
50859 257-50659 257 

8908100015 Final response to FOIA inquest No agency recoids sub) to request 
located Suggests contacting Dept of Treasury 

PHIUPS.J Division ot Freedom ot Information & Publications Services (Po&l 890203) 
89/08/07 HODGE, JL Sliver Service tp 50859 258-50859 258 

8908100090 Partial response to FOIA request for documents Forwards App C 
documents Apps B & C available in PDR, 

PHILIPS, J. Division of Freedom of Information & Publications Services (Post 890205) 
89/0B/01 BOIOT1N.S.J Bivona & Cohen 3pp 50836 0?B 50837 268 

-B90B100092 Forwards "Alternative License Conditions Supported by UMETCO A 
EOF” received from D Smith Region IV request for comments expected 
NUSSBAUMER.D A Assistant Director lor State Agreements Programs 84/09/tM 
BROWNING, R E Division of Waste Management (Pre 870413) 4pp 50536 082- 
50836:085 

-8908100097 Discusses Region IV proposal for response to EOF Hr re radiation expo- 
sures in Uravan.CO Comments re proposed timetable offered Recommends trial 
Region IV prepare review rept, Hr to Slate of CO & EDF & dispatch llrs by 84103! 
KERR.G W. Office of State Programs. Director (Pre 870413) 84709/20 COLLINSJ T 
Region 4. Ofc of the Director 9pp 50836 086 50036 122 
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-3503100107 Discusses review ol Stale ot CO 86020-1 response lo NRC Itr ot findings 
Subsequent lo 1985 -review ol Colorado radiation control program Concludes that subj 
program adequate to protecl public health & salety & compatible w/NRC program 
HEYER.R S Region 4, Ole ol the Director B6/04/03 Region 4, Ofc ol the {Director 
Spf> 60B36 123-5083S 130 

-5908100112 Summarizes resulls ol 86072 7 28 discussions between Hazle & Jacobi to 
cbtam update on current activities re Colorado radiation control program Colorado 
Dept ol Health, Radialion Control Div will mlorm NRC ol continuing CERCLA activities 
HEYEH.R S Region 4, Ofc ol the Director 86/08/04 Region 4, Ofc of the Director 
ip 50336 131-50836 131 

-6908-1001 1 5 Forwards "Rapt S Siafl Evaluation for Colorado Radiation Control Pro 
gram 840608 lo 851025 Recommends that next review be conducted within 12-10 
months 

MEYER RS Region 4, Ofc ol the Director 86/08/12 NUSSBAUMER.D A Assistant 
Dree tor for State Agreements Programs 3pp 50B36 132 50836 134 

-850S1001 IS "Rept & Stall Evaluation of Colorado Radiation Control Program for 
640608 851025," Vols 1 & 2(1 7th regulalory program review) 

•Region 4. Ole al the Director 85/10/25 129pp 50836 135-50836 266 

-8903100124 Forwards "Rep! & Stall Evaluation of Colorado Radiation Control Pro 
gram for 851025 B70501 " Recommends that next review be conducted within 12-18 

months 

MEYER, R S Region 4. Ofc of the Director 87/09/25 NUSSBAUMER.D A Assistant 
Director lor Stale Agreements Program Ip 50836 267-50836 207 

-6503100126 ' Rept & Staff Evaluation of Colorado Radialion Control Program tor 
Period 851025 870501," Vols 1 & 2 (18th regulatory program review) 

■Region 4 Qfc ol the Director 87/05/01 1l9pp 50836 288-50837 060 

• 8908100130 Forwards Umetco Minerals Core license application to State of CO for 
disposal of radium contaminated waste.for info NRC position on mined cavity disposal 
transmitted to Stale ol CO Sub] application not end 

HUSSBAUMER.D A Assistant Director for State Agreements Program 86/0B/31 
KNAPP.M Division ot Low Level Waste Management & Decommissioning (Post 
870413) 53pp 50837 061 50837 113, 

-8908100133 "Colorado Dept ol Health Preliminary Licensing Statement ’* 

HAZLE, A J UMETCO Minerals Corp (subs of Union Carbide Corp) 8B/06/20 
I40pp 50837 11 4-50B37 268 

8908150335 Final -response lo FOIA request for documents Forwards App D documents 
also available in PDR 

PHILIPS.J Division of Freedom ol Information & Publications Services (Post 090205) 
89/08/09 BDLOTIN.SJ, Bivona & Cohen 2pp 50923 139-50924 004 

-8908150342 Provides comments on draff rept, "Uravan.cO. Radiation & 
Regulation, Rept of Special Study Group, US NRC," per request 
BROWN, W L Region 4, Ofc ol the Director 84/08/21 SMITH.R D Uranium Recovery 
Field Otc, R4 31pp 66923 142-50923-314 

-8908150361 Forwards responses to requests tor Into on listed Items Sub) Info transmit 
tad as received from Ofc ol Slate Programs, State of NM, State ol CO & U Recovery 
Field Ofc due lo short timo frame of request 

MAUSSHAHDT.D B Office of Nuclear Material Safely & Safeguards, Director 04/09/ 
05 GORN.J Congressional Affairs 27pp 50923 315 50923 341 

-8908150379 Ack receipt of 840731 responses lo NRC comments & recommendations 
8 AJ Hazle 840 801 response to technical portion of subj comments following NRC 
1984 review of radiation conlrol program of Slate ol CO.Dept ol Health 
MARTIN, R D Region 4, Ofc of the Director 84/11/02 VERNON J M Colorado, Slate 
el 3pp 60923 342-50923.344 

-8S081 50388 Responds to B40524 Hr to Chairman Palladlno re regulation of U mills & 
mill tailings at Uravan Mill. Evaluation of mailers raised In subj Hr end Sate ot CO radi- 
ation conlrol program found adequate & compatible w/NRC program 
MARTIN.R D Region 4, Ofc ol the Director 84/11/14 YUHNKE.R.E. Colorado, State 
Ol 7pp 50923 345-50923.351. 

-69081 50389 Forwards D Hendricks & Assoc.lnc comments on Umetco license applies 
bon tor low level waste disposal in Montrose County, CO.for info 
LOHAUS.P Division of Low Level Waste Management & Decommissioning (Post 
870413} 83/08/27. LUBENAU.J Slate, Local & Indian Tribe Programs Ip 
50923 352 50923 352 

-8906150 3 92 Provides comments on Umetco license application for regional low level 
wasto facility for Monlrose County, State of CO, per Envlrocare ol Utah, Inc request Sub] 
comments wilt be provided at upcoming pubffc hearings 

HENDRICKS, t>W Don Hendricks & Associates, Inc 88/09/07 LOHAUS.P.H Oper- 
ations Branch 1 1 pp 50923 353 50924.003 

-8903150394 Documents 881207 letcon w/K Weaver of State ol CO Dept ot 
Health State ol CO continuing w/lwo efforts re reaching agreement w/anolher com- 
pact to accept Rocky Mountain region wasle & continuing screening of candidate dis- 
posal sties 

PANGBURN.G. NRC - No Detailed Affiliation Given 08/12/08. LOHAUS.P. NRC - No 
Detailed Affiliation Given. Ip. 50924-004-50924 004 

8908150399 FOIA request lor documents re repts.studies.analyses, 
producUon.sales, supply, inventories, prices, consumption & demand ot poiysilicon for 
790101 to present, 

CORNFELO.LU. Paul, Welas, Rilklnd, Wharton & Garrison 89/08/04 GRIMSLEY.D. 
NRC- No Detailed Al filiation Given 7pp 50923.131-50923 137. 

8908 1 50401 Final response to FOIA request lor documents No agency records subj to 
request located Confirms B90811 telcon w/ L Robinson.lnforming recipient that NRC 
has no regulatory authority over subjs of request 

GRIMSLEY.D H Division of Freedom of Information & Publications Services (Post 
890205) 89/08/11. CQRNFELD.L Paul, Weiss, Ritkind, Wharton & Garrison. Ip 
50923 13S-S0923 13S 

0906150404 Suppls 690711 FOIA request for documents re TT Martin 890623 telcon w/ 
EA Brown about plant 8BQ622 manual reactor trip & 890622 & 23 communications 
between Region I officials & licensee 

MQKRZYCKI.M Associated Press 89/07/14 GRIMSLEY.D Division of Freedom ot 
Information & Publications Services (Post 890205) 3pp. 50923-115 50923.117 


8908150405 Final response to FOIA request for documents Forwards App A documents 
also available in PDR 

GRIMSLEY.D H Division of Freedom ol Information 8 Publications Services (Post 
890205) 89/08/11 MOKRZYCKI.M Associated Press 2pp 50923 118-50923 130 

—8908160014 Package of handwritten notes from Seabrook resident NRC inspector 
DUOLEY.N Region 1, Ofc ot the Director 89/07/25 1 1pp 50923 120 50923 130 

8908 160074 FOIA request for all correspondence re acquisition in 19B7 of nuclear fuel 
production plant m Erwin, TX by Nuclear Fuel Svcs.Ltd 

HINKELMAN.M Atlantic Business Chronicle 89/07/03 GRIMSLEY.D Owislon ot 
Freedom ot Information & Publications Services (Post B902Q5) 2pp 50924 229- 
50924 230 

89 OB 160077 Partial response to FOiA request App C records available in PDR Cover 
page to Document C/ 4 2 encl.per 890809 telcon W/o end 

GRIMSLEY.D H Division of Freedom of Information & Publications Services (Post 
890205) 89/08/11 HINKELMAN.M Affiliation No! Assigned 7pp 50924 231 

50924 237 

8908160086 Partial response to FOiA requesl Apps A 8 B records end & available In 
PDR 

GRtMSLEY.DH Oivislon ol Freedom ot Information & Publications Sorvices (Post 
890205) 89/08/10 HINKELMAN.M Affiliation Not Assigned 3pp 50944 235- 

50944 235 

-8705070285 Forwards stall assessment of proposed purchase of NFS by NFS 
Svcs.Ltd 

CUNNINGHAM, R E Office of Nuclear Material Salety & Safeguards, Director 87/05/ 
05 THOMPSON, HL NRC No Detailed Affiliation Given llpp 50924 243- 
50924 253 

8908160107 Appeals denial ol FOIA request lor App G.Documenis 1-5 
BAUMAN, LL Garde, B P B9/07/17 Ollice ol Inspector General (Post 89041 7) 2pp 
50924 257-50924 258 

8908160110 Appeals denial of FOIA requesl lor Apps l,J & K documents 
BAUMAN, LL Garde, BP 89/07/17 Office ol Inspector General (Post 890417) Ip 
50924 259 50924.259 

8908160115 Denies 090717 appeals ol NRC denial of portions of records Identified on 
App G.H.J & K Documents conlinuo to be withhold (rol FOIA Exemption 7) Response 
Is final agency action on appeals 

MALSCH.MG. Office ol Inspector General (Post 890417) 89/08/00 BAUMAN, L 
Garde, BP Ip 50924 280 50924 275 

8908160121 Partial response to FOiA request App C records available in PDR 
GRIMSLEY.D, H. Division of Freedom ol Information & Publications Services (Pest 
890205) 89/08/10 WILLIAMS, O JRA Associates 2pp 50924 085-50924 228 

-8908160126 Forwards info re preparedness for licensing of facility Ends t-6 include 
Items requiring insp & resolution be lore recommendation for licensing 
WARN1CK.RF Assistant Director (or Inspection Programs 89/03/10 GRIMES, Cl, 
Comanche Peak Project Division 40pp 50924 0B9 50924 128 

-8908180132 Forwards Info ro preparedness ol facility lor licensing Ends 1 6 include 
Items requiring Insp & resolution before recommendations for licensing 
WARNICK.RF Assistant Director lor Inspection Programs 89/04/00 GRIMES, Cl 
Comanche Peak Pro|e cl Division 36pp 50924 129 50924 164 

-8908160135 Forwards info ra preparedness lor licensing ol facility Ends 1-6 inctudo 
items requiring Insp & resolution prior to recommendation (or licensing 
WARNICK.R F Assistant Director lor inspection Programs 89/05/16 GRIMES.CL 
Comanche Peak Project Division 63pp 50924 165 50924 220 

8908180293 FOIA request for records ro DOL complaint tiled by JL Stiles against util on 
600882 

STiTES.J.L Affiliation Not Assigned 69/05/10 Labor, Depl ol 3pp 509B6 074- 
50906.077 

-8908180295 Advises that listed documents havo been forwarded io NRC lor determi- 
nation of disclosure. 

RAMSEY, A A Labor, Depl of 09/06/23 Region 4, Ofc of the Director. Ip 
50938.077-60988077. 

8908130299 Final response to FOIA request App A record end & available in PDR, 
GRIMSLEY.DH Division of Freedom ol Inlormalion & Publications Sorvices (Post 
800205). 89/08/16 STITES.JL Affiliation Not Assigned Ip 50986 071-50986,073, 

-8908180302 Forwards Rept 67-07 which explains Allegation 4-86-A 0100 
EMERSON, M Region 4. Ole o! lh B Director. 88/00/02 Labor, Depl of Ip 
50986-073- 50938073 

8908180318 Sixth partial response to FOIA request App U records end & available in 
POR 

GRIMSLEY.D.H Division of Freedom ol Inlormalion & Publications Services (Post 
890205) 89/08/14 PARRISH ,D Blade -Tribune, Oceanside, CA 3pp 50966:164- 
50986 192. 

-8908160321 Forwards five listed Items promised at exit meeting, including mgt summa- 
ry rept & graph lor Sept t934 - Jul 1986, representative example o( mgt rapl.lir from 
Horn documenting acceptability of rehabilitation program 8 statistics 
TALLEY, G Southern California Edison Co 86/ 11/25 SCARANO.R Region 5, Ofc of 
the Director, 4pp 50986 1 66-50986-171, 

-8908150324 Forwards listed monthly data for 1986 in response to requost for number 
ol unconfirmed prescreens testing positive for tetrahydrocannabinol & SmilhKIIne 
Blosclance Labs confirmation o! positives 

PIERCY.L Southern California Edison Co 66/11/25. SCARANO NRC - No Detailed 
Affiliation Given. 17pp. 50986 172 50986 18B 

-8908180329 Forwards 22 reactor & 0 senior reactor operator license renewal 
appliCBtions.W/o end 

MCCARTHY.C B Southern California Edison Co 88/05/12. MARTIN, J B. Region 6. 
Ofc of the Director. 4pp 509B6-189 50g&5 192 
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890B1B034O Final response to FOIA request App L records available in PDR 
GRIMSLEY.DH Division o( Freedom of Information & Publications Services (Post 
890205) 89/0 B / 1 6 BAUMAN,!- Government Accountability Project 2pp 509BB078- 
5098B 163 

-8908160319 Transcript of Commission 850226 closed meeting In Washington, DC re 
Exemptions 5 & 7 

• Commissioners 65/02/26 87pp 50986 0B2 50966 163 

8908210017 FOIA request for documents re listed bilateral civilian interstate nuclear 
energy agreements 

KEELEY.JF Calgary, Urw of, Calgary, Canada 88/11/06 NRC No Detailed Alfili 
ation Given 14pp 51010 001-51010 014 

8908210025 Final response !o FOIA request for documents App A documents end & 
available in PDR 

PHILIPS, J Division ol Freedom of Information 8. Publications Services (Post 890205) 
89/08/09 KEE4.EY.J F Calgary, Umv. of, Calgary, Canada 20pp. 51010 015 
51015 060 

-8107090083 Memorandum of agreement between NRC 8 Italian Comitato Nazionale 
per L’Energia Nucleate lor exchange of tochnlcaf info & cooperation in nuclear safety 
matters 

HENDRIE.JM Commissioners * Italy, Govt ol 81/04/01 14pp 51011 301- 
51011 315 

-8107090086 Memorandum of agreement between NRC & Health 8 Saloty Executive 
of Unued Kingdom ol Great Britain & Northern Ireland lor exchange of technical Info 8 
cooperation in nuclear salely mailers 

HENDRIE.JM Commissioners GAUSDEN.R United Kingdom, Govt ol 81/05/15 
7pp 51013 231-51013 23B 

-8107090095 Implementing procedures lor exchange of technical info 8 cooperation In 
nuclear safety matters between Mexican Comislon Naoional de Segundad Nuclear y 
Salvaguardian 

LAFLgUR.J D Office of International Programs, Director (Pro 870413) TREVINO, R 
Mexico. Govl Of 81/04/08 12pp 51012 200 51012 21 1 

■■B2O121O130 Technical exchange & cooperative arrangement betweon NRC & Bundes 
minister Fuer Forschung and Technology of Federal Republic of Germany in field of 
reaclor safety R&D 

HENDRIE.J Commissioners * Germany, Federal Republic of 81/04/30 lOpp 
51011 146510(1 155 


-8908210083 Memorandum ol Agreement between NRC & AECL to collaboration &i 
NRC programs for investigation of severe fuel damage & fission product release A 
transport 

* Ofc of the Executive Director for Operations * Canada, Govt of 85/ It/27 2fo 
51010H28-51010 129 

-8908210088 Memorandum ol Agreement between NRC & Atomic Energy CcWjoI 
Board of Canada re participation in NRC inti piping Integrity research program 
STELLO.V Ofc of the Exoculive Director tor Operations BEARE.J Canada A tonic 
Energy Control Board 87/05/20 19pp 51010 130-510)0 148 

-B908210091 Memorandum of Agreement between NRC & Peoples Republic of CNrj 
(PRC) re extension & amend to proiocol between NRC 8 Slate Scientific 8 Techno- 
logical Commission of PRC on cooperation In nuclear safety matters 
2ECH.LW Commissioners * China, Peoples Republic of 86/10/17 9pp 5IQ10149 
51010157 

-8908210095 Memorandum of Agreement between NRC 8 American Insl in Tawan re 
participation In US NRC inti piping integrity research program 
STELLO.V Ofcoflhe Executive Director for Operations LAUX.DN American Inst tula 
In Taiwan 87/04/23 19pp 51010 158 51010 176 

-8908210099 Memorandum of Agreement between Coordination Counci! for North 
American Affairs & American Insl in Taiwan re participation in ssvere nuclear accKJenl 
research programs 

* Coordination Council for North American Affairs DEAN.D American Institulo in 
Taiwan 04/10/12 6pp 51010 177-51010 102 

-8908210101 Memorandum of Agreement between NRC 8 Danish Naif Agency ol Envi- 
ron Protection re exchange of technical Into & cooperation In nuclear safety mat'ers 
HENDRIE.J M Commissioners * Denmark, Govt of 80/09/29 I2pp 61010 16-3- 
51010 194 

-8908210104 Memorandum of Agreement between NRC 8 Danish Atomic Energy Com- 
mission re exchange of technical Info m regulatory & safety research matters & coop- 
eration in development of safety stds 

GOSSICK.L V NRC - No Detailed Affiliation Given * Denmark, Govt of 75/10/03 
12pp 51010 195 51010 206 

-6908210108 Memorandum ol Agreement between NRC 8 Egyptian Atomic Energy Au- 
thority re exchange of technical info & cooperation in nuclear safety matters 

* NRC - No Detailed Affiliation Given HAMONDA.JF Egypt, Govt of 61/06/09 
16pp 51010 207 51010 224 


- 8908210039 Memorandum of Agreement between US NRC 8 Oeslerrelchische Stu- 
diengeserischalt Fuer Atomenergle (SGAE) re SGAE participation In US NRC funded 
PBF research program at INEL 

GOSSICK.L V Ofc of the Executive Director tor Operations * Austria, Govt of 77/ 
02/25 Itpp 51010035 51010 045 

-8908210043 MOU between NRC 8 Oesterreichlsche Studiengesellschatt fuer Atomen- 
ergis (SGAE) re SGAE participation m NRC funded P8F reactor salely research pro- 
gram 

LEVINe.S Office ot Nuclear Regulatory Research, Director * Austria, Govt of 77/ 
02/ It 2 pp 51010 046-51010 047 

-8908210051 Memorandum ot Agreemenl between NRC & Oosterreichische Sludienge- 
sellschafl Fuer Atomenergia (SGAE) re SGAE participation in NRC funded LOFT Re 
search Program at INEL 

GOSSICK.L Ofc ol the Executive Direclor for Operations * Austria, Govt of 77/02/ 
25 7pp 5)010048-51010054 

-89082)0057 MOU between NRC 8 Oosterreichische StudiengeseilschaH fuer Alomon 
ergie (SGAE) re NRC funded LOFT Research Program al INEL 
LEVINE.S Office of Nuclear Regulatory Research. Director ’ Austria, Govl of 77/ 
02/11 2pp 51010055-51010056 

-8908210059 Memorandum of Agreement between US NRC 8 Belgian Govt re ex- 
change ol technical Info in regulafory matters, cooperation in safety research 8 in stds 
development 

STEPHENS.C R NRG No Detailed Affiliation Given * Belgium, Govt, ol 78/06/06 
12pp 51010057 51010 068 

-0908210065 Memorandum ol Agreement between NRC & Belgian Govt re continuation 
of current cooperation involving CEN/SCK & SA Cockeril! Nuclear Div In NRC SurveJI 
lance Doslmelry Coordinate Program at HEOL-ORNL-NBS-Naval Research Lab, 
SERPAN.CZ NRC - No Detailed Affiliation Given * Belgium, Govl. of, 01/11/10 2pp 
51010 069 51010 070 

--890B2 10069 Memorandum ol Agreement between NRC 5 Belgian Govt re participation 
of Belgonuclaire 8 Centre d'Etude de I’Energie Nuclaire/Studiecenlrum voor Kernen 
eigie in NRC program of severe accident research 

* Ofc o! the Executive Director for Operations • Belgium, Govt of 83/04/18 lOpp 
51010071-51010080 M 


-8908210072 Memorandum Of Agreemenl between NRC 8 Tractionel ol BBlglum re 
thermal hydraulic research 

DIRCKS.WJ Ofc ol Ihe Executive Director for Operations HERWALSTEEN.P , 
DEROUX.D Belgium, Govt of 65/04/09 13pp 5V010 081-51010093 


-8908210076 Memorandum ol Agreement between NRC 8 Comissao Nacional do Etv 
of Brazil re exchange of technical inlo 8 cooperation in safely research 
R NRC • No Detailed Affiliation Given • Bra2il, Govl of 78/05/20 
Hpp 51010 094-51010 104 


ergia Nuclear 
STEPHENS.' 


-8908210076 Memorandum of Agreement between Comissao Nacional da Energia Nu 
clear of Brazil re exchange of technical Inlo 8 cooperation in regulatory 8 safety re- 
search matters 

MOTLEY, LA NRC - No Detailed Affiliation Given. CARVALHO.HG Brazil, Govt of 
82/01/14 12pp 51010 105-51010 116 


-6908210110 Memorandum of Agreement between NRC 8 EURATOm Commission of 
European Communities re cooperation In field of nucloar safety research 

* NRC • No Detailed Affiliation Given FILARIM.L European Communities, Comirns 
Sion Of 84/09/20 lOpp 51010 226-51010 234 

-8908210115 Memorandum ol Agreoment between NRC & Joint Research Clr for EUR 
ATOM Commission of European Communities re Joint development of prototype atf 
vanced fluid dynamics model 

STELLO.V Ofc of the Executive Director for Operations * European Communities. 
Commission of 86/03/16 flpp 51010 235-51010 242 

-8908210117 Memorandum of Agreement between NRC 8 EURATOM Commission of 
European Communities re nuclear safety research 

HENDRIE.J Commissioners * European Communities, Commission of 79/03/19 
lOpp 51010 243-51010 252 

-8908210121 Memorandum of Agreement between NRC 8 Finnish Insl of Racfta’ion 
Protection re exchange of technical info & cooperation In nuclear safety matters 
HENDRIE.J M Commissioners GOODBY.JE State, Dept of 1 Finland, Govl ol 80/ 
09/26 13pp 51010 253 51010 265 

-8908210122 Memorandum of Agreement between NRC & Finnish Ctr for Radiation & 
Nuclear Safety re exchange ol technical info & cooperation in nuclear saloty mailers 
PALLADINO.N Commissioners ‘ Finland, Govl of 85/09/25 I2pp 51010 266- 
51010 277 

— 890B210 126 Memorandum of Agreemenl between NRC 8 Imatran Voima Oy of Fm 
land re PTS research 6 malls technology 

‘ Ole of the Executive Director tor Operations * Finland, Govl of 84/06/07 I5pp 
51010 270 51010 292 

-8908210130 Memorandum ot Agreement between NRC 8 Valtion TakmUmen Tutki- 
muskeskus of Finland re thermal hydraulic 8 matls research 

* Ofc of the Executive Director for Operations JAUHO.P , PALVA.V Finland. Govl of. 
85/02/28 26pp 51010 293 51010 3)8 

-8900210135 Memorandum ol Agreement between NRC 8 French Mmistero du Red-e- 
ploiement Industrial et du Commerce Exteriour re exchange ot technical inlo & coop- 
eration in regulation of nuclear safety 

ASSELSTINt.J K Commissioners TORQUAT.C France, Govt of 84/09/17 Hpp 
51010 319-51010 329 

-890B210140 Memorandum of Agreement between NRC 8 CEA re NRC LOFT Re 
search Program 

DIRCKS.WJ Ofc of the Executive Diroctor for Operations TANGUY P Commissariat 
a L'Energie Atomique (CEA) 80/09/12 lOpp 51010 330 51010 339 

-8908210141 Memorandum of Agreement between NRC 8 CEA re nuclear qualification 
ol polymer base malls 

DIRCKS.WJ Ofc of the Executive Director for Operations TANGUY, P Commissariat 
a L’Energie Atomique (CEA) 82/05/14 3pp 51010 340-51010 342 

-8908210143 Memorandum of Agreement between NRC 8 CEA re LWR salely re- 
search 

' Ole of the Executive Director for Operations * Commissanal a L'Energie Atomique 
(CEA) 06/12/31 8pp 51010 343 51010 350 


•8908210081 Memorandum of Agreement between NRC & AECL re participation in 
NRC program of severe accident research 

* 01 the Executive Direclor for Operations ' Canada, Govt of 84/03/16 1 1pp 

51010 117-51010 127, ^ 


■8908210144 Memorandum of Agreement between NRC 8 CEA re LWR salely re- 
search 

DIRCKS.WJ Ofc ol the Execulive Direclor for Operations TANGUY, P Commissanal 
a L'Energie Atomique (CEA) 80/09/12 lOpp 51010 35151010 360 
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-$908210145 Memorandum of Agreement between NRC & CEA re fast breeder reactor 
safely research 

01RCKS.WJ Ole ol the Executive Director lor Operations TANGUY, P Commissariat 
aL'Energia Atomique [CEA) 83/06/21 1 1pp 51011001-51011011 

-890821014? Memorandum ol Agreement between NRC & CEA re participation in NRC 
Inti Piping Integrity Research Group 

STELLO.V Ofc ol the Executive Director lor Operations COGNE.F Commissariat a 
VErvargie Alomique (CEA) 87/03/05 18pp 51011 012-51011 030 

-89082 ID 148 Memorandum ol Agreement between NRC 8 CEA re behavior ol polymer 
base mails subjected to beta radiation 

OIRCKS.W J Ole ol Ihe Executive Director tor Operations TANGUY.P Commissariat 
a UErergie Atomique (CEA) 84/12/03 3pp 51011 031-51011 033 

-8908 210 160 Memorandum ol Agreement between NRC & CEA re study ot methods 
[^predicting heal removal by natural convection 

DtaCKS.W J Ofc ol the Executive Director for Operations TANGUY.P Commissariat 
a L’Energio Atomiquo (CEA) 84/04/19 4pp 51011 034-51011 037 

-8998210152 Memorandum ol Agreement between NRC & Mlmslere do L'lndustrie ot 
da la Recherche ro exchange of technical info in regulatory matters 8 cooperation tn 
development of safety aids 

DOUB.WO Commissioners SERVANT.J Franco, Govt ol 74/06/28 4pp 
51051 D38-51 01 1.041 

-8908210153 Memorandum ol Agreement between AEC & CEA re research on LWR 
safety 

KELFNICH.G F Commissioners * Commissariat a L'Energie Atomique (CEA) 74/10/ 
16 2pp 51011 042-51011 043 

-B90821O154 Memorandum ol Agreement between NRC & CEA re participation In NRC 
Steam Generator Safety Research Project 

OIRCKS.W J Ole ol the Executive Director lor Operations TANGUY.P Commissariat 
a I'Eneigie Atomique (CEA). 82/06/0Q 15pp 5101 1 044-5101 1-056 

-B9C3210155 Memorandum ol Agreement betwoon NRC 8 CEA re participation In NRC 
Steam Generator Safely Research Protect 

DlftCKS.W J Ole of the Executive Director lor Operations TANGUY.P Commissariat 
a L’Energla Atomique (CEA) 02/10/22 Ip 51011 059 51011 059 

-890821 0 1 59 Memorandum ot Agreement between NRC 8 Froncli Minlslore de L'ln 
(Justus re exchange ol technical Into & cooperation In regulation ol nuctoar saloty 
• NRC - No Detailed Allillatlon Givon TORQUAT.C, France, Govt ol. 79/10/25 t3pp 
51011 060-51011,072 

-8998210169 Memorandum ot Agreement between NRC & CEA re saloty radwaste 
mot 

DIRCKS.WJ Ofc ol Iho Executive Director lor Operations TANGUY.P Commlssarlal 
a L’Energie Alomique (CEA) 04/01/10 Opp 51011 073 51011 080 

-3908210163 Memorandum of Agreement between NRC & CEA re thermal hydraulic 
research 

STELLO.V Ole ol the Executive Director for Operations COGNE Commissariat a 
L’Energie Atomique (CEA) 06/09/16 I5pp 5101 (•091-51011 095, 

-89092(0165 Memorandum ol Agreement between NRC & Greek Atomic Enorgy Com- 
mission ro exchange ot technical Info & cooperation In nuclear safety matters 
KENNEDY, R NRC- No Detailed Affiliation Given DOKAS.l Greece, Govt of 78/10/ 
15 I3pp 5101 1-096-51 011 100. 

-8908210167 Memorandum of Agreement between NRC & Federal Minister of Interior 
Ol Federal Republic of Germany re exchange of technical Into 8 cooperation In nuclo 
it safely mailers 

PALLADINO.N J, Commissioners * Germany. Federal Republic ol 01/07/06 10pp 
51011 109 5101 1 116 

-89082 10(69 Memorandum ot Agreement between NRC & Federal Minister for 
Environ, Nature Conservation, & Nuclear Salety ol Federal Republic of Germany re ex 
Change or technical into & cooperation in nuclear salety matters 
ZECH.LW Commissioners WALLMANN.W Germany, Federal Republic ol 86/07/17 
?PP 5101 1-1 19-51011 120 

-8W3210172 Memorandum ot Agreement between NRC & Federal Minister lor Re- 
search & Technology of Federal Republic ol Germany re nuclear safety research pro 

8 rams conductod at superheated steam reactor facility 
IRCKS.W.J Ote ol (he Executive Director lor Operations LEV Germany, Federal Re 
pubic Ol 84/09/24 13pp. 51011 121-51011 133 

-$908210176 Memorandum ol Agreement betwoon NRC & Kernlorschungszonlrum 
Karlsruhe GMBH (KtK) re cooperation in reactor safety research programs conducted 
ai super healed steam reactor laeitily 

0IRCKS.W J Otc ol the Executive Director lor Operations HENNIES.H H , 
WAGNER, H Germany, Foderal Republic ol 84/09/06. I2pp 51011 (34-51011-145 

-8906210276 Memorandum ot Agreement between NRC & Federal Minister lor Ro 
search fi Technology ol Federal Republic of Germany (BMFT) re power burst facility 
& heavy section steel technology research programs 8 BMFT luel behavior 
GOSSICK.L Ole of the Executive Director lor Operations * Germany, Federal Ropub 
lx; of 77/05/06 8pp 51011 156 51011 163 

-8908210277 Memorandum ot Agroomonl belween NRC 8 Federal Minister for Re- 
search & Technology ol Federal Republic ol Germany (BMFT) ro research parheipa 
Lon 6 technical exchange in NRC & BMFT thermal hydraulic research programs cov 
ema tive-yr period 

OlflCKS.W J Ofc ot the Executive Director lor Operations * Germany, Foderal Ro 
public ot 65/02/06 8pp 51011 164-51011 171 

“8908210279 Memorandum ot Agreement between NRC fi Slaallichen 
Maleriarpruelungsartslall.Unlveisitaet Stuttgart re matt Investigation ol Gundremmm 
n KflB A reactor pressure vessel 

RCKS.W J Ole ot the Executive Director lor Operations KUSSMAUL.I K Stuttgart, 
Unrv ot, Stuttgart. GE 35/02/02 7pp 51011 172-51011 178 

“6903220070 Memorandum ot Agreement between NRC & Federal Ministry lor Re- 
search & Technology ol Federal Republic ol Germany re research participation & 
technical exchange in NRC LOFT Research Program covering tour yr period 
GOSSICK.L Otc of Ihe Executive Director tor Operations * Germany, Federal Repub- 
lic of 75/06/20 ?pp 51011 179 51011 185 


--8908220100 MOU belween NRC 8 Federal Ministry tor Research fi Technology ot 
Federal Republic ot Germany (FRGMRT) re FRGMRT participation in LOFT Program 
KONT.H Oltice of Nuclear Recu'atory Research. Director LEIPEL.H Germany. Feder- 
al Republic ot 75/06/20 2pp 51011 106 5101 1 107 

--6908220107 Memorandum ot Agreement between NRC fi Kornlorschungszenlrum, 
Karlsruhe.Federal Republic ol Germany re Sandia transient axial relocation expert- * 
ments & irradiated IMFBR fuel effective equation ol state experiments In research re- 
actor 

DIRCKS.WJ Otc ot the Executive Director (or Operations * Germany, Federal Re- 
public ot. 83/1 1/21 llpp 51011.188 51011196 

-•8908220114 Memorandum ol Agreement between NRC & Kernlcrschungszentrum, 
Karlsruhe.Federal Republic ot Germany ro conduct ol SlMMEfl-ll code calculations ol 
transition phase phenomena tor SNR 300 reactor 

DIRCKS.WJ Ore ot Ihe Executive Director tor Operations, * Germany, Federal Re- 
public of 64/04/25 7pp 51011 199-51011 205 

—890B220130 Memorandum ol Agreement between NRC fi Kerntorschungszenlrum 
Karlsruhe Gmbh (KIK) ol Federal Republic ol Germany re cooperation in severe accl 
dent research programs 

DIRCKS.WJ. Otc ol the Executive Director for Operations * Germany, Foderal Re 
public Ol 83/04/15 9pp 51011 206-51011 214 

-6908220131 Memorandum ot Agreement between NRC fi Foderal Ministry for Re- 
search & Technology ol Federal Republic ot Germany re R80 on reactor safety 
* Atomic Energy Commission (Pre 750101) * Germany, Federal Republic ol 74/03/ 
08 7pp 51011 215 51011-221 

-8908220134 Memorandum ot Agreement belwocn NRC fi Foderal Minister ol Interior 
ot Federal Republic ot Germany ro cooperation In held of nuclear facilities safety 
KENNEDY.R N NRC No Detailed Affiliation Given ’ Germany, Federal Republic ot, 
75/10/01 8pp 51011 222-61011 229 

— B908220139 Memorandum ol Agreement between NRC & Kornforschungszentrum 
Kailsruhe GmbH ol Federal Republic ol Germany re FD 4 series ot LMF8R fuel dis 
ruption expen ments in annular coro research reaclor lest facility 
DIRCKS.WJ Ofc ol Iho Executive Director tor Operations WAGNER Germany, Fed- 
eral Republic ol 01/08/31 9pp 51011 230 51011 239 

-0908220142 Memorandum ol Agroomonl between NRC & Kornlorschungszentrum 
Karlsruhe GmbH ol Federal Republic ol Germany ro thermal hydraulic lasts in upper 
structure dynamics lost facility 

OIRCKS.W J Otc ot Iho Executive Director lor Operations WAGNER. HENNIES Ger- 
many, Fedora) Republic of 01/02/05 3pp 51011 239-51011 241 

-8908220146 Memorandum ol Agreement betweon NRC & Kerntorschungszenlrum 
Karlsruhe GmbH ol Federal Republic ol Germany re equation ot slate experiments In 
annular core research reactor at Sandia 

DIRCKS.W J Ole ol the Executive Director lor Operations WAGNER. HENNIES Ger- 
many, Foderal Republic ot 81/01/19 3pp 51011 242-51011:244 

-8908220161 Memorandum ot Agreement bolweon NRC & Israel Atomic Energy Com- 
mission re exchange ot technical Into A cooperation In nuclear safety matters 
GOSSICK.L V NRC • No Detailed ANilmtion Given ALT.J Israel, Govt ot 78/05/19 
22pp 51011 245 51011 266 

-8908220157 Memorandum ol Agroomonl bolweon NRC 8 Israel Atomic Enorgy Com 
mission ro exchange ol tochnlcal Into & cooperation in nuctoar salety matters 
PALLADINO.N J. Commissioners EILAM.U Israol, Govt ot 83/04/11 17pp 

51011 267 51011 203. 

-8908220162 Memorandum ol Agreement betwoon NRC & Israel Atomic Energy Com 
mission re exchange ol technical In to S cooperation in nuclear safety matters 
ZECH.LW. CHILK.SJ Commissioners ETTINGER.SY. Israol, Govt ol 06/07/11 
17pp 51011 204 51011 300 

-890B220387 Memorandum ol Agreement between NRC 8 Comilalo Nazlonale per la 
Oollo Enorgio Alternative (ENEA) ol Italy re ENEA participation in NRG program ol 
severe accident, source term 8 conlalnmonl research 

STELLO.V Otc ot the Executive Director (or Operations * Italy, Govt ol 07/06/05 
lOpp 51011 316 51011 325 

--B90S220391 Memorandum ol Agreement betweon NRC & Italian Govl Agoncy, ENEA 
re cooporalion In thermal hydraulic research 

DIRCKS.WJ Ole ot lha Executive Director tor Operations NEIDI.G Italy. Govt ol 
86/01/23 32pp 51011 326 51011 357 

-8908220399 Memorandum ot Agreement betwoen NRC 8 Italian Govt Agoncy, ENEA 
re participation in NRC program ot severe accident research 
’ NRC • No Detailed Affiliation Given • Italy, Govt ol 82/12/23 llpp 51011:358- 

51012 008 

• -890B220416 Memorandum ol Agreement betweon NRC 8 Comilalo Nazionale per 
L'Energia Nucleate tor exchange ot technical Into & cooperation In safety R&O & de 
volopmen) ol slds 

KENNEDY.R Commissioners CLEMENT6L.R Italy. Govl ol 75/05/29 llpp 
5101200951012019 

-8908220417 Memorandum ot Agreement between NRC 8 Power Reactor & Nuclear 
Fuel Development Corp of Japan re development of prototype advanced lluid dynam- 
ics model & improvement ot computer code 

ZECH.LV Commissioners NAGANE.G Japan, Govt of 86/11/21 8pp 51012020 
51012027 

-8908220419 Memorandum ol Agreement belween NRC 8 Japan Atomic Enorgy Re 
search Inst re cooperation in raciwasle mgt saloty research 

DIRCKS.WJ Otc ol the Executive Director tor Operations * Japan, Govt ol 84/11/ 
07 14pp 51012026-51012041, 

-8906220425 Memorandum ol Agreement between NRC 8 Agency ot Natural Re- 
sources fi Energy ol Ministry of tntl Trade fi Industry of Japan ro participation in field 
ot high level vibration tost ot nuctoar power piping, 

ZECH.LW Commissioners NONOUCHI.T Japan, Govt of 66/08/12 12pp 
51012 042-51012 053 
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-•890622042? Memorandum ol Agreement between NRC & Power Reactor 8 Nuclear 
Development Corp ol Japan re improvement 8 application ol reactor safely computer 
codes SIMMER-II CONTAIN & Super Sys Code SSC-S 

ROEJW Ole ot the Executive Director lor Operations KOIZUMI M Japan Govl of 
85/10/01 12pp 51012 054-510)2 065 

--89D8220428 Memorandum of Agreement between NRC Science 8 Technology Agency 
of Japan 8 Agency of Natural Resources 8 Energy ol Japan re technical exchange in 
field of nuclear regulatory matters & nuclear salety research 
DIRCKSWJ Ofc of the Executive Director for Operations NOTTA T , AISAKU.K 
Japan, Govt of 85/12/31 13pp 51012 066-51012 078 

-•8908220433 Memorandum of Agreement between NRC 8 Power Reactor 8 Nuclear 
Fuel Development Carp ol Japan re Sandta transient axial relocation experiments in 
annular core research reactor 

DIRCKS.W J Ole ol Ibe Executive Director lor Operations KOIZUMI, M Japan, Gov! 
Ot 85/03/15 tlpp 51012079 51012089 

••8908220437 Memorandum ol Agreemen! between NRC 8 Power Reactor 8 Nuclear 
Fuel Development Corp of Japan re improvement of pool reaclor version ol Super Sys 
Code SSC P 

DIRCKS.W J Ole of the Executive Director to' Operations KOIZUMi.M Japan, Govl 
Ol 85/03/15 7 pp 51012 090 51012 097 

-89D8220441 Memorandum ol Agreement between NRC 8 Power Reaclor 8 Nuclear 
Fuel Development Corp ol Japan re accommodation ol CONTAIN 1 0 Computer Code 
(or LMFBR containment analysis 

DIRCKS.W J Ofc of the Executive Director for Operations KOIZUMI.M Japan Govl 
ol 64/12/27 14pp 51012098 51012 111 

-8908220446 Memorandum ol Agreement between NRC 8 Power Reactor Nuclear Fuel 
Development Corp ol Japan re continuation ol Super Sys Code model development 
tor low flow conditions 

DIRCKS.W J Ole ol the Executive Director lor Operations KOIZUMI.M Japan, Govt 
ol 84/12/11 8pp 51012 112-51012 119 

-8908220448 Memorandum ol Agreement between NRC & Power Reactor Nuclear Fuel 
Development Corp of Japan re improved SIMMER II cross section capability 
DIRCKS.W J Ole ol the Execulive Director lor Opera lions KOIZUMI.M Japan, Govt 

01 84/1 1/20 9pp 51012 120-51012 126 

-8908220456 Memorandum of Agreement between NRC & Japan Atomic Energy Re 
search Inst (JAER1) re JAERt participation in NRC program ot severe tue) damage & 
fission product source term research 

DIRCKS.W J Ofc of the Executive Director for Operations FUJINAMI.T Japan, Govl 
Of 84/10/01 13pp 51012 129 51012 141 

-890B220459 Memorandum ol Agreement between NRC & Power Reactor 8 Nuclear 
Fuel Development Corp ol Japan re Super Sys Code model development lor low flow 
conditions 

DIRCKS.W J Ole ol the Executive Director lor Operations KOIZUMI.M Japan, Govl 
of 84/03/21 8pp 51012 142 51012149 

••8908220463 Memorandum ol Agree/nenl between NRC & Atomic Energy Bureau ol 
Ministry of Science 8 Technology of Republic ol Korea re exchange ol lechmcal info 
in regulatory & safely research mailers 8 cooperation irt development ol safety stds 
MASON, E A Commissioners LEE.8H Korea, Ropublrc ol (South Korea) 76/03/18 
Itpp 51012150 51012 160 

■•8908220468 Memorandum ol Agreement between NRC 8 Ministry of Science 8 
Technology, Republic ol Korea re exchange of technical info & cooperfllion in regula- 
tory 8 safety research mailers 

PALLAOINO.N J Commissioners LEE, CO Korea, Republic ot (Soulh Korea) 81/11/ 
10 18pp 51012 161-51012 17S 

-8908220470 Memorandum of Agreement between NRC a Korea Advanced Energy 
Research Inst re thermal hydraulic research 

ROSS.DF Office of Nuclear Regulatory Research. Director (Pre 860720) HAU.PS 
Korea. Republic of (South Korea) 86/05/01 13pp 51012 170 51012 190 

- 0908220471 Memorandum of Agreement between NRC & Korea Advanced Energy 
Research Inst re participation in NRC program of severe accident research 
DLfNLOP.T P Commissioners HAU.P S Korea, Republic of (South Korea) 04/08/23 
9pp 51012 191-51012 199 

"8908220472 Memorandum of Agreement belween NRC 8 Comlsion Nscional de Se 
guridad Nuclear y Salvaguardias ol Mexico re nuclear safety research 
' Ole of the Executive Director for Operations MEDINA, M Mexico, Govl of 87/06/ 

02 21pp 51012 212 51012 233 

-8908220473 Memorandum ol Agreemoni belween NRC & Netherlands Energy Re 
search foundation (ECN) re participation in NRC program ol severe accident re- 
search 

DIRCKS.W J Oic of the Executive Director for Operations ' Netherlands, Govl ol 
83/04/ 1 1 9pp 51012 233-51012 241 

-8906220474 Memorandum of Agreement belween NRC & Netherlands Energy Re- 
search Foundation re research participation & technical exchange in NRC LOFT Re- 
search Program covering four yr period 

GOSSICK.L Ofc of the Executive Director for Operations • Nelherlands, Govt of 78/ 
01/20 7pp 51012 242 51012 24B 

-8908220475 Memorandum Of Agreement between NRC & Netherlands Minister for 
Social Affairs & Employment re exchange of technical info & cooperalion in regulatory 
8 salety research mailers 

•Commissioners * Netherlands, Govt of 82/09/15 I2pp 51012 249 51012 260 

■•8908220476 Memorandum ol Agreement belween NRC & Nethetlands Energy Re 
search Foundation re research participation & lechmcal exchange in NRC HSST /elas- 
tic plastic fracture mechanics 8 aerosol research programs 
DIRCKS.W J Ole of tho Executive Director for Oparalions GOEDKOOP.JA Nelher- 
lands, Govt of 80/06/06 Bpp 51012 291-51012 268 

■•8908220477 Memorandum of Agreemoni between NRC & Philippine Atomic Energy 
Commission re thermal hydraulic research 

DIRCKS.W J Ofc ol Ihe Executive Director ior Operations * Philippines, Govl of 85/ 
OB/Cf? 13pp 51012 269 51012281 


--B9O8220478 Memorandum ot Agreement between NRC & Philippine Atome Energy 
Commission re exchange ol lechmcal info 8 cooperalion in nuclear safety zth'Vs 
DIRCKSWJ Commissioners BARTOLOME.ZM Philippines, Govl of BOtotreS 
19pp 51012282 51012300 

-8908220479 Memorandum ol Agreement between NRC & Junta do Eneigia Nu'cearre 
exchange of lechmcal info 8 cooperalion in development ol stds 
MUNTZING L M Atomic Energy Commission (Pre 750101) MARTlNEZFP Sp-3 a 
Govl Of 74/10/29 7pp 51012 301 51012 307 

-B90B230062 Memorandum ol Agreement belween NRC 8 Spanish Conse|o da Segvr- 
dad Nuclear re exchange of technical into 8 cooperation in nuclear safety mace's 
PALLAOINO Commissioners ' Spam, Govt of 84/09/28 16 Op 5I0-IZ363- 
51012323 

-8908230067 Memorandum of Agreement between NRC & Consejo de SogumJ3d Hu- 
Clear of Kingdom of Spam re nuclear safety research 

PALLADINO.N J Commissioners MARTINEZ, F P Spain.Gov! of B5/I1/I6 21pp 
51012 324-51012 344 

-8908230070 Memorandum of Agreement between NRC 8 Spanish Junta da Encrg i 
Nuclear re exchange of technical info 8 cooperation in nuclear safety mailers 
KENNEDY, R Commissioners ' Spam Govt ol 79/11/30 !7pp 51012 34*- 

51012 361 

-8908230078 Memorandum ol Agreement between NRC & Swedish Nuclear Power In- 
spectorate re participation in NRC Inti Piping Integrity Research Group 
STELIO.V Ofc ol the Executive Director for Operations HOERMANOER.O Sweden, 
Govt ol 87/03/03 19pp 51013 001 51013 019 

-0908230085 Memorandum ol Agreement belween NRC 8 Swedish Nuclear Power in- 
spectorate re exchange ol technical info 8 cooperation in nuclear safety matUrs 
HENDRIE.JM Commissioners NORDSTROM, L Sweden, Govt ol 79/10/30 Iffg 

51013 020-51013 035 

■■8908230087 Memorandum of Agreement between NRC 8 Swedish Nuclear Power In- 
spectorate re exchange of technical info 8 cooperation in development of stds 
MUNTZING.LM Atomic Energy Commission (Pre 750101) HEDGRAN.AG Suc-don. 
Govt Ol 74/12/06 6pp 51013 036 51013 041 

-•8908230091 Amend to Memorandum of Agreement between NRCNucloar Swedsh 
Power Inspectorate 8 STUOSVIK EnergiteKmk AB ol Sweden re participation in NflC 
program of severe accident research 

STELLO.V Ofc ot the Executive Director for Operations HORMANDERO Sweden, 
Govt of. 87/01/20 2pp 51013 042 51013 043 

-89082301 17 MOU between NRC & STUOSVIK Energitokmk AB ol Sweden to LOFT- 
NORHAV 8 MARVIKEN IV proiect agreements 

DIRCKS.W J Ole ol Ihe Exoculive Director for Operations ’ Sweden. Govl ol 81/ 
02/23 tp 51013 044 51013 044 

-•8908230124 MOU between NRC & STUOSVIK Energitekmk AS ol Sweden re aDfoscJ 
behavior & filter sys performance as related to vented filtered contammenl sys 
MINOGUE.R B Office ol Nuclear Regulatory Research, Director * S wo don, Govl of 
81/02/23 4pp 51013 045 51013 040 

*•8908230130 Memorandum of Agreement between AEC 8 Akliebotagsl Atomenergi cl 
Sweden re technical exchange & cooporalive arrangment in held ol R&D on reaclM 
salely 

FRIEDMAN, AS Atomic Energy Commission (Pre 750t0t) ALER.B Sweden, Govt of 
74/11/21 Opp 51013 049-51013056 

-8908230138 Memorandum of Agreement belween NRC & STUOSVIK Energitekmk AS 
ol Sweden re technical exchange 8 cooperative arrangement In field of nuclear R&D 
DIRCKS.W J Ole ol the Executive Director lor Operations BERGSTROM.S 0 
Sweden, Govt of 81/02/23 Dpp 51013 057-51013 064 

•-8908230145 Memorandum of Agreement between NRC, Swedish Nuclear Power In- 
spectorate 8 STUOSVIK Energiieknlk A8 of Sweden re thermal hydraulic research 
DIRCKS.W J Ole of the Executive Director tor Operations * Sweden, Govl Cf B5/ 
02/18 14pp 51013065-51013078 

-8908230150 Memorandum of Agreement between NRC, Swedish Nuclear Power In- 
spectorate 8 STUDSVIK Energitekmk AB re cooperalion in NRC severe accident re 
search program & Marviken aerosol transport tests program 

DIRCKS.W J Ole of Ihe Executive Director for Operations * Sweden. Govl of 85/ 
09/17 9pp 51013 079 51013 087 

-8908230155 Memorandum ol Agreement belween NRC 8 Govt of Switzerland ra i« 
search participation & technical exchange In NRC HSST program & research program 
in fracture mechanics of Swiss Federal Inst for Reactor Research. 

GOSSICK.L Ole of Ihe Executive Director for Operations ZANGGER, C Switzerland, 
Govt Of 79/07/09 1 1pp 51O13O0B 51013 098 

--B9O8230162 Memorandum ot Agreement between NRC & Swis9 Federal Ofc ol 
Energy re exchange of technical into 8 cooperation in nuclear safety matters 
ZECH.LW, Commissioners ZANGGER, C, Switzerland. Govl of. 07/09/23 1 4pp 
51013099 51013 112 

-8908230169 Memorandum of Agreement between NRC 8 NaHonal Cooperative! lor 
Storage o( Radwaste in Switzerland re cooperation in radwaste mgt safety research 
STELLO.V Ofc of the Executive Director for Operations, * Switzerland, Govt of 8 51 
09/26 14pp 51013113-51013 126 

-8908230178 Memorandum ol Agreement between NRC 8 Govt of Switzerland ra par- 
ticipation in NRC Inti Piping Integrity Research Group 

STELLO.V Ofc of Ihe Executive Director tor Operations BAER, A J Switzerland, Gov! 
ol 87/03/03 19pp 51013 127-51013 145 

-8908230184 Amend to Memorandum ol Agreement between NRC & Govt ol Swiizer- 
Tand re research participation & technical exchange in NRC LOFT Program & ECCS 
reflood program of Swiss Federal Inst tor Reactor Research covering rour-yr period. 
DIRCKS.W J Ole ol Ihe Executive Director for Operations FAVRE.C Switzerland. 
Govl Ol 84/05/02 9pp 5)013 146-51013 154 
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1903230200 Memorandum ol Agreement between NRG 8 Govl of Switzerland ro NRC 
tOFT Program & ECCS rellooo program o( Swiss Federal Inst lor Reactor Research 
caiEi'flg lour yr period 

GOSSlCK L Ofc ol Iho Executive Director lor Operalions ZANGGER C Switzerland 
GO’il Ol 79/07/09 20pp 5l0t3 155 51013 174 


-8908230294 Informs lhal Alonnc Energy Bureau ol Japan agrees & fully supporls 
JAERI in participating as signatory party to arrangement between JAERI.NRC & Fed 
oral Republic of Germany re parlicipaiion in ECCS research 

ISHIWATARI.T Japan Govl ol BO/04/1B GOSSlCK, L V Ole ol Ihe Executive Oirec 
tor lor Operations tp 51014 003 51014 003 


-J90323O2O7 Memorandum ol Agreement between NRC & Swiss Federal Otc ol 
Enway re exchange ol technical info 8 cooperation in nuclear safety matters 
DRCKSWJ NRC • No Detailed Affiliation Given ‘ Switzerland Govl ol 82/08/10 
14pp 61013 175 51013 188 

-S90823Q217 Amend to 790709 Memorandum ol Agreement between NRC 8 Govt of 
Switzerland extending agreement re research participation 8 technical exchange in 
KRC H5ST Program S Swiss Federal Inst fracture mechanics research program for 

DRCKSWJ Ole ol Ihe Execulive Oireclor lor Operations FAVRE C Switzerland. 
Govl ol 84/05/14 I2pp 51013 189 51013 200 

-8855230224 Memorandum ol Agreement between NRC & Swiss Federal Ole of 
Energy re exchange ol technical info 8 cooperation in development ol slds 
MUNTZFNG L M Atomic Energy Commission (Pre 750101) COURVOISIER.P Switzer- 
land Govl of 74/12/09 7pp 51013 201 51013 207 

-5908230228 Memorandum ol Agreement between NRC 8 UKAEA re cooperation in 
l*"d ol nuclear safely RSD , , , , . „ . A1 

GOSSlCK L Ole of Iho Executive Director lor Operalions United Kingdom Atomic 
Energy Authority 77/08/03 13pp 51013 208 51013 220 

-B908230234 Memorandum o( Agreement beiween NRC & Health & Safety Executive 
ct United Kingdom ol Great Britain & Northern Ireland re exchange ol technical info 8 
cooperation in nuclear salely mailers 

ZECHLW Commissioners RYDER, E A United Kingdom, Govl of 86/04/07 2pp 
$1053 221-51013 222 

-I9M23023? Memorandum ol Agreement between NRC & UKAEA re UKAEA participa 
ion in NRC program ol severe accident research 

SmiO.V Ofc ol tha Executive Director tor Operations FRANCE, J United Kingdom 
Alomic Energy Authority 87/02/18 Cpp 51013 223-51013 230 

-SM8230246 Memorandum ol Agreemeni WH 36104 between NRC & UKAEA ro 
UKAEA participation in NRC program ol severe accident research 
DIRCKSW J Ofc ol the Executive Director (or Operalions FRANCE, J United King- 
dom Atomic Energy Authority 85/03/21 9pp 51013 239 51013 247 


- 8908230296 Memorandum ol Agreement between NRC Federal Minister lor Research 
8 Technology ol Federal Republic of Germany 8 JAERI ro research participation & 
technical exchange in analytical & experimental study ol therm ohydrau lie behavior ol 
ECCS 

AHEARNE J Commissioners MURATA.H Japan. Govt ol ’ Germany. Federal Re 
public of 80704/18 103pp 51014 004-51014 105 

— 890B230301 Memorandum ol Agreemeni between NRC, Federal Minister for Research 
& Technology ol Federal Republic ol Germany 8 JAERI re research participation & 
technical exchange in analytical 8 experimental study of therm ohydraullc behavior o! 
ECCS 

ROE.JW Ofc ol iho Executive Director lor Operations LEHR.G Germany, Federal 
Republic Ol FUJINAMI.T Japan Govl ol 85/04/15 1 3pp 51014 106 51014 110 

--89D8230304 Memorandum of Agreemeni between AEC & Federal Republic ol Germa- 
ny re exchange ol mlo in held of temp roacloi research 

KRATZER.MB Alomic Energy Commission (Pre 750101) ■ Germany. Federal Ropub 
Ircot 71/02/03 6pp 51014 119 51014 124 

-8908230309 MOU between AEC & Federal Republic ol Germany on cooperation per- 
taining to Arbeitsgomeinschall VersuchsreaMcr ol West Germany & civil uses ef 
atomic energy 

SCHANK.C F Alomic Energy Commission (Pre 750101) • Germany, Federal Republic 
Ol 65/08/02 Bpp 51014 125-51014 132 

-8908230316 Memorandum ol Agreement between NRC & Govts ol Norway, 
Austna.Unitccf Kingdom. Denmark Fintand, Japan, Wesl Gormany, Netherlands & 
Sweden re OECD Halden Rea c lor Proiecl covering period from Jan 1979 to Dec 
1931 

DIRCKS.WJ NRC No Delailed Af (ilraiion Given ’ Norway, Govt ol * Austria, Govt 
Of 79/06/28 6pp 51014 133 51014 138 

- 8908230328 Memorandum ol Agreement between NRC & Inslrtull for Atomonergl of 
Norway io OECD Halden Reactor Project covering period from Jan 1976 to Dec 1978 
GOSSlCK, L Ofc ol the Executive Director for Operalions * Norway, Govt ot 78/01/ 
01 Bpp 51014 13951014 146 


-8388230258 Memorandum of Agreemeni between NRC & UKAEA re UKAEA participa- 
tor! in NRC program ol severe accident research, 

STELLQV Ofc ol the Executive Director lor Operalions FRANCE, J United Kingdom 
Alomic Energy Authority 86/03/12 Opp 51013 248-51013 255 


-8908230329 Memorandum ot Agreement beiween NRC & JAERI ro research participa- 
tion 8 technical exchange In NRC LOFT Research Program covering (our-yr period 
* NRC No Detailed AINialion Given MUNAKATA.E Japan, Govl ol 76/02/23 5pp 
51014 t47 51014 151 


• 8908230261 Amend Io Memorandum ol Agreement between NRC & UKAEA re 
UKAEA participation in NHC LOCA Simulation Project 

DIRCKSW J Dfc of Ihe Executive Director lor Operations STEPHENSON, J United 
Kingdom Atomic Energy Authority 86/07/20 4pp 51013 256 51013 259 


-$$08230262 Memorandum ol Agreement between NRC & UKAEA re UKAEA participa- 
tor! m NRC Program ol Severe Accident Research 

DiRCKS.WJ Ole of Iho Execulive Director for Operations GOODALL.LJ United 
Kingdom Atomic Energy Authority 84/02/09 12pp 51013 260-51013 271 


-$$08230264 Memorandum ol Agreemeni bo tween NRC & UKAEA re UKAEA participa- 
te^ in NRC Program of Severe Accident Research 

0-ftCKS.VVJ Ofc ot Iho Executive Director lor Operalions * United Kingdom Atomic 
Energy Authority 82/03/29 6pp 51013 272-51013 277 

-4908230266 Amend to Memorandum ol Agreement between NRC & UKAEA re 
UKAEA participation In NRC LOCA Simulation Project 

DiRCKS.WJ Ofc ol iho Execulive Director (or Operations 1 United Kingdom Atomic 
Energy Authority 83/07/01 3pp 51013 278 51013 280, 


-4908230263 Memorandum ol Agreement between NRC & UKAEA re UKAEA participa- 
tion tn NRC Programs (or Modelling LOCA 

0-RCKS.W J Ofc ol Iho Executive Director lor Operalions ‘ United Kingdom Atomic 
Energy Authority 82/03/29 6pp 51013 281 51013 286 

-4908230270 Memorandum of Agreement beiween NRC & Health & Salely Execulivo 
el Great Britain ro technical Into exchange on matters pertaining to safety ol nuclear 
installations & on collaboration In development of regulatory salely criteria 
GOSSlCK, LV Ofc ol the Executive Director lor Operations WILLIAMS, E.C. United 
Kingdom. Govl of 75/03/13 Bpp. 51013 287-51013 294 

-4988230273 Memorandum of Agreemeni between NRC 8 UKAEA ro collaboration in 
experimental programs concerned w/salety ol nuclear reactors 
GOSSlCK, L Ofc of the Executive Director for Operations KINCHIN, G H United King- 
6om Atomic Energy Aulhonty 76/12/14 18pp 51013 295-51013 312 


-$968236275 Memorandum of Agreement between NRC 8 UKAEA re collaboration in 
developing quantified reliability techniques w/particutar application to nuclear power 

^OSStCK L Ofc Of Iho Executive Director lor Operations, * United Kingdom Atomic 
Energy Aul horny 75/10/10 9pp 51013 313-51013 321 

-8W823028Q Memorandum of Agreemeni between NRC & UKAEA re collaboration In 
Held of modelling LOCA . „ 

OIRCKS.W J Ofc of the Executive Director lor Operations HOLMES, J E United King- 
dom Atomic Energy Authority 85/02/1 2 17pp 51013 322-51013 338 


-8908230330 Memorandum ol Agreemeni between NRC 8 Power Reactor 8 Nuclear 
Fuel Development Core of Japan re LMFBR iransition phase experimenls in annular 
core research reactor & model development 

DIRCKS.WJ Ofc ol the Executive Director for Operations 4 Japan, Govl ol 83/09/ 
20 llpp 51014 152 51014 162 

-8908230337 Memorandum of Agreement between NRC, Japan Nuclear Safely Bureau 
8 Agency ol Natural Resources & Energy ol Japan re technical exchange In field of 
regulatory matters 

DIRCKS.WJ Ole of the Executive Director for Operalions KODAMA.K. * Japan. 
Govl Ol 80/09/29 12pp 51014 163 51014 174 

-8908230339 Memorandum of Agreement between NRC.Japan Atomic Energy Bureau 
8 Agency of Natural Resources & Energy ol Japan re technical exchange in field of 
regulatory maltors 

■ Atomic Energy Commission (Pro 750101) iMOUYE.T , IHASAE Japan. Govt ol 74/ 
05/30 6pp 51014 175 51014 1G0 

-8908230343 Memorandum ol Agreement between NRC & Power Reactor 8 Nuclear 
Fuel Development Corp ol Japan ro SIMMER calculations ol Iasi reactor accidents 
DIRCKS.WJ Ofc ol Iho Execulive Director for Operalions IIDA.N Japan, Govl al 
00/05/14 4pp 51014 181-51014 104 

-8908230346 Memorandum ol Agreement between NRC & JAERI re research participa- 
tion & technical exchange in NRC PBF Research 8 JAERI nuclear safely research 
reactor program covering (our-yr period 

MASON, E A. NRC No Detailed Affiliation Given ' Japan, Govt ol 76/03/09 iBpp 
51014-165-51014 202 

-8908230350 Memorandum of Agreement between NRC & JAERI ro JAERI participa- 
tion in NRC program of severe lire I damage & fission product source term research 
STELLO.V Ofc of Iho Executive Director lor Operations FUJINAMI.T Japan, Govt ol 
03/03/13 llpp 51014203 51014 213 

-8908230353 Memorandum ol Agreemeni between NRC 8 JAERI re NRC pariicipation 
in JAERI ROSA- IV program in salely research ol LWRs on small break LOCA 8 ban 
slants 

DIRCKS.WJ Ofc ol the Executive Oireclor (or Operations FUJINAMI.T. Japan. Govl 
Of. 84/02/01. 12pp 51014-214 51014 225 

-8908230379 Memorandum ot Agreement beiween NRC & Power Reaclor 8 Nuclear 
Fuel Development Corp of Japan re Super Sys Code devoto pm on l, validation & appti 
cation 

DJRCKS.W J Ofc of Iho Executive Director lor Operalions SASAKI, H Japan, Govl ol. 
83/03/24 7pp. 51014 226 51014 232 


-899823(1265 Memorandum ol Agreemont between NRC 8 UKAEA re NRC sponsored 
studies by Sys Reliability Svc _ 

MjNOGUE.R.B Office ol Nuclear Regutalory Research, Director DIRCKS.WJ Ole of 
tha Execulivo Oireclor lor Operations KINCHIN, G H United Kingdom Atomic Energy 
Aulhonty 61 /OB/3 1 Spp 51013 339 51013 344 

-8906238286 Memorandum ol Agreemeni beiween NRC 8 Federal Committee lor 
Energy & Industry o( Socialist Federal Republic of Yugoslavia re exchange of technl 
tafinfo 8 cooperation in nuclear salely matters 

PALLADINO.rf Commissioners SCANLAN.J DUS. Embassies PAVLOVIC.R Yugo- 
slavia, Govt Of 85/09/19 IBpp 51013 345-51014-002 


-8908230 372 Memorandum ol Agreemeni between NRC 8 Power Reactor 8 Nuclear 
Fuel Development Corp of Japan re last breeder reactors 

COSTAGLIOLE.F Atomic Energy Commission (Pre 750101) INOUYE.G Japan. Govt 
Of 69/03/04 I2pp 51014 233 51014 244 

-8908230 378 Memorandum ol Agreement between NRC.CEA.EIectncde de 
France.Fedoral Republic of Germany .JAERI 8 Govis of Denmark, 
Finland, Narway.Sweden & Netherlands ro joint project for planning, design 8 reporllng 
of reactor safely experiments 

GOSSlCK, L. NRC - No Detailed Affiliation Given 4 Finland. Govt of. Sweden, Govt 
Of 75/10/07. 5pp 51014 245 51014 249 
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--89 002 303 B*l Memorandum of Aareamenl between NRC,CEA,£leclrict1e de 

Franco Federal Republic ol Germany, JAERl & Govts ol Denmark, 

Finland, Norway Sweden 8 Nelhetlartds re joint project (or planning, design & reporting 
ol reactor safety experiments 

GOSSICK t NRC - No Detailed Alliliation Given MUNEKATA.E Japan, Govt ol * 
Norway, Govt ol 78/04/03 4pp 51014 250 51014 253 

-0908230390 Memorandum ol Agreement between NRC.CEA.EIec'ricite de 

France.Federal Republic ol Germany, JAERl & Govts ol Denmark, 

Finland, Norway.Sweden a Netherlands re joint project lor planning, design A reporting 
of reactor safety experiments 

GOSSICK l NRC • No Detailed Affiliation Given MUNEKATA.E Japan, Govt ol * 
France, Govt ol 76/11/03 4pp 51014 254 61014 257 

-B90B230396 Memorandum ol Agreement belween NRC.CEA.EIectncile de 

France, Federal Republic ol Germany, JAERl & Govts ol Denmark, 

Finland, Norway, Sweden A Netherlands re joml project lor planning, design & repotting 
of leaclor solely experiments 

‘ NRC No Detailed Affiliation Given AVRIL.P Commissariat a L'Energie Atomique 
(CEA) MUNEKATA.E Japan, Govt ol 75/03/13 22pp 51014 25C 51014 279 

--89O023O4OO Memorandum Ol Agreement between NRC.EPRI.CEA.EIeclncHe de 
Franco & govts ol Denmark, Finland.Norway, Sweden & Netherlands re joint projecl lor 
planning, design, experiment performance 6 reporting of reactor safely experiments 
GOSSICK, L NRC No Detailed Alliliation Given Commissariat a L’Energio Atomi- 
que 1CEA) STAN.C Electric Power Research Institute 77/06/17 22pp 51014 200 
51014 301 

■ 8908230404 Amend 1 to Memorandum ol Agreement between NRC & STUDSVIK En- 
ergitcknik AB re Marviken Aerosol Transport Tests (MX-V ATT) 

■ NRC No Doiatled Alliliation Given * Sweden, Govt of 84/05/10 lOpp 
51014 302-51014 311 

••8908230407 Memorandum or Agreement between NRC & STUDSVIK Energitekmk AB 
re Marviken Aerosol Transport Tests (MX V-AT7) 

DIRCKS.W J Ole ol the Executive Director lor Operalions ' Sweden. Govt of B3/ 
03/04 24 pp 51014 312 51014 337 

• 890823D416 Memorandum ol Agreement belween NRC.EPRI.Toshiba of Japan, Ontar 
to Hydro ol Canada & Govts of Sweden, Nelherlands & Finland re participation ol com 
pany partnership, Japan.in MARVIKEN IV-JIT Project 

DIRCKS.W J NRC • No Detailed Alliliation Given TANAR.A Electric Power Research 
Institute MORVIN Canada. Govt ol 80/04/13 9pp 51D14 338 510I4 346 

-6908230419 Memorandum ol Agreement belween NRC, EPRI, Ontario Hydro of Canada 
& govts ol Sweden, Netherlands & Finland re joinl project tor planning, design a report 
mg ol reactor satety experiments concerning blowdown jet impingement load 
DIRCKS.W J NRC No Detailed Alliliation Given CULLER, FL Electric Power Re- 
search Institute 'Sweden, Govt of 80/05/19 23pp 51014 347-51015 009 

-8908230422 Memorandum ot Agreement belween NRC, CEA & Kernforschungszen 
trum Karslrulie GmbH (KIK) of west Germany re in pile CA8RI a annular coro pulsed 
reactor research programs related to last reactor satety 

GOSSICK.L NRC - No Dotailed Affiliation Given COSTE.J Commissariat a L'Energie 
Alomiquo (CEA) HENNIES.HH Germany, Federal Republic ol 70/06/22 llpp 
51016010-51015020 

-8900230427 Memorandum ol Agreement between NRC.EURATOM a Power Reactor 

5 Nuclear Fuel Development Corp ol Japan re join) study ol debris bed coolabilily 
DIRCKS.W J Ole ol lha Executive Director for Operalions MAS.R G European 
Atomic Energy Community (EURATOM) SEGAWA.M Japan, Govt ol 80/ 1 1/14 6pp 
51015021-51015026 

-8900230429 Memorandum ot Agreement between NRC & EURATOM re performance 

6 analysis of bottom cooled high temp debris bed coolabilily experiments in annular 
core research reactor 

DIRCKS.W J Ole ol Iho Executive Director for Operations BISBOP.GR European 
Atomic Energy Communily (EURATOM) 83/11/04 7pp 51015027 51015033 

-8908230433 Memorandum of Agreement between NRC & Govts ol Sweden, 
Norwey.Denmaik 8 Finland re extension ol research participalion & technical ox- 
change in LOFT Research Program 8 NOHHAV projecl 

DIRCKS.W J Ole ol Iho Executive Director (or Operations BUSCH.N E Denmark, 
Govl of 01/03/04 2PP 51015 034-51016035 

-8908230440 Memorandum ol Agreement between NRC 8 NORDIC Group (Govts ol 
Denmark.Finlantf Norway 8 Sweden) re NRC LOFT Research Program & Nordic 
NORHAV projecl 

GOSSICK.L Ole of the Executive Director for Operations ' Denmark, Govl ol MANN 
Sweden, Govl el 76/10/15 7pp 51015036-51015042 


B90B230122 FOIA request lor Inspector General semiannual rept lor Oct 1956 - IJx 
1980 & Apr-Sopt 1988 

8RUMAS.M Newhouso News Service, Washington DC 69/08/09 NRC - No De- 
tailed Alliliation Given Ip 50984 330 50984 330 

0908230126 Final response to FOIA request No agency records subj to reqsfesi 
located Ofc ot Inspector General, NRC, established on 890417 Predecessor, Cc of In- 
spector & Auditor, not required lo rept to Congress, therefore, no repts exist 
GFttMSLEY.DH Division of Freedom ol Information & Publications Services (Fun 
890205) 89/08/18 BRUMAS.M Newhouso News Service, Washington, DC tp 
50984 331 50984 331 

0908230137 FOIA request for records re Jaecon Corp Seismic Lines 2M & 4M S mV- 
pratation ot linos 

LIPlNSKI.JK Scott, Douglass & Luton 89/06/20 NRC - No Detailed AMifialion G-« eri 
Ip 50984 320 50984 320 

0908230144 Final response lo FOIA request No agency records sub) to request Iccafel 
GRtMSLEY.DH Division of Freedom ol Information & Publications Services (Pet. I 
890205) 89/00/18 LtPINSKI.J K Scott, Douglass & Luton Ip 50984 32 1 50964 32 1 

8908230157 FOIA requost for records on 890623 tetcon between EA Brown 4 TT 
Martin re Confirmatory Action Llr CAL 89-11 

MOKRZYCKI.M Associated Press CAL-89 11 09/07/11 Ollice ol Administrated 
(Post 890205) 2pp 50984 322-50904 325 

8908230186 Final response to FOIA request Partially withheld App A document re Cv- 
lirmalory Action Llr 89-1 1 enct & available in PDR (ret FOIA Exemption 5) 

PHILIPS, J Division ot Freedom ol Information & Publications Services (Post B9Q20S) 
CAL 89-11 89/00/17 MOKRZYCKI.M Associated Press 3pp 50984 326 50964 329 

--8908230177 Record ol tetcon on 890623 re actions lo bo taken pr»c* ta 
startup, metudmg documented post trip review ol 090622 reactor Irip ideal ficabon ol 
shorl-lorm & long term corrective actions & review w/NRC 
• Region 1, Ofc ol Ihe Director 89/06/23 Ip 50984 329 50984 329 

8908230187 FOIA request lor assessments of technical reviews ol nudefl power j/jrl 
by ORNL oi other nail lab.AEOD 8 other NRC ofc 

AMORUSO.C N Soulhern Technical Services, inc 89/07/10 GRIMSLEY.D (f NRC - 
No Oelaitod Affiliation Given tp 50984 332-50984 332 

8908230194 Final response to FOIA request Agency records sub| to request atrea-V 
available In PDR & LPDR 

GRtMSLEY.DH Division of Freedom ol Information & Publications Services tPos-l 
890205) 89/00/10 AMORUSO.C N Southern Technical Services, Inc ip 

50984 333 50984 340 

8908230305 Final response to FOIA request App A records one! fi available in PDR App 
B records partially withheld (ref FOIA Exemption 6) 

GRIMSLEY.D H Division ot Freedom ol Information & Publications Services (Pom 
890205) 89/08/10 DEGRAZIA.B C Burditt, Bowlos, Radzius & Rubeny, ltd 5pg 
509B4 342 50905 209 

-0407300318 Advisos of issuance of Source Mall License fl-234 to American Potash 4 
Chemical Corp, authorizing possession ot & title to taw source matt & 20,000 lb idmed 
sourco matt containing approx 12% Th02 

DELANEY, JC Atomic Energy Commission (Pro 750101) 59/07/01 American Polash 
& Chemical Corp Ip 67446045 6744C 050 

— 8407300319 Advises of issuance of Amend t to Source Matt License STA-563 for 
American Potash & Chemical Corp.deloting Section 20 205 from 1OCFR20 
HARMON, DF Atomic Energy Commission (Pro 750101) 68/11/04 BENNETT, BJ 
American Potash & Chemical Corp Ip 50985 020-50985 028 

-8908230311 Application for amend lo Licon9e STA-0583, authorizing unlimited amoun's 
of thorium isotopo 

BENNETT, BJ American Potash & Chemical Corp 86/05/19 39pp 50984 34:7- 
50986 025 

-8908230314 Requesls now ronowal application for Liconso STA-583, complete 4 w/o 
ref lo previous applications 

HARMON, DF Alomic Energy Commission (Pro 750I01) 69/02/27 SfNKE.GJ 
American Potash & Chemical Corp 2pp 50985 026 50985 027 

-8908230320 Amend to License STA 0583 lor American Potash & Chemical Co, 
amending Item 8, per 640709,0811,1231 & 650108 applications 
JOHNSON.L Alomic Energy Commission (Pro 750101) 65/03/02 Ip 50985 029- 

50985 029 


8908230444 Memorandum ol Agreement between NRC & Nordic Group (Govts ot 
Danntark.Finland a Sweden) re NRC PBF 8 HSST Research Programs fi Nordic 
group water reactor safety research programs covering three yr period 
GOSSICK.L OIc ol Ihe Executive Director for Operations ' Denmark Govl of * Fin 
land, Govl of 79/08/13 8pp 51015 043 51015 050 


■8908230323 Forwards corrected Pago 13 of allachmcn! lo 620411 in, dotting sccorri 
sonlence in third paragraph 

JONAS, T A American Potash 8 Chemical Corp 9559 62/10/05 LANE.JJ Atovruc 
Energy Commission (Pro 750101) 2pp 50905 030 50985 031 


■8908230445 Memorandum ot Agreement between NRC.GovI of West Germany & Joint 
Research Centre ot Commission ot European Commumlies re trilateral cooperation in 
field of nuclear safely reseaich 

GOSSICK.L NRC - No Detailed Afliliation Given ' Germany, Federal Republic of * 
European Communities, Commission of 76/12/14 4pp 51015051 51015054 

•8908230448 Memorandum ol Agreement belwaon NRC EURATOM 8 Bundesminislor 
fur Forschung und Technologic der Qundcsropublik Doutschland re effect ot shock 
wave luggers on salt water interactions 

GOSSICK.L NRC - No Delated Affiliation Given MAS.R G European Alomic Energy 
Communily (EURATOM) ' Germany Federal Ropubtic of 79/09/06 4pp 51015 055 
51015 058 

-8908230447 Amend lo Memorandum ol Agreement between NRC.EURATOM 8 
Bundos minister fur Forschung und Technologic dur Bundcsropublik 
Deutschland,Qxlending duration ot contract 

DiRCKS.WJ NRC • No Detailed Affiliation Given MAS.R G European Alomic Energy 
Community (EURATOM) ' Germany. Federal Republic of 80/12/31 2pp 51015 059 
51015 060 


-8908230325 Forward corrected Dosign Criteria 1,1 Procoss Slop A 
BENNETT, BJ American Polash S Chemical Corp 3928 62/04/11 

NUSSBAUMER.D A Atomic Enorgy Commission (Pro 750101) 2pp 6098503? 
50985 033 

-8908230327 Forwards maps drawings flow shoots S detailed info roquostedin 611103 
Hr 

BENNETT.BJ American Polash & Ghomica! Coip 61/11/30 NUSSBAUMER D A 
Atomic Energy Commission (Pro 750101) 9pp 50985 034 50985 043 

--8908230334 Discusses health 8 safely lab radiological hazard surveys ol domestic U 
milling opuralions Harris will inform NRC- of future surveys 

tOWLD Alomic Energy Commission (Pro 750101) 57/01/11 MANNMM Atuvruc 
Enorgy Commission (Pro 750101) 4 pp 50985 044 50905 047 

-8908230341 Forwards 'Coniaminaled Aren in Vicinity ol Lindsay Ctuviveal 
Co Chicago IL 

LOW L D Atomic Enorgy Commission (Pro 750 101) 57/01/14 MAGEMANRC 
Alomic Energy Commission (Pro 750101) tOOpp 50985 04fl-50 < lil') 16? 



NONDOCKETED ITEMS 231 


-6903230344 Forwards measurements on airborne activity of thona furnace room per 
AEC request 

KREMERS.H E American Potash & Chemical Corp 58/05/29 MORETTI.G Atomic 
Energy Commission {Pro 750101) 3pp 50905 153 50905 155 

-8S0B23034.5 Forwards insp rept ol Lindsoy Chemical Div al Wesl Chicago, IL No non- 
comp'ianco noted 

HAG E MAN, R C Atomic Energy Commission (Pro 750101) 59/07/20 PRICE, HL 
Alomic Energy Commission (Pro 750101) Ip 50905 156-50905 156 

"3308230348 Insp rept on 590612 No noncomplmnce noted 
WILLIAMS R C , HAGEMAN.R C Atomic Energy Commission (Pre 750101) 59/07/06 
17pp 59985 157 50985 173 

8908230351 Advises that no items ol noncompliance noted in insp on 590612 ol Li 
censes R-106 8 C-3377 

JOHNSON.L Atomic Energy Commission (Pro 750101) 59/09/04 HEALY.R Ameri- 
can Potash 8 Chomical Corp 2pp 50995 174 50995 175 

-8908230356 Requests Canadian 8 Mexican permits ref in 600127 application (or li- 
censes lo export source mall 

DED4NEY.JC Atomic Energy Commission (Pro 750101) 60/02/06 BENNETT, □ R 
American Poiash & Chemical Corp Ip 50905 176 50985 176 

-8908230359 Forwards application lor licenso to export 10 lb thorium nitrate to Moxico 
BENOIT.DE American Potash 8 Chemical Corp 60/01/27 DOULOUS Alomic 
Energy Commission (Pre 750101) Ip 50995 177-50965 177 

-8908230360 Application lor license lo oxporl 10 lb lliorium nitrate Codo 104 to Mexico 

■ American Poiash 8 Chemical Corp 60/01/27 Ip 50905 170 50905 178 

-8908230382 Forwards applicolion lor license to export 4 oz Ihorium oxido Code 114 8 
4 oz Thorium Oxido Code 104 lo Canada 

BENOIT.DE American Poiash 8 Chomical Corp 60/01/27 OOULOUS Atomic 
Energy Commission (Pro 750101) tp 50905 179 50085 179 

-6908230364 Applicalion lor licenso to oxport 4 oz thorium oxide Codo 1 14 & 4 oz Iho 
rum nitrate Codo 1 04 to Canada 

■ American Poiash & Chomical Corp 60/01/27 Ip 50905 180 50905 100 

-B90B230368 Forwards Licenses R 106 8 R 234 w/backup moll, correspondence 8 ropt 
Me binder ol picluros 8 drawings, radiation monitors repls, thorium concentrations 8 
gamma levels 

BROCKETT.T W Alomic Energy Commission (Pro 750101) 61/03/10 

JOHNSTON, W 8 Atomic Enorgy Commission (Pro 750101) Ip 50905 161- 
509B5 181 

-8968230371 Responds lo 620326 Itr Licensor) has concontmlod ollorls on oblamlng 
data Bom areas mosl likely lo conlain excess nirhorno nclivily 

HEALY.R M American Potash 8 Chemical Corp 62/04/09 PRICE, ER Atomic 
Energy Commission (Pro 750101) 2pp 50905 182-50905 103 

-8908230381 Documonls 620423 Iclcon from W Johnston ro roquosl by noglon III (o 
inspect Lindsay Chomical Corp 8 Taylor Torgo 8 Pipe Works prior lo completion ol 
cnroicemonl action 

DAVlS.J <3 Atomic Energy Commission (Pro 750101) 02/04/23 Atomic Enorgy Com 
mission (Pro 750101) 2pp 50D05 104 50905 105 

8908230386 Oocuments 620615 tolcon w/W Johnson lo inquiro wholhor oxposuro to 
eoncanirations ol airborno radioactivity 8 oxtornal surlacos ol radiation should bo 
treated as separate onlitios 

DAVIS JG Atomic Enorgy Commission (Pro 750101) (>2/06/ 1« Alomic Enorgy Cam 
miss-onlPie 750101) 2pp 50905 106 50905 107 

89082303B8 Documonls 621023 lolcon Irom H Baldwin ro roportod radiation ovor 
Dupage River aioa 

CODY.V Atomic Energy Commission (Pro 750101) 62/10/23 Alomic Enorgy Com 
mission (Pits 750101) 2pp 50905 100 50905 100 

-8903230369 Foiwards memo In files, did 021020 informing lhal no concorn oxisls ro 
possibility ol hazards croatod by oporalon ol facility 8 nuws roloaso 
DUQIN5KI.L Atomic Energy Commission (Pro 750101) 02/11/05 PRICE, E R Atomic 
Energy Commission (Pro 750101) Ip 50905 190 50905 190 

-0908230394 Oocumants 621100 lolcon w/HO Nyslodl ro mliclo lor publication on 
Lindsay Chemical manor 

RADELOFF.WA Alomic Energy Commission (Pre 750101) 62/11/00 Atomic Encirqy 
Commission (Pro 750101) Ip 50905 191 50905 191 

- BM823D395 Documonls 621 1 13 lolcon rn inquiry into R Jfllhorl 

FINN, J A Alomic Energy Commission (Pio 750101) 62/11/13 Alomic T ruirejy Com 
mission (Pro 750101) Ip 500(15 192 50905 102 

- 8908230423 Torwaids nows clipping Irom Wlmnlon Daily Journal on 62 1 101 ro opor 
al ons, ol Lindsay Chomical Div Irom salnly viewpoint W/o tint I 
RADELOFF.WA Alomic Energy Commission (Pro 750101) 62/11/14 OUTTENJ G 
Atomic Energy Commission (Pro 750101) ip 501)116 193 60965 193 

• B903230426 Documents 630104 lolcon w/FInlds ro uso ol occupancy laclor lor con 
suloration o! limits ol l0CrH20 106(h) Regulation dons not consider uso ol orotpnncy 
factor 

DAVI5JG Alomic Enorgy Commission (Pro 750101) 69/01/04 Atomic Tnorgy Com 
mission (Pro 750101) Ip 509B5 194 5091)5 194 

• 8908230430 Discusses 630425 Inlcon w H Marynow lo dtilnrminn if RL layfmld had 
conlacted liccnsoo io proposed prulicnnsinq visit srhiidulod lor 690425 Mnrynew had 
no knowledge ol visil bul would lincl out 8 advise Rogion III ofc 

MOREITIRJ Atomic Energy Commission (Pro 750101) 63/04/25 Atomic rnurgy 
(tommission (Pie 760101) Ip 5091)5 196 6091)5 195 

8906230432 Ack receipl ol 639509 Hr mtorminq NIK. ol radiation exposum ol 
eniployees FI i 'quests clnrdying into ro listed suilornnnl 

PRKF.C F) Atomic Eaeigy Commission (Pro 750101) 63/05/17 SINKF.G Amencnn 
Potash 8 Chemical Cor|) Ip 509115 1<)l» 6<J‘)H6 191) 

8906230434 Ack ntoeipl oi 930923 Hi m exposure ol (imjilayeii lo i.idialirin in exmss 
ol limits specified in 10CI F129 101(a) 

I’HIt f f R Atomic ( nctqy Commission (Pie 769101) 93/10/03 RINK1 .0 .1 Aimin 
can Polnsli 8 C lii-um nl Corp 1|) 509115 19/ 609116 19/ 


-8908240027 Summanzes 640210 meolmg w/OL Daigle lo discuss work re study ol 
mineral quality ol groundwater from dotomilo wells 8 ol surface wafer in general area 
ol Sections 9 8 16, T 39N. H9E of DuPage County 

SASMAN.RT Alomic Energy Commission (Pre 750101) 64/02/12 LARSON, T E 
Alomic Energy Commission (Pie 750101) 2pp 50985 190 50965 199 

-- 8908240036 Documents 640617 lolcon w/G Smke re shipping requirements tor raw 
thorium ore as monazile sands Smke referred to L Rogers Chairman of Interagency 
Committee on Transportation tor clarification 

ALLAN, J M Atomic Energy Commission (Pre 750101) 64/06/17 Atomic Energy 
Commission (Pre 750101) 2pp 50985 200 50965 201 

-8908240044 Summarizes 660104 meeting w/B Bennolt to discuss AEC stand if pro 
posed deep well injection method of liquid waste disposal was pul in effect 
ASHLEY, EC Atomic Energy Commission (Pre 750101) 66/01/10 Atomic Energy 
Commission (Pro 750101) 3pp 50985 202-50965 204 

-6908240056 Documents 670727 lelcon w/B 8ennetl re analysis Irom EberJmo Inslru 
ment Co ol water samples laken Irom facility Bennoll requosled names ol orgamza 
lions who could provide sve in order to recon lirm results 

ASHLEY, EC. Alomic Energy Commission (Pro 760101) 67/07/27 Atomic Energy 
Commission (Pre 750101) Ip 50905 205-50985 205 

-890 8240060 Forwards trip rept ol contaminated areas In vicinity of Lindsay Chemical 
Co , Chlcago.ll. 

PRICE.RL Atomic Enorgy Commission (Pro 750101) 57/01/10 NELSON, C A 
Alomic Energy Commission (Pre 750101) Ip 50985 206 50905 206 

-6908240069 Trip rept ol 561025 visit to Lindsay Chemical Co re contamination in fields 
adiacent to plant whore childron play 8 neighbors gaidonTosts conclude conlamina 
lion present 

BROCKETT.T W Alomic Energy Commission (Pre 750101) 56/11/OEJ BLAME. G A 
Alomic Energy Commission (Pre 750101) 17pp 509B5 207-50985 223 

— B908240075 Ack recoipl of 620509 Hr rcporhng lour employees exposed lo radioaclivo 
mall 

PRICE, ER Atomic Enorgy Commission (Pro 750101) 62/05/21 HEALY.R M Amen 
can Poiash & Chomical Corp 1 p 50985 224 50985 224, 

-6908240001 Ack receipt Ol 620901 Hr inlormlng ol oxposuro of 2 employees lo radio 
activo mall 

PRICE.ER Atomic Enorgy Commission (Pie 750101) 62/08/15 HEALY.R Mi Amon 
can Poiash & Chomical Corp 3pp 509D5 225 509B5 227 

— 890S240086 Ack rocolpl ol 630520 llr -clarifying Info ro radiation oxposuro ol 2 employ 
oos 

PRICE.ER Alomic Enorgy Commission (Pro 750101) 63/06/05 SINKE.GJ Anion 
can Poiash & Chomical Corp ip 50965'22B 50985 228 

-8908240089 Ropla that 2 operators overexposed to whole body radiation during first 
quarter In 1963 Slops lakon lo ensure no luluro rocurronce mcludojob rolalian 
SINKE.G American Poiash 8 Chomical Corp 63/05/00 Alomic Enorgy Commission 
(Pro 750101) 2pp 5008 5 229 509B5 289 

8908240037 FOIA roquosl tor Into ro hazardous malls being storod at Wooks Island salt 
mino oporalod by Morton Salt 8 Morton Thiokol & any parmils on lilo issued by NRC 
in tosl sovon yrs 

TRAUTMAN.A AINialion Nol Assignod 09/OB/Ol NRC • No Dolailcd Allilialion 
Givon Ip 50005 2D0 50985 290 

6900240042 Final response lo FOIA roquosl (or into No agency rocords subj lo roquosl 
located Advisor) lo roquosl Slnlo ol LA tor sub| info 

GRIMSLCY.DH Division o! rtoodom ol Inlormntion 8 Publica lions Services (Posl 
890205) BU/OB/21 TRAUTMAN.A Allilialion Not Assignod Ip 50985 201 
50985 201 

6900240073 Appoals pnrlinl withholding ol FOIA Roquosl 89 136, requesting E Sacngor 
Ur to D Sronmwski ro oxposuro of two individuals to Co 60 w/o namos ol sub) indwid 
unis excised 

riTZGCRALO.P W Brown. Jnnnos 8 Rabbil, PC 69/05/31 Ofc ol Iho Exccutivo Di- 
rector for Oporations 2pp 50965-292-50905 203 

69 0 6 240090 Tioftl losponso to 119053 1 npponl «o DH Gnmsloy 8905 16 response to FOIA 
request loi rocords ro alleged radiation exposure al C-E Glass, Inc Appeal partially 
tjrnnlnd 8 pailmlly domed (tof FOIA t xnmntion 0) 

THOMPSON, HL Dop Exoc Du for Nur Malls Saloly,Sn1oguni<is & Operations Sup 
port (Posl 890205) 80/ 08/ 2? FITZGEHALD.P W Brown, Jamos 8 Ptobbil. PC 2pp 
5111)85 294 509 B5 316 

B908240203 Third parlint rosponsn la FOIA roquosl loi documents App 6 8 parlintly 
willilKild App F 8 G rocords end (ml FOIA Exomplion 8) Suhj documonls also avail 
abki in PDil 

GRIMSLEY.DH Division ot Freedom ol Inlormalion 8 Publicalions Services (Post 
090205) D0/0B/21 AtnOZO.D fnsido NRG (McGrawHill Publication) 5pp 
50085317 5 0986 070 

-8908240210 Oocumonls previous discussions about allegations by corlam individual ro 
NRC employee wrongdoing concerning reactor saloty issuos Roquosls to sol up 
mechanism loi confidential rounburscunonls foi suhj individual sves piovitfod 
CONNI1I Y.S Ollicn ol (nspeclor 8 Audiloi (Pin 896417) 8B/09/01. STELLO.V Ofc 
ol the i xorulivn Oinictoi lor Opemlions 39pp 50985 322-50986 008 

—■8908240217 Arks 1190310 memo in 1140303 Inlcon w/Fllison W/lisls of rlislnirsomonls 
& of rlofunmnls rti Ofc ol Inspector 8 Auditor invosti gallons possesod by J Blnlm 8 
partially wrllilieJcl Iravul vouchers 

llOSI N1HAI.AS NRC No Delmlud Allilialion Given 89/03/14 HEFK3.F W , 
IK RNI H.M F Ollicn ol Inspector 8 Auditor (Pm 090417) 30pp 50906007 
5tMM) 070 

8908250139 Rnrlial response lo FOIA rnquosl loi documonls App R & T iloruinnnts 
available in PDHApp r tlorumenih oncl 

GltlMBI ! Y,D H Division ol rioodom ol I nl or inn tin n 8 Political ions Services (Post 
H'ltlPU'.J 11(1/0)1 / 16 WIIIIAMS.OG JRA Assnnnlus Rpp HWIH 11 4 501102 221. 
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*■840709 0093 Responds to request lor repi of detailed bases for concluding that unit 
constructed substantially m accordance w/CP, application & NRC regulations 
STAHOSTECKl.R Div of Project & Resident Programs, Rl 84/02/29 MURLEY.TE 
Region 1, Ofc ol the Director 7pp 50991 171-50991 183 

—8411120183 Recommends issuance of low power OL based on readiness assessment 
in support of issuance Insp program completed, unit ready for fuel load & capable ol 
low power operation No concerns raised 

MURLEY.TE Region t, Ole ol the Director 64/10/25 DENTON, HR Office ol Nucle- 
ar Reaclor Regulation, Director (pro 651125) 4pp 50991 241-50991333 

-8411120189 'Initial OL Readiness Assessment, Limerick Unit 1 " 

' Region t, Ofc of the Director 84/10/25 90pp 50991 245 50991 333 

-8906250144 Forwards list of remaining open items requiring resolution before finding 
of readiness for operation may be endorsed by Region II Licensee projected fuel load 
mg by B20423 Const approximately 975<> complete 

LEWIS.R C Region 2, Ofc of the Direclor 82/03/19 EISENHUT.DG Division of Li- 
censing (800428-651124) I2pp 50991 123 50991 134 

-890825O1S0 Discusses results ol panel 620602 & 04 review of status ol insp program 
at util & readiness for licensing Panel believes recommendation for licensing can be 
made based on review 

LEWIS.R C Region 2, Ofc of the Oireclor 82/06/10 O’REILLY, J P Region 2, Ofc of 
the Director 4pp 50991 135 50991 138 

-•8906250157 Discusses steps taken to resolve coordination concerns re annual lull 
scale exercise involving Stale of Mississippi & local govts & licensee 
TROJANOWSKI.R Region 2, Otc ol the Director 63/03/03 Region 2, Ofc of the Di 
rector 17pp 50991 139 50991 155 

-8908250163 Discusses need lor NRR mgt assistance in developing common Tech 
Specs lor ptanl Requests that NRR require licensee lo coordinate Tech Specs differ- 
ences between units & lo make changed requirements applicable to both units 
STAROSTECKI.R Region 1. Ofc ol the Director 84/02/14 £ISENHUT,DG Division 
of Licensing (000428 651124) 17pp 50991 156 50991 170 

-- 8908250171 Forwards WV Thomas, RJ Traub.F Vosbury & G Wehmann finalized rept 
re Grand Gull emergency preparedness exercise Areas covered listed 
THOMAS.WV Baltelfe Memorial Instilule, Pacilic Northwest Laboratory 84/04/13 
MARSTON.R Region 2, Ole of the Direclor 28pp 50991 184 50991 21 1 

"8908250173 Advises ol completion of const & preoperational testing of plant per 
FSAR Recommends issuance ol fuel load & precritical testing license based on satis 
factory resolution of ilems listed 

O’REILLY, J P Region 2, Ofc ol the Director 84/07/05 DENTON, H R Office ol Nu 
clear Reactor Regulation, Direclor (pre 851125) 9pp 50991-212-50991:220 

-6908250179 Responds to 640717 request lor Info re FEMA.Siale of LA & local govls 
perspectives concerning plant 

TROJANOWSKI.R Region 2, Ole ol fhe Director 84/07/24 STOHR.JP Region 2, 
Ole ofthe Director 7pp 50991 221-50991 240 

-8908250184 Updates TE Murley 861029 to Denlon recommendation re initial licensing 
ol util 8 provides Region I assessment & recommendation for utif to proceed w/imtlal 
cirticahw. 

RUSSELL, WT Region 1. Ole ol the Director 87/05/20 MURLEY, T E Office of Nu 
clear Reactor Regulation, Direclor (Post 870411) 3pp 50991 334-50992 049 

-8906250188 Updates 870520 memorandum re initial criticality recommendation of 
plant & provides Region I recommendation lor issuance of full power OL lor 
plant Bases lor recommendation listed 

RUSSELL.W T Region 1. Ole of the Oireclor 87/07/02 MURLEY.TE Office of Nu 
clear Reactor Regulation, Director (Post 6704 1 1 ) 6pp 50992 050 50992 055 

-3908250194 Provides update to original Region I assessment & recommendation lor 
issuance of low power OL for plant Advises that Region I continues to recommend 
low power OL issuance for plant w/special note ol items listed 
RUSSELL.W T Region t, Ole of the Oireclor 88/11/22 MURLEY.TE Office of Nu- 
clear Reaclor Regulation, Director (Post 870411) 2pp 50992 056 50992 057 

-8908250197 “Initial OL Review Repl.Supp1 1 (or Seabrook Station Unit f ’’ 

* Region 1 , Ole of Ihe Director 88/1 1 122 35pp 50992 058 50992 092 

-8903250207 Discusses team insp at plant to review licensee assessment ol readiness 
lo achieve initial criticality & to complete low power testing Licensee conclusions re 
facility overall readiness lo conduct power operation confirmed 
BEALL, J E Region l, Ofc ol the Director 88/11/17 WIGGINS, J T Projecl Direclorate 
I 3 3pp 50992 093-50992 095 

—8908250210 Provides update ol 891122 low power license recommendation lor 
plant, reporting closure of technical issue associated w/ Agastal 7000 series 
relays Advises of plant readiness to conduct Initial criticality & low power testing oper- 
ations 

RUSSELL.W T Region 1. Ole ol the Director IEB-38 010 89/05/03 MURLEY.TE 
Office of Nuclear Reactor Regulation, Director (Post 870411} 4po 50992096 
50992 099 

-8906250211 Provides Region I assessment & recommendation lor Issuance of OL lor 
lant per 10CFR50, 57(a) Plan! found constructed substantially per CP CPPR-15.plant 
SAR & NRC regulatory requirements & licensee lound capable ol plant operation 
RUSSELL, WT. Region 1. Ofc of Ihe Director 87/05/20 MURLEY.TE Office ol Nu 
clear Reactor Regulation, Director (Post 87041 1) 2pp. 50992:100-50992 226. 

8908280166 FOIA request for ACRS repls listed, including NUREG-1 150 
MCCUILOUGH.V. Native Americans lor a Clean Environment 89/07/26 
ROBINSON, L NRC -No Detailed Affiliation Given Ip. 51030 334-51030 334. 

8908280173 Final response to FOIA request for documents Informs that App A docu- 
ments available in PDRNUREG 1150 also available Ires of charge from Distribution 
Svcs Section, NRC App B document totally withheld fie! FOIA Exemption 5) 
GRIMSLEY.D H Division of Freedom of Information a Publications Services (Post 
890205) GL 89 to 89/08/22. MCCULLOUGH, V Native Americans for a Clean Envi- 
ronment. 4pp 51030 33551030330 

8908260176 FOIA request (or documents re end agreement between NRC & NUMEC. 
VIROSTEK.C. Klski Valley Coalillon to Save Our Children 89/08/07 NRC - No De- 
tailed Affiliation Gwen 4pp. 51 030 339-51 030 342 


8908280177 Final response to FOIA request lor documents No agency records sutjla 
request located Records may be requested from DOE 

GRIMSLEY.D H Division of Freedom of Inlormaiion 8 Publications Services (F..M 
890205) 89/08/22 VIROSTEK.C Kiski Valley Coalibon to Save Our Chtdren la 
51030 343 51030 343 

8908280185 FOIA request for documents re incident on Indiana Umv campus irr.oL'g 
radioactive mails stored in stadium believed lo be leaking from corroded drums or t*’- 
rels & investigated by NRC 

WOLFE, L K Affiliation Not Assigned 89/08/14 Office of Nuclear Material Sa'sfyi 
Safeguards, Director Ip 51030 344-51030 344 

8908280187 Final response to FOIA request for documents No agency records to 
request located Only indication ol leaking source addressed in end hr Cd 
890414 Amend to License 13 00108 05 also end 

GRIMSLEY.D H Division ol Freedom ol Inlormaiion & Publications Serv.ces i,Pc»t 
890205) 89/08/24 WOLFE, L K Affiliation Not Assigned Ip 51030 345 510JO 35? 

-6906280191 Application lor amend to License 13 00108-05, authorizing use or 0 sc J ?r 
ot 165 lbs natural U in two metal cubes w/ono well sealed & one damaged A v.lsrral 
hole Damage unit to be repaired & decontaminated prior to display 
BRIGGS, HC Indiana Umv , Bloomington, IN 87253 89/04/14 MCCANN, M Regvi 
3, Ole of the Director 6pp 51030 346 51030 352 

8906280195 FOIA request lor documents listed 
PLETTINGER.H A Affiliation Not Assigned 89/07/03 GRIMSLEY.D H NRC Notte- 
tailed Affiliation Given 5pp 51030 306-51030 310 

8908280205 Final response to FOIA request lor documents Forwards App B & pa-la'Y 
withheld App C documents (rel FOIA Exemption 3) App A.B & partiaHy withheld App 
C documents also available in PDR 

GRIMSLEY.D H Division ol Freedom ol Information & Publications Services (foil 
690205) 89/08/24 PLETTINGER.H A Affiliation Not Assigned 5pp 51030311 
51030 333 

—8905300214 Forwards Security Event Rept 89 S06 Rept withheld (ref 10CFR73 21) 
BOOKER, J E Gull States Utilities Co RBG-30929 69/05/22 Office ol Nucfea/ Ma“8- 
rial Safety & Safeguards, Director 2pp 51030 326 51030 327 

-8906050072 Responds to RD Marlin Hr did 890525 re allegations by former Bums Ini 
Security Svcs employee Employee reinstated in position w/full back pay i 
compensation Incident will not discourago other employees from raising concerns 
DEDDENS.JC Gull Stales Utilities Co RBG 30958 89/05/25 Document Control 
Branch (Document Control Desk) 5pp 51030 316 51030 320 

-8906060389 Forwards Security Event Rept 89 S07 Rept withheld (ref 10CFR732!}. 
BOOKER, J.E Gulf States Utilities Co RBG-30976 89/06/01 Oflice of Nuclear Ma'e- 
rial Safety & Safeguards, Director 2pp 51030 328 51030 329 

-89061201 15 Responds to RD Martin 890425 itr re allegations of former Burns (nil Se- 
curity Svcs employee re discrimination Belief that claimant Aug 1968 resignation ha! 
not discouraged & will not discourage employees Irom raising concerns slated 
DEDDENS.JC Gulf States Utilities Co RBG-30958 89/05/31 Document ConVcf 
Branch (Oocumenl Control Desk) 5pp 51030 321-51030 325 

-8906190014 Forwards Security Event Rept 89-S08 Rept wilhheld (raf 10CFR73 21} 
BOOKER, JE Gulf States Utilities Co RBG 31072 89/06/13 Oflice ol Nuclear Mate- 
rial Safety & Safeguards.Director 2pp 51030 330-51030331 

--8906230036 Forwards Security Event Rept 69-S09 Rept wilhheld (ref 10CFR7321) 
BOOKER, JE Gull States Utilities Co RBG 31105 89/06/19 Office ol Nuclear Mate- 
rial Safety & Safeguards, Director 2pp 51030 332-51030 333 


GEN TEC IS GENERIC TECHNICAL ISSUES 


890718021 1 Generic Ltr 89 13 to all holders of OLs or CPs lor nuclear power plants re 
sve water sys problems affecting safety related equipmenl Svc list enct 
PARTLOW.J G Associate Direclor for Proieots (Post 870411) IEB-81-03 89107/18 
Consolidated Edison Co of New York, Inc 53pp 50735 001-50735054 

6907280242 Notification of CRGR Meeting 166 on 890726 In Bethesda.MO lo review 
proposed Suppl 1 to NRC Bulletin 88 010. "Nonconforming Molded Case Cvcut 
Breakers" & proposed final resolution ol USI A-40 re seismic design criteria 
JORDAN, EL Committee to Review Generic Requirements IEB-80 010 £9/07/20 
ARLOTTO.GA Office ol Nuclear Material Safety 8 Safengaids, Director 
GOLDBERG, JR Office of the General Counsel (Post 860701) REYES, LA Regions, 
Ofc ol the Director 2pp 50689 174-50689 175 

8907310081 Forwards EGG-SSRE-8547,Vols I & II, “BWR RWCU Sys Flexible Wedoa 
Gate Isolation Valve Qualification & High Energy Flow Interruption lest, Interim AnaJy 
sis & Data Rept " 

STEELE, R EG&G Idaho, Inc (subs of EG&G, Inc) STEELE, R Idaho National Era 
neering Laboratory FIN B-5529 69/07/21 WOODS, HW. NRC • No Detailed Affili- 
ation Given. Ip 50739 094 50741.245 

-8906030266 Requests to have attached repls re operability of motor operated valves 
placed In PDR Repts provide detailed data from first series of valve blowdown tests 
performed by INEL 

WOODS, fl Office ol Nuclear Regulatory Research, Director (Post 060720) £9/07/26. 
MCKNIGHT.J Document Control Branch (Document Control Desk) Ip 50739.995 
50739.095 

-8907310084 EGG SSRE-0547 "BWR Reactor Water Cleanup Sys Flexible Wedge 
Gate Isolation Valve Qualification & High Energy Flow Interruption Test, IntenmArafy- 
sis & Data Rept," Vols I & II. technical rept 

DEWALL, K.G, STEELE, R EG&G Idaho, Inc (subs of EG&G. Inc> OEWALL.KG 
Idaho Nalional Engineering Laboratory FIN A-6857 89/07/31. NRC - No Detailed Af- 
filiation Given. 860pp 50739 096 50741 245 

8908020050 Discusses status of work re resolution of USI A-46 
HAIRSTON, W G Georgia Power Co. 89/07/27, Document Control Branch (Oocumenl 
Control Desk) 6pp 50785-350 50785 355 
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${03020300 Summarizes 350th ACRS meeting on 090600 10 
REMlCK F J ACRS Advisory Committee on Reactor Safeguards 09/07/06 
CARR, KM Commissioners 3pp 50902 006-50902 008 

${05040020 Advises that final SER tor USI A <16 implementation will be delayed at toast 
/■.'l end of CY09 Plant walkdown associated w/resolution of USI A 46 must be de 
(rred at toast one refueling outage Encourages consolidation ol seismic issues 
R4.1 M J Tennessee Valley Authority 89/07/31 Document Control Branch (Docu 
rent Control Desk) 2pp 50799 107-50799 108 

13C5i>70113 Forwards Weslinghouse SP/90 position on selocted severe accident issues 

0 be d.scussed during 890714 meeting w/NRC in Rockville, MD Issue topics include 
Ire protection intersys LQCA, midloop operation & ATWS 

OHNSONWJ Westinghouse Electric Corp MS NBC 89 3440 89/07/11 

1,'UERCL Standardization & Non-Power Reactor Project Directorate (Pre 890730) 
31pp 5QB02 119 50802 149 

SWS070460 Summary ot ACRS Subcommilleo on Auxiliary & Secondary Sys 890524 
ir«eting in Belhesda.MD re proposed generic Hr on svc water sys problems & pro 
posed resolution of Generic Issue 51, "Improving Reliability ol Open Cycle Svc Water 
Sii 

• ACRS - Advisory Committee on Reactor Saleguards 89/06/08 ACRS Advisory 
Committee on Reactor Saleguards 25pp 50804 285 50804 309 

IWS0S0245 Summary ol ACRS Instrumentation & Control Sys Subcommittee meeting 
en 690405 in Belhesda.MD to review NRC proposed resolution to Generic Issue 115, 
Enhancement of Reliability ot Westinghouse Solid State Protection Sys" 

• ACRS - Advisory Committee on Reactor Safeguards 89/04/19 ACRS Advisory 
Commntee on Reactor Safeguards 9pp 50057 025-50857 033 

)»60a0J61 MURES 1210 REGULATORY ANALYSIS FOR RESOLUTION OF USI A 
47 Safety Implications Of Control Systems In LWR Nucloar Power Plants Final 
Fiepoil 

SZUKIEWICZ.A J Division ol Safely Isbuq Resolution (Post 000717) 09/07/31. 49pp 
K'B24 307 50824 35G 

4W609026S Notifies ol 090009 CRGR Meeting 167 Agenda providod, including proson 
tahon of proposed nils to amend 10CFR50 55a,proposod generic Itr to resolve Gl 70 

1 Gl 94 A proposed Reg Guide DG 1002, for CRGR review 

JORDAN.E L Committee to Reviow Generic Requirements 89/08/03 ARLOTTO.G A 
Office ol Nuclear Material Safety & Saleguards, Director REYES, L A Region 2, Ole of 
the Director ROSS.DF Otlice ol Nucloar Regulatory Rosoarch, Director (Post 
660 720) 2pp 50857 331 50857 334 

6MJ090010 Summary of ACRS AC/DC Power Sys Reliability Subcommittee mooting on 
690607 in Belhesda.MD re NRC proposed resolution ol Ganoric Issuo 128, "Electrical 
Por.et Reliability 1 

' ACRS • Advisory Commillee on Reactor Safeguards 89/07/03 ACRS • Advisory 
Committee on Reactor Saleguards 13pp 50883 173-50883 105 

JMS090U1 Summary of ACRS Subcommittee on Extreme External Phenomena moot- 
ing on 690622 in Belhesda.MD re draft resolution package lor USI A 40 

• ACRS - Advisory Committeo on Reactor Saleguards 89/07/12 ACRS - Advisory 
Committee on Reactor Saleguards 6pp 508B3 100 50803 1 13 

-9908140266 Comments on changes to SRP Sections 2 5 & 3 7 re resolution ol USI A- 
40 as requested Attachment lists sovoral seismic design areas requiring further NRC 
eva'uation 8 consideration 

STEVEUSOM.J D Stevenson 8 Associates 09/06/21 SIESS.CP ACRS Advisory 
Committee on Reactor Saleguards 7pp. 50803 114-50883 120 

1008100354 Summarizes ACRS 340lli meeting on 090503 00 re listed ACHS 
repts implementation ot Commission safety goal policy stalemant proposod NRC malnt 
rgfa 4 integrated approach to regulatory mattors 

REMICK.FJ ACRS Advisory Committee on Reactor Saleguards 09/05/26 
ZECH.LW Commissioners 4pp 50085 221-50885 224 

4308U003Q Requosls meeting to discuss and draft generic Hr re resolution ot Gl A-30. 
Adequacyof Sataty-RBlated DC Power Supplies ’’ Rev 1 to EGG NTA-8197. "Techni- 
cal Findings lor Generic Issue 120 (Issue A-30) Adequacy ot " end 
HOUSTON.HW Division of Safety Issue Resolution (Post 880717) 09/07/27. 
RfiSIN.W Nuclear Management S Rosourcos Council (NUMARC) (tormerly Nucloar 
Utility Manage 6pp 50915 115 50915 155 

*4808140032 EGG-NTA B197 R01 "Technical Findings (or Generic Issuo 120 (iBBUeA- 
30), Adequacy ot Safely Rolatod DC Power Supplies," technical evaluation rept 
HAROLDSEN.ro. UDY.AC EG&G Idaho, Inc (subs ol EG&G, Inc). 
HAROLDSEN.RO Idaho National Engineering Laboratory. FIN D6025 09/03/31 
NRC - No Detailed Affiliation Given 35pp 50915 121-50015 155 

1M814C423 Discusses util responses to Genoric Ltr 07 02 re verification ol seismic 
adequacy of equipment Proposed program will be acceptable providod that listed info 
b included In procedure for each plant 

NORRIS, J A Project Directorate 11-2, GL-87 02 09/00/04 WOODY.CO. Florida 
Power 8 Light Co 4pp 50910 292-50910 295 

1M816013I Forwards safety evaluation summarizing NRC review of mechanical re- 
sponse o! primary coolant sys to asymmetric loads caused by LOCA Reactor sys 
could withstand effects ol asymmetric LOCA loads & be safely brought to cold shut- 
down 

NORRIS, J A Project Directorate 112 TAC 00923 09/00/09. WOODY.CO Florida 
Power & light Co 2pp 50944 246-50944 277 

-5508160134 Safety evaluation concluding that reasonable evidence exists that Unit 1 
reactor sys could withstand effects ol asymmetric LOCA loads & that reactor could be 
lately brought to cold shutdown condition 

1 Office of Nuclear Reactor Regulation, Director (Post 870411) 09/08/09 31pp 
50944 24,7-50944 277 

8506170351 Forwaids eva'uation of Generic Issue 131, "Potential Seismic Interaction 
Involving Movable In-Core Flux Mapping Sys Used in Westinghouse Plants" for 
consideralioo.ln staff external events (PE program 

BECKJORD.ES Ollice ot Nuclear Regulatory Research, Director (Post 060720) 09/ 
07/31 HOUSTON, RW Division ol Safety Issue Resolution (Post 000717) llpp 
50358 074-50958 084 


8933170490 Confirms 890912 22 planned visit to plant by NRC S NRC contractors to 
obtain addl Into re highly combustible gases (hydrogen.actyleno.propane & methane) 
to assist NRC in evaluating Generic Salety Issue 106 & fire protection sys 
BRINKMAN, D S Project Directorate 1-1 09/08/09 BRAM.S B Consolidated Edison 
Co ol New York. Inc 6pp 50954 355 50954 360 

8908210132 NUREG 1229 REGULATORY ANALYSIS FOR RESOLUTION OF USI A 
1 7 Systems Infractions In Nuclear Power Plants 

THATCHER. DF Division ot Salety Issue Resolution (Post 06071 7) 89/03/31 26pp 
50986 193 50985 219 

8908220192 Discusses proposed resolution of Generic Issuo 79. "Unanalyzed Roactcr 
Vessel (PWR) Thermal Stress During Natural Convection Cooldown," par ACRS 
352nd meeting on 090B10 1 1 

REMICK.FJ ACRS Advisory Committee on Reactor Safeguards 89/08/15 
TAYLOR ,JM Ole ot the Executive Director lor Operations Ip 51103 032-51103 033 

8908220336 Responds to 890630 Hr re conlainmont perlormance improvement program 
(CPI) NRC goal to integrate findings ot CPI program w/olher programs (or closure ol 
severe accident issues w/lndwidual plant exam program 

CARR.K M Commissioners 89/08/11 KEISER.HW Pennsylvania Power & Light Co 
2pp 50994 2B3 509D4 2e6 

-8908220338 Submils comments on conlamment perlormance improvement program 
(CPI). Believes program will be genoric approach to improving conlamment portorm 
anco during sovero accident 

KEISER.KM Pennsylvania Power & Light Co 89/06/30 CARR.K M Commissioners 
2pp 50 9 9 4 2 8 5 50994 2B6 

0908220464 Staff requirements memo re ACRS Commission 890810 briefing in 
Rockville, MD re NRC human factors program & initiatives, generic Hr ro occupational 
radiation exposure ot skin from hot particles & proposed resolution of Generic Issuo 
120 

HOYLE, J C Office ot the Secretaiy ot the Commission M8908IO 89/08/13 
FRALEY.R F ACRS Advisory Committee on Reactor Saleguards MOELLER, DW 
Advisory Commiltoo on Nuclear Waste TAYLOR, J M Ole of the Executive Director 
lor Operations 2pp 51015 303 51015 304 

8908250183 Supplemental application for amend to License NPF-43, revising 880804 
application to address recent concerns re thermal-hydraulic stability & provide addl 
info to proposod Tech Specs concerning single recirculation loop operation 
SYLVIA.BR Detroit Edison Co NRC-D0 0I46 09/08/18 Document Control Branch 
(Document Control Desk) llpp 51115 248 51115 302 

8908200184 Grams 860004 requost to wilhliotd "Plant Specific Seismic Adequacy Im- 
plementation Procedure 1o Resolve Unresolved Salety Issuo (USI) A 46 & Generic Llr 
87-02 " 

NORRIS, J A Pro|ocl Directorate 11-2 TAC 68303 69/08/17 WOODY.CO Florida 
Power 8, Light Co 3pp 51037 001 51037 003 

8S08260233 Forwards nonpropriotary WCAP 12345. "Woslmgfiouso Owners Gioup Irra- 
diation Etfects on Reactor Vessel Support" Rept provides critique of Oak Ridgo Natl 
Lab rept on radiation embrittlement ol reactor vessel supports 
NEWTON, R A Westinghouse Operating Plants Owners Group OG 69 53 89/07/27 
ELLIOTT, B Otlice ot Nucloar Regulatory Research, Director (Post 860720) 2pp 
51035 202-51035 305 


I0.E INSPECTION AND ENFORCEMENT 


8907200019 NRC Info Nolico 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environ menially Qualified Equipment " Svc list cncl 

ROSSI, CE Division of Operatic not Evonts Assessment (Post 870411) 80/07/26 
Consolidated Edison Co of Now York, fnc 100pp 50711 333 50712 076 

8907270121 Suppl 1 to NRC Sullolin 80-010. "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI.C E Division ol Operational Events Assessment (Post 870411) IE0-BO-O1O 
09/08/03 Consolidated Edison Co ol Now York, Inc lOOpp 50904 148-50904 253 

8907270170 EN-80 070 on 890720, notlco of violation & proposed Imposition of civil pen 
altios in amount ot $75,000 will bo Issued to lie on see, based on lailuro to taka ado- 
quato corrective actions on environ qualification deficiencies 
LUEHMAN.J . UEBERMAN.J Ofc of Enlorcoment (Post 870413) EA-89 059 80/07/ 
17 Ip 50705 239 50705 239 

8907270215 EN-Q9 055Aon 890724,ordcr Imposing penalty In amount ot 320,000 
Issued based on failure to maintain continuous surveillance over unsecured molsluro- 
density gauge Licensee 890620 request tor mi ligation ol penally not warranted 
JOHANSEN.J . LIEBERMAN.J Ofc ol Enforcement (Post 870413) EA 09 313 89/07/ 
24 Ip 50705 154-50705154. 

8907270341 EN 80 071 on 890721, notlco of violation & proposed imposition ol ctvil pen- 
alty in amount of $2,500 will bo Issuod based on violations Involving handling of un- 
shielded sealed Cs 137 sources of up to 10 curies 

DSLMEDICO.J , LIEBERMAN.J Ofc of Enforcemenl (Post 870413) EA 89 093 89/ 
07/10 Ip 50703.132-50703 132 

8907280126 Forwards biweekly listing ot generic communications being considered or 
under dovelopmont by NRC.includmg bulletins, Inlo notices, generic lire & temporary 
Instructions trio current os of 890717 

BERLINGER.C.H. Gononc Communications Branch 89/07/20 GREEN.W. Institute ot 
Nucloar Power Operations 4pp. 50689 164-50609 167 

B907280169 NRC Inlo Notice 89 056, "Disablement ot Tuiblno Driven Auxiliary Feed 
water Pump Due to Closure ol One ol Parallel Steam Supply Valves," Svc fist end 
ROSSI, C.E. Division ol Operational Events Assessment (Post 870411) 09/08/03 
Consolidated Edison Co of Now York, Inc, I06pp 50900 005-50900 1 to, 

0907310200 PNO-V-89 044 on 090720,ulil board voted by 4-t vole to enter exclusive 
negotiations w/Quad rex Corp lor possible 9ato ol plant Key milestone dates 
listed Board maintained that several key issues must bo addressed betore voting on 
sals 

RICHARDS, S Region 5. Ole ol the Director. 89/07/21 Ip 50737 080 50737 000 
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8907310235 PNO V 09-045 on 09&724,licenseo roported that nonsalely related main 
feedwater pump suclion piping had been ovorpressunzed following reactor trip on 
99071 2 Caused by recirculation valve being open No leakage found 
RICHARDS.S Region 5. Ole of the Director 89/07/25 ip 50737 079 50737 079 

8907310432 PNO f-89 06t on 890704, therapeutic misadmmistration occurred when 
wrong patient atfminislered 250 rads Co 60 to tumbar/sacral spine instead of 
(ung Patient identification strengthened by using photographs 
PICCONE.J , SHANBAKY.M Region 1, Ofc of the Director 09/07/24 Ip 50736 238 
50736 230 

8B07310555 PNO I B9 062 on 890721,unit automatically scrammed from 79% power 
while troubleshooting eteclrohytfraulic control sys due to pressure setpoint 
drift Caused by low reactor pressure Restart scheduled for 890726 pending repairs 
JOHNSON,?, UNVILLE.J Region 1, Ofc of the Director 89/07/25 ip 50723 162- 
50723 162 

8908010311 PN 0-1-89 064 durmgs wks of 890717 & 24,requalilica1ion exam indicated 
that requafification program not satisfactory Preliminary conclusions of exam results 
indicate to of 24 operators failed portions, resulting in removal from shift 
FLOREK.D, GALLO, R Region 1. Ofc of the Director 89/07/28 Ip 50755 088- 
50755 0B8 

8908020394 PNO-I89 063on 890721.NRC team insp ot allegations re facility 
completed tnsp dealt w/approx 120 concerns from three alfegers Preliminary results 
indicate 44 allegations unsubstantiated & 19 not within charter of insp team 
OURR.J Region 1. Ofc of the Director 89/07/26 2pp 50757 147-50757 148 

8908030266 EN 89-017Aon 890801, order imposing civil penalty In amount of $50,000 
issued fo license a Action based on violation re failure to identify that RCS temp not 
being adequately controlled Mitigation ot civil penally not warranted 
TROSKOSKt.W, LIEBERMAN.J Ofc of Enforcement (Post 670413) EA 88 307 89/ 
QB/01. ip 50786 340-50786 340 

8908076396 PNO 111-80-049 on 890731 .reactor operators manually scrammed reactor 
from 25% power as water level in reactor approached high level reactor trip 
point Caused by rupture in bellows on feedwater header Outage expected to last 
approx 4 days 

RING ,M. KNOP.R Region 3. Ofc of the Director 89/08/01 Ip 50822 142- 
50822 142 

8908080035 EN 89 072 on 890803, notice ol violation & proposed imposition of civil pen- 
alties in amount of $2,500 will ba issued tor licenses Action based on violations tnvolv 
inq improper disposal of 27 53 mCi Cs 137 

JOHANSEN, J\ LIEBERMAN.J Ofc of Enforcement (Post 870413) EA 80 119 89/07/ 
31 Ip 50877 103 50077 103 

8908080334 PNO I 89 068 on B90804,full power reached & Mar 1987 shutdown order 
relaxed Two-wk mgt assessment period at sieady-stata 100% power plateau 
begun, per restart power testing program 

DdERFLEIN.L Region 1, Ofc ol (he Director 89/06/04 Ip 50855 014 50B55 014 

B90808O344 PNO-I 89-067 on 890803„Trcxler moisture density gauge, containing approx 
10 mCi Cs-137 & 50 mCi Am-241 crushed by earth moving equipment at Newark 
Airport No unusual radiation levels noted Gauge will be shipped to mig 
MILLER.J Region 1, Ole of the Director 89/08/03 Ip 50856 160 50856 166 

8908090163 PNO I 89-064A during wks of 890717 & 24,results of NRC ^qualification 
exam indicale that util requalilicalton program not satisfactory Affected individuals re- 
moved from walch duties Continued operation will be decided afler exam 
FLOREK.D. GALLO, R Region 1, Ofc ol Iho Director 09/08/01 Ip 50801 180 
5068 1 IBB 

8908090426 PNO 1-89 066 on 890802.radioactive sealed source found at scrapyard op- 
erated by Steelmet Co in McKeesport.PA Source placed in safe sforage at Steelmal 
site Region I will work w/Commonwaallh of PA to determine origin of source 
MILLER.J. DAVIS, J Region l. Ofc of Ihe Director 89/08/02 2pp 50889 269 
50889 270 

8908100128 NRC Info Notice 89 059, "Suppliers ot Potentially Misrepresented Fasten- 
ers " Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 1EIN8B035 
69/08/16 Consolidated Edison Co of New York, Inc 106pp 50992 315 50993 060 

8908100206 PNO I 89 064B results of NRC administered requalification exam performed 
during wks ol 890717 & 24 indicated that program unsatisfactory Two crews that 
failed exam removed from watch standing duties 

FLOREK.D, GALLO, R Region I. Ofc of the Director 89/08/03 3pp 50892 126- 
50D92 128 

8908110093 PNO II 89-057 on 89072a,well logging source containing 125 mCi Cs 137 
stuck at 2,000 It level Recovery actions initiated to free stuck source & Slate ol AL 
onsite to monitor recovery operations 

T ROJANOWSKLR Region 2, Ofc of the Director 89/07/28 ip 50894 227- 
50894 227 

8908110253 PNO II 89 036A updates into provided on 800517 re ruptured Cs-137 
source downhole near Helena, AL McKenzie Methane, Inc assumed responsibiily for 
discharging water consistent w/state & local regulations Well backfilled w/concreie 
TROJANOWSKf.R Region 2. Ofc ol the Director 89/07/28 2pp 50907 217- 
50907 218 

B90 8 140085 NRC Info Notice 89 060, "Main! of Toletherapy Units" Svc list encl 
CUNNtNGHAM.R E Division of fndusfrial 8 Medical Nuclear Safety (Post 870729) 
89/08/18 Consolidated Edison Co of New Yoik, Inc 107pp 50993 061-50993 166 

8908140161 PNO-I 89-065 on 890802, structural damage occurred lo pump strainer box 
& expansion joint on Isolated condensate pump due lo overprassunzation white per- 
forming filling & venting operation Caused by procedure not accurately followed 
WARRfcN.C, CERNE.A Region 1, Ofc of Ihe Director 89/08/02 Ip 50916 126 
50916126 

89D6 150222 Forwards Info on biweekly listing of generic communications being consid 
ered or under development by NRC Listing includes all proposed generic communica- 
tions that had been reported by 890801 

BERLINGER.CH Generic Communications Branch 89/08/03 GREEN W Institute of 
Nuclear Power Operations 4pp 50917 104 50917 107 


8908160073 PNO AOSP 89 006 on 8908 10, resident inspector Intormed ol apparent ta-e 
paring w/spare auxiliary feedwater pump motor Nina inch piece ol wire & metal spr- 
ings discovered in inboard pump bearing oil sump 

WIEBE.JS, WARNICK.RF Region 4, Ofc ol the Director 89/08/11 ip 50950-261 
50930 261 

8908160129 Suppl 2 to NRC Info Notice 08 048, "Licensee Repl at Defective fteLr- 
bished Valves ' SvC list encl 

ROSSI, CE Division ot Operational Events Assessment (Pest 870411) IEIN 88-041 
89/08/22 Consolidated Edison Co of New York, the 100pp 50990 039-50993137 

8908160252 EN 09 073 on 890810, notice of violation & proposed Imposition of cwS perv 
alties In amount of $75,000 will be Issued to licensee Action based on inability lo 
feclively utilize emergency action level event classification guides 
ROSANO.R P , LIEBERMAN.J Ofc of Enforcement (Post 870413) EA 89 126 63 j Oil 
07 Ip 50930 234-50930 234 

8908170032 PNO-V-89 046 on 890806,reactor tripped from 100% on iow reader fr as- 
sure vessel water level Cause of loss of lube oil pressure & reactor Inp un5a 
investigation Plant expected to be shutdown until 890809 for repairs 
JOHNSON.P, BOSTED.C Region 5, Ofc of the Director 89/08/07 Ip 50953263- 
50953 289 

8908170403 PNO IV-09 049 on B9OQO0,reactor shutdown lo slop 
leakage Shutdown to last 7 days to replace recirculation pump Beat 
CONSTABLE, GL Region 4. Ofc of the Director 89/08/08. Ip £0948 043 50946-C-t! 

8908170551 PNO III 89 050 on 090801, turbine-driven reactor feedwalsr pump 8 ik/ea 
erratically when operator changed level control & placod pump r.'j 
automatic Recirculation pump A tripped to permit opening of flow control vafveCa.w 
under review 

SHAFER, W , HARRISON, J ReQion 3, Ofc of the Director 89/08/02 2pp 5093S26J- 
5093B 269 

B908170593 PNO-IV-09 050 on 890809, Stale of LA informed NRC that gamma read-j 
of 73 rems noted on loggers TLD badge Work assignment for quarter appear to ex- 
clude actual whole body exposure Well logger interviewed A blood work ordered 
DODA.RJ Region 4. Ofc of the Director 80/08/10 2pp 50945 075 50945076 

8908180030 PNO 111-89 050Aon 800801, turbine driven reactor feedwater pump 0 SU-* 
ed to act erratically While operating at 98% power Licensee currently invai'.^aL'i; 
cause of problem Flow control valve opened & recirculahon pump A reslaitcd 
HARRISON, J , SHAFER.W Region 3, Ofc ol the Director 89/08/02 2pp 509700U- 
50970 013 

8908180071 PNO-I 89 009 on 890809,8 Inch onsite fire water supply lino broke AH po- 
tential fire producing activities al site slopped & immediale action taken lo repw 
breakage.Fire insurance underwriter immediately notified 

ROTH.J , KOTTAN.J Region 1, OIc of the Director 89/08/09, Ip 609FCH33- 
50970 139 

8908180216 PNO V 89 048 on 090809, plant tripped on oveitemp diHfw.tel 
temp Caused by spurious trip signal received from olho/ channel Reader shutdown n 
Mode 3 in ordor for licensee lo attempt to identity source & cause of signal 
MENDONCA.MM, BARR.RC Region 5, Ofc ol Ihe Director B9/08/10 Ijj 
50967 169 50967 160 

8908180270 PNOV-80O49on 89081 1. portion ol Divs I & II of electrical sys dwla-*J 
inoperable & planl shutdown initiated Caused by inoperable motet conliol clr feeder 
breaker Feeder breaker replaced w/jumper or appropriately sized (use 
JOHNSON.P, SORENSEN, C Region 5, OIc of Ihe Diroctor 89/08/14 
50967 250-50967 259 

6908180296 PNO 111-89 052 on 890808/81 notified planl of bomb thioal reserve* 
against unspecified nuclear plant in State of Ml Grand Rapids, Ml police apprehend*! 
suspect who admitted making threat 

BELANGER, J , KNICELEY.J Region 3, Ofc of the Director 89/08/09 Ip 60969 tu 
50969 114 

8908210170 PNO-V 89 047 on 890808, earlhquake & aftershock ol 51 & *2 
magniludes.respectively, occurred approx 15 miles southwest ol San Jo so, C A fleaden 
shutdown during earthquake Tour of GE reactor disclosed no damage 
YUHAS.G P , NORTH, H S Region 5, Ofc of the Director 89/03/08 2pp 50969 I8A 
50969 1 89 

8908220039 Forwards biweekly listing of generic communicallons under con&ideriNyi 
or development by NRC, including bulletins.info notices & generic »rs reported u 
branch by 890815 

BERLINGER.CH Generic Communications Branch 89/08/16 GREEN, W Institute (f 
Nuclear Power Operations 5pp 50994-316 50994 320 

890Q220172 PNO-IV-B9 051 radioactive contamination outside radiation conlrorled ares 
discovered Apparent cause associated w/oporation of radwaste evaporalorNo Cuf 
lamination found In neutralization basin & no personnel contaminated 
SKOW.M Region 4, Ofc ot the Director 89/06/15 2pp 50995 039-50995040 

8908220414 PNO-III 89 053 on 890B14,reoctor trip caused by instrumental 
circuitry Control room inslrument distribution returned lo alternate power supply & mrS- 
cators & inslruments reslored 

BURGESS.8 . AXELSON.W Region 3, Ofc ollhe Direct or 89/00/15 Ip 50977 U5- 
50977 125 

8908220444 PNO 111-89-054 on 09ODO8,!icensee reported thal thorium concentration r 
excess of NRC license limits found al Ravenna, OH facility Caused by power failure cn 
890727 which permitted reverse flow through ventilating sys 
SRENIAWSKI.D . MALLETT.B Region 3, Ofc of the Director 89/08/16 2sv 
50977 061-50977 062 

8908220449 PNO 111-89 053A on 090015,augmented insp team esiablished lo rev's* 
890814 reactor trip & loss of safety-related instrumentation 8 control tuncimrw Team 
will determine cause of electrical problems Slate ot Ml Will be informed 
BURGESS, 8 , AXELSON.W Region 3. Ofc of the Director 89/0B/16 Ip 50999051 
50999 001 
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IW8230176 PNO I 89 070 on 8 908 1 4, Trader moisture-density gauge containing 8 mCi 
Os-137 & 40 mCi Am -24 1 hit by earth moving equipment at const site Leak test corv 
fvmed integrity at source Gauge returned to mlg for repairs 

DAVIS J , WHITE, J Region 1, Ole ot the Director 89/08/14 Ip 51002 230- 
510(12 230 

JJ0323D269 EN-89 030A on 89081 5, order modifying licenses (efleciive immediately),!® 
cslab'ish funding lor implementation ol site characterization plan of facility & lor taking 
necessary immediale actions issued 

V.ONGH, LIEBERMAN.J Ole of Enforcement (Post 870413) EA 09 029 89/08/25 
ip 51002229-51002 229 

15-J8210312 EN 89 046Aon 890821,order imposing civil penalty In amount of S500 
r»su>-d to licenses Action based on licensee failure to have authorized & qualified inch 
vdua's perform removal of gauges from installed location 

JOHANSEN.J UEBERMAN.J Ofc ot Enforcement (Post 870413) EA 09 060 09/08/ 
21 ip 51028 259 51028 259 

8903240344 PNO 1-89 071 on B90B16,licensee began controlled power reduction to 
A)'» ol rated power to investigate leaking inlet flange ol safety valve located on 
b,p3ss Ime of main coolant loop 2 Flange become encrusted w/sofidilied boron 
J-CLONAUSKI.L , BLOUGH.R Region 1, Ole ol the Direclor 89/08/17 Ip 
51028258 51028 25B 


NUREG NUREG REPORTS AND RELATED CORRESPONDENCE 

8907110367 Responds to Generic Ltr 89-06, "Task Aclron Plan Item I D 2 - SPDS " Doc- 
umentation supporting position, along w/checklisl & photographs of planl SPDS will be 
retained onsils as requested by Generic Ltr 89 06 

HAIRSTON, WG Alabama Power Co GL-89-06 89/07/07 Document Control Branch 
(Document Control Desk) 2pp 50501 336-50501 337 

8907100211 Generic Ltr 89 13 to all holders ol OLs or CPs lor nuclear power plants re 
sve water sys problems affecting safely related equipment Svc list end 
PARTLOW.JG Associate Direclor lor Protects (Post 87041 1) IEB 81 03 89/07/18 
Consolidated Edison Co of New York, Inc 53pp 50735001 50735054 

8907270064 Responds to Generic Ur 89 08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning" Program recognizes susceptibility ot piping carrying single phase or two- 
phase Ifuid to erosion/ corrosion to ensure structural Intergrity 
COCKFIELD.DW Portland General Electric Co GL-8D-03 89/07/21, Document Con 
trot Branch (Document Control Desk) 2pp 50705 155 50705 1 56 

89072702 B0 Forwards "Site Characterization & Remedial Action Concepts (or West 
Lake Landfill," Jut 1989 

SWIFT, JJ Fuel Cycle Safely Branch 89/07/21 BOWERS, C Bridgeton, WO 
DREY.L Affiliation Not Assigned KUCERA.R Missouri, Slalo ol 4pp 50712 079 
50712 165 


I309240395 PNO-IV 89-051 A on 8900 14, radioactive contamination found outside radr 
a'-vn controlled area in stairwell ot mechanical auxiliary bldg & on 090017,contamlna 
ton found tn 1 1 A MAB chiller open cooling sys discharge drain Events unrelated 
SKOVV.M Region 4, Ofc ol the Director 89/00/18 2pp 51009 355 51009 356 


-09D727O254 "Silo Characterization A Remedial Aclion Concepts for West Lake Land 

* Of (ice ol Nuclear Malenal Safely & Saleguards.Director 89/07/31 83pp 
50712 083 50712 165 a 


(9C62404D2 PNO IV 89 052 on 89081 7,unplanned reactor shutdown due to Inoperable 
control rod drive occurred Attempts to clear cause of slack cable light (ailed Loop 2 
shj'down due lo upset in bearing water sys occurred during planl shutdown 
iMSTERWAN.TF Region 4, Ole ol the Direclor 89/00/18 2pp 51009 208- 
51009 289 

1*06263148 PNOADSP-89 OQSAon 090818,ulil Informed NRC that potenlial tampering 
fl/spare auxiliary feedwaler pump motor not ovidont Foreign mall roported ns found In 
pump beamng oil sump was actually In water Jacket lor pump 
WIEBE.JS, WARWICK, R F Region 4. Ole ollhe Director 89/00/22 Ip 51029 311 
51029311 

1 3082 50259 PNO II 89 050 on O90Q14,reactor tripped from 931k on turbtno trip Caused 
ty k-ss ol condenser vacuum as result ol ruptured soal botwoon condenser & 
lutbne Investigations underway Llconsee estimate ol 5 day outage noted 
CANTRELL, F Region 2, Ole ol Ihe Director 89/08/15 2pp 51027 359-51027 360 

IW8J50269 EN B9 074 on B90B22, notice of proposed Imposilion ol civil penally in 
amount of $4,375 issued to licensee Action based on violations involving failure lo 
pedorm surveys for racfialion levels in unrestricted areas 

JOHANSEN, J . UEBERMAN.J Ole ol Enforcement (Post 070413} EA89 140 89/00/ 
17 ip 51020 003 51020 003 

1306250306 PNO III 09 055 on B90017,socurily guard arrested for robbery Guard site 
access badge terminated on 890817 alter plant police notifiod licenseo ol plannad 
intcruewal suspect re robborios 

F.RTLE.G, AXELSON.W Region 3, Ofc ol Iho Director 09/08/18 2pp 51029 234- 
51029235 

1308360016 EN 89 077 on 890024, notico of violation & proposed Imposition ol civil pen- 
sty u> amount ol S750 to bo issued, based on falluro to perform surveys lor radiation 
levels m restricted areas 8 lo secure licensed mall 

JOHANSEN.J, UEBERMAN.J Ole ol Enforcement (Post 070413) EA80 149 89/08/ 
21 ip 51039 108-51039 100 

SWB280120 PND 1 89 072 augmented insp loam dispatched lo facility to oxamlno cir- 
cumstances associated w/liconsoos apparent uso of sub basement ol old onsite rad 
ivaste b'dg as sloiago area for liquid & solid radwasto 

WIGGINS, J , BETTENHAUSEN.L Region 1. Ole ol Iho Oi/octor 09/00/22 2pp 
51042 248 51042 249 


1M5J60324 EN 09 032A on 090822, notice ol violation 8 proposod imposition ol civil 
penalties in amounl ol S2.500 will bo Issued lor licenses Action based on number ol 
vc/atons involving failure to porloim written solely evaluations 
TROSKOSKI.W , UEBERMAN.J Ole ol Enforcement (Post 870413) EA 80 289 89/ 
06/22 ip 51042 349-51042 340 

1106280334 EN 89 079 order suspending license (offoctivo immediately) & revoking li 
censo issued on 890823 Action taken duo to failure ot NRC inspectors to gam access 
lo NRC reqe red records during & following insps of facilities 
CELMEDICO.J , UEBERMAN.J Ole ol Enlorcomonf (Post 070413) E A 89 060 89/ 
W'24 ip 51042 350-51042 350 
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8907270282 Forwards notice of issuance of amend to License NPF-43 5 opportunity for 
hearing on 890403 amend application Notice forwarded lo FR ofc for publication 
STANG.JF Project Directorate ltl-1 TAC 729B2 89/07/07 SYLVIA BH Detroit 
Edison Co 3pp 50 704 278 50704 284 

-8907270269 Notice of consideration of Issuance of amend to License NPF 43 & pro 
posed NSHC determination & opportunity lor hearing on 890403 request lo revise 
Tech Specs to relied mods lo automate depressurization sys, per NUREG 0737 
YANDELL.L A Pro|ect Directorate 111-1 89/07/07 4pp 50704 281 50704 284 

0907270363 Responds lo Gonenc Ltr 69-08, "Eioslon/Corrosion Induced Pipe Wall 
Thinning" Licenseo has Implemented monitoring program as doscnbed.par NUREG- 
1 344 

BURSKI.R F Louisiana Power & Light Co W3P89 306I 89/07/21 Document Control 
Branch (Document Control Desk) 3pp 50704 292-50704 294 

09 0 7280 105 Responds to Genetic Ltr 89 08. "Erosion /Corrosion Induced Pips Wall 
Thinning " Util implementing long-term programs to ensure that NUMARC program will 
be Implemented & structural Integrity ol piping sys mamlamod.per NUREG-1344 
KOWALSKI, SJ Philadelphia Electric Co GL-89 08 89/07/21 Document Control 
Branch (Documonl Control Dosk), 6pp 50705 349 50705 354 

8907310035 Responds to NRC Generic Ltr 09 08, "Erosion/Corrosion Induced Pipo 
Wall Thinning ” Listed sys will bo included in erosion/corrosion msp program 8 proce- 
dures lor program implementation will bo linallzed bolero Sopt 1 990 outage 
BRONS.JC Now York Powor Authority (formerly Powor Authority ol tho Slain ol New 
York) IPN 89 044 89/07/21 Documonl Control Branch (Document Control Desk) 
3pp 50737 100-50737 102 

0907310101 Forwards SER ro Generic Llr 03 28, Item 4 53 re reactor trip sys reliability 
lor all domestic operating reactors Existing Intervals lor online functional Icstmg con 
sislont w/ achieving high roaclor trip sys availability 

LO.RH Project Directorate II- 1 TAC 54020 89/07/20 EUHY.LW Carolina Power & 
Light Co 2pp 50742 024 50742 055 

--8907310125 SER accepting ulif responso lo Generic Llr 83 28, Horn 4 5 3, ro reactor 
tup sys reliability lor all operating reactors Acceptance based on review ol owners 
group topical repts.NRC contractor independent analysis & finding* in NUREG 0460 
T Ollico ol Nucloar Reactor Regulation, Director (Post 87041 1) GL-83 28 89/07/20 
3pp 50742 026-50742 055 

0907310145 Responds lo Generic Ur 89 06, "SPDS," corlifing that graphic display sys 
fully moots requirements ol NUREG 0737, Suppl Making inlo account into provided in 
NUREG-1342 

SORENSEN, GC Washington Public Power Supply System G02-Q9 127 09/07/24 
Document Control Branch (Documonl Control Desk) 2pp 50737 063 50737 064 

8907310202 Forwards public version ol 1989 emergency preparedness scope 8 objec- 
tives 

WHITTKE.OD Omaha Public Powor District LIC 89-374 69/04706 Documonl Con 
tiel Branch (Documonl Control Desk) 14pp 50746 347 50746 300 

69 0 7310227 Responds to Gonoric Ltr 09 08, "Erosion/Corroslon Induced Pipe Wall 
Thinning" Formalized long-lorm insp program developed lo moot mtenl ol NUMARC 
guidelines described In App A of NUREG-1344 

MIELE.ML Consolidated Edison Co ol New Yoik, Inc GL-89 08 89/07/20 Docu 
monl Control Branch (Document Control Dosk) 2pp 50726 331-50726 332 


1W7JS0-2QB Forwards notification llr & complete mailing list vonfying that vendor fully 
recognizes right of employee lo commumcato concerns re safety issues to NRC, in ro 
S«nsa lo 890427 ltr 

SEGEN.RD LamHorquo Corp 89/07/21 STELLO.V Ofc of Iho Executive Director for 
Op-.ralions tOpp 506B9 176 506BD 105 

SM6D80126 Advises lhal based on review ol company malls.no restrictive language 
deal lied which would prevent employees trom contacting NRC re potential satoty 
rssjesm responso lo V Stello 090427 ltr 

DAVIDSON CT JA Jones Construction Co 89/07/24 Vendor Inspection Branch 
Ip 50856 175-50856 176 

1*06160130 Discusses packing nuts on 1 Inch UF6 cylinder valves & mlorms ot change 
npcisonnol 

MVtTINAYG Canada Atomic Energy Control Board 25852 09/00/04 ROUSE, LC 
Fuel Cycle Salety Branch 3pp 50964 321-50964 322 


8907310346 Ack recoipl of 850920 request lor exemption from postulating pipe breaks 
in primary coolant loop piping, per Generic Ur 84 04, "Safety Evaluation of Pipe 
Breaks in PWR Primary Main Loops" Request obviated by Issuanco of GDC 4 on 
860411 

TRAMMELL, C M Project Directorate V GL-04-04 69/07/25 BASKIN, K P Southern 
California Edison Co 4pp 50737 020-50737 023 

B90 7310356 Foiwards Tech Specs.NUREG-1 371, issued by NRR re application for 
OL W/o staled enct 

CLARK, RJ Pro Joel Di recto rale 1-2 89/07/25 HUNGER, G A Philadelphia Electric Co 
3pp 50738 051-50738 053 

8907310374 Forwaids Rev 1 to EGG NTA 7634, "Technical Evaluation Repl TMI 
Action NUREG 0737 (II D 1) Relief & Safety Valve Tesltng.Foit Calhoun " Uhl have 
met most items under II D 2 requirements w/exceplion ol iloms discussed 
BOURNIA.A Project Diroclorate IV TAC 44582 09/07/24 MORRIS, KJ Omaha 
Public Power District 5pp 50720 200 50720 322 
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••6907310376 EGG-NTA-7634 R01 Rev 1 lo "Technical Evaluation Rept TMI Action- 
NUREG 0737 (II D 1) Relief & Safely Valve Testmg.Forl Calhoun ’ 

PACE.N E , FINEMEN.CP EG&G Idaho, Inc (subs of EG&G, Inc) NALEZNY.C L 
Idaho National Engineering Laboratory FIN A 6492 TAC 44582 89/06/30 NRC • No 
Detailed Affiliation Gwen 38pp 50720 285 50720 322 

8907310414 Forwards EGG-NTA 8328, "Technical Evaluation Rept TMI Action NUREG- 
0737 (II D I ) Relief & Safety Valve Tesling Indian Point Unit 3 " 

NEIGHBORS, JO Project Directorate 1-1 TAC 44509 89/07/24 0RONS.J C New 
York Power Aulhonly (formerly Power Authority of the Slate of New York) 5pp 
50744 262-50744 258 

-8905240027 EGG NTA 8328 "Technical Evaluation ReplJMI Action • NUREG-0737 
(II D I) Relief & Safely Valve Tesling, Indian Point Uni! 3 ’ 

MILLER, G K , NALEZNY.C L , FSNEMAN.C P. EG&G Idaho, Inc (subs ol EG&G, Inc ) 
FIN A 6492 88/12/31 NRC - No DelaiJed Affiliation Given 29pp 50744 257- 
50744 285 

8907310440 Responds lo Generic Ltr 89 08, "Erosion/Corrosion Induced Pipe Wall 
Thinning," per Guidelines in NUREG-1344 No significant pipe well thinning other than 
that attributed to normal wear occurred in single phase piping 

DRAWBRIDGE, B L Yankee Atomic Electric Co IEB 87-001 89/07/21 Document 
Control Branch (Document Control Desk) 2pp 50744 310 50744 31 1 

8906010088 Responds to Generic Ltr 89 06 requesting certification that plant SPDS 
meets requirements of NUREG 0737,Suppl Making into account info in NUREG- 
1342 Belief that requirements ol NUREG 0737, Suppl t fully met, based on review lo- 
date, stated 

TURK.CH Arkansas Power & Light Co GL-89 0S 89/07/17 Document Control 
Branch (Document Control Desk) 3pp 50745 344-50745 346 

8908010193 Responds to violations noted in Insp Repl 50-261/89 09 Corrective 
actions Abnormal Operating Procedure AOP-020 revised lo incorporate limitations re 
safety injection pump operation 

DIETZ, CR Carolina Power & Light Co RNPD/89-2404 89/07/26 Document Control 
Branch (Document Control Desk) 4pp 50753181-50753104 

8908010287 Discusses basis for assumption ol critical crack in nonselsmic portions of 
component cooling water sys.per 8B1216 ltr Crack consistent w/Branch Technical Po- 
sitions APCSB 3 I & ME8 3-1, as appropriate piping failure 

NANDY.FR. Southern California Edison Co 89/07/25 Document Control Branch 
(Document Control Desk) Spp 50754 046 50754 050 

8908010454 Provides supplemental info to satisfy 890112 commitment re DCRORs & 
SPDS Station specific set point change to minimize deflections (or narrow range con- 
tainment floor sump level will be implemented by 690901 Supporting info enc! 
CHRZANOW5KI.R Commonwealth Edison Co 0217T 69/06/30 MURLEY.TE 
Office ol Nuclear Reaclor Regulation, Director (Post 070411) 7pp 50755 349- 
50755 355 

6908020053 Responds lo Generic Llr 89 06, "SPDS " Util certifies that plant SPDS fully 
meels requirements of NUREG-0737, Suppl 1 taking into account info provided In 
NUREG-1342.W/ ctanlicahon outlined in attachment 

FITZPATRICK.E General Public Utilities Corp - GPU Service Corp GL-09 06 89/07/ 
24 Document Conlrol Branch (Document Control Oesk) 3pp 50772 198 50772 200 

8908020120 Forwards safely evaluation concluding lhal DCROR at facilities meets re 
quirements of Suppl 1 to NUREG-0800, based on results of Mar 1987 onsite audit & 
final summary repls Technical evaluation rept also end 

OLSHAN.LN Project Directorate 111-2 TAC 57196 09/07/25 KOVACH, TJ Common 
wealth Edison Co 4pp 50760018-50760093 

-8908020122 Safely evaluation concluding that DCRDR program implemented at facili- 
ties aatifies all requirements ol Suppl t to NUREG 0600 

• NRC -No Detailed Affiliation Given 89/07/25 28pp. 50760 022-50760 026 

8908020179 Application for amend to License DPR-72, consisting of Tech Spec Change 
1 72, adding requirements for core exit thermocouples & reactor vessel level instrumen- 
tation 

BOLDT.G Flonda Power Corp (subs ol Florida Progress Corp ) 3F0789-22 89/07/ 
26 Document Conlrol Branch (Document Control Desk) 5pp 50763 241-50763 246 

8908020185 Forwards SAIC 88/3031, “Technical Evaluation Repl of DCRDR for 
PSE&G Hope Creek Generating Station" NRC concurs w/ findings of repl & con- 
cludes lhal util satisfied all nine DCRDR requirements 

BUTLER, WR Project Directorate 1-2 TAC 61661 89/07/27. MILTENBERGER.S 
Public Service Electric & Gas Co of New Jersey 4pp 50764 282-50764 294 

8908020300 Summarizes 350th ACRS meeting on 890608 10, 

REMICK.F.J ACRS • Advisory Committee on Reactor Safeguards 69/07/Ob 
CARR, KM Commissioners 3pp 50902 006 50902 008 

8908420361 Forwards Rev 2 to "DCRDR Program Plan," addressing Suppl 1 to 
NUREG-0737,per Generic Ltr 82-33,requirement for submittal ol program plan Actions 
do not constitute long term program 

BIRD,R G Boston Edison Co GL-82-33 89/07/24 Document Control Branch (Docu- 
ment Conlrol Desk) 2pp 60764 016-50764 123 

-8968020372 Rev 2 lo "DCRDR Program Plan " 

• Boston Edison Co 89/07/31. 106pp 50764.018 50764 123 

8908020379 Responds lo 890306 ltr requesting addl info re Generic Ltr 88-01 Util pur- 
suing aggressive IGSCC detectlon/mlligation program which includes comprehensive 
Inaps of susceptible welds performed per genenc llr W/seven oversize drawings 
BRONS.J C New York Power Authority (formerly Power Authority of the State of New 
York). GL-88-01 89/07/26, Document Control Branch (Document Control Desk) 
32pp. 50756 347-50757.020 

8908030023 Clarifies definition of hot spent fuel re NUREG 0612, "Control of Heavy 
Loads at Nuclear Power FJanls'' Fuel should be based on time after shutdown ol 
plant, not removal of last assembly 

CREEL.G C, Baltimore Gas & Electric Co 89/07/26. Document Control Branch (Doc- 
ument Conlrol Desk). 2pp 50773 113-50773 1 14 

8908030130 Concurs that requirements of License Condition 2 C (7), Attachment 3,ltem 
(2) re emergency response capabilities have been mel.based on review of util 861215 
llr & onpast emergency preparedness insps 

PICKETT, DV. Project Directorate IV TAC 57367 89/07/31 WITHERS, BD Woll 
Creek Nuclear Operating Corp 3pp. 50774 358-50774:360 


8908030200 Confirms that top level display features lor post-LOCA variables & ecvls* 
menl hydrogen concentration as described in util 800502 llr impror,; nt€ d cLr*'-, 
second refueling outage & operational as of 890707 

MROCZKA.EJ Northeast Nuclear Energy Co (subs ol Northeast Utves 
MROCZKA.EJ Northeast Utilities 813311 89/07/25 Oocumenl Convol Brg.v: , ' 
(Document Control Desk) 2pp 50786 296 50786 297 

0908030310 Forwards safety evaluation accepting secondary DHR capability Iw pro'ec 
lion against tornadoes based on availability of sale shutdown facility aun'-iy s>. 
water sys 

WIENS, LA Project Directorate 11-3 TAC 48226 89/07/28 TUCKER, H B Duke Pc* &■ 
Co 3pp 50774 345 50774 355 

-890B03031 1 Safely evaluation accepting use of secondary DHR lor protection ag*«t 
tornadoes, per NUREG 0737 

' Office of Nuclear Reactor Regulation, Director (Post 870411) 89/01/28 
50774 348-50774 355 

8908040098 Forwards proprietary "In-Vessel Inservice Insp.Fall 1988" £ nonpropiteLsri 
Vols l-VII of "Inservice Insp Rept lor New York Power Authority " 

BRONS.J C New York Power Authority (formerly Power Aulhonly of tho Slats of Us • 
York) JPN09O54 89/07/29 Document Control Branch (Document Control Desl' 
6pp 50840 001-50849 325 

-8908040102 Inservice insp rept for Aug I960 • Mar 1989 Exams performed (or de’ec 
tion of IGSCC per final Rev 2 to NUREG 0313, as upgraded by Generic Ltr 83-Ot rt 
evaluation of erosion/ corrosion & visual exams of Class 1 & 2 welds & comp-one"!. 

’ Ebasco Services, Inc (subs of Enserch Co/p) GL-8B 01 89/07/24 2 600fp 
50840 007-50849 325 

6908040170 Forwards, "Pump & Valve Operability Assurance Review Guidelines," con- 
tained In Section 3 10 of NUREG-0800.SRP Review tentatively schedu’ed fon 
890022-24 at plant 

GRIMES, Cl Comanche Peak Project Division 89/08/01 CAHILL.WJ fU ElevL'< 
(formerly Texas Utilities Generating Co) B3pp 50902 009 50902 093 

8906040311 Informs that 890511 request to change status ol certain safely retail 
equipment from Vila! to nonvital denied SRP for review of SAR for nuclear power 
plants, NUREG 0800, lists review Guideline 17 as acceptable 

HANNON, JN Project Directorate 111-3 69/07/31 EVERS, K H Wisconsin Pubic Serv 
Ice Corp 4pp 50914 035-5091 4'038 

8908070114 Forwards safety evaluation re IGSCC Insp results, weld overlay repars 1 
IGSCC mitigation flaw evaluations during 1968 refueling oulage Review or response to 
Generic Ltr 88 01 not completed 

SIEGEL.8L Project Directorate 111-2 GL-84-11 89/07/31 KOVACH, TJ Common- 
wealth Edison Co 3pp 50826 038 50826 046 

-6906070118 Safely evaluation re IGSCC insp results, weld overlay repavs & IGSCC 
mitigation flaw evaluations performed during 1 988 refueling oulage 
• Office ol Nuclear Reactor Regulation. Director (Post 870411) GL-88 01 89/07/3 > 
6pp 50626 041-50826 046 

8908070138 FOIA request for original draft of NUREG/CR-53B8 • BNL NUREG 52T9&, 
"Reactivity Accidents, Reassessment of Design Basis Events ” 

WEBB, RE Webb. fl.E (Studies of Nuclear Hazards & Constitutional Law) 89/06/27 
NRC • No Detailed Affiliation Given Ip 50809 045 50809 045 

8906070167 Advises that util high range monitors used in radioactive gaseous abluent 
monitoring sys should not saturate during design basis accident & that uW range of 
detection acceptable 

DROMERICK.AW Project Directorate 1-4 TAC 71976 89/08/01 FITZPATRICK, E 
General Public Utilities Corp - GPU Service Corp 3pp 50825 325-50B25'327 

6908070174 Foftvards SER re util 850612 response to Generic Llr 83-28, lien 4 53 
concerning online functional tesling of reactor trip sys (RTS) Existing Nervals lo* suti 
testing consistent w/achlevlng high RTS availability & acceptable 
PATEL, CP Project Directorate 111-2 GL-83-20 09/08/02 KOVACH.TJ Common- 
wealth Edison Co 3pp 50826001-50826019 

8908070180 Forwards site characterization analysis ol DOE site characterizes 
plan, Yucca Mountain Site.NV & cover ltr transmitting analysis lo DOE Analysis will be 
fesod as NUREG-1347 W/o encl 

LINEHAN.J J Repository Licensing & Quality Assurance Projecl Directorate {-08112CJ 
HLWR 09/08/01 MILLER.RJ, LOUX.R.R , 0INI.J O Nevada, State cl. ip 
50803 208-50803:206 

8908070374 Forwards EG&G Idaho, Inc technical evaluation rept re util compliance 
NUREG-0737, Item II D 1 re relief & safety valve testing Except for Issue ol operate hij 
ol PORV block valves, all requirements met 

MCNEIL, SA Project Directorate 1-1 TAC 44569 89/07/18 CREEL.GC Baltimore 
Gas & Electric Co Spp, 50822 143-50822-174 

8908070378 Summary ol ACRS Combined T/H Phenomena/Cora Performance Sub- 
committee meeting on 690523 In Bethesda.MD re NRC-flES Thermal Hydraulic Re- 
search Program Plan, per NUREG-1252 & proposed SECY paper & status of plant os- 
cillation event 

‘ ACRS • Advisory Committee on Reactor Safeguards 89/06/08, ACRS • Advisor) 
Committee on Reactor Safeguards 37pp 50825 146 50825 181 

8908070421 NUREG/CR-4639 V5P2R2 NUCLEAR COMPUTERIZED LIBRARY FOR 
ASSESSING REACTOR RELIABILITY (NUCLAAR).Oata Manual, Part 2 Human Error 
Probability (HEP) Estimates 

GERTMAN.D.I , GILBERT, B G , GILMORE, W E EG&G Idaho, Inc (sobs ol EG&G 
Inc). FIN A-6854, EGG-2458, 89/07/31. Division of Systems Research (Post 660717) 
900pp 50810 270-50813153 

8908070426 NUREG/CR 5152 COMPARISON AND REGULATORY IMPACT OF NOA-1 
AND NQA-2 WITH N45.2 QA STANDARDS 

SCANGA.B , STOKLEY.J Science Applications Internationa) Corp (formerly Science 
Applications, Inc ) FIN B-0733 SAIC-88/3015 89/07/31 Division of Licensee P#r 
formance & Quality Evaluation (Post 870411) 52pp 50608 047-50608 099 

8900070429 NUREG/CR-5401 BOND STRENGTH OF CEMENT BOREHOLE PLUGS 
IN SALT 

AKGUN.H , DAEMEN.J J K Arizona, Unlv, of, Tucson, AZ FIN D 5 192 09/07/3 1 . O 
vision of Engineering (Post 870413) 243pp 50805 137-50806 022 
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6903070433 NUREG/CR-4674 V07 PRECURSORS TO POTENTIAL SEVERE CORE 
DAMAGE ACCIDENTS 1987 A STATUS REPORT Main Reporl And Appendix A 
MlNARICX.J W.. HARRIS./ D, CLETCHER.JW Oak Ridge National Laboratory FIN 
3 0435 ORNL/NOAC-232 89/07/31 Division of Safety Programs (Post 870413) 
I26pp 50305 001-50805 136 

699*070438 NUREG/CR-4674 V08 PRECURSORS TO POTENTIAL SEVERE CORE 
DAMAGE ACCIDENTS 1987 A STATUS REPORT Appondixes B,C, And D 
MINARICK.J W , HARRIS.JD, CLETCRER.J W Oak Ridge Nalional Laboratory. FIN 
8-0435 ORNL/NOAC-232 89/07/31 Division of Salety Programs (Post 870413) 
700pp 50806 023-50808 046 

899*070453 NUREG-0525 R15 SAFEGUARDS SUMMARY EVENT LIST (SSEL) 

' Division of Safeguards & Transportation (Post 870413) 80/07/31. 350pp 
50310001-50810 269 

690*080036 Forwa/ds rosponsos to Questions 1-10 & 13 of NRC 890104 request for 
iddl Info re NlfR EG -0737, Item II D 1 Questions 6 & 7 withdrawn by NRC during 
&90222 lelcon 

MILTENBERGER.S Public Service Electric & Gas Co of New Jersey NLR N89141 
49/08/01 Document Control Branch (Document Control Desk) 26pp 50857 121- 
40857 1 46 

6904080094 Forwa/ds supplemental briefing matt presented by Sandla at 890710 moot- 
ing of Special Committee to Review NUREG-1150 NRC still awaiting NAS seismic 
hazard rapt & CNSl rapt on depressurization. 

BARTLETT, C B Office of Nuclear Regulatory Research, Director (Post 860720) 09/ 
06/01 APOSTOLAKIS.G California, Umv of, Los Angeles, CA BIRKHOFER.E H Ga- 
sellschaft fur Reaklorslcherheit HOEGBERG.L Swe don, Govt of 129pp 50855.104- 
50855 230 

6908090198 Certifies that SPDS implemented per Generic Ltr 89 00 & meets require- 
ments of Suppl 1 to NUREG-0737 SPDS made operational prior to start of Cycle 6 
operation in Mar 1987, New plant computer will be Installed during 8R outago 
HUKILL.HO General Public Utilities Corp - GPU Service Corp GL 09-06 89/00/ 01 
Document Control Branch (Document Control Desk). 2pp 50826 163 50826-164. 

8908080200 Application tor amend to License DPR-21, revising Tech Specs to address 
action plan Items identified In Generic Ltr 83 36. 

MR0C2KA,E J. Northeast Nuclear Energy Co (subs of Northeast Utilities) 
MROCZKA.E J Northeast Utilities GL-83-36 09/08/01 Document Control Branch 
(Document Control Desk) 5pp 50857 002-50657 090 

4908980261 NUREG-1210 REGULATORY ANALYSIS FOR RESOLUTION OF USI A- 
47 Safety implications Of Control Systems In LWR Nucloar Power Plants Final 
Report 

SZUKIEWICZ.A J Division of Safely Issue Resolution (Post 880717). 69/07/31 49pp. 
50624 307-50624 356 

8908060266 NUREG/CR-4639 V5P3R2 NUCLEAR COMPUTERIZED LIBRARY FOR 
ASSESSING REACTOR RELIABILITY (NUCLARR) Data Manual Part 3 Hardware 
Component Failure Data (HCFD) 

GERTMAN.D I . GILBERT, B G , GILMORE, W.E EG&G Idaho, Inc (subs ol EG&G, 
Inc) FIN A 6854. EGG-2456 89/07/31. Division ol Systems Research (Post 880717) 
1,600pp. 50779 25B-50783 347 

(908980268 Notifies ol 890809 CRGR Mooting 167 Agenda provided, Including presen- 
tation of proposed rule to amend 10CFR50 55a, proposed generic ltr to resolve GI-70 
& G! 84 S proposed Reg Guide DG-1002,for CRGR review 

JORDAN.EL Committee to Review Generic Requirements 09/00/03 AR LOTTO, G A 
Office of Nuclear Material Safety & Safeguards, Director 2pp 60857.331-50857-334. 

-6M6080269 Discusses work being done re quantification of risk ol nuclear reactor 
accidents Several broad topics of mutual Interest to NRC 8. to Committee on Earth- 
quake Engineering llBted in form of questions 

HOSS.DF. Office of Nuclear Regulatory Research, Director (Post 860720), 80/07/18. 
CHUNG, R, National Research Council 2pp 60057 333 50857-334 

9908080261 NUREG/IA-0014 ANALYSIS OF THE THETIS BOILDOWN EXPERIMENTS 
USING RE LAP5/ MOD2 • 

CROXFORD.M G.. HALL.P C United Kingdom, Govt of, GD/PE-N/676. 89/07/31 
Office of Nuclear Regulatory Research, Dlroclor (Post 860720) 51pp. 60830.067- 
50838,119 

8908080290 NUREG/IA-0015 ASSESSMENT OF INTERPHASE DRAG CORRELA- 
TIONS IN THE RELAP5/ MOD2 AND TRAC-PF1/MOD1 CODES. 

ARORON.K.H, GLARE, A J. United Kingdom, Govt of. GD/PE-N/657, 89/07/31. 
Office Of Nuclear Regulatory Research, Director (Post 080720) 31pp. 50830:120- 
50630 1 53 

690 8060 29 4 NUREG/IA0018 ASSESSMENT OF RELAP5/MOD2, CYCLE 36 04 
AGAINST FIX-II GUILLOTINE BREAK EXPERIMENT NO 6061, 

ERIKSSON.J. Sweden, Govl of STUDSVIKNP86109 89/07/31 Office of Nuclear 
Regulatory Research, Director (Post 860720) 85pp 50830 154-60830:243, 

8908080299 NUREG/IA-0017 ASSESSMENT OF TRAC PF1/MOD1 AGAINST A LOSS- 
OF-GRID TRANSIENT IN RINGHALS 4 POWER PLANT, 

SJ0BERQ.A, ALMBERGER.J , SANDERVAG.O Sweden, Govt. Of. STUOSVIKNP07/ 
10 89/07/31 Office of Nuclear Regulatory Research, Director (Post 860720). 5Spp 
60S3Q-244-60B3Q 302. 

6908080303 NUREG/IA-0020 ASSESSMENT STUDY OF RELAP5/MOD2, CYCLE 
3004 BASED ON SPRAY START-UP TEST FOR OOEL-4. 

MOEYAERT.P , STUBBE.E Belgium, Govt ol. 89/07/31. Office of Nucloar Regulatory 
Research, Director (Post 860720), 342pp 60030.303-50832 003. 

8SO606D31 5 NUREG-1371 TECHNICAL SPECIFICATIONS FOR LIMERICK GENERAT- 
ING STATION, UNIT 2.0ocket No 60-363 (Philadelphia Electric Company) 

* Division of Reactor Projects - I/ll (Post 670411). 09/07/31 6Mpp. 50834-080- 
50835 266 

899*980322 NUREG/CR 4639 V5P4R2 NUCLEAR COMPUTERIZED LIBRARY FOR 
ASSESSING REACTOR RELIABILITY (NUCLARR).Data Manual. Pari 4. Summary Ag- 
gregations. 

GERTMAN,D I , GILBERTS Q„ GILMORE, W.E EG&G Idaho, Inc. (subs, of EG&G, 
Inc) FIN A-6054. EGG-2450. 09/07/31. Division of Systems Research (Post 080717). 
600pp 50032,004-50033.113. 


B9QD080353 Forwards fist of 1688 LERs.list of abnormal occurrences as defined by 
NRC & contained in i960 AEOD annual rept.App B & raw data on radioactive mat!3 
released Into environ from commercial nuclear power plants in 1988 W/o ref end 
CARR, KM. Commissioners CCS 89/07/20 MAHKEY.EJ House ol Rep 2pp. 
S0965 001 -50965 088 

-8908080357 Requests assistance In obtaining listing of LERa w/seventy categoriza- 
tions lor each commercial reactor for 1988 & listing ol reported radionuclides emitted 
from each commercial reactor In 1980 In both air & water, by 090720 
MARKEY.EJ House of Rep. 09/07/06 CARR.K M Commissioners 85pp 
50965 003-50965 08B 

8908090141 Summary of ACRS Subcommittee on Extreme External Phenomena meet- 
ing on 690622 In Beihesda.MD re draft resolution package for USI A 40 

* ACRS - Advisory Committee on Reactor Safeguards 89/07/12 ACRS - Advisory 
Comnultea on Reactor Safeguards. 6pp 50883 108-50863 113. 

8908090147 Notification of contract execution, Mod 5, to "Preparation & Delivery of 
NUREG-0750, 'NRC Issuances & Indexes Contractor Horner & Co 
MEEHAN, B Contract Administration Branch FIND-24129 NflC-10 87-169 89/06/16 
GRIMSLEY.DH Division of Freedom of Information & Publications Services (Post 
890205). LARKIN S.P NRC • No Detailed Affiliation Given Ip 50801 335-508B1 336 

-8908090148 Mod 5,deobllgating funds, to "Preparation & Delivery of NUREG-0750 
’NRC Issuances <S Indexes 

KELLY, El He rner & Co. EDGEWORTH, PJ Division ol Contracts & Property Manage- 
ment (Post B9020S). FIN 0-24120 NRC-10-87-169 89/06/16 Ip 508B1 336- 
50881-336 

8908090167 Forwards response lo Generic Lfr 89 06, Task Action Plan Item ID 2, 
"SPDS” Based on vintage ol SPDS, util cannot corlify lo meeting all requirements of 
Suppl 1 to NUREG 0737, conskfenng Info provided In NUREG-1342. 

ALEXICH.M P Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co) 
GL-82-33 66/08/01 MURLEY.T E. Documanl Conlrol Branch (Document Control 
Desk) 22pp 50884 260-50004.209 

8908090376 Documents util commitment re post-accldont sampling sya 
requirements, per SSER4.il B 3,lnsp Repl 50 416/89 16 & 800711 telconNRC concur- 
rence w/proposed depressurized sampling program requested. 

COTTLE, W.T System Energy Resources, Inc, AECM 89/0137 89/07/27. Document 
Control Branch (Document Control Desk) 2pp 50091 133 50891,134. 

8908090409 Advises thal response lo Genorlc Ur 89 08. "SPDS," will be delayed duo 
to late date of receipt ol ltr Submittal anbcipted by 890808 

TUCKER, H.B. Duko Power Co. GL-89 06 80/07/31 Document Control Branch (Docu- 
ment Control Desk). 2pp. 50804:108 50884-189 

8908090463 Roviews program manager period rept (PNPR 89-10) Requests rev lo Sec- 
tion 7.1 eubelomont objectives to reflect latest draft of FY 90 91 operations plan to 
purge ref lo current effort, "update |o NUREG-0170" & replace. "Transport . 
RENTSCHLER.R.R. Division of Safeguards & Transportation (Post 070413) 80/00/ 
01 FORTUNA.S L Program Management, Policy Development & Analysis Stall (Post 
8704t3) Ip 50691.001-50801:061 

8903100128 NRC Info Notice 89 059, "Suppliers ol Potonllally Misrepresented Fasten- 
ers" Svc lisioncl 

ROSSI, CE Division of Operational Events Assessment (Post 870411). IEB 67 002 
89/08/16. Consolidated Edison Co. ol New York. Inc 106pp 50992 315 50993 060, 

890B10Q354 Summarizes ACRS 349lh meeting on 000503-06 re listed ACRS 
rept9, Implementation ol Commission safety goal policy statement, proposed NRC malnt 
tufa & Integrated approach lo regulatory matters 

REMICK.F J. ACRS - Advisory Committee on Heactor Safeguards. 89/05/26 
ZECH.L.W Commissioners 4pp 50005 221 50885 224 

8908110180 Responds lo Generic Lfr B9 06 to Implementation of status of SPDS, per 
reouiroments ol NUREG 0737, Suppl I.Uti! completed checklist & photographs of 
SPDS leyoul.por NUREG-1342 Exception taken for containment isolation Indication. 
MECREOY.R C Rochester Gas & Electric Corp. GL-89-06. 09/00/04 JOHNSON, A R 
Document Conlrol Branch (Document Control Desk) 2pp, 50893-153-50893,154 

6908110171 Application for amend to License DPR-21, revising Tech Specs, per TMI 
Items II.F.1.3 re containment high range radiation monitors & II F 1.4 ro containment 
pressure monitors & Generic Ur 83-38 

MROCZKA.E.J, Northeast Nucloar Energy Co (subs of Northeast Utilities). 
MROCZKA.EJ Northeast Utilities GL-03-36. 89/08/01. Document Control Branch 
(Document Control Dosk) 6pp. 50894.208 50894 310. 

8906110366 NUREG/BR-0056 V04 N1 ITS NEWS, Winter 1980,Vol 4,Number i 

* Information Technology Services Branch. 00/02/01. 16pp 50907.331 50907.346 

8908110367 NUREG/BR-0056 V04 N2 ITS NEWS, Spring 1908, Vol 4,Number 2. 

* Information Technology Services Branch, 68/05/01. 16pp. 50007-316 50907-330 

8906110359 NUREG/BR-0056 V04 N3 ITS NEWS, Summer 1986, Vol 4, Number 3. 

* Information Technology Services Branch 89/08/01 20pp, 50907 295 50907 314. 

8908110382 NUREG/BR-0056 V04 N4 ITS NEWS.Fall I960, Vol 4, Number 4, 

* Information Technology Services Branch 68/11/01, 19pp 50907-276-50907 294. 

8908110385 NUREG/BR-0056 V06 N1 fTS NEWS, Winter 1989,Vol 6, Number 1, 

* Information Technology Services Branch. 89/02/01 . 20pp. 50907,266 50907:276, 

8908110387 NUREG/BR-0056 V05 N2 ITS NEWS, Spring 1089, Vol 5, Number 2 

* Information Technology Services Branch. 69/05/01 24pp. 60907 232-50907 255 

8908140026 Forwards reels reflecting work performed to respond to associated restart 
Issues Identified in NRC 890421 Hr & followup lo licensee 690510 ltr addressing Reg 
Guide 1.97 activities. 

TERRY, CD, Niagara Mohawk Power Corp, TAC 69209. 09/07/31 Documanl Control 
Branch (Document Control Desk). 3pp. 50912 219-50913 207, 

-3908140047 "Updated Response lo NUREG 0737, Suppl 1, Section 8 2." 

* Niagara Mohawk Power Corp. NMP1L 0426 69/07/20, 176pp. 50912,250- 
50913065. 
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8008140062 Application for amend to License DPR-21 .revising Tech Specs re contain- 
ment water level monitor.per TMI Item II F.l 5 & Generic Ltr 83 36 
MROCZKA.EJ Northeast Nuclear Energy Co (subs of Northeast Utilities) 

MROCZKA.E J Northeast Utilities GL-83-36 89/08/01 Document Control Branch 
(Document Control Desk) 5pp 50915 2/12-50915 251 

8906140067 Application lor amend to License DPR 21, revising Tech Specs to address 
Genenc Ltr 83-36 & TMI Item II B 3, "Past Accident Sampling" & Item II F 1 2. "Sam- 
pling & Analysis of Plant Effluents " 

MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast Utilities) 

MROCZKA.E J. Northeast Utilities GL-83-36 89/08/01 Oocument Control Branch 
(Document Control Desk) 5pp 50914 214 50914 223 

8906140124 NUREG-0713 V08 OCCUPATIONAL RADIATION EXPOSURE AT COM- 
MERCIAL NUCLEAR POWER REACTORS AND OTHER FACILITIES FOR 1986 Nine- 
teenth Annual Report 

BROOKS, B G Division of Regulatory Applications (Post 870413) HAGEMEYER.D 
Science Applications International Corp (formerly Science Applications, Inc) 89/08/ 
31 247pp 50886 208 50687 097 

8908140130 NUREG/Cfl 5225 ADD 01 AN OVERVIEW OF BWR MARK I CONTAIN- 
MENT VENTING RISK IMPLICATIONS An Evaluation ol Potential Mark-1 Containment 
Improvements 

WAGNER, KC, DALLMAN.R J , GALYEAN.W J EG&G Idaho, Inc (subs of EG&G, 
Inc) FIN A 6878 EGG-2548 89/07/31 Division of Safety Issue Resolution (Post 
88071/) 140pp 50880046 50880 173 

8908140143 NUREG/CR-2000 V08 N8 LICENSEE EVENT REPORT (LER) 
COMPILATION Fot Month Ot June 1989. 

• Oak Ridge National Laboratory FIN A-9135 ORNL/NSIC-20O 89/07/31 Office for 
Analysis 8 Evaluation of Operational Data, Director 99pp 50887 100-50807 199, 

8908140247 Forwards request lor addl Into needed to resolve potential ambiguities In 
831101 request to add reactor vessel level monilonng sya operability & surveillance 
requirements to Tech Specs Into requested within 20 days 

MCNEIL, S A Project Directorate 1-1 GL-93-37 09/08/03 CREEL, G C. Baltimore Gas 
& Electric Co 4pp. 50916 207-50916 210 

8908140353 Forwards SER accepting wida-range gas monitor isokinetic sampling, per 
NUREG 0737, Hem II F 2 Further design of normal How/ high radiation nozzles would 
produce impractical hypodermic needle which could be easily damaged 
ALEXION.lW Prelect DSrectoral e 111-3 TAC 69874 89/08/04, SCHNELL.O F Union 
ElecIrlcCo 2pp 50929 061-50929,066 


8908160356 Forwards response to Generic Ltr 69 06 re SPDS, including responses to 
checklist questions & SPDS photographs SPDS will be modified to fully meal NUREG- 
0737,Suppl 1 & NUREG-1342 requirement 

KUNCL.LG Nebraska Public Power District GL-89 06 89/08/07 Document Control 
Branch (Document Control Desk) 57pp 50953 066-50953123 

8900160362 Forwards Amend 99 to License DPR-6 & safety evaluation Amend changes 
Sections 3 7(d), (e) & (I) to depict requirements of tOCFR50,App J & NURhG- 
0123, STS lor GE BWRs & to remove 24 h duration requirement to reduce impact Cl 
diurnal effects 

PULSIFER.R M Project Directorate HI-1 TAC 73295 89/07/31 BERRY.KW Con- 
sumers Power Co 3pp 50930 111-50930 121 

-8908160386 Amend 99 to License DPR-6, changing Sections 3 7(d), (e) & <f) to depict 
requirements of 10CFR50,App J & NUREG-0123,SrS lor GE BWRs A to remove 24 h 
duration requirement to reduce impact ot diurnal effecls 
YANDELL.L Project Directorate III- 1 09/07/31, 5pp 50930 114-50930 118 

-8906160379 Salely evalualion supporting Amend 99 to License DPR 6 
* Office of Nuclear Reactor Regulation, Director (Post 8704111 89/07/31 3 » 
50930 119-50930 121 

8908160365 Requests commencement ol informal complaint procedures per Section 
5,3 2 ol NUREG 0970 lor listed reasons 

NEWELL, GJ Spiegel & McDiarmid NEWELL, GJ North Carolina Municipal Power 
Agencies 89/08/03. MURLEY.T E Oflice ot Nuclear Reactor Regulation, Dnoctor 
(Post e?0411) 2pp 50030173-50930174 

8908160397 Informs that response to Generic Ltr 89-06, "SPOS” currently under review 
by mgt & will be delayed until 890818 

TUCKER, HB Duke Power Co GL-89 06 89/00/07 Document Control Branch (Docu- 
ment Control Desk). Ip 50937 261-50937 261 

8908160398 Forwards response to request for addl Info re performance testing of relief 
& safety valves, NUREG-0737, Item II D t Vendor proposals re thermo hydraulic analy- 
sis to determine methodology for resolving Items In Question 4 under review. 
TUCKER, H,B Duke Power Co 89/08/04 Document Control Branch (Document Con- 
trol Desk) 3pp 50930 179-50930 181, 

8908170237 Responds to NRC B90707 ltr re open Items noted In Insp Rept 50-289/89- 
80 on 890306-17 Dlsagroos w/comment In insp rept that all ol QA organization in- 
volvement was alter fact QA actively Involved In Initial meetings held in early 1980s 
HUKILL.H D General Public Utilities Corp - GPU Service Corp C3 1 1-89-2084 89/08/ 
14 Document Control Branch (Document Control Desk) 7pp 50938 271 50938 277 


-8906140355 Safely evaluation accepting util wlde-ranga gas monitor Isokinetic 
sampling, per TMI Hem II F 2 

MINNS, J Office of Nuclear Reactor Regulation, Director (Post 870411) 89/08/04 
3pp, 50929 083-50929 066, 

5908150060 NUREG 0304 V14 NOI REGULATORY AND TECHNICAL REPORTS (AB 
STRACT INDEX JOURNAL) Compilation For First Quarter 1989,January-March 

* Division of Freedom of Information & Publications Services (Post 690205) 89/07/ 
31 56pp 508B8 328-50889 023 

8908150075 NUREG/CR-5175 BETA AND GAMMA DOSE CALCULATIONS FOR PWR 
AND BWR CONTAINMENTS 

KING.D.B Sandla National Laboratories. FIN A-1051, SAND88-1605 89/07/31, Divi- 
sion of Englneenng (Post 870413) 200pp 50889 024-50889-248 

8906150087 NUREG 0325 R12 US NUCLEAR REGULATORY COMMISSION FUNC- 
TIONAL ORGANIZATION CHARTS July 1, 1989 

* Ofc of Personnel (Post 870413). 89/07/31. 62pp 50888-265-60808 327. 

8908160090 NUHEG/CR-5396 FINANCIAL IMPACT OF IMPLEMENTING DRAFT ANSI 
STANDARD N 13.30, PERFORMANCE CRITERIA FOR RADIOBIOASSAY 
TRAUB,R J, MACLELLAN.JA Batielle Memorial Institute, Pacific Northwest Laborato- 
ry. FIN B-2917. PNL-6924 89/07/31 Division ol Regulatory Applications (Post 
870413) 67pp 508B7-21B 5OB87 205 

8908150110 NUREG /CR 5348 MAN MACHINE INTERFACE ISSUES IN NUCLEAR 
POWEH PLANTS Report On A Workshop Held On January 10-12, 1 989, 

DEBOR,J , SWEZEY.R. Science Applications International Corp (formerly Science Ap- 
plications, Inc,) FIN D-250I.SAIC 89/1 114 89/07/31 Division of Systems Research 
(Post 880717) 46pp 50888 219 50888-264 

8908150121 NUREG-0936 V08 N02 NRC REGULATORY AG ENO A .Quarterly 
Report, Apnl-June 1989 

* Division ol Freedom ol Information & Publications Services (Post 690205) 89/07/ 
31. 128pp. 50888 090-50888 218. 

8908150135 NUREG/CR-2331 V08 N4 SAFETY RESEARCH PROGRAMS SPON- 
SORED BY OFFICE OF NUCLEAR REGULATORY RESEARCH Progress 
Report.October-Decembor 1988, 

WEISS.AJ Brookhaven National Laboratory FIN A-3024. BNL-NUREG-51454 89/ 
07/31 Office of Nuclear Regulatory Research, Director (Post 860720) 184pp 
50887 286-50880.089 

6908160198 Certifies that SPDS meets requirements of NUREG -0737, Suppl 1 re Gener- 
ic Ur 89-06, w/listed exceplions.Completed SPDS checklists for plants & photographs 
required by Generic Ltr 89 06 encJ. 

STEWART, W.L Virginia Power (Virginia Electnc & Power Co ) 89-353A 89/08/08 
Document Control Branch (Document Control Desk) 260pp 50945 001-50945 047. 

8908160236 Forwards Implementation & certification status of SPDS, per Generic Ltr 89- 
06 Procedure guideline verification & validation & user training scheduled to be com- 
pleted prior to startup following seventh refueling oulage 

SIEBER.JD Duquesne Light Co GL-89-06, 89/08/02. Document Control Branch 
(Document Control Desk). 15pp 50929-212-50929:226, 

8908160307 Submits Research Info Ltr 183 to provide results of teats conducted In cy- 
lindrical core test facility by Japan Atomic Energy Inal, per 2D/3D Inti LOCA research 
program W/o staled MPRS Assoc.lnc repts analyzing data 

BECKJORD.es Office ol Nuclear Regulatory Research, Director (Post 860720) 89/ 
08/03 MURLEY.T E. Office of Nuclear Reactor Regulation, Director (Post 870411). 
4pp 50936,354-50936 357. 


8900170284 Forwards SSERs re Confirmatory Issue 1, "Shutdown Cooling Sys" & Issue 
2, "Steam Generator Tube Rupture " Concerns for both Issues resolved & closed for 
Class 2 plant. 

MILLER.CL Division of Reactor Projects - III.IV.V & Special Projects (Posl 870411) 
89/08/04 SCHERER, A E. Combustion Engineering, Inc 4pp 60945 142-60945.151 

-8908170288 SSER supporting vendor responses to Confirmatory Item 1, “Shutdown 
Cooling Sys,” 

‘ Office of Nuclear Reactor Regulation, Director (Post 870411) 89/08/04. 4pp 
50946,146-50945 149 

-8906170291 SSER supporting vendor responses to Confirmatory Issue 2, "Si a am 
Generator Tube Rupture." Calculated radiological consequences el postulated steam 
generator tube rupture accident meets 10CFR 100.1 1 dose rat values 
Office ot Nuclear Reactor Regulation. Director (Post 870411). 69/06/04 2pp 
50945 150-50945 151. 


8908170368 Application tor amends to Licenses DPR-33.DPR-52 & DPR 68, consisting 
of Tech Spec 274,changlng Tech Specs 3/4 5 E & 3/4.6 F to revise reactor pressure 
requirement at which HPCI & RCIC aye must be operable 

RAY,M J, Tennessee Valley Authority TVA-BFN-TS-274 89/06/09 Document Control 
Branch (Document Control Desk). 3pp 50947 341-50948 005 

0908180181 Responds lo Generic Ltr 69-06, "Task Action Plan Item I D 2, SPDS " Only 
actions remaining to be completed are item pertaining to NUREG 0737, Suppl 1 re- 
quirement Tor Incorporating human tactors engineering principles. 

WOODY, CO. Florida Power & Light Co GL-89 06 89/00/14. Document Control 
Branch (Document Control Desk), 3pp 50957. 016-50D57-018. 

8908180231 Summarizes 090731 discussion w/A Huffman of Clarion-ledger re 
NUREG- 1 150 results & comparison ol Grand Gull w/ other plants studied 
MURPHY, J A Division of Systems Research (Posl 800717) 89/08/04 Division ol 
Systems Research (Post 880717) Ip. 51074.142-51074 142, 

8908180347 Forwards safety evaluation supporting util actions to comply w/NUREG- 
0737 .Item II E 4 2(7), "Containment Purge & Vent Valves Receive Direct Radiation-Ac- 
tuated Isolation Signal (2-lnch or Smaller Valves)." 

MCDONALD, DG, Project Directorate 1-3 TAC 44876 80/08/16 BIRO, Ft G Boston 
Edison Co 7pp 50967 289-50967,295. 

8908180372 Certifies that facility meets requirements of NUREG-0737, Suppl l.per Ge- 
neric Ltr 89-06.Requests that NRC complete review of 850416 ltr Irom JP Bayne to 
SA Varga 

BRONS.J C New York Power Authority (formerly Power Authority ol the State ol New 
York) IPN-89-050 89/08/14 Document Control Branch (Document Control Desk) 
3pp. 50968.102-50968.104 

8900180376 Advises lhat Jan 1989 Rev 11 to emergency plan meals slds of 
10CFR50 47(b) & App E w/one exception, Involving requaliflcallon training 
STOHR.J P Region 2. Ofc of the Director. 89/08/13 HAIRSTON, W.G. Georgia Power 
Co. 2pp 50966 354-50966 355. 


8908210092 Forwards update lo post-accident sample monitor sys, per 880616 Insp 
Rept 50-255/89-10 Line items reevaluated w/ regards to manpower, design criteria « 
requirement lo meet NUREG-0373 commitments 

BERRY.KW Consumers Power Co, 89/08/15 Document Control Branch (Document 
Control Desk). 16pp 50994-1 08-50994. 123 


8908210132 NUREG-1229 REGULATORY ANALYSIS FOR RESOLUTION OF USI A- 
17 Systems Interactions In Nuclear Power Plants, 

THATCHER, D.F. Division of Safety Issue Resolution (Post 880717). 89/08/31 26pp 
50986 193-50086,219 
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0900210185 NUREG 1375 V01 SAFETY EVALUATION STATUS REPORT FOR THE 
PROTOTYPE LICENSE APPLICATION SAFETY ANALYSIS REPORT Earth Wounded 
Concrete Bunker 

* Division ©I Low Level Waste Management & Decommissioning (Post 070413) 89/ 
07/31 9tpp 50966 220 50QB6 312 


8908260014 NUREG/CR-5322 DETECTION AND CHARACTERIZATION OF INDICA- 
TIONS IN SEGMENTS OF REACTOR PRESSURE VESSELS 
COOK.KV, CUNNINGHAM, R A, MCCLUNG.fi W Oak Ridge National Laboratory 
FIN B-0119 ORNL/TM 11072 89/0B/31. Division of Engineering (Post 870413) 
33pp 51018 121-5101B 153 


494382 1 02 1 2 Suppl 1 to Generic Ltr 89-07 to all operating plants, applicants lor OLs & 
holders ot CPs re power reactor safeguards contlngancy planning lor surface vohlcle 

PARTLOTAJ G- Associate Director (or Proiects (Post 870411) 09/00/21, Consolidat- 
ed Edison Co of Now York, Inc 55pp 51036 001-51036 056 

09438210226 NUREG 0020 VI 3 N07 LICENSED OPERATING REACTORS STATUS 
SUMMARY REPORT Data As Of June 30,1909 (Gray Book I) 

LOVELACE.W H Division of Computer & Telecommunications Services (Post 890205) 
69/08/31 550pp 509B6 313 50988 143 

89C02IO245 Forwards response to WR Butler 001206 request (or addl Info re proposed 
combined emergency operations facility Facility to be located od)ncent to existing bldg 
& 20 miles from Peach Bottom plant W/one oversize map 

MCNEILL C A Philadelphia Electric Co 69/ 08/ 10 Document Control 8ranch (Docu- 
ment Control Desk) 70pp 50994 003-50994.071 

awe 2 10273 NUREG/BR-0056 V05 N3 ITS NEWS.Summer 1909 Vol 5,Numbor 3 
* Information Technology Services Branch 89/00/01 20pp 51192 037-51192 056 


8W8220019 Corliliea lhat stalus ol TMI Item I D 2 re SPDS meets NUREG 0737, Suppl 
1 requirernenls.per 890412 Generic Ltr 89 06 

V.'OODY.CO Florida Power 8 Light Co GL-B9 06 89/09/14 Document Control 
Branch (Docum eat Conlrol Desk) 2pp 51015 290-51015 291 

8906220029 Provldos responso to Generic Ltr 09 06, Task Action Plan Item I.D 2, 
“SPDS • 10CFflS0,S4(l), providing cortilicatlon of current statue ol SPDS Imp! e men 
tab on at plain 

CUTTER, A B Carolina Power & Light Co GL-B9 06 09/08/15 Document Control 
Branch (Document Conlrol Desk) 27pp 5099B 320-50996 354 

8906220208 Appllcalion for proposed Amend 90 to License OPR-43, Increasing oper- 
ational flexibility of (uet handling crane main hook & load block assembly, por NUREG- 
0612 re conlrol o! heavy loads 

STEINHARDT.C.R Wisconsin Public Service Corp NRC 89-104, 89/00/17, Oocumant 
Control Branch (Document Control Desk) 2pp 50999.329 50999 341 


4908220336 Rosponds to 890630 ltr re containment performance Improvement program 
(CPI) NRC goal to Integrate findings of CPI propram w/olhor programs lor closure ol 
severe accident Issues w/indivldual plant exam program 

CARR KM Commissioners 00/00/1 1 KEISER.HW Pennsylvania Power & Light Co 
2pp 60994 283 50994 206 


-8906220338 Submits comments on containment performance Improvement program 
(CPI) Bobovas program will bo genorlc approach to Improving containment perform- 
ance during severe accident 

KEISER.K M, Pennsylvania Power & Light Co 09/06/30 CARR.K M Commissioners 
2pp 50994 285-50094 286 


8998230011 Application for amends to Licenses NPF-72 & NPF-77, revising Toch Specs 
is number of members ol onBlto nuclear safety group 

CHRZANOWSKI.R Commonwoallh Edison Co 89/08/14 MURLEY.T.E Office a( Nu- 
clear Reactor Regulation, Director (Post 070411). 3pp 51007 014-51007 020 


8906230226 NUREG/CR 5307 COMPARISON OF STRONGLY HEAT-DRIVEN FLOW 
CODES FOR UNSATURATED MEDIA 

UPDEGRAFF.CD Gram, Inc, * Sandla National Laboratories FIN A-1266 SAND8B- 
7145 69/08/31 Division of Engineering (Post 870413) 127pp 50904 141-50004,267. 


8908230236 NUREG/CR-5207 CLOSEOUT OF NRC BULLETIN 07 01 THINNING OF 
PIPE WALLS IN NUCLEAR POWER PLANTS 

FOLEY.WJ. DEAN.RS,, HENNICK.A PARAMETER, Inc FIN 8 0729 PARAME- 
TERNRC178 69/08/31 Division ol Operational Events Assessment (Post 070411). 
56pp 50984 268 509B4 310. 

8906240152 Application lor amend to Llconse DPR-51, revising Tech Spec Section 
3 5 1 13, basis for Section 3.5 1 13, Table 3 5 1-1, Item 14, Action 27 & Table 4,1-1, Hem 
42 ra addition of seismic monitoring Instrumentation, per NUREG 0000 
CAMPBELL,! G Arkansas Power & Light Co 1CAN000902 80/08/09 HEBDON.F.J. 
Project Directorate IV. 7pp, 61028 144-51028.157 

8908240156 Errata to iranscrlpt ol Special NRC Committee to Rovlew Severe Accident 
Risks Rept (NUREG-1160) 890710 meeting In Rockville, MD 
* Special Committee to Review Severe Accident Rlsk9 Rept 09/07/10. 206pp. 
51004 121-51005,050 


8908240172 Errata to transcript ol Special NRC Committee to Review Severe Accident 
Risks Rept (NUREG-1160) 890711 meeting in Rockville, MD, 

* Special Committee lo Review Sovoro Accident Rl9ke Rept, 89/07/11 215pp, 
51002 231-51003,067 


8906240175 Errata to transcript of Special NRC Committee to Review Severe Accident 
Risks Repl INUREG-1 150) 090712 meeting In Rockville.MD, 

* Special Committee to Review Sovoro Accident Risks Ropt. 89/07/12 375pp 

5io63oea-5ioo4 120 

8906240316 Responds lo 880330 llr ro suggested rev lor Inclusion In NUREG/CR - 
4735, Vol 5 Disagrees that rev Incorporated Into Improvod drall ol ropt could be done 
at no addl cost vol 5 end W/o oncl 

INTER RANTE.CG. National Institute ol Standards & Technology (lormorly National 
Bureau ol Slanda FIN A-4171. HIWR 09/05/31 PETERSON, C Division ol High 
level Waste Management (Post 870413) Ip 51005 052-51005 052 


8908250040 Forwards "Cooper Nuclear Stalion DCRDR Suppl III to Summary Ropt," 
par NRC 8B0714 request that Suppl III address activities of both 1980 & 1989 
outages Rept also provides status of individual human engineering discrepancies 
TREVORS, GA Nebraska Public Power District NLS09OO299 09/00/16 Document 
Conlrol Branch (Document Control Desk) 2p p 51020 322 51021 138 

6900250274 Informs that ulil fully meols requirements ol NUREG 0737, Suppl 1 ro 
SPDS Info on areas where current SPDS design & NUREG 1342 requirements differ 
will be provided by 89091 5 

COCKFIELD.D.W Porlland General Electric Co GL89 08 69/03/15 Document Con 
trol Branch (Document Control Desk) Ip 51029 145 51029 145 

6908250313 Forwards Rev Vlll ol Reg Guide 1,97 instrumentation list Rev reflecls 
actual Instrumentation used to comply w/terms of reg guldo & to fulfill commitment 
made during Insp 89 19 to upgrade Instrumenl list 

TREVORS.G A Nebraska Public Power District NLS6900302 89/08/21 Document 
Control Branch (Document Control Desk) 35pp 51020 025-51020 059 

8908280015 Advises that closed-circuit tefovislen no former needed in support of fechnl 
cal support clr.por NUREG-0578, NUREG 0737, Reg Guido 1 97 & Insp Rept 50-331/ 
06-20 Television may bo dismantled & removed from conlrol room for coiling mods 
MINECK.D L. Iowa Electric Light & Power Co NG-89 2108 89/08/15 MURLEY.TE 
Offlco of Nuclear Reactor Rogulalior*, Director (Post 870411) 2pp 51040 253- 
51040 254 

8908280019 Provides Into ro pressurizer safety valvo loop seal temps at facility, per 
800127 commitment Results ol calculations concerning PORV loop soal temps Indi 
cate that util can oporato PORVs at tower temp 

SIEBER.J D Duquesno Light Co 80/08/08 Documont Conlrol Branch (Document 
Control Dosk). 2pp 51042 356-51042 357 

6908280005 Requests addl Inlo ro util 080616 application for Tech Spec change (or 
core exit thormocoupto sya Info roquostod within 28 days of ltr data 
MCNEIL, S A Pro|oct Direct oral o 1-1 GL 83-37. 89/08/21 CREEL, G C Baltimore Gas 
& Elec trio Co 4pp. 51043 004 51043 007 

8908280087 Forwards updated omergoncy operating procedure rev schedule, per Insp 
Ropts 50-277/89 01 & 50 278/09 81 A NUREG 1356 Plant-specific technical guldo 
linos not controlled document 

SMITH, D.M. Philadelphia Efoctrlc Co CCNB9 14132 89/08/18 Documont Control 
Branch (Document Control Desk) 5pp 51040 248-51040 252, 

8908280134 Forwards Suppl to NUREG 0974, "Final Environ Statement ro Oporatlon ol 
Facility," as part ol response to B00228 doclslon by US Court of Appeals 
VARGA, S A Division ol Reactor Projects • I/ll {Post 870411) 09/08/16 
HUNGER.G A, Philadelphia Electric Co 57pp 51037 004-51037,060 

8908280147 Forwards Amond 171 to Llcenso DPR-52 & safety evaluation Amond cor- 
rects typos, provides consistency between Toch Spsc Tablas 3 2 F,4 2 F & Pago 6 0 
20 & removes stated accident condition roqulromont9 

BLACK.S Assistant Director (or Projects TAC 72254 80/08/22 KINGSLEY, O D 
Tonnosseo Valley Authority 2pp 61040 220 51040 237 

-0908280163 Safoty evaluation supporting Amond 171 to Llconse CPR-52 

• Olflco ol Nuclear Reactor Regulation, Director (Post 870411) 09/08/22 3pp 
51040 235-51040.237. 

8906280168 FOIA roquost lor ACRS ropls listed, Including NUREG- 1 1 60 
MCCULLOUGH.V. Native Americans for a Clean Environment 09/07/25 
ROBINSON, L NRC - No Detailed Alliliatlon Given Ip 51030 334 51030 334 

8908209173 Final response to FOIA roquost for documents Informs that App A docu 
ments available In PDR NUREG 1160 also available free ol chorgo from Distribution 
Svcs Soction.NRC App D cfocumonl totally withheld (ret FOIA Exemption 5), 
GRIMSLEY.OH. Division ol Freedom of Informallon & Publications Soivlces (Post 
800205). GL 89-19, 80/06/22 MCCULLOUGH.V Native Americans fora Clean Envi- 
ronment 4pp 51030 335 51030338, 

8908280311 Stall requirements memo ro 890601 briefing on operating reactors & luol 
tacilitlos In Rockville.MD Commission oxprossod disappointment In long term operating 
parlormanco ol Turkoy Polnl Nucloar Power Ptant 

CHILK,SJ. Olflco of the Secretary ol Iho Commission M090601B 80/08/10. 
STELLO.V Qfo ol the Executive Director for Operations 3pp 51043 013-51043 015 

8608290274 NUREG/CR-2331 V09 N1 SAFETY RESEARCH PROGRAMS SPON- 
SORED BY OFFICE OF NUCLEAR REGULATORY RESEARCH, Progress 
Report, January 1 • March 31, 1909 

WEISS, A J Brookhavoa National Laboratory FIN A-3024. BNL-NUREG-51454, 09/ 
OB/31. Office of Nucloar Regulatory Research, Director (Post 860720). 105pp 
61O46'208-51O4O 090. 

8606290283 NUREG- 1337 R01 STANDARD REVIEW PLAN FOR THE REVIEW OF FI 
NANCI A L ASSURANCE MECHANISMS FOR DECOMMISSIONING UNDER 10 CFR 
PARTS 30, 40, 70 AND 72 

* Division of Low Levol Waste Management & Decommissioning {Post 870413) 80/ 
00/31 43pp 51048,109 51048,164, 


8988246318 Forwards corrected pages to NUREG/CR-4735,Vol 6, "Evaluation & Com 
pilabon ol DOE Waste Package Test Data." W/o end. 

INTER R ANTE, C.G National Institute ol Standards & Technology (formerly Nallonat 
Bureau ol Slanda FIN A-4171 HLWR 09/00/16 PETERSON.C. Division of High 
Level Wasie Management (Post 870413) Ip 51005 051-51005 051 

0906250012 NUREG/CR-4918 VOS CONTROL OF WATER INFILTRATION INTO NEAR 
SURFACE LLW DISPOSAL UNITS Progress Report 

SCHULZ, R K California, Unlv. of, Berkeley, CA, R1DKY.R W Maryland, Unlv. of, Col- 
feed Park, MD, O'DONNELL, E NRC - No Detailed Affiliation Given FIN B-8958. 89/ 
08/31. Division ol Engineering (Posl 870413), 30pp. 61010 154-61018:184. 


B90629026B NUREG-1336 ROI STANDARD FORMAT AND CONTENT GUIDE FOR FI- 
NANCIAL ASSURANCE MECHANISMS REQUIRED FOR DECOMMISSIONING 
UNDER 10 CFR PARTS 30. 40, 70 AND 72 

* Division of Low Levol Wasle Management & Decommissioning (Posl 070413) 80/ 
08/31. 137pp 61048H65 51040 297 

8908300054 NUREG/CR 5308 STEEL IMPURITY ELEMENT EFFECTS ON POSTIRRA 
DIATION PROPERTIES RECOVERY BY ANNEALING Final Report 
HAWTHORNE, J.R, Materials Engineering Associates, Inc FIN B-OOOO MEA-2354. 89/ 
08/31, Division ol Engineering (Post 070413) 183pp. 51053.029 51053,213. 
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8908300116 NUREG/CR S155 THE THERMAL INSTABILITY OF CESIUM IODIDE 
EIRICK,R M , MERRILL. R M , OUELLETTE, A L Sandra Nalional Laboratories FIN A 
1227 SAND88-1 187 B9/08/31 Division of Systems Research (Post 880717) 109pp 
51053 214-51053 323 

8908300143 NUREG 0750 V29 101 INDEXES TO NUCLEAR REGULATORY COMMIS- 
SION ISSUANCES January- March 1989 

’ Division of Freedom of Information & Publications Services (Post 890205) 89/07/ 
31 47pp 51075 256-51075 301 

8908300152 NUREG-0750 V29 N05 NUCLEAR REGULATORY COMMISSION (S 
SUANCES FOR MAY 1989 Pages 395-463 

* Division of Freedom of Information & Publications Services (Post 890205) 09/07/ 
31 76pp 51075 177-51075 252 

8908310061 NUREG-1365 REVISED SEVERE ACCIDENT RESEARCH PROGRAM 
PLAN Fiscal Year 1990- 1992 

* Division ot Systems Research (Post 880717) 09/08/31 36pp 51075140 
51075 176. 

8908310069 NUREG-1377 NRC RESEARCH PROGRAM ON PUNT AGING LISTING 
AND ABSTRACTS OF REPORTS ISSUED THROUGH FEBRUARY I, 1989 
KONDIC.NN Division of Engineering (Post 870413) 89/08/31 73pp 51075 068 
61075 139. 

8908310080 NUREG/CR 4667 V06 ENVIRONMENTALLY ASSISTED CRACKING IN 
LIGHT WATER REACTORS. Semiannual Report October 1987 - March 1988 
SHACK, W J , KASSNER.TF, MAIYA.PS Argonne National Laboralo/y FIN A-2212 
ANL 89/10 89/08/31 Division ol Engineering (Post 870413) 66pp 51075 001- 
51075 067 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 


6807130193 Requests review of end draft guidance re consideration of global climahc 
change in environ do cu men Is prepared par NEPA & AA Hill forwarding Hr, did 090621 
MILLER.C L Standardization & Non Power Reaclor Project (Directorate (Pre 860730) 
89/07/06 TREBY.SA Assistant General Counsel for Rulemaking & Fuel Cycle 2pp 
50532 129 50532 149 

8907130187 Requests review ol end CEQ 890621 draft guidance re consideration of 
global climalic change in environ documents prepared per NEPA, by 890713 Com- 
ments & opinion on etfect ol guidance may have on NRC regulations requested 
MILLER.C L Slandardizalion & Non Power Reaclor Project Directorate (Pre 890730) 
89/07/06 CUNNINGHAM, LJ Radiation Protection Branch 2pp 50536 134- 
50536 164. 

••8908070456 Forwards draft memo providing guidance re conslderafion of global cfi 
mactic change in environ documents prepared per NEPA, (or commenl not later than 
890731 

HILL, A A Council on Environmental Quality 89/06/21 Commissioners 19pp 
50536 136-50536 154 

8907200019 NRC Info Notice 89 057, "Unqualified Electrical Splices in Vendor Supplied 
Environmentally Qualified Equipment " Svc list enc) 

ROSSI, CE Division ol Operational Evenls Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of New York. Inc 106pp 5071 1 333 50712 078 

8907270121 Suppl 1 to NRC Bulletin 88 010, "Nonconforming Molded Case Circuit 
Breakers " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) IEB 88-010 
88/00/03 Consolidated Edison Co ot New Yoik, Inc lOSpp 50904.148-50904 253 

8907280169 NRC Info Notice 89 058, ''Disablement of Turbine-Driven Auxiliary Feed- 
water Pump Due to Closure of One of Parallel Sleam Supply Valves." Svc list end 
ROSSI, CE Division- of Operalional Events Assessment (Post 870411) 69/08/03 
Consolidated Edison Co of New York, Inc 106pp 50900 005-50900 1 10. 

8907280248 Forwards results of genenc fundamentals exam section of written licensing 
exams lor Region III After 891001, exam results will not be numerically averaged w / 
site specilic sections but will be recorded as passed or tailed 
PERKlNS.K E Operator Licensing Branch 89/07/17 WRIGHT, G C. Region 3, Ofc of 
the Director 92pp 50691 055-50691.146. 

8907280253 Forwards results of generic fundamentals exam section of wntten licensing 
exams for Region IV After 891001, exam results will not be numerically averaged w7 
Site specific sections but will bo recorded as passed or failed. 

PERKlNS.K E. Operator Licensing Branch 89/07/17 JAUDON.J P Region 4, Ofc of 
the Director, 81pp. 50690 334-50691.054 

8907280280 Discusses results of PWR & BWR generic fundamentals exam section of 
written licensing exam administered on 890628. Results of graded exams for 
region, exams w/answers & cover Hr senl to each of 14 facilities within region.encl 
PERKlNS.K E. Operator Licensing Branch 89/07/17 PEEBLES, T Region 2, Ofc of 
the Director 87pp 50698 291-50690 017 

B90728Q31S Forwards biweekly notice of applications & amends to OLs Involving NSHC 

K '-lishod in FR on 690531 & 0628 W/o encl, 

RLEY.TE. Office of Nuclear Reactor Regulation, Director (Post 870411) 89/07/ 
19 BREAUX, J.B Senate, Environment & Public Works 2pp. 50707 126-50707 127. 

8907280324 Discusses results of PWR & BWR generic fundamentals exam section of 
NRC written licensing exam administered on 890628 Results of graded exams for 16 
facilities within region.exams w/answers & cover llrs to fact lilies, encl 
PERKlNS.K E Operator Licensing Branch 89/07/17 GALLO, R M. Region 1. Ofc of 
Ilia Director. 89pp 60709 143 50709.231. 

8907280342 Request lor OMB review & supporting statement re DOE/NRC Form 741 & 
741A, "Nuclear Matt Transaction Rapt & NUREG/BR-0006." 

AMENTA, J A, Office of Information Resources Management (Post 690205) OMB- 
3150-0003 89/07/19. 8pp. 50735089 50735 096. 


8907280354 Request for OMB review & supporting statement re IAEA Form f)7l, 
"Design Into Quesiionnaire " Estimated respondent burden Is Oh 
AMENTA, J A Office of Information Resources Management (Post 690205) OMB 
3150 0056 89/07/19 32pp 5070/ 159 S0707 189 

8907280357 Forwards biweekly notice of applications & amends to OLs involving ICSHC 
published in FR on 890712 W/o encl 

MURLEY.T E Office ol Nuclear Reactor Regulation, Director (Pest 870411) 69/97/ 
24 BREAUX, JB Senate, Environment & Public Works UDAU..M K House ct Reb 
I nterior & Insular Affairs SHARP, P R House of Rep , Energy & Commerce 2pp 
50735 087 50735 088 

8907310002 Forwards Generic Ltr 89-13, "Svc Water Problems Affecting Safety Related 
Equipment " Licensees & applicants should advise NRC within 180 days re estab'uh- 
menl of programs to implement generic ltr recommendations 
PARTLOW.JG Associate Director lor Projects (Post 870411) GL-89 13 89/07/16 
Office of Nuclear Reactor Regulation, Director (Post 870411) Ip 50738210- 
50738 226 

8907310352 Comments on encl summary of problem evenls re control components at 
mospherlc dump valves Rept covers both designs used In atmospheric dump va've 
applications 

MILLER, HL Control Components, Inc 09/07/18 LOBEL.R NRC - No Detailed AIL 1 
ation Given 3pp 50724 144 50724 146 

8908020231 Informs of most recent results of meetings w/Commonwealth of M A oFi 
cials & outstanding issues re exercise preparation from perspective ol F£MA Summary 
of results of 090619 meeting encl Issues discussed at meeting listed 
KWIATKOWSKI.D Federal Emergency Management Agency 69/07/19 CONCEIT 
Division ol Radiation Protection & Emergency Preparedness (Post 870411) Tpp 
50764 229-50764 236 

8908030062 Discusses American Red Cross participation In offsite plannng lev 
plant FEMA finds Commission ruling applicable to plant Requests to be informed NRC 
find Commission ruling acceptable to apply m review 

KRIMM.RW Federal Emergency Management Agency 88/09/26 CONGEL.FJ Or/v 
sion ot Radiation Protection & Emergency Preparedness (Post 87041 1) 4pp 
50793 001-50793 005 

8908030255 Responds to NRC 89042/ Mr re notification of NRC of employees potential 
safely Issues Company does not have any restrictive clauses ol nature described in 
NRC Hr In any current or previous agreements w/employees 
BRENNER.JH El du Pont de Nemours & Co, Inc 09/07/21 STELLO.V Ofc of the 
Executive Director for Operations 2pp 50706 330-50786 339 

8908040280 Notification of 890718 meeting w/ owners group chairmen in Rock vile, MD 
to discuss STS review 

REINHART.M Technical Spociiicatlons Branch 09/07/14 CALVO.JA Technical 
Specifications Branch 2pp 50799 273-50799 274 

89080700B1 Responds to 090021 request for review & comments on draft guidance re 
conslde/atlon of global climatic change In environ documents prepared per 
NEPA Implementation of guidance should do mailer of agency discretion 
STELLO.V Ole ol the Executive Director tor Operations 89/07/24 HILL, A A Council 
on Environmental Quality 5pp 50823 272-50823 276 

8908070362 RIL-162 Research Info Llr 162 submits results of Core II lest senes et 
JAERI slab core tesl facility No unresolved questions w/ respect la regulatory issuoof 
core heal transfer during reflood phase of large break LOCA Idenhfiod 
BECKJORD.E S Office of Nuclear Regulatory Research, Director (Post 860720) 89/ 
08/03, MURLEY.T E Office ol Nuclear Reaclor Regulation, Director (Post 870411) 
4pp 50823 313-50823 316 

8908080169 Forwards final FEMA rept on 881102 emergency response 
exercise Identified deficiency promptly corrected Resolution of weaknesses, identified 
by FEMA.should bo corrected prior to next full scale emergency preparedness exer- 
cise 

COLLINS, D M Region 2, Ofc of the Direclor 89/07/28 HARRIS, E B Alabama Power 
Co. 2pp 50057 339-50850 035 

8908090033 Forwards.for into, fact sheet providing answers to Green Miller questions ro 
NRC personnel policy & performance based personnel actions 
STELLO.V Ofc of the Executive Direclor lor Operations CCS 89/06/16 WILSON,P 
Senate, 3pp 50862 100-50862-105 

-•6908090036 Forwards L Green-Miller llr re personnel policy mlo.lor consideration & re- 
sponse 

WILSON.P. Senate 89/05/24. Commissioners 3pp. 50862-103-50862-105 

8908090149 Responds to 890621 Hr re Into required to respond to Nebraska Public 
Power District Inquiry re proposed Increase In tees recovered by NRC Background Info 
on NRC user lees conlalned In House Rept 101-56 

STELLO.V, Ofc of the Executive Director for Operations. CCS 89/07/18 
KERREY.J R Senate 2pp. 50902 333-50902 337. 

-8908090161 Forwards Nebraska Public Power District 890407 Hr re proposed increase 
In NHC fees, for response, 

KERREY.J.R Senate 89/06/21 BRAD8URNE.JC Congressional Affairs. 3pp 
50902 335-50902-337 

8908090155 Forwards NRC Third Quarter FY89 base table.for Info 
RATHBUN.D K Congressional Affairs CCS 09/07/19 BREAUX, J Senate, Environ 
ment & Public Works UDALL.M K House of Rep, Interior & Insular Affairs 
SHARP, P R House of Rep , Energy & Commerce 7pp 50862 106-50862:112 

8908090242 Responds to 890626 Hr re meeting to discuss development of electronics 
& instrumentation products & sves of Interest to nuclaar Industry Mealing proposed 
between constituents & JM Taylor on 890725 in Rockville, MD 
STELLO.V Ofc of the Executive Director for Operations CCS 89/07/21 
DUNCAN.J J House Of Rep. 2pp 50862 086-50862 099 


8907280347 Request for OMB review & supporting statement ra DOE/NRC Form 740M, -8908090245 Requests meeting between NRC representative & presidents of listed 

"Concise Note ” Estimated respondent burden is minus 1 ,440 h. technology based firms during 890725-27 

AMENTA, J A. Office of Information Resources Management (Post 890205). OMB DUNCAN.J J House of Rep 89/06/26 DENTON.H Congressional Affairs I2pp 

3 1 50-0057. 89/07/18. 6pp 50705 337-50705-342. 50802 088 50862.090 
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5908090519 Advises that util will perform systematic review of procedures & agree 
rrents to assure restrictive clauses not present, per 890728 request Util did not receive 
690427 ftr 

FRANKLIN, HA Southern Company Services, Inc 89/08/01 CRUTCHFtELD.O Asso- 
ciate Director lor Special Projects (Post 090101) Ip 50902 312 50902 312 

8-908100128 NRG tnlo Notice 89 059, "Suppliers ot Potentially Misrepresented Fasten 
ers " Svc list onci 

ROSSI.CE Division o( Operational Events Assessment (Post 870411) IEB 87 002 
69/08/16 Consolidated Edison Co ot New York, Inc 106pp 50992 315 50893 060 

69031 00172 Forwards paper entitled, "Radiation Protection StdsNRC Perspective,” for 
presentational ANS 891126 30 meeting in San Francisco, CA 
CONGEL.FJ Division ot Radiation Protection & Emergency Preparedness (Post 
870411) 69/07/28 MCCLURE, LW American Nuclear Society ip 50892 001 
50892 Ot t 

-8900109192 Paper enlilled, "Radiation Protection StdsNRC Perspective,” for presen 
talon at AHS meeting on 091 126 30 in San Francisco, CA 

CONGEL.FJ NRC - No Detailed Affiliation Given 89/11/26 lOpp 50892002- 
50892 011 

6903110095 Forwards ‘‘FEMA Final Rept on Sequoyah Nuclear Plant Emergency Re- 
sponse Exercise," conducted on 801214-15 No deficiencies noted Scenario should be 
developed for next full-scale exercise to test areas requiring correction 
VYiLSON,8 A Assistant Director tor Inspection Programs 89/07/28 KINGSLEY.Q D 
Tennessee Valley Authority 2pp 50D95 093 50895 154 

6903110155 Forwards FEMA 890627 Hr transmitting FEMA exorcise rept for plant May 
1989 exercise No deficiencies noted Nine areas requiring correclive action 
xfe nutted NRC expects that util will devote attention to resolve concerns 
GREGER.LR Region 3, Ofc ot the Director B9/0Q/04 REED.C Commonwealth 
Edison Co 2pp 60893 13B 50893 152 

•69031 10207 Forwards FEMA Region II rept for 871027-29 exercise at plant & 890714 Hr 
transmitting rept No deficiencies noted AreaB requiring corrective action & areas rec- 
ommended for improvement Identified 

BELLAMY.RR Region 1, Ofc ot the Director 09/00/01 MECREDY.RC, Rochester 
Gas, 8 Electric Corp 2pp 50D92 281-50093 009 

6908110246 Forwards "Radiological Emergency Preparedness Exorcise Evaluation 
Repl, Limerick Generating Station, " for oxerclso on 090614 Deficiency noted re Inad- 
equate response capability by Lower Pottsgrove Township 

KWJATKOWSKt.D Federal Emergency Management Agency 89/07/31, CONGEL.FJ 
Orv.sion of Radiation Protection & Emergency Preparedness (PobI 070411). Ip 
50894 315 50894 327 

-8908110240 "Radiological Emergency Preparedness Exercise Evaluation 
Rent. Limerick Generating Station " 

* Federal Emergency Management Agency 09/06/30 12pp 50804 316-50094 327. 

8908140085 NRC Info Notice 09 060, “Maint ol Teletherapy Umls" Svc list onci 
CUNNINGHAM, R E, Division ot Industrial & Medical Nuclear Safety (Post 870729) 
E9/0B/18 Consolidated Edison Co ot New York, Inc I07pp 50993 061-50993 1G6 

6988150169 Comments on chemical toxicity of UF6 re radiation dosos, discussed In 
draft rept containing technical support on development ot guidanco levols for U 
uptake consequent to accidental UF6 roloases 

ROUSE.LC Fuel Cycto Safety Branch 09/07/20 COOL, DA Radiation Protection & 
Heafth Effects Branch 2pp, 50952 331-50952 332 

8906150224 Notification of 890817 meeting w/owners groups In Rockville, MD to dis 
cuss NRC markup of Chapters 1 & 3 of proposed STS Agenda end 
FISCHER, OC Technical Specifications Branch 80/00/03 CAL VO, J A Technical 
Specifications Branch 3pp 509)7 100-50917,110 

8908150227 Notification of 890803 mooting w/utlls,EPRI, Science Applications Inti Corp 
3 BNL In San Francisco, CA to discuss risk & reliability basod alternatives to current 
Tech Specs, Agenda end. 

FJSCHER.DC Technical Specifications Branch 89/07/28 CALVO.JA Technical 
Specifications Branch 3pp 50917101-50917103 

8905160082 Summary of Operating Roactors Events Meeting 89 2B on 890002 List of 
aitendeos.ovonla discussed S significant elements of events & summaries of reactor 
scrams for wks ending 690723 & 30 end. 

HAUGHNEY.C J Evonla Assessment Branch OREM 89 020 89/08703 ROSSI.CE, 
Division ol Operational Events Assessment (Post 070411) 20pp 61025.001- 
51028 020 


8908240211 Forwards "Final Radiological Emergency Preparedness Exercise Rapt," for 
River Bend Nuclear Generating Station on 090301 No deficiencies identified & only 
four areas require corrective actions 

KWIATKOWSKI.D Federal Emergency Management Agency 89/08/10 CONG EL, F 
Division ol Radialion Protection & Emergency Preparedness (Post 8704111 ip 
51019 028 51019 086 ' y 


— 89DB240213 "Final Radiological Emergency Preparedness Exercise Repl," on 890301 
for River Bend Nuclear Generating Station 

‘ Federal Emergency Management Agency 89/00/01 57pp 5)019 029 51019086 


8908240302 Forwards “Joint Exercise Rept, Enrico Fermi II Nuclear Power Plant” of ex 
orclse conducted on 8B05l8Otfsile radiological emergency preparedness adequate to 
provide reasonable assurances that appropriate measures can be taken 
KWIATKOWSKI.D Federal Emergency Management Agoncy 89/08/03 CONGEL.FJ 
510161 B 1 5 i* Pro,ecllon S Emergency Preparedness (Post 070411) 2pp 


—8908240304 "Joint Exercise Repl, Enrico Fermi II Nuclear Power Plant" for exorcise 
conducted on 880510 

* Federal Emergency Management Agency B9/07/27 70pp. 5)016 183 51916 261 

8908200216 Forwards FR notice of applications & amonds Issued to proposed OLs in 
volvlng NSHC.per Public Law 97 415 W/o onci 

MURLEY.TE Office of Nuclear Reactor Regulation, Oirector (Past 870411) 89/08/ 
16 BREAUX, J B Senate, Environment & Public Works SHARP, P,R House of Rep , 
Energy & Commerce 2pp 51042 287-51042 288 


PR PROPOSED RULE 


8907120082 Proposed rule 10CFR2, "Informal Hearing Procedures for Nuclear Reactor 
Operator Licensing Adjudications " Proposed rulo extends comment period for addl 45 
days 

CHiLK.S J Office of the Secretary ot the Commission AD17-1 t2 89/07/03 2no 
50496 106 5D496 107 

8908010135 Informs of Russell Library Interest in housing & maintaining public docu 
men! collection (or plant, per NRC FR notice 

PORTER, ST Middlotown, CT 54FR26863 89/07/84 MEYER, D Regulatory Pubtica 
lions Branch 4pp 510t5089 51015 091 

8900020287 Gommont on proposed rule I0CFR50. "Acceptance ol Products Purchased 
lor Use In Nuclear Power Plant Structures, Sys A Components" Existing 
rogulatlons,codes & stds including industry procurement improvement activities are 
adequate 

CAMPBELL, TG Arkansas Power & llghl Co 54FR922D 00059 89/07/07 CHILK.S J 
Office ot Hie Secretary ol the Commission 5pp 50766 279-50780 2B3 

89Q8D20310 Comment on proposed rulo 10CFR50. “Acceptance ot Products Purchased 
for Uso In Nuclear Power Plant Structures, Sys & Components" Util concur® w/ 
NU MARC response Itr on Issues as presented In 090306 FR nollce 
LEONARD, JD Long Island lighting Co 54FR922B 00062 Q9/O7/10 CHILK.S J 
Office of the Secretary of the Commission 3pp 50786 204-50786 206 

5906090186 Responds to 830809 Itr ro S Johnson statements on potential disposal ot 
low level waste considered bolow regulatory concern NRC has action underway to de- 
velop broad Commission exemption policy 

STELLO.V. Ofc of tho Executive Director for Operations CCS 89/07/19 PENNY,! J 
House of Rep, 13pp. 50062 043 50862 055 

8908090268 Comment opposing proposed rules 10CFR50.72 & 170, "Storage ol Spent 
Nuclear Fuel In NRC-Approved Storage Casks at Nuclear Power Reactor Sites " 
LAGE.K Affiliation Not Assigned 54FR1 9379 00267 89/07/31 Docketing S Services 
Branch Ip 60877 214 50B77 2 14 

8908090283 Comment on proposed rules 10CFR50.72 & 170, "StorDge ot Spent Nucie 
ar Fuel fn NRC-Approved Storage Casks at Nuclear Power Reactor Sites" Suggests 
that scope of proposed rule bo broadenod to Include all forms of dry storage modules 
LAGGART.MW General Public Utilities Corp - GPU Service Corp 54FR1 9379 00268 
89/07/25. Documont Control Branch (Document Contra) Desk) tp 50877 215- 
60877 215 

B90B09033G Comment supporting proposed Chapter 1 re policy statement on exemption 
from regulatory control 

TREPAL.C Sierra Club 63FR49B86 00230 89/07/16 Document Control Branch 
(Document Control Desk). Ip 60877 216 50B77 216, 


(W4160129 Suppl 2 to NRC Into Notice 88 040, "Licensee Ropt of Defective Refur- 
bished Valves Svc list enct. 

ROSSI.CE Division of Operational Events Assessment (Post 070411), IEIN-8B04B, 
89/0B/2 2 Consolidated Edison Co of Now York, Inc 100pp. 50990 039-50090,137 

4903160307 Submits Research Info Ltr 163 to provide results of tests conducted In oy- 
fcrvdrical core test facility by Japan Atomic Energy Inst, per 2D/3D Inti LOCA research 
program W/o slated MPRS Assoc, Inc repts analyzing data 

BECKJORD.E S Oftico of Nuclear Regulatory Research, Director (Post 860720). 89/ 
08/03 MURLEY.T.E, Office of Nuclear Reactor Regulation, Director (Post D7041 1), 
4pp 50938 354-50936 3 57 

0906170410 Forwards Commission blwoekly notice of applications & amends to OLs In- 
volving NSHC published in FR on B90726W/O onci 

MURLEY.T.E Office of Nuclear Reactor Regulation, Director (Post 870411) 89/00/ 
08. BREAUX, JB Senate. Environments. Public Works Ip 60946 286-80946 266. 

89O01BOO67 Provides followup to 890801 Ur re settlement agreements, Review con- 
cludes that no restrictive clauses would prohibit or limit employee or atly for employee 
from coming to A providing safety Info to NRC 

FRANKLIN, HA Sou thorn Company Services, Inc 09/08/14, CRUTCHFIELD.D. Asso- 
ciate Director for Special Projects (Post 890101) Ip 50970 163-50970.163 

89081 60284 Forwards Generic Ur 89-13, “Svc Water Sys Problems Affecting Safety- 
Related Equipment," Issued on 0907 10, W/o end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) GL-B9-13, 89/ 
07/23 HIATT, S,L Ohio Citizens for Responsible Energy. Ip 60958'263-50958,263 


8908090343 Comment opposing proposed rules 10CFR50.72 & 170, '’Storage of Spent 
Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor Sitos " 
MORRIS.D Affiliation Not Assigned 64FR10379 00269 09/07/31 Docketing & Sorv- 
Icos Branch, Ip 60077 217-50877.217, 

8906090360 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

TREPAL.C Cuyahoga County Concerned Citizens, 53FR490B8 00231. 89/07/21. 
NRC - No Del all od Affiliation Given Ip. 50877, 21Q-50077'218 

8908090303 Comment opposing proposed rules 10CFR5O.72 & 170 "Storage ol Spent 
Nuclear Fuol In NRC-Approved Storage Casks at Nuclear Power Reactor Sites " 

* Affiliation Not Assigned, 54FR10379 00260, 89/07/31 Docketing 8 Services 
Branch, tp 50B77 213-50877 213, 

8908100139 Forwards Ml Lewis 890501 Hr detailing suggestions re Dept of Labor sotte- 
lemln agreements in response lo FR notice on proposal to amend Commission regtr 
lallons 

CRUTCHFIELD.D, Associate Director for Special Projects (Post 890101) 54FR30049 
89/07/25 TREBY.S A Office of the General Counsel (Post 860701). Ip. 608B4 320 
6OQ04’32t, 

8908100145 Informs that mil endorses response by NUMARC forwarded under cover Itr 
did 890628 & signed by JF Colvin re advance notice of proposed rulemaking, "Ac 
ceptance lor Products Purchased lor use In Nuclear Power Plant Structures 
KEISER.K.W Pennsylvania Power & Light Co 54FR9229 00064. 89/08/02 
CHILK.S J Office of the Secretary of the Commission, ip 50902 343-50902 343 
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8908100153 Comment re proposed rule 10CFR50, "Acceptance of Products Purchased 
for Use in Nuclear Power Plant St-ructures.Sys & Components " Endorses nuclear 
power industry comments & positions ottered to NRC by ref NUMARC Hr did 890626 
BIRD.RG Boston Edison Co 54 FR9229 00063 89/07/28 CHILK.S J Office ol the 
Secretary ofthe Commission 2pp 50884 322 50884 323 

8908140026 Comment opposing proposed rules 10CFR50.72 & 170 re cutting public out 
ot decisionmaking process in case ol rad waste storage permits 
- Affiliation Not Assigned 54 FR 19379 00270 89/08/04 Docketing & Services 
Branch Ip 51049094-51049094 

8908140036 Comment opposing proposed rules 10CFR50.72 & 170 re cutting public out 
of decisionmaking process in case of radwasla storage permits 
SCHMIDT.L Affiliation Not Assigned 54FR19379 00271. 89/08/08 Docketing & 
Services Branch ip 51049 093-51049 093 

8908140061 Comment opposing proposed rules 10CFR50 & 73 re Rev 8B (o NUMARC 
access authorization program Proposed temporary clearance program would lend 
easily to abuse 

CANDELA, M S Detroit Edison Co 53FR7534 00072 89/07/26 Docketing & Services 
Branch 2pp 51049 091 51049 092 

8908140422 Expresses interest in Thames Valley State Technical College becoming re- 
location sito tor IPDR tor ptanl 

PRICE, PS Connecticut. Stato ol 54 FR 268 63 00002 89/07/31 MEYER, D Regula- 
tory Publications Branch 2pp 50946 100 50946 181 

8908180189 Comment opposing proposed rules 10CFR30.40,50,60,70,72 & 150, "Pre- 
serving Free Flow ol Into to Commission" Existing raws & regulations adequate to 
ensure liee flow Ol info 

5IECK.PE Ohmart Corp 54FR30049 00002 89/08/09 Docketing & Services 
Branch 2pp 50945 245 50945 246, 

8908210193 Comment opposing proposed Chaptor 1 re policy statement on exemption 
from regulatory control 

STEINMAN.S Affiliation No! Assigned 53FR49686 00232 89/08/10 NRC - No De- 
tailed Affiliation Given 3pp 50945 326 50945 328 

8908210242 Comment opposing proposed Chapter t re policy statement on exemption 
from regulatory control 

PRINGLE, BC Ohio, State of 53FR40686 00233 89/08/09, NRC ■ No Detailed Affiti 
alien Given 2pp 51074 140 51074 141 

8908220063 Final Rulemaking 10CFR2, "Rules ol Practice for Domestic Licensing Pro 
coedings • Procedural Changes In Hearing Process" Rules ol Practice amended lo 
Improve hoarmg process w/diie regard for rights ot parties 

CHILK.S J Ollico of the Secretary ol the Commission 51FR24365 89/08/02 69pp 
51074 144 51074 212 

8908220402 Comment opposing proposed Chaptor 1 re policy statement on exemption 
from regulatory control 

BULLOCK, W A. SIMKtNS BULLOCK Affiliation Not Assigned 53FR49886 00234 89/ 
08/14 LAHS.W Dockonng & Services Branch Ip 50994:139-50994 139 

8908230368 Forwards Regulatory History A017-1 Enel filed in Central Files 
SMITH.K Ollice of the General Counsel (Post 860701) AD17-1 01 89/08/14 Docu- 
ment Control Branch (Document Control Desk), ip 50984 107-50984 140 

8908250010 Comment on draft technical position re tectonic models Jn assessment of 
performance ol high level radwasto repositories 

SIEGEL, JR US Council for Energy Awareness S4FR 25762 00002 89/08/18 Free 
dom ol Information & Local Public Document Room Branch 3pp 51010, 047- 
SI 019 049 

8908250013 Comment on draft technical position re tectonic models in assessment ol 

C erformance of high level radwaste repositories 
tILLS.L Edison Electric Institute 54FR25762 00001 09/08/18 Freedom of Informa 
lion & Local Public Documenl Room Branch 6pp 51018 050 51018 055 

6908290096 Comment opposing proposed Chapter 1 re policy statement on exemption 
Irom regulatory control 8olow regulatory concern designation arbitrary & capricious 
KLINE, C Lake County Concerned Citizens, OH 53FR49866 00235 09/08/18 Dock- 
eting & Services Branch Ip 51055 001-51055 001 

8906300234 Requests that end bo subsliluted (or atlachmenl (o 890801 memo re 
NUMARC comments on proposed access authorization requirements 
GRAY, JR NRC • No Detailod Affiliation Given 53FR7534 89/08/03. CHILK.S J 
Office ol the Secretary ol the Commission TRE8Y.S A Office ol the General Counsel 
(Post 860701) FRATTALI.S O OHice ol Nuclear Regulatory Research, Director (Post 
060720) Ip 51115 305 51115 329 

-8908300236 "Industry Guidelines lor Nuclear Power Plant Access Authorization Pro- 
grams " 

Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage 63FR7534 89/08/31. 24pp 51115 308 51115 329 

8908300240 Comments on proposed rulemaking 10CFR5D a 73 re access 
authorization Believes that appeals process established in recently Issued litness lor 
duty rule provides good example of appropriate process Industry guidelines eric I 
COLVIN.J F Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage 53FR7534 00073 89/07/13 CURTISS, JR Commissioners 3pp 
51115 330-51116 007 

—8906300244 Rev 8B to "Industry Guidelines lor Nuclear Power Plant Access Authori- 
zation Programs " 

• Nuclear Management a Resources Council (NUMARC) (formerly Nuclear Utility 
Manage 53FR7534 89/06/22 35pp 51116 333-51116 007 

6908300265 Proposed rule 10CFR50 & 55. "Educ & Experience Requirements for 
Senior Reactor Operators & Supervisors at Nuclear Power Plants " Proposed rule 
withdraw. 

CHILK.S J Office ol the Secreiary of the Commission 53FR52716 89/08/09. lOpp 
51054'025 51054 034 

8908300322 Comment on technical position on tectonic models in assessment of per- 
formance of high level radwaste reposilories Provides insight into differences among 
geometrical, kinematical & mechanical models 

6ERGER.P Affiliation Not Assigned 54FR25762 00004. 89/08/16. Regulatory Publi 
cations Branch 2 pp 51054 045 51054 046 


8908300335 Comment on proposed rule 10CFR54 re technical position on Iecl0«c 
models In assessment of performance of high level radwaste repositories 
LOUX.R.R Nevada, State of 54FR25762 00003 89/08/10 Division of Freedom of 
Information & Publications Services (880515-890204) lOpp 5(054 015-51054024 

8900300357 "Educ lor Senior Reactor Operators & Shift Supervisors at Nuclear Power 
Plants,” policy statement 

CHILK.S J Office of the Secreiary of the Commission 54FR33639 89/08/09 IOm. 
51054 035 51054 044 


PRM PETITION FOR RULEMAKING 


8908020318 Notice of receipt o( petition (or rulemaking PRM-50-53 re reopening ol 
ATWS rulemaking proceeding 

CHILK.S J Office of the Secretary of (he Commission 53FR30905 89/07/13 5pp 
50762 058-50762 062 

8908030142 Petition for rulemaking PRM-50 53 requesting NRC action to review undue 
risk posed by BWR thermal hydraulic Instability NRH should issue order requiring al 
GE BWRs to be placed In cold shutdown lor staled reasons 
HIATT.S L Ohio Citizens for Responsible Energy 54FR30905 B8/07/28 Olfica ol 
Nuclear Reactor Regulation, Director (Post 87041 1). 10pp 50820 143 50820 152 


PROJ PROJECTS - PREDOCKET LICENSING 


8907280278 Submits errata to SER re topical rept for TN 24 storage cask submitted by 
Transnuclearjnc did Jut 1989 Notes correction to Page 3 4 under Section 3 4 41 I, 
"Normal Operating Loads” & to Page 11-4, "Findings & Conclusions " 

ROBERTS, J P. Fuel Cycle Safety Branch. 89/07/21 Fuel Cycle Safely Branch. Sp. 
5070G 029-50706 029 

8907310239 Summary ol 890622 meeting w/EPRI, representatives of nuclear power In- 
dustry & public to discuss source term & related issues for EPRI advanced LWR 
program List of attendees & handouts end 

KENYON.T Standardization & Non-Powor Reactor Pro|ect Directorate (Pre 890730) 
89/07/19. Standardization & Non-Power Reactor Project Directorate (Pze 890730) 
119pp. 50720 326-50721 084. 

8908070145 Advises that use of fuel basket matt reported In Deviation Rept OS 89-105 
& supplemental into, acceptable 

ROBERTS, J P Fuel Cycle Safety Branch 89/07/25 BARNHART, V. General Nuclear 
Systems, Inc, Ip 50824 029-50824 029 

8908090156 Requests addl Info ro ventilated storage cask sya (VSG) topic a) 
rept Detailed calculations or analyses needed for completo safety review ol VSC 
design 

ROBERTS.J P Fuel Cycle Safety Branch 89/07/27 MASSEY, J V Pflcrlic Srerra Nu 
clear Associates Ip 60891.036-50801 036, 

8908110070 Summary ol 890727 meeting w/NUTECH,lnc In Rockville, MD re spent fuel 
storage compalablllty Llr lo util from NUTECH forwarding final dratl ol NUHOMS-07P 
(or Nuclear Engineering Inti magazine end. 

ROBERTS.J P Fuel Cyclo Safety Branch 89/08/01 ROUSE, LC. Fuel Cycle Safely 
Branch. 9pp 50900 334-50908 342 

8908140010 Advises ot reassignments In project mgl duties due to recent reorganrzalion 
of Standardization & Life Extension Project Directorate 

MILLER.C.L Division of Reactor Pro eels - III, IV, V & Special Projects (Posf 870411) 
89/08/07 CHENG.C Y. Materials Engineering Branch (87(5411-890702) 5pp 
50915 325-50915 339 

8908140044 Notifies ol plans to conduct team assessment of projecl during wk ol 
890911-15 Assessment will focus on topics re vitrification facililY.w/emphasis on 
aspect ol vitrification design & operation having Implications for offsite safely 
HURT.RD Fuel Cycle Safety Branch 09/08/03 BtXBY.WW. Energy, Depl ol 3pp 
50925 208-50925 210 


8908140212 Forwards "Run Repl.lntegraled Radwaste Treatment Sys, Campaign 
10,860610-23,” for Into 

YEAZEL.A Energy, Dept ol 25818 89/07/28 HURT.D NRC • No Oelailed Affiliation 
Given Ip 50914 192-50914-211 


■8908140213 "Run Rept, Integrated Radwaste Treatment Sys, Campaign 10. 890610 
23 " 

BAKER, MN„ NASOL.A L , REEVES.S.R Energy, Dept of 89/07/25 16pp 
50914.193-50914 21 1 


6908150047 Forwards response to 890223 request lor addl info re Chapter 6 of ALWR 
util requirements document 

KINTNER.E E Electric Power Research Institute 89/07/03 KENYON.T Standardiza- 
tion & Non Power Reactor Projecl Directorate (Pre 890730) 30pp 50926 146- 
50926,175 


8908150219 Summary of 890801 meeting w/Louislana Energy Svcs re application to 
build centrifuge U enrichment plant List ol attendees & viawgraphs end 
LOYSEN.P Fuel Cycle Safety Branch 89/00/10 ROUSE, LC Fuel Cycle Safety 
Branch 15pp 50917 086 50917 100 

8908160261 Forwards "C E Sys 804 Sid Design, Design Certification Licensing Review 
Basis " 

SCHERER.A E Combustion Engineering. Inc LO-89O08 89/08/07 MILLER, C L 
Office of Nuclear Reactor Regulation, Director (Post 870411) Ip 50927 337- 
50928 052 

—8908160264 "C E Sys 804 Std Design, Design Certification Licensing Review Basis" 
* Combustion Engineering, Inc LD-89 088, 89/08/31 75pp 50927-338 50928 052 

8908210036 Forwards proprietary & nonproprietary “Topical Rept for NUTECH Horizon- 
tal Modular Storage Sys for Irradiated Nuclear Fuel NUHOMS 24P," Rev I.Vots I & 
II Proprietary rept withheld (ret 10CFR2 790) 

MCCONAGHY.W J, NUTECH Engineers, Inc WJM-89-135 89/07/14 ROBERTS.J P 
Fuel Cycle Safety Branch 5pp 50971.100-50973 096, 
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-4908-210046 NUH 002 R01A V01 Nonpropnetary Rev 1A to Vol I to “Topical Rep! (or 
NUTECH Hon 2 ontal Modular Storage Sys (or Irradiated Nuclear Fuel, NUHOMS 24 P" 
1 NUTECH Engineers, Inc NUH002 0103 09/07/14 500pp 50971 104-50973 096 

(303250134 Advises that initial mgt meeting w/Loulsiana Energy Sys on 890801 time 
changed as listed Meeting room unchanged 

LOYSEN.P Fuel Cycle Safety Branch 09/07/28 BERNERO.RM, ARLOTTO.GA 
Office of Nuclear Material Safety & Safeguards, Director MARTIN, R D Region 4, Ofc 
ol the Director. 3pp 51029 312 51029 314 

(30S2502B2 Conlirrr.s that C E application for design certification for Sys 80 t std 
deson considered submitted per 10CFR52 45 

SCHERER, A £ Combustion Engineering, Inc ID-89 097 89/06/21 MURLEY.TE 
Olfice ol Nuclear Reactor Regulation, Director (Post 870411) Ip 51074 232- 
51074 232 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


-•8907270120 Notice o( nonconformance Irom msp on 861102-04 & 890201 03 Non 
conformance noted licensee cerlrfied & supplied stock mat! w/o testing each piece of 
stock matt & all nuclear sales order folders not color coded 
* Vendor Inspection Branch 89/07/21 Ip 50704 306 50704 305 

-8907270127 Insp Rept 99901129/89 01 on 881102 04 & 890201-03 Nonconformance 
noted Ma]or areas inspected info re allegation that nonconforming mall supplied to 
Anchor Darling Valve Co by Meredith Corp 

CILIMBERG.R L , BAKER, E.T Vendor Inspection Branch 09/03/20 5pp 50704 307- 
50704 311 


8907280300 Ack receipl ol 890529 Itr re problems concerning replacement printed cir- 
cuit boards fn Model ARR battery chargers Licensee either submits rept II problem 
safety relaled or notifies customers to make reportabilily evaluation 
BRACH.E W Vendor Inspeciion Branch 89/07/21 PARMAR.J K C&D Charter Power 
Systems, Inc (formerly CSD Power Systems, Inc & CSD Battone 2pp 50720 206 
60720 207 


1907200293 Part 21 rept ro quench cracks In bar ol A-SA-193 Grade 87 
component Quench cracks found in one bar ol mall Listed purchasers inlormed ol po- 
tential deled Next rept will be submilled when addl into becomes available 
LAN2A.W M Pressure Vessel-Nuclear Steels, Inc 80/07/17 MURLEY.T E OKice ol 
llucfear Reaclor Regulation, Director (Post 070411) 16pp 50614 160 50614 174 

(907230104 Supplement Pari 21 rept re detect In safety related Limitorque valvo 
operators Initially reported on 8801 19 List ol Limitorque operators w/wiro lug defaults 
end All delects corrected prior to restart 

DEDDENS.JC Gull States Utilities Co RBG 31189 09/06/30 MARTIN, R D Region 
4, OfC of (he Director 3pp 50706 1 1 0 50706 1 1 2 

1903020155 Part 21 rept re failed globe valve stem on 090405 Caused by improper heat 
treatment of 410 SS alloy usod In stem which increased susceptibility to stress corro 
yon cracking Larger shaft modiliod by machining radius & disc nut bored 
WEIGAND.JG '/ermonl Yankee Nuclear Power Corp BVY 89 72 09/07/27 Region 
I.OfCOl the Director. 4pp 50772 194 50772 197 


8907280318 Ack receipt ol 890522 & 0619 Itrs Informing NRC ol steps to correct non- 
conformances noted in Insp 99900505/09-01 Concern re review Into design classifica- 
tion associated w/eloclrical Interlace mall ref on 35 purchase orders stressed 
BRACH.E W. Vender Inspeciion Branch 89/07/10 HEALY.C R Ebasco Services, Inc 
(subs ol Enserch Corp ) 2pp 50707 192-50707.193 

8 9 00110268 Forwards Insp Repl 99901340/00 01 on 001201 Insp conducted as result 
ol 801018 10CFR21 notification made to NRC by CPC re non genuine masoneilan 
dressor valve internal replacement pads supplied to CPC by S-W Conlrols.lnc 
BRACH.EW Vendor Inspection Branch 09/08/00 SAMPlE.WF S W Controls, Inc 
2pp 50093 276-50893 291 

—8908110270 Insp Rept 99301340/00 01 on 861201 No violations & noncompliance 
noted Major areas inspected review records associated w/masoneilan-drosser valve 
trim parts supplied to commercial nuclear power Held 

PETROSINO.J J , BAKER, ET Roglon 4, Ofc ol the Director 89/01/13 I4pp 
50893 278 50893 201 


(903070312 Part 21 repl re potential failure ol main steam PORV9 supplied by Control 
Components, Inc Initially reported on 600719 Couso of (allure speculated to be dirt or 
conosion particles preventing ring Irom 9eatmg PORV Irlm modified 
RICHEY, fl B Carolina Power & Light Co HO-8900700 09/07/26 EBNETER.S D 
Region 2, Ofc ol the Director. 4pp 50026 074 50826,077 


(908090295 Advises ol licensee rocall ol packing nuts Irom Heat R91, Numbers 2079 & 
2426 2475 Visual Insp ol ref packing nuls for excessive surface grinding &/or cracks 
in threaded area ol hexigon.roquesled 

FUCICH.MS Ooscote, USA 25794 09/07/20 DORRIS.LW Camoco (formerly El 
dorado Nuclear, Ltd /Eldorado Resources, Ltd 2pp 50062 070 50862 070 


4SOB09O296 Notification of 090817 meeting w/Rosemount In Rockvillo.MO to discuss 
malfunctions of Rosemoun! Models 1153 & 1154 pressure & differential pressure 
transmitters 8 status of Rosomount testing program 

8ERUNGER.CH Generic Communications Branch 09/07/27 ROSSI, CE Division of 
Operational Events Assessment (Post 87041 1) 2pp 50084 236 50004'237 


(903100174 Forwards Pages 34 36 of NRC brlollng hold on 090601 ro Safety Lighl.per 

JWNER.JH Region 1. Ole of the Director 09/07/26 BEAUCHAMP, G L Wislor, 
Peadslmo, Talone. Craig & Garrily 4pp 50092.012-50092 015 


(903170106 Notification of 090823 meeting w/Rosomounl In Rockville, MD lo discuss 
malfunctions of Rosomount Models 1153 & 1154 pressure & dilloronlial prossuro 
Iransmitlors & status of Rosomount testing program New time & data lor meeting 

BERLINGEfl.CH Generic Communications Branch 09/00/00 ROSSI, CE Division ol 
Operational Evonls Assessment (Post 070411) Rpp 50946 260-50946 269 

3903180357 Pari 21 icpl re error In design ol nonsatoty.nonsolsmlc portion ol sve water 
pump houso HVAC sys Situation will bo reviewed 8 determined lo bo unique lo mod 
for ptenl Training will be conducted ro consideration of flood paths 
VAUGHN.H E Gilbert/CommonweaHh, Inc (formerly Gilbert Associates, Inc ) 09/00/ 
U MURLEY.TE Office ol Nucloar Reactor Regulation, Director (Post 070411) 6pp 
50960 092-50968 097 


(903160437 Thud Interim deficiency & Pari 21 repl ro p099lb!o failure of Square O 
relays in those! generator control panels to open upon loss of power Initially reporiod 
on 8704 24 Final repl delayed unlil 091215 duo lo required rosoarch 
RAY,M J Tonnassoe Valley Authority 09/00/14 Document Control Branch (Docu 
menl Conlrol Desk). 5pp 50965 141-50965 145 

6996230324 Forwards order modifying licenses (elloclive Immediately), requiring estab- 
Ssbmont or funding for imptomonlation of site characterization plan of Bloomsourg la- 
cAiy 6 taking ol necessary Immodiale remedial actions 

THOMPSON, H L Dep Exec Dir lor Nuc Malls Safoty.Saleguards & Operations Sup 

a iposl 690205) 09/00/21 MILLER, J Safety Light Corp MILLER.J Lime Rldgo 
sines, Inc MILLER.J Molreal, Inc 2pp 51074,213 51074 230 

-3908290122 Forwards order modilying license (effective Immediately), requiring estab 
bshmenl ol fund for implemenlation ol site characterization plan of Bloomsburg facility 
6 taking of necessary immodiale remodlal actions Identilied 
THOMPSON, H L. Dep Exec Dir (or Nuc Malls Safely, Safeguards & Operations Sup 
pCdlPosf 890205} 89/08/21 MCELVENNY.RT US Radium Corp MCELVENNY.R T 
USR Industries, Inc, MCELVENNY.RT. USR Lighting, Inc 2pp 51074 215-51074 216 


-3908230326 Qrder modifying licenses (ofloctivo immediately), requiring establishment 
ol trust 6 submission of trust agreement within 30 days ol order date a requiring pay- 
moms into trust per staled payment schedule 

THOMPSON.H L Dep Exoc Dir lor Nuc Mails Safely, Safeguards & Operations Sup 
pod {Post 090205) 89/00/21 Salely Light Corp 14pp. 51074 217-51074 230 


8909140200 Forwards D MacMillan repl of Chemot Lab MATAR testing evaluation con 
ducted on 890426 0711 Repl should provide sufficient Info to close open item noted 
from 090605 09 insp 

LIBERMAN, JH General Electric Co 89/07/26 MATTHEWS, SM Oflice ol Nuclear 
Reactor Regulation, Director (Post 87041 1) 3pp 50914 073 50014 075 

8908230109 Forwards order Imposing civil monetary penally la amounl ot $506 based 
on review or 690525 Hr In response to 800503 nolico ol violation & Imposition ol civil 
penalty Reauosl lor mitigation denied 

THOMPSON, HL Dep Exec Dir tor Nuc Malls Salety.Satoguaids 8 Operations Sup- 
port (Post 090205) EA 89 060 89/08/21. HUGHES, E J Grand Haven Board of Light 
& Powor Ip 51006 289 51008 294 

-8908230114 Order Imposing civil monetary penally In amount ol SSOO 
THOMPSON, HL Dop Exoc Dir lor Nuc Malls Safety, Safeguards 8 Operations Sup- 
port (Post 090205). 89/0B/21, Grand Haven Board of Light 8 Power 5pp 51006 290 
51006 204 


8908230142 Forwards addl Inlo fn responso to violations notod In Insp 86900765/80 01 
to bo sent to all nucleor customers having Armour Rosoorch Reactor Series Six & 12 
pulse three phase chargers by 890815 

PARMAR.J K C&D Charier Power Systems, Inc. (lormorly CSD Powor Systems, Inc & 
CSO Batterle 80/08/16 BRACH.E W. Vendor Inspection Branch 32pp 51006,018- 
51006049 


REQGD REGULATORY GUIDES 


8907200019 NRC Into Nolico 89 057, ' Unqualified Electrical Splices In Vendor Supplied 
Environmonlally Qualified Equipment" Svc list end 

ROSSf.CE Division of Operational Evonls Assessment (Post 870411) 89/07/26 
Consolidated Edison Co of Now York, Inc 106pp 50711 333-50712 07B 

8907270258 Forwards Insp Repts 50 369/09 14 8 50-370/89 14 on 890422 0001 & 
notice of violation Corrective actions to address concern ro mgl controls requested 
REYES.LA Region 2, Ole of the Director B9/07/I7 TUCKEfl.H B Duke Powor Co 
2pp 50720 031 50720 047 

8907280152 Forwards SER accepting licensee commitment lo install ox-coro neulron 
flux monilonng instrumentation mooting requirements ol Reg Guide 1.97,Rov 2,prlor to 
rostarf following fourth relucting oulage 

KINTNER.L L Project Directorate 11-1. TAC 7200 9 69/07/21, COTTLE, W T. System 
Energy Resources, Inc 3pp 50709 256 50709 261. 

-8907280156 SER accepting liconsee commitment lo install ex-core neutron flux monl 
tonng instrumentation meeting requirements ol Reg Guide 1 97,Rov 2, prior to restart 
following fourth refueling oulage 

* NRC • No Detailed Affiliation Given. 89/07/21 3pp 50709 259 50709.281. 

8907310265 Forwards Safely Team Insp Ropls 50-456/69-18 & 50-457/89-18 on 
890612 0706 No violations noted 

COOPER ,R.W Roglon 3, Ole ol the Director 89/07/24 REEO.C Commonwealth 
Edison Co 2pp 50730.341 -50736'34 2 

-8907310274 Salely Team Insp Repl 50 456/69 18 on 89061 2 0706 No violations or 
deviations noted Major areas Inspected instrumentation sys for assessing plant condi- 
tions during & (allowing accidents as specified In Reg Guido 1 97,Rov 3 
KOPP.MJ Region 3. Ofc of the Director. 60-457/89 18 69/07/24 (2pp. 60736 343- 
50736354. 


QM99 QUALITY ASSURANCE INSPECTIONS 


(997270116 Forwards Insp Rept 99901129/89 Ol on 081102 04 & 090201 03 & nolice 
Of nonconformance 

BRACH.EW Vendor Inspection Branch 89/07/21 LANZA, WM Mere dilh Corp 2pp 


50784 304-50704 311. 


8907310348 Ack receipl ol B50920 request lor exemption from postulating pipe breaks 
In primary coolant loop piping, per Generic Ur 84 04, "Safely Evaluation ol Pips 
Breaks In PWR Primary Main Loop9 " Request obviated by Issuance ol GDC 4 on 
860411 

TRAMMELL, CM Project Directorate V. GL-84 04 89/07/26, BASKIN, KP Southern 
California Edison Co 4pp 50737 020-50737 023 
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Res P°J\ ds 10 Violations noted m Insp Rept 50 261/89-09 Corrective 
lBlet?1ni eci rpuSop8?l tl o^ C Ufa AOP02 ° reV ' Se,, ,0 ,ncorpo ' a,e ( <™> a " 0 "s re 
Brarl^i^l^cumenl ContT^C^sk) ^4pp° 50753^9 ?-50 7 53 n. Cct,ro« 

6908030169 Informs Commission of change to commitment made in util 890519 Hr re 
late 9 r data P fa ' r " n9 sched ' jled ,or '™"lng Cycle 5 will be scheduled to 

JJF, R ,F T ,C P, n Nla 9 ara Mohawk Power Corp MMP1L 0425 89/07/20 Oocument Con- 
trol Branch (Document Control Desk) ip 50786 333 50786 333 

8900070418 Forwards Insp RepI 50-458/89 28 on 890601-30 & notice of 
W?LHOAM ^ ! C0 rI n ,°L b9 A ssued l0f ,lem ldenll,(0d by licenses 

SheWzpp ^i§822 3,6.50022 33 89/07/28 ° EDDENS ' JC ®ulf S.afes 

“^ocodum AnwnnPA °" e90 « 01 ^-Violation noted Administrative 

.<i? Coatire , » Matol Work Order, noted as not provjdfno specific ref steos if 

valve manipulations performed or sys restored.per Reg Guide 1 33 P 

Region 4, Ole of ihe Director 89/07/28 ip 50B22 3l8 50822 318 

< C° rn/ n en ' draft reg guide, "Assuring Availability of Funds for Decommis- 

IfiS as ^lel[as 6 proje r Ld N e R a?nmgs CalCU,a, ' 0n Sh ° U ' d lnco, P ora,e es,imals 0 ' 'Cera 

csssKi p D uttr s ^ jr*" ° ( 

°. n (,f i U Re 9 Guide 02-1003, "Assuring Availability of Funds for 
Decommissioning Nuclear Reactors" NRC should not at point of time restrict stales 
'o 0V n 8ll ^ d C ^ ,anl dollar ,undin 9 or re at dollar funding 81 S 

n ’ll . V, Nodh Caf olma, Stale of 54FR25393 00012 89/08/03 Reoulalorv 

Publications Branch 5pp 51103 0)4-51103 018 oaruo/uu neguiatory 

^mlssmni™ C M°^ nl L° n , dra V e n 9 flulde ' "Assuring Avai liability of Funds for Decom- 
missioning Nuclear Reactors Requests that reg guide be revised & clarified as 

f!K?^ B \ BlSho a p ' c c ok . PcrceM & Reynolds 54FR25393 00010 89/08/04 Regu- 
latory Publications Branch 21 pp 50B77 222-50877 242 9 

"S! 7 n! Comments on draft reo guide. "Assuring Availability ol Funds lor Decom- 
sou reef of^decom m is s?tfm ng°f u nds^ ° ^ Sh ° U ' d P ° rmit 056 ° f P ° ,0n, ' al ,ax fe,und as 
tatyf^bftMftons Branch* 3 6p*p 50877 2^1 2 25 "^ 000,, 89/ ° 8/ ° 2 R69U,a ' 
89 |?| 8 D?v°l 78 Rev 26 10 Reg Guld8 1 85, " Ma,ls Code Case Acceptability ASME Section 
5 087 7^3 5 -508 7 ? e f 53° 0 011 la 1 0p/ Research - 0lfe c1or (Post 860720) 89/07/31 IBpp 

61 ASME SectonlK , R " 9 Gu ' de 1 fK " D0S,0n & Fabricat,on Codo Ca8a Acceptability 
5O?77 C n P, 5Oa7 C 7 0 ?26 Re9U ' a,Ory Research ' Dlfec,of (Post a6O72 0) 89/07/31 16pp 

* slcSn 55 DivV" t0 ReS GulCfe ' U7, '‘ lnserviCB ,ns P c <> da Casa Acceptability ASME 

5OB77 C0 27 , 5^7 C 7 O i3 r 4 ReBlJla ’ O,y Research ' Director (Post 860720) 89/07/31 7pp 

8d Aansn?«?ih^,uTi lt r S addl inf ,° ro a lr How distribution test tor Iodine absorbers, updating 
TAHI? MW 0 " l ? I 60 Guides 1 52 & 1 140 W/one oversize encl 9 
of "nnn’lini (ior r^ 76X83 Denies Generating Co ) TXX-89520 89/08/ 

01 Document Control Branch (Document Control Desk) 5pp 50904 334-50904 338 

8 ? uid0 „? l B ' Task CE "Std Format a Content tor SAR 

•nniof °r f Monitored Retrievable Storage Installation (Dry Storage) " 

50878 282-50879 e 005 Re9U alOrY nesearc,1 • O,r0C ' or (Post 860720) 89/08/31 84pp 

89 |an| 1 |2, 4 n«r!! ; m^i , J) m&n1 *' ‘m U 0 °' fe 9 9 u We. Task DG 3001, "Records Impor- 
* rvw De0 ®mmlssfoning for Licensees Under 10CFR30,40,70 & 72 " P 

50B78 C 269 5O878 e 281 Re0U,alOry Rt)Search ' Dlroclor ( Post 860720) 89/07/31 12pp 

® 9 1 “® 140( J3 5 f? n 2 ard !,SP ls mllectmg work performed to respond to associated resort 
Guido 1 d B7 n ac!ivHles NR * 890421 IU & ,0 " 0WUP 10 hCenS8a 8905,9 f,r addre sslng Reg 

J£ R n RV - C u D ,. Nla9ara Mohawk Power Corp. NMPIL 0428 89/07/31 Document Con- 
Irol Branch (Documenl Conlrol Desk) 3pp. 50912 219 50913 287. 1 Con- 

'' 8 . 9 m 8 1 4004 .°, "Dslfmi nation of Reg Guide 1 97 Type A Variables " 

Niagara Mohawk Power Corp NMPIL 0426 69/07/28 1 5pp 50912 221-50912 234 

-V"*™ "important Design Fealures of Reg Guide 1.97 Calegory 1 Instruments 
for Emergency Operating Procedure Key Parameters ” a y '"siruments 

Niagara Mohawk Power Corp NMPIL 0426 09/07/28 35pp 50913086-50913.099 

*Hw Za, ? S Analysis of Reg Guide 1 97 Category 1 Instruments ” 

50913 9 282. *“"** PoW6r Cofp NMP1L 0426 89/67/28. 183pp 50913-100- 

Hazafds Analysis of Reg Guide 1 07, Category 1 Instruments" 
Niagara Mohawk Power Corp. NMPIL 0426 89/07/28 5pp 509 13- 283-509 U287 

89 ?H11 01 d 2 Pf0vidas arfvance FSAR submittal re lab testing criteria for activated 
CAHIM w V f TuSoW 5 fa ken to Reg Guides 1 52 S 1 140 (Part c 6) 

J, TU Eleclric (formerly Texas Utilities Generalinq Co.), TXX-89551 BQ/na/ 

03. Document Control Branch (Document Conlrol Desk). 12pp. 50914-1 72-50914:183 

8908140263 Informs of SORT audit of safety-related electrical & mechanical smiinmom 

IUBTi usln s ZSSSiSBSi 


89 . 0 ^i 03 ?. 3 Dommenl on draft reg guide. "Assuring Availability of Funds for Deconvrr.s. 
.zed decommissioning ?rust f R 0 ^ onlmends lt,a! NRC not atl0 mpl to structure slmti.4 

. L ™l„ n » A %r® S 8S e 20°i “ D “ 6 m,mm • » OWW Am 

aa P^. 1 o 403 . 56 _ Pf ? >vlda . s msults of reevalualion of 60 mile wind direction data for 830407 
w?nri rtZ r-^fn . rTt, 1 measurement program Percent dafa recovery for 60 rr.'e 
wind direction lor CY88 revised from 95 lo 45% ' 

n?' (W^J 1 r El f cl , ri o (l0f, ? e , r jy Texas Ulllllles Generating Co ) TXX-89538 SS/OO' 
07 Document Control Branch (Document Control Desk) 2pp 50910 359-50910 360 

8 S£« reg g H u ' da ; ( '‘Assuring Availabilily of Funds for Oeconvm- 
sron.ng Nuclear Reactors Supports efforts to provide guidance concerntna m*1hcds 
AKinpSten requirements in amended 10CFR50 re decommissionfng fundT 

sffi G *sM.ir" 000,3 89,oa '° 3 Rs »“" r »^^ 

890 i 8 I 403 .? 9 c Com . menl drafl f0 O suide, "Assuring Availability ol Funds for Oecommis- 
Shm v?hn^ni CI !l C a W0 / rdin9 mcluded ln App B for each type of financial instrument 
KAW an a r of!. d W h m 0f f Be ( R aral summary of principal Hem addressed 
KAPLAN, A Cleveland Electric Illuminating Co 54FR25393 00005 89/08/0 f flecuri- 
lory Publications Branch Ip 50887 217-60887 217 negjia 

09 nnrnm 4 n !,l£ Omrne M l 2° Re9 Gulde DG-1003, "Assuring Availability of Funds for 
in 0 Ann^ S hL°rirSaroH ea / f Reaclors - P 0f mquest Suggests specific wording included 
4HPiTnwnn eP T?l d w/more general summary of principle ilems to be addressed 

2pp 50°?6 234.509 e t6°235 SOn & ' 696 09/O8/O, Re0U ' atOry P ^" 0 abon S 

89 r° 81 ^ 179 ^ menl °m d ', al1 r ?P aulde, Task DG-1003. "Assuring Availability of Funds 
^ffkS SBtfgP _ fr°. Ml 8 Rec °mmends that guide be maintained at 

rioTAMT S r fi ve ,0 accommodate differing circumstances 

i iij 1 E Nu E , ^ Managemem & Resources Council (NUMARC) (formerly Nuclear 
5092 y 4 ofs 1 50924 020 25393 00000 89/0fl/0 ' 1 Re 0ulalory Pubticalions Branch 6pp 

8B S °,oZ 1 SL^%r. , Z nd ^ fsg 9 uld0 . "Assuring Availability of Funds for Decommis 
meniw^dmn a ho R rt?2ta5 ^ R MDn m T an ^ s lhal ^RC "recommendalion" on Irust agree- 
MROrTKA r? ? r^nni^? . ^ RC . 9h °ul d grandfather existing trusts such as for plants 
rioia. Pnorn d Genneclicul Yankee Atomic Power Co MROC2KA,EJ Northeast Nu- 

54FR2539^ y aM07 (Sl M/nS/nn Qr o eaS i , UI|I,,I 1 S L MR0CZK A,E J Northoasl Ublibes 
50924 026 °° 007 89/00/03 Re 9<Jlatory Publications Branch 6pp 50924 021- 

89 c»S2™£ a 9 omr S 0nl ° n draft reg guide. "Assuring Availability of Funds for Decomnus 
mm r r 9 i t prtl^cf 0 ! 5 Inconsistency appears belwnen final rure A draft guide 

!S±^^ ™Sfi!Sai5S ,S5lB 00008 88,08, ° 4 ' Put “ 

89 A 8 nSi» F 22!S^ Safety Insp Repts 60-272/89 13 & 50 311789 12 on 890522 26 
between ?e & nnn if^^ 5 S ,h h ul11 ad ? feS3 L ! se °' msistors as Isolation devices 
r E n r E r ^ accordance w/commitments to IEEE-279 

Ine FtoNnr a ^Lc'V 1, . m ' lh f Dlroc, °' 89/00/04 MILTENBERGER.S Public Serv- 
ice Etectric & Gas Co of New Jersey 2pp 5092 9 229-50929 248 

d ^ la,l ? n f f0m msp on 890522 26 (Deviation noted- vanables 

movkI^Io lii^L C m 0 ''? ,n 't 101 no ,eduadanl or diverse channets 

? p j d ^ d , ensure adequate post-accident monitoring available lo opera lors 
Region 1, Ole of tho Director 50-311/89-12 09/00/04 Ip 50929 231-50929231 

’ISSlulSi i? 3p F ) epl3 ?°^, 72/89 ' 13 & 80-311/89-12 on 890522-26 Deviations 

SmcXKJSSSIS 01 "• » BM > ,W ' R “ 2 '•* 

R * ai0 '' '■ a ° 01 5 °- 

response to Investigation Rept 4-07-008 re adequacy of secunly 
SfSuS 1 44 Imtfaled X^aS)® 0 ^ ' ra ' nin9 Pr<>9^e^, & p/0b<lhli1y 

SSiZnSS 

TSStt' r l 9 0U : de 'T, a i k DQ 1003 - "Assuring Availabilily of Funds 
by SupP ° f,S & endorses Comale0,s 

Pubirca Mons 0 Bra nclf H 3 pp^^SO^B 4 5-2§CF50M 5^52 R2 3 °° 016 89/08/08 R09U,a,Or * 

S9 Funds 01 fnf SSSSLJSSSS^&. , WQ a uld0 ; Task P G 10°3. "Assuring Availability oJ 
SS5 .L Q -^P-. B Py n 7 lB9lonln a - Nuclear Reac ors" Specific funding requirement eslab- 
f° 009 ?d on licensees that are privately owned, 

Sgn® 1 Angeles CA,C°tT°N,E A, South Carolina Public Service Authority 
50936l44°50936'U7 25393 000,6 ‘ Regulatory Publications Branch 4pp. 

89 |tv LffunL^nSnmS^. 1 on df ? ft fe0 9ulde,Task OG 1003 ra assuring avallab-l- 

r,actor ' u,9 “ '"■ 1 ,s » suld ' • p " , " ce| v ">• 

fficrD P ^ d0 , n n l Asset Management Co, Inc 54FR25393 000,7. 89708/03 
CARDfLE.F P Regulatory Publications Branch 2pp 50936 142-50936143 

9. u,dB ; Task OG '003 "Assunng Availabilily ol Funds 

000,4 88,o8/o4 - nrc • m » °»- 

88 f^ 1 n^nmm? c Ti^l! 1 °m dr , a,t r o 9 9 ulde - Ta9, < DG 1003, "Assuring Avaitabllrty of Funds 
writing i R0aCl °^ 8, , *1 RG should f0t 1 ulr0 ^ en5ee S to submil.M 

SWiTaJ? 8 ^ nls , 10 decommissioning cost estimates, 

04°^ CARDILE P F 'p SS! Mass Energy Project 54FR25393 00018 89/00/ 

ua l>ah uilc,f p. Regulatory Publications Branch, 2pp 50956.192-50956 193 
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85092*0010 Comments on draft reg guide, Task DG 1003, "Assuring Availability of funds 
fw Decommissioning Nuclear Reactors ’ Funding schedules should continue to bo 
developed by utils Recommends that App B 3 1 be revised to read as staled 
FEfGENBAUM.TC Public Seivice Co ol New Hampshire 54FR25393 00019 89/08/ 
07 Regulatory Publications Branch 3pp 509<15 323 50945 325 

$908210053 Application for amend lo License NPF 49,deleting license conditions re 
containment average lemp.N 1 loop operation, instrumentation (or monitoring post ac 
odenl conditions.per Rev 2 to Reg Guide 1 97 & moisture in air start sys 
KIROC2KA.EJ. SEARS, CF Northeast Nuclear Energy Co (subs ol Northeast Utili 
uesl MROCZKA.EJ Northeast Utilities B13296 89/08/14 Document Control Branch 
(Document Control Desk) 8pp 50975 145 50975 157 

$908210272 Discusses status o( conlormance lo Reg Guide 1 97 Existing safety mjoc- 
Lon tank level transmitters replaced w/ Rosemount Model 11S30D5PB Class IE 
transmitters A instrument loops upgraded to receive 120 volt ac power 
WOODY, CO Florida Power & Light Co L 09 286 09/08/14 Document Control 
Branch (Document Control Desk) 2pp 50976 1 10-50976 1 1 1 

$908220029 Provides response to Generic Ltr 09 06,Task Action Plan Item l O 2, 
"SPD5 - 10CFR50 54(f)," providing certification ol current status ot SPDS implemon 

1 at ion at plant 

CUTTER, A B Carolina Power & Light Co NLS-09 228 89/08/15 Document Control 
Branch (Document Control Desk) 27pp 50990 328 50998 354 

$906220108 Forwards Insp Repts'50 369/09-16 & 50-370/89 16 on 890602-20 & no 
tices ol violation S deviation 

HERO! A R Region 2, Ole ol the Director 09/08/08 TUCKER, H B Duke Power Co 
?pp 50989 002-50999 016 

-8908220119 Noticed deviation trom insp on 890622-20 Deviation noted method used 
by licensee to Indicate bypass at sys level (ailed to comply w/Paragraph 4 13 ol IEEE 
2/9-1971 & Reg Guide 1 47 

HERDTAR Region 2, Ole ol Ihe Director 50 370/09-16 89/08/06 2pp 50999 006 
50999 007 

1908220385 Comment on drall rag guide, "Assuring Availability ot Funds for Decorums 
senina Nuclear Reactors " Cost ol removal & disposal ol facilities involved In onsite 
storage needs to be clarified to accurately estimate decommissioning cost 
UCBURNETT.M A Houston Lighting & Power Co 54FR25393 00021 09/00/07 Reg- 
ulatory Publications Branch Ip 50904,130 50994' 130 

$908230188 Supplemental Deficiency Ropt CP-05 20 ro non-soismic to seismic Interac- 
tion effects in design ol architectural features Initially reported on 050912 Piping walk- 
downs being performed & design mods Implemented 

CAHILL, WJ TU Electric (formerly Texas Utilities Generating Co) CP-05-29 89/00/ 
14. Documonl Control Branch (Document Control Dosk) 2pp 51028 050 51028 051 

$908250154 Comment on NRC drall rog guide, "Assuring Availability ot Funds for Oa 
commissioning Nucloar Reactors" Util believes recommended language to Section 

2 2 1 of draft rog guide consistent w/NRC intent In Issuing guidelines & bo adopted 
ROSENBLUM.RM Southern California Edison Co 54FR25393 00022 09/00/11 
NRC • No Detailed Affiliation Given 65pp 51010 056 51010 120 


1908250313 Forwards Rov VIII of Reg Guide 197 Instrumentation list Rev rclloct6 
actual instrumentation used to comply w/lerma of rog guide & to fulfill commitment 
made dunng Insp 09-19 to upgrado instrument list 

TREVORS, G A Nebraska Public Powor District NLS8000302, 09/08/21. Document 
Control Branch (Documonl Control Desk) 35pp 51020 025-51020,059, 


$908 280015 Advlsos that closed circuit television no longer nooded In support ol tochnl 
cal support ctr.por NUREG OB70.NUREG 0737, Rog Guido 1,97 & Insp Rent 50-331/ 
86 20 Television may bo dlsmanllod & removed Irorn control room tor celling mods 
MINECK.D L Iowa Electric Light & Powor Co NG 09-2100 09/00/15 MURLEY.TE 
Office of Nuclear Reactor Regulation, Director (Post 070411) 2pp 61040 253- 
SI 040 254. 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


8904170030 Notifies of CRGR Meeting 161 scheduled for 690412 in Rockville, MD re 
proposed final main! rule & implementing reg guide 

dORDAN.E L Committee lo Review Generic Requirements 89/04/05 
BERNERO.R M Oltico of Nuclear Material Satety & Safeguards, Director 
GOLDBERG, JR Olfice ot Ihe General Counsel (Post 660701) PAPEflfELLO.C J 
Region 3, Ole ol the Director 2pp 49357 134-49357 135 

8907280242 Notification ol CRGR Meeting 166 on 690726 in Belhesda.MD lo review 
proposed Suppl 1 to NRC Bulletin 88-010, "Nonconforming Mofded Case Circuit 
Breakers" & proposed final resolution ol USI A 40 re seismic dosign criteria 
JORDAN.E L Commiltee to Review Generic Requirements IEB 98 010 89/07/20 
ARLOTTO.G A Office ol Nuclear Material Salefy & Safeguards, Director 
GOLDBERG, J R Office ol Ihe General Counsel (Post 060701) REYES. L A Region 2, 
Otc ol Ihe Director 2pp 506B9 174-506B9 175 


8907310270 Forwards Interim Repts UCID-21697, "Drall Criteria for Package Drop & 
Aircraft Crash Tests" & PATC IR 69-01, "Cost & Schedule Estimates for NRC Aclivi- 
lies Phases 11,111 & IV,” prepared by LLL under NRC technical support contract 
BURNETT, R F Division ol Sa1eguard9 & Transportation (Post B70413) 89/07/14 
NAKANO.H Japan, Govt of Ip 50746 228 50746 310 


•8907310282 UCID 21697 "Dralt Criteria for Package Drop A Aircraft Crash. Tests," in 
tenm rept 

WALTER, C E . VANSANT.J H , CHOU.C K Lawrence Livermore National Laboratory 
FIN L 1056 89/06/28 Division ol Safeguards & Transportation (Post 870413) B9pd 
50746,229 50746 297 


"" ' ^^CIR 09 01 "Cost & Schedule Estimates for NRC Activities Phases 

CHOU.C K Lawrenco Livermoro National Laboratory 09/06/13 NRC • No Datallod 
Affiliation Given 13pp 50746 298 50746 310 

8908070057 Summary ot 090710 meeting w/NUMARC to discuss items ol mutual inter- 
est re hot paitlclos at nuclear power plants Misunderstanding exists re content of pro 
posod Interim sld lor occupational exposuro List of attendees end 
CUNNINGHAM, Ft E Radiation Protection Branch 89/07/20 CONGEL.F J Divisional 
Radiation Protection 8 Emergency Preparedness (Post 870411) 4pp 50823 277- 

CRAOO GOA 


® S ?M 7 ? 06 ® Summary of 090510 mooting w/NUMARC re progress in developing new 
STS & related Issues Ltet ol attendees oncINRC agreed to review policy on lees lor 
roviow ol new STS & load plant license amond re guests List of attendees end 
FISCHER, DC Technical Specilications Branch 89/07/27 CALVO.JA Technical 
Specifications Branch 3pp 50823 269 50823 271 

8B080B02BB Notifies of 690809 CRGR Mooting l67Agonda provided, including presen 
tation ol proposed rulo lo amond l0CFR5O55n,proposod generic Hr to resolve Gl 70 
& Gl 94 & proposed Rog Guido DG 1 002, for CRGR review 

JORDAN.E L Committee to Review Gen one Requirements 09/08/03 ARLOTTO.GA 
Ollico of Nuclear Material Saloly & Salcguards.Diroclor REYES, LA Region 2, Ofc of 
Iho Director ROSS.D F. Ollico of Nuclear Regulatory Research, Oirector (Post 
860720) ?pp 50057 331 50057,334, 

-8900080269 Discusses work bomg done ro quantification ol risk of nuclear reactor 
accidents Several broad topics of mutual mtorost to NRC 8 to Committee on Earth 
qunko Enomooring listed In form ol questions 

ROSS.D F. Ollico ol Nucloar Regulatory Research, Director (Post 8C0720) 09/07/18 
CHUNG, R. National Research Council 2pp 50857,333 50857 334 

8908090262 Forwards Interim ropt onlillod, "Draft Criteria for Package Drop & Aircraft 
Crash Tosls," proparod by LLL W/o encf 

RATHBUN.DK Congressional Affairs CCS 89/07/24 STEVE NS,T Senate 
YOUNG, D, House ol Rep PELL.C Senate, Foreign Relations 10pp. 60862 056- 
50062 065 


$908280073 Common! on draft Rog Guido DG 1003 “Assuring Availability of Funds for 
Decommissioning Nuclear Reactors " Util supports comments provldod by Edison 
Electric Inal 

CREEL, G.C Baltimore Gas & Eloclric Co 54FR25303 00020 89/00/00 Regulatory 
Publications Branch, 4pp 51075 302 51075.305, 

$900280084 Comment on proposed rog guido "Assuring Availability of Funds for De- 
commissioning Nucloar Reactors," Util endorses NUMARC & Edison Electric Inst 
comments 

HAIRSTON, W G Alabama Power Co 54FR25393 00023 69/00/17 Regulatory Publi- 
cations Branch 5pp, 51103'034 51103 030 

490 8260118 Forwards Rog Guido 3 64, "Calculation ol Radon Flux Altonualion by 
Earthen U Mill Tailings Covers " W/o end 

LOHAUS.PH, Operations Branch, 09/00/22. MATTHEWS, ML Enoroy, Dept of, Ip. 
51040219-51041)210. 

S9C820O147 Fotwards Amend 171 to License DPR-52 & saloly evaluation Amond cor- 
reels typos, provides consistency botwoon Toch Spec Tables 3 2 F,4 2 F & Pago C 0 
£9 & removes slated accident condition requirements 

BLACK, S Assistant Director for Proiocts TAC 72254. 09/00/22 KINGSLEY, O.D 
Tennessee Valloy Authority. 2pp 51040 220 51040 237 

-0900280153 Safety evaluation supporting Amond 171 to License DPR-52. 

• Olfice ot Nucloar Reaclor Regulation, Director (Post 870411). 09/08/22 3pp. 
51040 235-51040 237. 

8903300303 Comments on proposed reg guide, "Assuring Availability of Funds for De- 
commissioning Nuclear Reactors ” Question ro effoct of dolay In decommissioning of 
multr-unll plants on funding levots posed 

HAJRSTON.WG, Georgia Powor Co 54FR25393 00024 89/00/10 Regulatory Publl 
Catons Branch 6pp, 51 1 03 039-61 1 03 044 

(900310144 "For Comment" Issue ol draft rog guide, Task DG-1001, "Maint Programs 
fot Nucfear Power Plants." 

MORRlS.BM. Division of Regulatory Applications (Post 070413), 09/08/01 21pp 
51055002-51055023 


8900100140 Exnrossos appreciation for NUMARC response lo NRC commenls on re- 
vised filnoss'for duly performance data collodion lorm & Inslructions to bo used by 
liconsoes, Final Induslry guidance should bo provided as soon as possible 
TAYLOR, J M Dop Exec Dir for Nuc Reactor Reg.Regional Oporalions & Research 
(Post 090205) 00/07/31 COLVIN, JF Nuclear Management & Resources Council 
(NUMARC) (formerly Nucloar Ulllily Manago 6pp 608D1 334 50891 356 

-8908100178 Forwards revised fitness tor-duty date form & associated Instructions lor 
comments Timely roviow requested ter Issuance of term to industry In lime for EEI 
workshop schodulad lor 890731-0802 

COLVIN, J F, Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Ulillty Manage 09/07/21. TAYLOR, JM Cep Exec Dir for Nuc Reaclor Reg.Reglonal 
Operations & Research (Posl 690205) 10pp 50891 340-50891 349, 

-8908100177 Forwards revised data form & Instructions re fitness-for- duly 
program.lncorporntlng live of six mods in NRC 8D0515 ltr 

COLVIN, J.F Nucloar Management & Resources Council (NUMARC) (formerly Nucloar 
Ulillty Manage AC01-2 104 89/06/30 TAYLOR, JM Dop Exec Dir for Nuc Reactor 
Rog, Regional Operations & Research (Post 890205) 7pp 50891 350-5089 1-356 

8908100301 Submits 17th 30-day ropt, listing names, atfdrosses & telephone numbers of 
3M brand static eliminator customers not returning devices as of 090709 As of 
690714,41 static eliminators not rolurned 

WISSINK.R G Minnesota Mining & Manufacturing Co , 3M Co 09/07/14 DAVIS, A B 
Region 3, 01c of the Director 2pp 50876 240-50078 241, 

8908140030 Requests mealing lo discuss end drall generic Hr ro resolution of Gl A-30, 
"Adequacy of Safety-Related DC Power Supplies " Rev 1 to EGG NTA 8197, "Techni- 
cal Findings lor Generic Issue 128 (Issue A-30) Adequacy of " oncl 
HOUSTON.RW, Division of Safely Issue Resolution (Posl 880717) 89/07/27. 
RASIN.W Nuclear Managomenl 8 Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. Gpp 50915-115-50915 155 

-0908140032 EGG-NTA-8197 ROl "Technical Findings lor Generic Issue 128 (Issue A- 
30), Adequacy of Salaly-Relaled DC Power Supplies, " technical evaluation repl, 
HAROLDSEN.RO., UDY.AC. EGfiG Idaho, Inc (subs, of EG8G, Inc). 
HAnOLOSEN.RO Idaho National Engineering Laboratory FIN D-6025. 89/03/31. 
NRC- No Detailed Affiliation Given 35pp 50915121-50915 165 
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6908150077 Summarizes 890724 meeting w/NUMARC to discuss activities re design 
bases document reconstitution Design bases Issues working group formed to coordi 
nate Industry activities In design bases document area List of attendees enct 
IMBRD.E V Special Inspection Branch 89/07/31 LANNING.W D Special Inspection 
Branch 3pp 50926 342-50926 344 

6908210257 Advises that fees tor review of now STS will be assessed under 
10CFRl71.not 10CFR170,per 890510 mealing request 

MURLEYLT E Oilice ol Nuclear Reactor Regulation, Director (Post 8704 tt) 89/08/ 
1 1 COLVIN.J F Nuclear Managemenl & Resources Council (NUMARC) (formerly Nu- 
clear Ulillty Manage 2pp 50975 125 50975126 

8908220303 Provides 18lh 30-day byproduct mail transfer rept, listing names.addresses 
& telephone numbers ol 3M brand sialic eliminator cuslomers that have no! returned 
devices ss o( 890B14 To date.live devices not returned 

WISSINK,R G Minnesota Mining & Manufacluring Co, 3M Co 89/08/14 DAVIS.AB 
Region 3, Ofc of the Director 3pp 51075 253 51075.-255 

B908220410 Ack receipt of 890721 Itr informing NRC that NUMARC filed motion to in- 
tervene in suit by UCS & other organizations against NRC new regulations on stand- 
ardization & early resolution ot licensing Issues 

CARR, KM Commissioners 89/08/09 LEE.B Nuclear Management & Resources 
Council (NUMARC) (formerly Nuclear Utility Manage tp 50976 222-50976 230 

“8908220412 Advises that NUMARC filecf motion to intervene in petition (lied by Nucle- 
ar Into 4 Resources Svc 8 six other public interesl groups challenging NRC promulga- 
tion of adoption of Pari 52 regulalions Unsigned motion to intervene end. 

LEE,B Nuclear Management 6 Rosources Council (NUMARC) (formerly Nuclear Utility 
Manage 69/07/21 CARR, KM Commissioners 9pp 50976 223 50976 230 

0906280247 Summary of CRGR Mealing 164 on 890628 Lists items addressed at meet- 
ing, 

JORDAN, EL Committee to Review Generic Requirements 89/00/11 TAYLOR, J.M 
Ole of the Executive Director for Operations 2pp 51043 016-51043 017 

8908260249 Summary of CRGR Meeting 166 on 890726 Lists items addressed at meet- 
ing 

JORDAN, EL Commilteo to Review Generic Requirements IE0 0BO1O 69/00/11 
TAYLOR.J.M Ofc ol lha Executive Director lor Operations 2pp 5 1042 359- 
SI 042 360. 


SECY POSITION PAPERS BEFORE THE COMMISSION 

8907310357 SECY-89 219 Recommends lhat Commission take note of approach pro- 
posed for status 8 plans for thermal hydraulic research conducled by RES for future 
oals 8 directions ol research 

TELLO.V Ole Oftho Executive Director for Operations 89/07/24 30pp 50929001- 
50929 030 


STATE PROG STATE PROGRAMS 

8908030046 Forwards plant discharge monitoring rept for Apr-June 1989 
WAGNER.FJ Boston Edison Co BECO 89-085 09/07/25 Environmental Protection 
Agency 4pp 50793 248-50793 266 

8908040295 Notification of conlracl execution, Mod lO.to "Radiation Monitoring Program 
Requirements " Contractor Slate of AZ Radiation Regulatory Agency. 

HUGHES, A. Contract Adminf a (ration Branch NRC 32 83-681 89/07/17 HAMILL.K 
Region 5, Ofc ol the Director. PETERSON, D NRC • No Detailed Atliliation Given tp 
50797 207-50797 209 

-8908040303 Mod 10, changing contractor mailing address 8 revising Articles IN 4 XIII 8 
statement ol work. Hem IV enlillad "Reporting," to "Radiation Monitoring Program Re- 
quirements " 

TEDFORD.C F Arizona, State ot EDGEWORTH, P.J Division ol Contracts 8 Property 
Managemenl (Post 690205) NRC 32-83-681 89/07/17. 2pp 50797 208-50797.209 

8908070457 Requests that NRC notity licensee to cease receipt 4 processing ot Tcfe- 
dyno Wah Chang Industrial wasle State retains responsibility for licensing source 
mall Vendor does not have Slate ol UT license for radwaste disposal 
ANDERSON, L F. Utah, Stale ol 89/05/19 SMITH.R D Uranium Recovery Field Ofc, 
R4, Ip. 50822 353-50822 353. 

8908080069 Forwards "App A, Evaluation of Agreemenl Slate Radiation Control 
Program.SIAte Review Guidelines 4 Questionnaire," for 890925-29 review of radiation 
contiol program 

WOODRUFF, R L. Region 2, Ofc of the Director 89/07/27 HILL.T. Georgia, State of 
30pp 50883,013-50663 050 

-8802240065 Forwards revised chronology ol amends lo be considered by Agreemenl 
Slates when amending regulalions 

NUSSBAUMER.D A. Assistant Director lor Slate Agreements Program 87/09/18. Af- 
filiation Not Assigned Bpp 50883 043 50663 050 

6908080138 Rev 4 lo "Ohio Plan for Response lo Radiation Emergencies at Licensed 
Nuclear Faculties " 

SHIPLEY.DAV Ohio, Stale ol. 89/05/12. 5 ipp 50835 317-50836 006 

8908080265 fiav 0 to QAP-3 4, "Review ol DOE/ DOE- Con tractor Technical Repts 4 
Data'* W/Rev 1 to table ol contents 

BELKE.W Nevada, State Of HLWR 69/01/20 1 1pp 50826 120 50826 130 

8908090066 Ack receipt ol 890713 response to 1989 review of Slate of OR radiation 
control program lor agreement malls Proposed changes will enable slate program to 
satisfy Guidelines (or NRC Review ol Agreement Slate Radiation Control Program" 
KAMMERER.C. Slate, Local 4 Indian Tribe Programs 89/08/04 GEBBIE.KM 
Oregon, Slate of. Ip 50962 131-50862-131 

8908090108 Responds to 890622 Itr re EAD Metallurglcal.lnc facility State ol NY has 
regulatory Jurisdiction over company since slate considered Agreemenl Stale, per 1994 
agreement w/NRC 

RATHBUN.D.K, Congressional Allairs CCS 89/07/13 LAFALCE.JJ, House of Rep 
2pp 50861 045 50661 063 


--8908090113 Relers to 830706 lelcon re EAD, Inc shipment o( mairs in storage at 
Lorado.TX containing packaged Am-241 foils & repackaged equipment, including y,el 
mops in pails, lume hoods & ducts Plans to Investigate violations requested 
CAMPBELL.M A Region 1. Ole of the Director 83/07/13 QRAOLEY.F J New York. 
State Ot 2pp 50861 047-50861 063 

••8906090117 Informs of 830913 mealing w/State of NY & TX representatives ri 
Belhesda.MD to exchange info re EAD activities 

NUSSBAUMER.O A Assislanl Director for State Agreements Programs 83/08/2.5 
BRADLEY, FJ New York, Slate of 6pp 50861 092 50861 096 

••0908090119 Requesls repts or memos re EAD metallurgical cleanup n 
Tonawanda.NY 

LAFALCE.JJ House ol Rep 09/06/22 BRAOBURNE.J NRC - No Delailed AWJiabon 
Given Ip 50861 099 50861 099 

8908100003 Forwards application for groundwater pollution control permit lor North 
Butte In situ leach U solution mine in Campbell County, for approval W/o end 
CATCHPOLE.G J Uranerz USA, Inc 09/07/14 LUCHT.R Wyoming, Stated Ip 
50886 035-50886 035 

890B1Q0090 Partial response to FOIA request for documents Forwards App C 
documents Apps B 4 C available In PDR, 

PHILIPS, J Division of Freedom of Information 4 Publications Services (Post 090205] 
89/08/01 BOLOTIN, SJ Bivona & Cohen 3pp 50836078 50837 26B 

-6908100107 Discusses review of Stale of CO 860204 response lo NRC Hr ol findings 
subsequent to 1985 review of Colorado radlalion control program Concludes lha I siifej 
program adequate to protect public health & safety 4 compatible w/NRC program 
HEYER.R S, Region 4, Ofc of the Dlreclor 86/04/03. Region 4. Ofo of the Director. 
8pp 50830 123-50838 130 

••8908100112 Summarizes results ol 860727-28 discussions belween Hazfa & Jacobi to 
obtain update on current activities re Colorado radiation conirol program Colorado 
Depl ot Health.Radiation Control Dlv will Inform NRC of conllnumg CERCLA activities 
HEYER.R S Region 4, Ofc ot the Director 86/08/04 Region 4, Ofc of lha Director 
Ip 50836:131-50636 131. 

-8908100115 Forwards "Rept & Staff Evaluation for Colorado Radiation Control Pro- 
gram - 040008 lo 851025 Recommends that next review be conducted wilhin 12-16 
months 

HEYER.R S Region 4, Ole of the Director 86/08/12 NUSSBAUMER.O A Assistant 
Director lor State Agreements Programs 3pp 50036 132-50836 134 

-■6908100119 "Rept & Staff Evaluation of Colorado Radiation Conlrol Program tor 
840608-051025," Vols 1 & 2(1 7th regulatory program review) 

* Region 4, Ole of the Director 85/10/25. 120pp 60836 135-50836 266 

—8908100124 Forwards "Rept & Stall Evaluation ol Colorado Radiation Conlrol Pro- 
gram for 851025 870501 " Recommends that next review bo conducled within 12-18 
months 

HEYER.R S. Region 4, Ofc of the Director 87/09/25 NUSSBAUMER.O A Assistant 
Director for State Agreements Program Ip 50836 267-50836 287. 

-•8908100126 "Rept 4 stall Evaluation of Colorado Radiation Control Program fw 
Period 851025 870501,” Vols 1 4 2 (10th regulatory program review) 

* Region 4, 0(c of the Director 87/05/01 llOpp 50036 208 50837060 

8908110253 PNO II 89 036A updates Info provided on 890517 re ruptured Cs 137 
source downhole near Helena.AL McKenzie Methane, Inc assumed responsibnty foe 
discharging water consistent w/slale & local regulations Well backfilled w/concreo 
TROJANOWSKI.R Region 2, Ofc of the Dlreclor 89/07/20 2pp 50907 217- 
50007:218 

8908140130 Forwards "Site Stabilization 4 Closure Plan (or Richland, WA Low Level 
Radwasle Mot Facility" Document satisfies Condition 61 ol Amend 17 to license 
WN 1-019-2 

ADAMS.S R. US Ecology. Inc. (formerly Nuclear Engineering, Inc) 68/07/28 
INGERSOLL.C E, Washington, Slate of Ip 50911.122-60912215 

-8908140136 "Site Stabilization 4 Closure Plan for Richland, WA Low Level Radwasle 
Mat Facility ” 

* US. Ecology, Inc. (formerly Nuclear Engineering, Inc) 88/07/31. 96pp 50911 123- 
50911.218 

8908150335 Final response to FOIA request for documents Forwards App D documents 
also available In PDR 

PHILIPS. J Division ol Freedom of Information 4 Publications Services (Post 890205) 
89/08/09 BOLOTIN.S J, Bivona 4 Cohen. 2pp 50923 139-50924 004 

-8908150379 Ack receipt of 840731 response to NRC commenls & recommondalwns 
& AJ Hazle 840801 response to technical portion of sub) commenls following NRC 
1984 review ot radiation conlrol program of Stale of CO.OepI of Heallh 
MARTIN.RD Region 4, Ole oflhe Director 84/11/02 VERNON, T.M Colorado. State 
ol 3pp 50923-342-50923 344 

-•0908150388 Responds lo 840524 Mr (o Chairman Palladino re regulation Of U nulls £ 
mill tailings at Uravan Mill Evalualion of mailers raised In subj Hr end Sate of CO radi- 
ation conlrol program found adequate 4 compatible w/NRC program 
MARTIN.R D Region 4, Ofc of fhe Director 84/11/14 YUHNKE.R E Colorado, State 
of 7pp 50923 345-50923 351. 

—8908150392 Provides commenls on Umetco license application for regional low level 
waste facility lor Montrose Counly.State of CO.per Envirocare of Ulah.lnc request Sub| 
comments will be provided at upcoming public hearings 

HENDRICKS, DW Don Hendricks & Associates, Inc 88/09/07 LOHAUS.PH Opei- 
aliens Branch 11pp. 50923 353-50924,003 

-8908150394 Documents 881207 telcon w/K Weaver ol Stale of CO Dapl ol 
Health Stale of CO continuing w/two efforts re reaching agreemsnl w/anolher com- 
pact to accept Rocky Mountain region wasle 8. continuing screening of card tdalo dis- 
posal sites 

PANGBURN.G NRC - No Detailed Affiliation Given 88/12/08 LOHAUS.P NRG - No 
Delailed Affiliation Given Ip 50924-004-50924.004 
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1399160030 Requests that and R Loux 890804 Hr to R Browning be appended to meet- 
m summary from 890706 07 meeting on QA & exploratory shaft facility design control 
nocess Ur clarifies State closing remarks re NRC review of program 
LOUXRR Nevada, Stale of HLWR 80/08/07 HOLONICHJ J Division of High 
level Waste Management (Post 870413) Ip 50924 330 50924 333 


B9Q7310109 Advises that vendor has no agreements or conditions of employment which 
restrict emptoyeos.or contract employees, from providing info re potential safely 
issues to NRG, in response to 890425 Hr 

LANDERS.DF Teledyno Engineering Services 892-19 89/07/19 STELLO.V Ofc of 
the Executive Director lor Operations 5p 50730 243-50736 243 


1308160100 Clarifies & interprets language contained In 890210 guidance & info to 
assist slates in meeting governors certification requirements of 1990 mllestono of Low 
level Radwasle Policy Amends Act ol 1985 

BERNERORM Office of Nuclear Material Safety & Safeguards, Director 89/08/09 
Affiliation Not Assigned 2pp 50930 250 50930 251 

13081704 90 Forwards summary & explanation of policies ro review & evaluation of radi 
aton control program conducted 090605 09 Other Category I problems noted during 
review include failure of slate to formally adopt four regulatory amends 
KAMWERER.C Slate, Local & Indian Tribe Programs 89/08/10 WENTZ.RM North 
Dakota. Slate of 10pp 6095B 023 50950 032 

1908170593 PNO IV 89 050 on 890B09, Stale ol LA informed NRC that gamma reading 
ol 73 terns noted on loggers TLD badge Work assignments for quarter appear to pre 
chida actual whole body exposure Well logger Interviewed & blood work ordered 
DOOA.RJ Heglon 4, Ore of fhe Director 09/00/10 2pp 50945 075 50945 076 

1308130309 Requests addition of Ofc of Peoples Counsel to NRC svo lists (or 
msps, events & mgt of facilities Ofc of Peoples Counsel represents residential custom 
ers or utils regulaled by Slate of MD PSC 

GLYNN JM Maryland. Stale of 89/08/11 MURLEY.T Office of Nuclear Reactor 
Regulation, Director (Post 870411) Ip 5O067'28O-5O967 208 

1594210242 CommenL opposing proposed Chapter 1 re policy statement on exemption 
Irom regulatory control 

PRINGLE, 8 C Ohio, Slalo of 53FR49006 00233 09/08/09 NRC • No Detailed Aflill 
alonGwen 2pp 51074 140-51074 141 

S 9042 80201 Notification of contract execution, Mod 14, to "Radiation Monitoring Program 
Rwiitremenls " Contractor State of OH Dept of Health 

HUGHES, A Contract Administration Branch NRC 30 03-646 89/08/23 

NORELIUS.C E Region 3, Ole of the Director WIEDEMAN.DG NRC No Detailed 
Affiliation Given Ip 51041 310-51041 311 

-830828020 2 Mod 14, changing name of technical representative, to "Radiation Monitor- 
no Progiam Requirements " 

• Ohio, Slalo of EDGEWORTH, P J Division of Contracts & Property Managomont 
(Poll 890205) NRC-30 83-646 89/08/23 Ip 61041 311-51041 311 


lOPJtEP VENDOR REPORTS AND RELATED CORRESPONDENCE 


0907310149 Forwards proprietary LOCA analysis repts for Unil 1, Cycle 7 & Unit 2, Cycle 
8 & nonpropnelaty reload repls re LHGR for BWfl Proprietary repts wilhheld 
LOFLIN.L I Carolina Power & Light Co NLS-89-214 89/07/25 Document Control 
Branch (Document Control Desk) 3pp 50736 252 50736 33B 

8907310162 Forwards refs for Rev 1 to Topical Repl 8KAT Ol-P. "Repair of Defective 
Steam Generator Tubes by Sleeving," per HF Conrad request 
POMREHM.H P Bechtel - KWU Alliance 89/06/10 NORBERG.J Division of Engi 
neonng & Systems Technology (97041 1 B90826) 2pp 50723 321 50724 090 

— 8907310171 Grams permission lor use ol end article entitled "Corrosion Testing of 
Iconal* Alloy 690 for PWR Steam Generators," in Rev 1 to BKAT-0I P 
POMREHN.HP Bechlel KWU Alliance 89/07/24 NORBERG.J Division of Engi 
neeringS Systems Technology {970411 890826) 26pp 50723 323-50723 340 

--B908030157 "Comparison ol Stress Relief in Alloys 690 & BOO," presented al EPRI 
Alloy 690 workshop on 890412-14 W/copyrlght mall 

LO.CF , MAYO, WE , WEISSMAN.S Rulgers, New Jersey, State Umv of, Busch. NJ 
89/04/12 tD3pp 50723 349 50724 090 

8907310229 NEDC 31681 ERR Errala to NEOC-3 1 681 .consisting of changos to BWR 
STS justificolion vols & design features Section 4 0 
‘ General Eloclric Co 89/07/12 78pp 50741304-50742 021 

8907310302 Forwards application for amend to License DPR-64, revising Tech Specs to 
incroaso design basis UHS temp to D5 F Nonpropnelary WCAP 12330 & proprietary 
Rev 1 to WCAP- 12338 cncl Proprietory ropt withhold (rer 10CFR2 790fb)(4)) 

8RONS.J C Now York Power Authority (formerly Power Authority ol tho State of New 
York) IPN99 046 69/07/24 Documont Control Branch (Document Control Desk) 
4pp 50742 149 50743 181 

-0907310336 WCAP-12338 “Conlainmonl Margin Improvement Analysis for Indian Point 

KOLANO.J A , SMITH.LC, WOOTEN, L A Woslmghouse Eleclnc Corp 89/05/31 
185pp 50742,189 50743 006 

--0007310330 WCAP 12313 "Safety Evaluation for UHS Temp Incroaso lo 95 F at 
Indian Point Unil 3 " 

BECK.RK, COLVIN, E,R , DURKOSH.D E Westmgliouso Electric Corp 89/07/31 
174pp 50743007 50743 IDt 


[507270020 Forwards Rov 4 to QP/05 0782NP, "FRAMATOME QA Program (for US 
Applications) " Changes fisted include actlvllios of US subsidiary FUSOP.per 

n 5 cFR 50 ,App a 

V0IN.R Framatome 89/06/20 ROE.J W Division of Licensee Porformanco & Quality 
Evaluation (Post 970411), 5pp 50704 312-50705 059 


8907310416 Forwards rovised response to Quostion 4 of BB1201 request for addl info 
on Topical Ropt BAW-10164P, "RELAP5/MOD2 B&W, Advanced Computer Progiam 
for LWR LOCA & Non LOCA Transient Analysis " 

TAYLOR, JH Babcock & Wilcox Co JHT/09 149 89/07/20 NORBERG.J A Division 
of Engineering & Systems Technology (8704 1 1 890826) Ip 50736 221 50738 221 


•4907270028 OP/85 0782 NP R04 Rov 4 to "FRAMATOME OA Program (for US Appli 
cations)' 1 

' Framaloma 89/06/20 103pp 50704 31 7-50705 058 


[507280161 Forwards proprietary ANF 84-73(P),Rev 3,App B.SuppI 1, "Advanced Nu- 
dear Fuels Methodology for PWRs Analysis of Chapter 15 Events Responses to NRC 
Questions “ Repl wlfhtield (ref 10CFR2 790(b)) 

CGPELAND.R A Advanced Nuclear Fuels Corp (lormorly Exxon Nuclear Co, Inc) 
RAC 052 89 89/07/19 Office of Nuclear Reactor Regulation, Director (Post 070411) 
Ip 60705 295 50706 205 

[5072602 8 2 Confirms listed commitments re Wostlnghouso Informing customers of in 
Kxrect info on air operated valve assembly wolght & c|r ol gravity lor vnlvos pur- 
chased from Copas-Vulcan & sold by Wostlnghouse.per 090707 tolcon, 

ZV/OUNSKI.J A Division of Reactor Inspection & Safeguards (Post 87041 1) 09/07/ 
19 CASO.CL Westinghouso Electric Corp 2pp 50705,290 50705297 

150J28O2B3 Responds lo NRC 8B0703 requosl (or addl Info ro C-E Ownors Group to 
sirvctcred STS Juslification for content of post accident monitoring table 8 any othor 
similar items Identified will be supplied by 890807 

BERNIER, R A C-E Oporatlng Planls Owners Group CEOG-09 510 89/07/21 Docu- 
menl Control Branch (Document Control Dosk) 2pp 50707 190 50707 191 


65072*03 45 Requosls listed addl m(o re B&W Owners Group proposed revised STS by 
350 7 3 1, por 800612 mooting Usl of attendees from mooting & list of Category I acci 
dent monitoring Instruments end 

ROSSI, C£ Division ol Operational Events Assessment (Posl 070411) 89/07/21 
WILGUS.WS Babcock & Wilcox Operating Plants Ownors Group 5pp, 50706 082 
50706 066 


[507280397 Notification of 900725 meeting w/Westlnghouso In flockvillo.MD to discuss 
actions to Improve circuit breakor quality 

BRACH.EW Vendor Inspection Branch 09/07/10 MURLEY.T, SNIEZEK.J, 
MIRAGLIA.F NRC • No Detailed Affiliation Given 2pp 50785 050 50705 051 


8507310081 Forwaids EGG-SSRE-B547,Vots 1 & II, "BWR RWCU Sys Flexible Wedge 
Gate Isolaiion Valve Qualification & High Energy Flow Interruption Tost.lntonm Analy- 
sis & Data Ropt " 

STEELE, R EG8G Idaho, Inc (subs of EG&G, Inc.) STEELE.R Idaho National Engl 
neeimg Laboratory FIN B-5529 00/07/21 . WOODS, HW NRC - No Detailed Affili 
alien Gwen Ip, 50739 094-50741 245 


-•8508030269 Requests to have attached repts re operability of motor operated valves 
placed in PDR.Ropts provide detailed data Irom first series of valve blowdown fosls 
performed by INEL 

WOODS.fl Office of Nuclear Regulatory Research, Director (Post 860720) 09/07/26 
MCKNIGHT, J Documont Control Branch (Document Control Desk) tp 60739 095 
50739 095 


■•8507310084 EGG-SSflE-8547 "BWR Roactor Water Cloanup Sys Floxiblo Wedge 
Gale Isolation Valve Qualification & High Energy Flow Interruption To9(, Interim Analy- 
sis*. Data Ropt," Vols I & tl.tochmcal rept 

DEWALl.KG, STEELE, R EG&G Idaho. Inc (subs of EG&G, Inc). OEWALL.KG 
Idaho National Engineering Laboratory FIN A-6B57 89/07/31, NRC • No Detailed Al- 
IJialien Given 868pp 50739 096 50741 245, 


8907310459 Forwards safety evaluation accepting util responses to Generic Ltr B3- 
20, Item 4 5 3, "Reactor Trip Reliability On Lino Functional Testing of Reactor Trip 
Sys," based on adoption of surveillances delineated In Woslinghouso repls 
BRINKMAN, DS Profocl Diroctorato M GL-83 29 89/07/20 BRAM.S B Consolidat- 
ed Edison Co of Now York, Inc 3pp 50726 265 50726 296 

9907310461 Forwards safety evaluation suppoiting use of Tomcat Rept VEP NE 3, 
"Qualification of WRB 1 Critical Hoot Flux Coirclatlon in VEPCO COBRA Code," w/ 
constraint that mm grid sparing will be 13 inches or greater 

LAINAS,GC Assistant Director for Region II Reactors TAC 67364 09/07/25 
CARTWRIGHT, WR Virginia Power (Virginia Electric & Power Co) 2pp 50723 130 
50723 134 

• 6907310404 Safely evaluation approving uso ol Topical Repl VEP-NE 3 "Qualificalion 
ol WRB 1 Critical Heal Flux Corrolation in VEPCO COBRA Code." w/censlralnts that 
min grid spacing will bo 13 Inches or greater 

• Olfico of Nucloar Reactor Regulation, Oiroctor (Post 070411) 89/07/25 3pp 
50723 132 50723 134 

0907310540 Advises that vondor Mas not entered into agreemonls involving Section 210 
allegations containing language restricting employees from providing info re safety 
Issues to NRC, In response to Stollo 890427 ltr 

RIES,FW Stone & Webster Engineering Corp 89/07/17 BRACK, EW Vondor In 
spection Branch Ip 50736 239 50736 209 

8900010178 Forwards Rov t to response to Question 43 ol request for addl info ro 
BAW-10I68P, "Rocirculafing Sloam Generator LOCA, B&W LOCA Evaluation Model 
tor Rocirculafing Sloam Generator Plants " End withhold 

TAYLOR.JH Babcock & Wilcox Co JHT/09 150 89/07/20 NORBERG.J A Division 
of Engineering & Systems Technology (970411 890926) Ip 50767 204-50767 204 

8900010364 Forwaids rosubmitlal of proprielary proposed Amend 22 lo NEDE-2401 1 P 
A, "GE Std Application for Reactor Fuel ” Amend designates licensing acceptance cri 
Iona applicable lo GE fuel designs Enel wilhheld (rof 10CFR2 790) 

CIIARNLEY.JS General Eloclric Co MFN 051-89 89/07/26 HODGES, MW Reactor 
Systems Branch (07041 1-800826) 2pp 50767 181 50767 102 

8909020181 Forwards corrections to Tech Specs rollocllng implementation ol WCAP- 
10271,Supp! 2 & Rov l.per NRC 890222 request List of attachments providing re- 
quested into submitted 

CAHILL, WJ. TU Electric (formeily Toxas Utilities Generating Co ) TXX-89475 89/07/ 
25 Documont Conlrol Branch (Documont Control Desk) 37pp 50763 249 50763 205 

8009020197 Advises that no agreements umior Section 210 contain clauses restricting 
conlact w/NRC or any agency over past.presonl or future nucloar safely concerns 
which complainants may have, par V Sfello roquest 

FLETCHER, M A Bochfol Corp 89/07/14 Vendor Inspection Branch 5pp 60862 236- 
50862 240 


8908020196 Forwards proprietary Rov 1 to WCAP 11312 & nonproprietary Rev 1 to 
WCAP-11066, "Westinghouso Ownors Group Tech Spoc Subcommittee Reactor Trip 
Breaker Mamt/Survoillance " Proprlotaiy repl withheld (rof 10CFR2 790) 

HAIRSTON, WG Georgia Powor Co ELV 00512 09/07/25 Documont Control 
Branch (Oocumonl Conlrol Desk) tOpp 50766 212-50786 270 
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6908020233 Application tor amend to License NPF-12. revising Tech Spec Tables 2 2-1 
& 3 3 4 re reactor trip sys instrumentation setpoints & ESFAS Instrumentation VVCAP- 
12190 8 proprietary WCAP-1 21 89 end WCAP-12189 withheld (ref 10CFR2 790) 
BRADHAM.OS South Carolina Electric & Gas Co 09/07/21. Document Control 
Branch (Document Control Desk) 2pp 50762 200 50762 275 

-8908020236 Requests that proprietary WCAP-12189. "Resistance Temp Detector 
Bypass Elimination Licensing Repl for VC Summer Nuclear Station" be withheld from 

K ublic disclosure (ref 10CFR2 790) 

/IESEMANN.R A Westinghouse Electric Corp CAW-89-065 89/04/28 MURLEY.T 
Office ol Nuclear Reactor Regulation, Director (Post 870411) llpp 60762 211- 
50762 221 

-8908020239 WCAP-12190 "Resistance Temp Detector Bypass Ehminalion Licensing 
Rept for VC Summer Nuclear Station " 

PROVIANO.MJ, WATERS, RM Westinghouse Electric Corp 89/04/30 55pp 
50762 222-50762 275 

8908020263 Forwards proprietary Rev 1 to WCAP11786 & nonproprfetary WCAP- 
12311, ‘‘JM Farley Unit 2 Engineering Evaluation of Weld Joint Crack In 6 Inch Safety 
Injection 8 RHR Piping " Proprietary repl withheld (ref 10CFR2 790) 

HAIRSTON.WG Alabama Power Co 89/07/26 Document Control Branch (Docu- 
ment Control Desk) 2pp 50762 278-59763 161 

-8908020265 Requests that proprietary Rev 1 to WCAP-1 1786, "JM Farley Unit 2 Engi 
neering Evaluation of Weld Joint Crack in 6 Inch Safety Injection 8 RHH Piping." be 
withheld ref 10CFR2 790) 

WIESEMANN.RA Westinghouse Electric Corp CAW-09-081. 09/06/23 MURLEY.T 
Office of Nuclear Reactor Regulation, Director (Post 870411) lOpp 50762 280 
50762 289 

--890B020266 WCAP-12311 Nonproprietary "JM Farley Unit 2 Engineering Evaluation of 
Weld Joint Crack in 6 Inch Safety Injection & RHR Piping " 

ELUS.GR. AOAMONIS.DC, ARNOLD, EC Westinghouse Electric Corp 89/07/31 
231pp 50762 290 50763 161 

8908020405 Responds to issues discussed in NRC Itr received on 890721 accepting 
BAW 2076 for review 

SMYTH.CW Babcock & Wilcox Operating Plants Owners Group OG 537 89/07/31 
Document Control Branch IDocument Control Oesk) 1 18pp 50759 259-50760 017 

8908040085 Forwards proprietary CEN-387-P & nonproprietary CEN 387 NP, "Pressuriz- 
er Surge Line Flow Stralitication Evaluation," in response to Bullelin 88 011 All piping 
surge nozzle loading acceptable CEN 387- P withheld (ref 10CFR2 790) 

STERLING, E C C-E Operating Plants Owners Group CEOG 89 470 89/07/27 Docu- 
ment Control Branch (Document Control Desk) 6pp 50795 218 50796159 

-8908040088 CEN 387 NP Nonproprielary “Pressurizer Surge Line Flow Stralitication 
Evaluation " 

‘ Combustion Engineering, Inc ' C-E Operating Plants Owners Group 89/07/31 
170pp 50795 224 50796 159 

6908040154 Forwards summary of SWRI 890707 shipment receipt Rept addresses ship 
ment received via exclusive use.open transport vehicle from SWRI which had external 
radiation level ol 290 m/h on contact. 

BOYD.C.C Babcock & Wilcox Co 89/07/13 EBNETER.S Region 2, Ole ol the Direc- 
tor 2pp 50799 310 50799 311 

8908070064 Forwards errata fo updated operational QA Program Topical Rept VEP 1- 
5A, submitted on 890621 Errata corrects inadvertent omission of several pages of 
Table 17 2 0 Irom previous update 

STEWART, WL Virginia Power (Virginia Electric 8 Power Co) 89 257A 89/07/28 
Document Control Branch (Decuman! Control Desk) 2pp 50826 050-50826055 

-8908070069 VEP 1-5A ERR Errata to updated operational QA program topical rept, 
consisting of replacement Pages 1 7 2-33a, 1 7 2 3 6 & 1 7 2-38 
* Virginia Power (Virginia Electric & Power Co ) 88/04/30 4pp. 60826 052-50826 055 

8908070066 FOIA request lor all tiles of Ofc of Investigations re any investigation of TDI 
that were previously withheld per FOIA Exemption 7 or records or re pis bearing Rept 
or Tracking Number Q 5 84 008 

ROLFE.R M Hunton & Williams RQLFE.R M Lono Island Lighting Co 89/04/26 
NRC • No (Detailed Affiliation Given. 3pp 50809 190 50B09 197 

8908070072 Partial response to FOIA requesl for records App A records end & avail- 
able In PDR 

PHILIPS, J Division of Freedom ol Information & Publicalions Services (Post 890205) 
89/08/01. ROLFE.R, M Hunlon & Williams 4pp 50609 198 50609 278. 

--8908070077 Advises lhat Ole ol Investigations conducting Investigation of TDI on alls 
gallon re use of improper malls In fabrication of diesel engines lor use In nuclear 
power plants 

SHACKLETON.O.C Office of Investigations (Pre 880201) 83/03/17 VORSE.J.Y 
Office ol Investigations (Pre 680201) 6pp. 50809 202-50809 207. 

--8908070088 Advises lhal Ofc of Investigations opened Investigation re TDf & Commis- 
sioners have been appnsed of investigation 

HAYES, BB Office of Investigations (Pre 800201) 84/03/12 CUNNINGHAM.G H. 
Office of the Executive Legal Director (Pre 860701) 2pp. 50809 209-50809 210 

-8908070091 Advises that Case 5 84-008 assigned to RA Meeks Case has remained 
unasslgned until now due to lack of availability of investigator 
SHACKLETON.OC. Office of Investigations (Pre 880201), 84/05/18 Office of Investi- 
gations (Pro 860201) 17pp 50809 211-50809 227 

-8908070099 Advises that lead responsibility for Investigation of Case 5 84 008 trans- 
ferred from Ofc ol Investigations Headquarters lo Ofc of Investigations Region V 
SINCLAIR.J.R Office of Investigations (Pre 680201) 85/06/06 SHACKLETON.OC. 
Office of Investigations (Pre 8D0201) 4pp 5 080 9 '228-50809 231. 

“8908070103 Requests info re end list ol al legations under IE review Response re- 
quested by 851 226 

GREHER.E Ofc of Inspection & Enforcement, Director (020201-670413) 85/12/11 
MEEKS, R Region 5, Ofc of the Oireclor 2pp 50809 '232-50609 233 

-8908070110 Responds lo 851211 Inquiry re info needed lor IE allegation data input 
lorm Ole ol Investigations has bad open case on TDI since 840207 
SHACKLETON.OC Office of Investigations (Pre 880201) 86/01/08 GREHER.E A 
Program Support & Analysis Staff, IE (Pre 870413). ip 50809 234-50809 234 


-0908070119 Confirms understanding ol commitments re TDI in Case 5-84-008 H*ad- 
quarters will coordinate matter w/IE, Vendor Program Branch & NRR to ofctan 
Inpul.documents & status ol efforts re TDI 

POWER.E J Office ^Investigations (Pre 880201) 86/05/22 SINCLAIR, J R Office of 
Investigations (Pre 8B0201) 2pp 50809 235 50809 236 

-8908070125 Requests records re audits, msps or investigations of TDI from 1974 to 
present in response lo FOIA request from TS Ellis 

R08INSON.L L NRC - No Detailed Affiliation Givon 86/09/05 SMITH, H Office of 
Nuclear Reactor Regulation, Director (Post 870411) MULLINIX.W Ole of Inspection S 
Enforcement, Director (820201-070413) Ip 50809 237-50809 243 

--8908070128 Advises lhat no investigative actions initiated in TOI Case 6 8 4-009 S no 
efforts planned In near future due lo lack of resources 

POWER.E J Office of Investigations (Pre 880201) 86/11/26 MARSH.R G Office el 
Investigations (Pre 880201) Ip 50809 244 50809 244 

-8908070133 Advises that Case 5 84 008 re TDI will remain open w/intenl to work to- 
wards resolution as soon as resources available 

MARSH.R G Office of Investigations (Pre 880201) 87/03/06 Office of Investigations 
(Pre 8BD201) Ip 50803 245-50609 245 

--8908070139 Confirms understanding ol review of TDI Case 5 84 008 Priority ol inves- 
tigation low & no Ofc of Investigations efforts have been expended on case m approx 
4 yrs 

POWER.E J Office of Invesiigalions (Pre 880201) 87/03/27 SINCLAIR.J Ottos Of 
Investigalions (Pre 880201) 2pp 50809 246 50809 247 

-8908070143 Forwards memo of analysis of TDI Case 5 84 008 lor review Consider- 
ation should be given to referring matter to another investigative organization VV/o 
encl 

MARSH.R G Office of Investigations (Pre 080201) 87/06/30 FORTUNA.fl A Office 
of Investigations (Pre 88020 1 ) 2pp 50809 248-50809 249 

-B90BD70147 Concurs w/ proposal to refer investigation of Case 5 84-008 te TDI loan 
other Investigative organization w/appropriate jurisdiction 

FORTUNA.R A Office ol Investigations (Pre 880201) 87/07/28 MARSH, RG Office 
of Investigations (Pre 080201) 2pp 50809 250-50809 251 

—6908070152 Forwards Ofc ol Investigations rept ol investigation re TDI suspected fal- 
sification of OA & QC records In Case 5-84-008, lor action 

MARSH.R G Ollice ol Investigations (Pre 8B0201) 87/11/20 MURLEY.T E Office of 
Nuclear Reactor Regulation, Direclor (Posl 870411) 27pp 50809 252-50809 276 

8903070314 Forwards 47-1163743-20, "B&W Owners Group Steering Committoo Rec- 
ommendation Tracking Sys Rept" Status of recommendations al Rancho Scco re- 
tained in update although plant shut down 

O'CONNOR, WT Babcock & Wilcox Operating Plant9 Owners Group OG-541 69/08/ 
01 CRUTCHFIELD, D Associate Director lor Projects (Post 870411) 4pp 50D09049 
50909 323, 


“6908O70323 47-1163743-20 "B&W Owners Group Steering Committee Recommenda 
tion Tracking Sys Rept " 

* Babcock & Wilcox Operating Plants Owners Group 89/06/30 275pp 60909053- 
50909 323 


8908070336 Informs that company has not & will not include clauses in labor settlement 
agreements lo restrict ability of employees to provide Info aboul potential safety 
issues to NRC, per 8904 17 Itr 

ROBINSON, J Black & Veatch 09/07/26 STELLO.V Ofc of the Executive Director 
lor Operations Ip 50822 315-50822 315 

8B08080117 Forwards BAW-2086, "B&W J-R Test Procedure for Wedge Opening 
Loaded (WOL) Fraclure Toughness Specimens " Requests lhal NRC review be ac- 
complished by 891201 to facilitate ongoing reactor vessel surveillance programs 
TAYlOR.J H Babcock & Wilcox Operating Plants Owners Group OG 539 &9/08/05 
MURLEY.T E Office of Nuclear Reactor Regulation, Director (Post 070411) 
NORBERG.J A NRC • No Delalled Affiliation Given 2pp 50884 002-50384 050 

-8906080120 BAW-2006 "B&W J-R Test Procedure for Wedge Opening Loaded (WOL) 
Fracture Toughness Specimens " 

VAN DER SLUYS Babcock & Wilcox Operating Planis Owners Group 39/06/30 
44pp 50884 004-50884 050 

8908080220 Forwards revised pages to proprietary & nonpropriatary WCAP-12141 & 
WCAP-12142, “Beaver Valley Unit 2 Evaluation for Tube Vibration Induced Fatigue," 
respectively, per NRC Bulletin 80 02 

SIE8ER.JD Duquesne Light Co IEB 88 002 89/07/31 Document Control Branch 
(Document Control Desk) 3pp 50878 182-50878 186 

-8908080225 WCAP-12142 ERR Nonproprietary revised pages to “Beaver Valley Unit 2 
Evaluation for Tube Vibration Induced Fatigue " 

* Westinghouse Electric Corp 89/07/31 2pp 50876 185 50878 IBS 

8908080230 Forwards addl Info re pressure temp limits, per NRC 890526 requesl & dis- 
cussion w/Tsao of NRC on 890724, Capsule Z did not contain any weld metal 
specimens Therefore.discussfon ol specimens not Included In WCAP-1 1955 
LABRUNA.S Public Service Eleclric & Gas Co of New Jersey NLR-N89I30. 69/07/ 
31 Document Control Branch (Document Control Desk) 7pp 50856-119 50856,125 

8908080276 Notification of 890620 meeting w/Westlnghouse & Weslinghouse Owners 
Group in Rockville, MD re secondary safety Injeclton logic mod. 

NEWBERRY.S Instrumentation & Control Systems Branch (870411-890826) 69/06/ 
08 THADANI.AC Assistant Direclor for Systems (07041 1-690823} 2pp 50854 258. 
50854,259 

8908030374 Summary ol 890629 meeting w/B&W Owners Group re lech meal baste & 
scope ol owners group core operating limits rept. Allowable values column may be 
deleted Irom Table 2,2-1, "Reactor Protection Sys Instrumentation Trip Setpomls 
FISCHER, DC Technical Specifications Branch 89/07/19. CALVO.JA Technical 
Specifications Branch 25pp 60856 138-50856-162. 



NONDOCKETED ITEMS 249 


U90SQ9O3SO Forwards proprietary Addendum 3 to WCAP 1 1 236. "BISON - One Dimen- 
s.onal Dynamic Analysis Code (or BWRs ” Application (or withholding propriety Into 

also end 

JOHUSCN.WJ Westinghouse Electric Corp NSNRC09 3451 89/07/2B 

HODGES, MW Reactor Systems Branch (870411 890826) KATZE.D NRC - No Da 
La'ed Allilialion Gwen 2pp 50862 040 50862 042 


-4908090354 Application for withholding proprietary Addendum 3 to WCAP-11236, 
BISON - One Dimensional Dynamic Analysis Code tor BWRs," (rom public disclosure 
irel 1QCFR2 790(a)),par 890728 llr 

WiESFMANN.RA Westinghouse Electric Corp AW 69 090 89/07/28 

RUBENSTEIN.LS Standardization & Non Power Reactor Protect Directorate (Pro 
80730) Ip 50862 042 50862 042 

45OS09O367 Advises that computer used (or plant startup & to indicate reactor criticality 
cons idered licensable by NRC Catalytic oxygen reduction sys considered balance of- 
p=anl equipment 8- subj to Dept ol Commerce requirements 

PETERSON, MR Asst Dir (or Inti, Security, Exports & Mails Safely (Post 890226) 
69/08/01 HUDEC.WS Westinghouse Electric Corp Ip 50891 165 50891 165 


190&1G0D14 Forwards revised chart rellecling listed organizational changes, per WCAP* 
M70/?699,Rev TIA/7A, Section 17 1 t, "Energy Sys Business Umt/Nucloar Fuel 
Business Unit QA Plan” 

JOHNSON.WJ Westinghouse Electric Corp PA-09-596 09/07/80 ROE.J W Division 
ol Licensee Performance & Quality Evaluation (Post 670411). 2pp 50886 1B2- 
£6686 1 83 


8903I4QO39 Forwards Rev 7A to PCC QAPD, "QA Program Description " 

ANDREWS.R R Power Computing Co 69/OB/O? Document Control Branch (Docu- 
ment Control Desk) Ip 50914 266*50914 323 


-6505070181 Inlorms ol NRC acceptance ol Rev 7 to QA Topical Rept PCC-QAPD, 
'OA Program Description " Rept should be identified as Rev 7A 
GODY.AT Peilormance & Quality Evaluation Branch (Post 090101) 89/07/26 
ANDREWS.R R Power Computing Co. Ip 50914 267-50914 267 


-6908140051 Rev 7A to Topical Rept PCC QAPD, "QA Program Description " 
ANDREWS.R R Power Computing Co 89/07/31 54pp 50914 26B-50914 323 

8908140217 Application lor amends to Licenses DPR-29 & OPR-30 .reducing number ol 
temp switches lo iniliata HPCI 8 RCIC sys In event ol sys area high tomp & lowering 
tnp level setting to maintain steam response lime & limit radiation reloasos 
STOLS.R Commonwealth Edison Co 0223T 1 B9/00/03 MURLEY.T E Olllce ol Nu 
dear Reactor Regulalion, Director (Post 070411) 2pp 50993 272 50093 348 

-6MBH0221 AE 05 0184 "Quad Cities 1 & 2 HPCl/RCIC Room Leak Deleclion.Phase 
I Rept " 

0ILUG.PF, ROGERS, A E General Electric Co 64/01/31. 15pp 50903 288- 
50993 302 


-$908140225 AE-59 0584 "Quad Cities 1 & 2 HPCl/RCIC Room Leak Deleclion.Phase 
II 4 lit " 

BIILIG.P F , ROGERS.A E General Eteclnc Co 04/06/30 45pp 60993 303- 
50993 346 

8908150160 Forwards BAW-2079, "Technical Advisory Group Investigation o( Once 
Through S learn Generator Thermal Hydraulic Experimental Data ” Outline ol near 
term activities to Implement agreements made (rom 090317 meeting listed. 
SHERON.BW Division of Systems Research (Post 000717) 09/04/07 WILSON, R 
Babcock & Wilcox Oporallng Plants Owners Group WILSON, R General Public Utili- 
ties Corp - GPU Service Corp 2pp, 50920 156 50921 306 

-8908150174 BAW-2079 "Technical Advisory Group Investigation of Once-Through 
Steam Generator Thermal Hydraulic Experimental Data Requirements," 

• Babcock & Wilcox Co. 89/03/31 531pp 50920 150 50921 306 


8908170302 Advises that WCAP-12258, "Evaluation ol Thermal Stral ification for Co- 
manche Peak Unit 1 RHR Lines," withheld (ref 10CFR2 790), per 890504 request 
GRIMES, Cl Comanche Peak Protect Division 89/06/10. WtESEMANN.R A Westing- 
house Eleclnc Corp 4pp 50946 172-50945 175 

8908170570 Advises ol KM Schembarger completion ol requirement (or certification as 
examiner at Westinghouse reactors 

WRIGHT.GC Region 3, Ole of the Director. 89/08/01. PERKINS, KE Operator Li- 
censing Branch 3pp 50958 006 5095B 008 

8908180077 Grants 880504 request to withhold WCAP 12267, "Technical Basis (or 
Eliminating Rupture ot Accumulator Injection Nozzles as Structural Design Basis lor 
Comanche Peak Unll 1," (rom public disclosure.per 10CFR2 790(b)(5) 

GRIMES.CI Comanche Peak Project Division 89/0B/10 W6ISEMANN.R A Westing- 
house Eleclnc Corp 4pp 50970 101-50970 104 

8908180194 Forwards GAC19661, *'SAR (or Cycle 4 Extended Operations," concluding 
that extension does not present unrovlewed safety questions & no changes to Tech 
Specs required 

CRAWFORD, AC Public Service Co of Colorado P-89314 09/08/14 W1ESS.S H 
Document Control Branch (Document Control Desk) 4pp. 50967 101-50967 160 

"8908180198 GA C19661 "SAR lor Cycle 4 Extended Operation " 

* General Atomics ((ormerly GA Technologies, Inc /General Atomic Co) 89/05/31 
54pp 50967 105 50967 160 

8908180205 Forwards nonpropnelary Suppl 2 lo WCAP-12256 & proprlelary Suppl 2 lo 
WCAP-12256, "Evaluation ol Thermal Stratification lor Comanche Peak Uml 1 RHR 
Lines" & request for withholding proprielary rept (ral 10CFR2 790) 

CAHILL, WJ TU Electric (lormetly Texas Utilities Generating Co) TXX 69566 89/08/ 
09 Document Control Branch (Documont Control Desk) 3pp 50957 050 50957.097 

--8908180208 Requests proprietary Suppl 2 to WCAP 12258, "Evaluation ol Thermal 
Siralilicatlon lor Comanche Peak Unit 1 RHR Linos" bo withheld (ref 10CFR2 790) 
WIESEMANN.RA Weslinahouse Electric Corp CAW-89 091 69/08/03 

MURLEY.T E Office ol Nuclear Reactor Regulalion, Oirector (Post 870411) lOpp 
50957 053-50957 062 

••8908180211 WCAP-12259 S02 Suppl 2 to "Evaluation ol Thermal Stratification (or Co 
manche Peak Unit 1 RHR Lines" 

ROARTY.DH, STRAUCH.P L„ MATTY.TJ Westinghouse Eleclnc Corp 69/08/31 
36pp 50957,063 50857 097 

8908210036 Forwards proprietary & nonpropnelary "Topical Rept (or NUTECH Horizon- 
tal Modular Storage Sys lor Irradiated Nuclear Fuel NUROMS 24P," Rev I.Vols I & 
II Proprietary rept withheld (rol 10CFR2 790). 

MCCONAGHY.W J NUTECH Engineers. Inc WJM-89 135 89/07/14 ROBERTS, J P 
Fuel Cycle Safely Branch 5pp 50971 100-50973 096 

-8908210048 NUH 002 R01A V01 Nonpropnotary Rev 1A to Vo! I lo “Topical Repl lor 
NUTECH Horizontal Modular Storage Sys lor Irradiated Nuclear Fuel, NUHOMS-24P." 

• NUTECH Engineers, tno NUH002 0103 69/67/14 500pp 50971 104-50973,096 

8908220001 Foiwards proprietory & nonpropnotary Addendum 1 to WCAP-11037. "Ex- 
tension ol Malhodology for Calculating Transition Core DNBR Ponallies" Proprietary 
repl wllhhold (ral 10CFR0 5(4)), 

JOHNSON, WJ Weslmghouso Electric Corp NS NRC 89 3450 89/08/01, 
HODGES, MW Reactor Syslems Branch (8704 11 -690828) 2pp. 51015 245- 
51015 264 

--8 908 220002 Requests lhai proprlelary Addendum I to WCAP-11037, "Extension ol 
Methodology lor Calculating Transition Core DNBR Pannllles," bo withheld (rom public 
disclosure (rel 10CFR9 5(4)) 

WIESEMANN.R A Weslmghouso Electric Corp AW-89-083 09/08/01. 

RUBENSTEIN.L S Standardizellon & NonPowor Reactor Project Directorate (Pro 
890730) lOpp 51015'247-51015 256 


$908160084 Forwards recommendation tracking sys quarterly ropt & provides authorize- 
lon for NRC to reproduce submittals lor NRC distribution & purposes 
TAYLOR. J H Babcock & Wilcox Oporallng Plants Owners Group OG 552, 89/00/11. 
MCKNSGHT.JC NRC - No Dotallea Allillatlon Given Ip 51103 03151103 031. 


-8908220004 WCAP-11037 ADD01 Non proprietary Addendum 1 to "Extension ol Meth- 
odology lor Calculating Transition Cora DNBR Penalties." 

SCHUEREN.P ,E , FRIEDLAND.A.J , NOVENDSTERN.E. Westinghouse Electric Corp 
89/07/31. Bpp 51015-257-5101 6'264 


9998160095 Forwards ANF-fl29(P),S03, "Answers to Furlhor Quoshons Posed by NRC 
Stall & Consultants (May 1989) on Advanced Nuclear Fuels Corp BWR Oxt) Spray 
Cooling Period Heat Transfer Coefficients," 

COPElAND.R A Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co,, Inc ) 
RAC 05569 89/08/11. Office ol Nuclear Reactor Regulation, Director (Post 870411) 
Ip 50935 250 5093 5. 2S0 

8908170017 Forwards NRC B90427 llr on settlement agreements, per H Wescott 
request W/o end. 

CRUTCHFIELD, D. Associate Director lor Special Projects (Post 890101) 89/08/09 
MARSHALL.R Ebasco Services, Inc (subs ol Enserch Corp.) Ip 50945 193- 
50945 193 


8908220013 Forwards proprietary ABB Atom Repl RPA 89 17, "Addl Into on NUFREQ 
NPW, Computer Code lor Coro Slabitily Analysis ol BWRs," per 880009 request lor 
addl Into re WCAP- 11604. Application lor withholding also and 
JONSSON.N O. ASEA Brown Boverl, Inc ABB 80-080 69/08/10 HODGES.MW Re- 
actor Systems Branch (67041 1-890826) 2pp 509B3'242-509B3 252 

••8908220014 Raquosls that response to NRC questions re WCAP-11684, "NUFREQ. 
NPW.Computor Code lor Core Stability Analyses ol BWRs," bo withheld (tom public 
di9dosure,per 10CFR2 790 

LINDNER, J ASEA Brown Bovorl, Inc ABB 89 0B9 89/08/10 RUBENSTEIN.L S 
Olllce ol Nuclear Reactor Regulation, Director (Post 670411). 9pp 50983 244- 
50983 262, 


$903170079 Advises that JA lennariz successfully completed requirements lor certifica- 
tion ts examiner at C E reactors 

WRIGHT.GC Region 3, Ole ol the Director 89/08/10 PERKINS, KE Operator Li- 
censing Branch tp 50945-200 50945 200 

$906170090 Summary ol 890710 meeting w/Ownors Group Chairpersons In 
Rockville MD re new STS review List ol attendees end, 

FISCHER.QC Technical Specifications Branch 69/08/03 CALVO.JA Technical 
Specifications Branch 3pp 50953 144-50953 146 

$908170124 Forwards addl info on DPC-NE-3000, "Thermal Hydraulic Transient Analy- 
sis Methodology,’'’ per 890718 & 19 tolcons re steam generator heat transfer modeling 
w/RETRAN Code. 

TUCKER, H B Duka Power Co 89/08/09 Document Control Branch (Documont Con- 
trol Desk) 4pp 50849-226 50949,229. 

6508170261 Advises of slaps token to remove list ol Section 210 cases attached to 
690525 memojrom TVA automated document filing & retrieval sys All copies of micro- 
film reels containing document recalled until now reels can be made & distributed. 
KINGSLEY ,OD. Tennessee Valley Authority 09/00/10 CRUTCHFIELD.D Associate 
Oirector lor Special Projects (Post 890101) 2pp, 50945-196-50945 197. 


$908220262 Forwards listing ol restructured STS diskettes, per CE Rossi 890703 re- 
quest. 

STERLINGS C. C-E Operating Plants Owners Group CEOG-89 570, 89/08/15. Docu- 
ment Control Branch (Document Conlrol Desk). 4pp 50998-355 60996 358. 

8908220447 Forwards responses lo three items ol addl info requested by CE Rossi 
690703 ttr ra radioactive alfluont Tech Specs addition, containment testing changes & 
content ol accident monitoring Instrument 

STERLING, EC. C-E Operating Plants Owners Group, CEOG-89 571 89/00/15 Docu- 
ment Control Branch (Documont Control Desk) 2pp 50976 171-50976 221 

--8908250175 Rev OA to C E Owners Group restructured STS ro radiological environ 
Tech Spec limiting condition lor operation & bases, containment lantlon testing & as- 
sociated changes 

• CE Oparallng Plants Owners Group. 09/08/15 49pp 50976 173-50976 221, 

8908230214 Requests that SER for BAW-10159P, "BWCMV Correlation of Critical Heal 
Flux in Mixing Vane Grid Fuel Asembllos” be revised lo Include applicability lo Wes- 
tinghouse Vantage 5H fuel design, Proprietary justification for request end, 

TAYLOR, J H, Babcock 4 Wilcox Co JHT/89 173- 89/08/11, NORBERG.J A. Division 
of Engineering & Syslems Technology (67041 1-890826). Ip. 61007 235-61007 235 
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8908250007 Forwards proprietary Rev 3 to Topical Ftept BAW 101 71 P, "Model for Mul 
(inode Core Reflooding Analysis" Update to rep! includes addition of leak path 
GSTOP Ionic to close vessel side break Rapt withheld 

TAYLOR, J H Babcock A Wilcox Co JHT/89 176 89/08/17 NORBERG.J A Division 
of Engineering 8 Systems Technology (870411-890826) 2pp 51029.113-51029 1 14 

8908280233 Forwards nonproprielary WCAP- 12345, "Westmghouse Owners Group Irra- 
dialion Effects on Reactor Vessel Support 11 Rep I provides critique of Oak Ridge Nall 
t ab rcpl on radialion embrittlement of reactor vessel supports 
NEWTON, R A Weslmghouse Operating Plants Owners Group OG-89 53 89/07/27 
ELLIOTT, B Olfice ol Nuclear Regulatory Research, Director (Post 860720) 2pp 
51035 282 51035 305 

-B908280236 WCAP- 12345 Nonproprietary "Westmghouse Owners Group Irradiation 
Effects on Reactor Vessel Supports " 

BAMFORD.WH. JOHNSON.E R , SWAMY.SA Westmghouse Operating Plants 
Owners Group 89/07/31 23pp 51035 284 51035 305 


WASTE MGT NUCLEAR WASTE MANAGEMENT 


8812210305 "Radwaste Mgt in OECD Countries Status Repls on Nall Programmes.*' 

* Organization for Economic Cooperation & Development (Paris) HLWR, 88/08/31 
23Bpp 50765 001 50765 251 

8907280359 Forwards corrected Task 3 lo "Effect of Resistivity & Transport on Corro- 
sion ot Waste Package Metis," (or Jan 1989 monthly rept 

INTERRANTE.CG National Institute of Standards & Technology (formerly National 
Bureau ol Slanda FIN A 4171 9 HLWR 89/07/26 PETERSON, C Technical Review 
Branch (B70413-880910) Ip 50707 220 £0707 221 

-8907280387 Corrected Task 3 to “Effect of Resistivity A Transport on Corrosion of 
Waste Package Malls " 

* National Institute of Standards A Technology (formerly National Bureau of Slanda 
FIN A-4171-9 HLWR 89/01/31. NRC • No Detailed Affiliation Given Ip 50707 221- 
50707 221 

8907280368 "NRC Technical Assistance for Design Reviews," Progress Rept 47 for 
June 1989. Voucher 8 supporting info available in Central Files 
HART.R D. Itasca Consulting Group, Inc FIN D 1016 HLWR 89/07719 TANIOUS.N 
Division of High Level Waste Management (Post 870413) 5pp 50689 061-50689 065 

8907280381 Forwards draft "Exam ot Use ol Continuum Vs Discontlnuum Models lor 
Design 8 Performance Assessmenl for Yucca Mountain Site " 

HART.R D Itasca Consulting Group, Inc FIND-1016 HLWR 89/07/25 TANIOUS.N 
Division ot High Level Waste Management (Post 870413) Ip 50689 066-50689148. 

-6907280385 Draft "Exam of Use of Continuum Vs Discontmuum Models for Design & 
Performance Assessment for Yucca Mountain Site." 

BOARD, M . HART.R D Itasca Consulting Group. Inc FIN O-1016 NRC-02-85 002 
89/07/31 NRC - No Detailed Affiliation Given 82pp 50689 067-50689 148 

8907310218 Comments on Project Interface Document 10 S 03, Rev 3, per DOE 890503 
request for NRC review & concurrence OOE should revise remedial action plan or re- 
medial action msp plan to reflect suggested changes 

LOHAUS.P H Operations Branch 89/07/26 MATTHEWS, M Energy. Dept of Zpp. 
50737 077-50737 078 

8907310226 Confirms 890720 request lor assistance in coordinating Insp accompani- 
ment & visit to TMI 2 by Taiwanese personnel to review radwaste processing & stor- 
age facilities on 090814 

GREEVES.J T Division of Low Lavel Waste Management & Decommissioning (Post 
870413) 89/07/26 HARRISON, T Region 1, Otc of the Director Ip 60737 058- 
50737 062 

-•89 073 10231 Forwards security plan tor YT Shao (foreign assignee from Taiwan) Shao 
will be issued unescorted access badge to unclassilied areas of White Flint Bldg 
BRADY, RJ Division of Secunly (Post 890205) 89/07/28 HAUBER.R.D Asst, Dir, lor 
Inll Policy & Reactor Safety Cooperation (Post 890226) 4pp. 50737 059-50737;082 

8907310269 Comments on DOE site characterization plan for Yucca Mountain site, per 
Herrmglon 881228 llr General agreemenl w/proposed plan noted DOE commitment to 
cany out peifonnance projections supported Detailed comments end 
SANDERSON, R E Environmental Protection Agency. HLWR 89/05/30 ROUSSO.S 
Energy, Dept of Spp 50709 330 50709 334 

8907310299 Agrees thel technical concerns raised in into provided on 890711 & 19 re 
probability ol volcanic eruption at Yucca Mountain site appropriate for discussion at 
upcoming tectonics meeting Release dates for study plans staled 
STEIN.R Energy, Dept of HLWR 89/07/20 YOUNGBLOOD, B J Division of High 
Level Waste Management (Post 870413). Zpp 50709 342-50709 343 

8907310321 Confirms presentation scheduled lor 890727 on high level waste licensing 
process Speakers will include F Cameron of NRC.FS Echols of DOE & M Murphy of 
State at NV. 

GERTZ.C P Energy, Dept, of HLWR 89/07/25 TREBY.S A Office o I the General 
Counsel (Post 860701) Ip. 50709 329 50709 329 

8907310325 Confirms presentation scheduled for 890727 on high level waste licensing 
process Speakers include SA Treby of NRC. FS Echols ol DOE & MR Murphy of 
Stale ot NV 

GERTZ.C P Energy, Dept of HLWR 89/07/25 CAMERON.F X Oflico of the Gener- 
al Counsel (Pos( 860701) Ip. 50709 344-50709 344 

8907310330 Forwards Rev 2 to Yucca Mountain Project Ole FY89 audit schedute.for 
review A comments 

WILMOT.E L. Energy. Oepf of HLWR 89/07/24, KENNEDY, J E NRC - No Detailed 
Affiliation Given SHSLOR.D. Energy, Dept ol. RAMIREZ, FL Sandia National Labora- 
tories Spp 50709 335-50709 337. 

8907310333 Advises of accepfance of amended response to Std Deficiency Rept (SDR) 
038, Rev 2 A SDR 090, Rev 1 from Yucca Mountain Project QA Audit S-87-1 A LLL 
Surveillance WMPO-SR-88-002 

WILMOT.E L. Energy, Dept ot HLWR. 89/07/24 JARDINE.LJ Lawrence Livermore 
National Laboratory. 4pp 50709 338-50709 34 1 


8907310548 Advises ol closure of Std Deficiency Rept (SDR) 3 13, Rev 0 resulting from 
Yucca Mountain project ofc QA Audit 89-1 of Fenix & Sctsson ol Nevada.based on 
satisfactory verltication ol completed corrective action SDR end 
WILMOT.E L Energy, Dept of HLWR 89/07/24 BULLOCK, R L Femx A Smson, 
Inc 4pp 50741 261-50741 264 

8907310552 Advises of closure of Audit Finding Sheets 86-2A-5 A 66 2A-22 re stilling 
from site QA Audit B6-2A 

WILMOT.E L Energy, Dept ol HLWR 89/07/24 HAYES, L R interior, Dept of, Geo- 
logical Survey llpp 50741 265 50741 274 

8908010234 Forwards table re Inconsistencies in app A attachments to design accept 
ability analysis concerning applicability ol 10CFR60 requirements to exploratory shall 
facility design, per DOE request. 

LINEHAN.J J Repository Licensing A Quality Assurance Project Directorate (881120) 
HLWR, 89/07/26 STEIN.R Energy, Dept ol 12pp 50749 268 50749.279 

8908010281 Transmils set ol tapes of site engineering properties data base .including 
current data dictionary as user guide 

GERTZ.C P. Energy, Dept ol HLWR 89/06/30 PRESTHOLT.P T NRC - No Detailed 
Affiliation Given ip 50767 159-50767 161 

-8908010283 Forwards llrs from DOE transmitting computer (ape ol DOE site & engl- 
neenng properties data base to NRC W/o ends 

STABLEIN.k. Repository Licensing A Quality Assurance Project Directorate (881120) 
HLWR 89/07/31 NRC - No Detailed Affiliation Given Ip 50767 161-50/67 161. 

8908010465 Requests preparation of Std Form 173 for FIN B-2485, "Hydrogeologic 
Performance Assessmenl o( Low Level Waste Sites," extending period of perform- 
ance by 6 months 

SURMEIER.J J Technical Branch FIN 8 2485 09/07/17 DAVIS, E Program Imple 
mentation Branch (post 870729) 14pp. 50753 272-50753-285, 

8908020215 Transcript ot 890711 briefing in Rockville.MO re NRC comments on OOE 
site characterization plan for Yucca Mountain Pp 1-61 Supporting documentation end 
‘Commissioners 89/07/11 83pp 50757 231-50757 313 

8908020409 Forwards "Observation Audit Rept 89-3 for Yucca Mountain Project Ofc 
Audit 89-2 of Holmes A Narver" Overall audit meaningful A el (active Seven ol tan 
NRC observations will require response trom DOE within 30 days 
LINEHAN.J J Repository Licensing A Quality Assurance Project Directorate (861120) 
HLWR 89/07/31 STEIN.R Energy. Dopt of 2pp 50705 337-50785 349. 

-8908020410 89-3 "Observation Audit Rept 89 3 for Yucca Mountain Pro|ecl Ofc Audit 
89 2 of Holmes A Narver " Holmes A Narver continue lo Implement program satisfac- 
torily 

TANIOUS.N.S Engineering Branch (Post 880911) GILRAY.JW, BELKE.W Reposi- 
tory Licensing A Quality Assurance Project Directorate (801120) HLWR 89/07/31 
llpp 50785 339 50705 349 

8908020411 Forwards "Observation Audit Ropt 89-4 lor Yucca Mounfaln Project 
Ole, Audit 89 6 ol LLL " LLL has acceptable QA program 

LINEHAN.J J. Repository Licensing A Quality Assurance Project Directorate (801120) 
HLWR 89/08/01 STEIN.R Energy. Dept of 2pp. 50820 026 50820 042 

-8908020412 89-4 "Observation Audit Rept 89 4 for Yucca Mountain Project Ofc Audit 
89 6 Of LLL " 

CHANG, KC Engineering Branch (Post 080911) HOOKS, K R Repository licensing A 
Quality Assurance Project Directorate (881120) MABRITO.B Center for Nuclear 
Waste Regulatory Analyses 09/07/31 15pp 50820 028 50020 042 

8908030156 Forwards Yucca Mountain Project site rept for June 1989 flop! on 
QA, waste package A surface facility activities 

GtLRAY.J W NRC • No Detailed Affiliation Given. HLWR, 09/07/19. LINEHAN.J J Or 
vision of High Level Waste Management (Post 870413) 9pp 50786 287 50786 295 

8906030165 Forwards Yucca Mountain Project site rept for June 1989 
PRESTHOLT.P.T NRC ■ No Detailed Affiliation Given HLWR 89/07/21 

LINEHAN.J J Repository Licensing A Quality Assurance Project Dfreclorate (881120) 
875pp. 50775,239 50778 005 

B908030172 Forwards JS Syzmanski Vols 1,2 & 3 of "Conceptual Considerations of 
Yucca Mountain Groundwater Sys W/Specfal Emphasis on Adequacy of Sys lo Ac- 
commodate High Level Nuclear Waste Repository 1 ' A sample mgt procedures 
PRESTHOLT.PT. NRC - No Detailed Affiliation Given HLWR. 89/07/31 

LINEHAN.J J Division ol High Level Waste Management (Post 870413) 24p p 
50787 001-50790 067 

-8908030175 Rev 0 to Administrative Procedure AP-6 2Q. "Mgt A Operation or Sample 
Handling Activities at Borehole Sites " 

‘ Energy, Dept Ol 89/06/07 1 3pp. 50787 030-50787 042 

-8900030183 Rev 0 to Administrative Procedure AP-6 3Q, "Interaction ol Participants A 
Outside Interests W/Yucca Mountain Project Sample Mgt " 

* Energy, Dept Of. 89/06/07 15pp 50707 043-50787 057 

-8908030185 Rev 0 to Administrative Procedure AP-6 4Q, "Procedure for 
Submittal, Review A Approval ol Requests (or Yucca Mounlam P Project Geologic 
Specimens " 

* Energy, Dept of 89/07/13 12pp 50787 058 50787 069 

-8908030286 Rev 0 to Administrative Procedure AP-6 8Q, “Field Cotleclion Documents 
tion A Specimen Removal of Exploratory Shalt A Drill flock " 

* Energy, Depf of 89/06/07 lOpp 50787.070-50787 079 

-8908030289 Rev 0 to Branch Technical Procedure BTP SMF-001, "Sample Mgl for 
Yucca Mountain Project Office." 

SHALER.J E , BLANCHARD.M B Energy, Dept of 89/06/28 14pp 60787 080- 
50787 093 

-8908030290 Rev 0 to Branch Technical Procedure BTP-SMF-002, “Transport. Receipt 
A Admittance for Curalion lo Sample Mgt Facility of Borehole Samples " 

SHALER.J E. BLANCHARD.M B Energy, Dept ot. 89/06/20 lOpp 5078 7 094- 
50787 103, 
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-'*908030291 Rev 0 to Branch Technical Procedure BTP-SMF 003, "Verilicalion of 
Fia'd Logging & Documentation ol Core & Cuttings " 

SHALERJE. BLANCHARD, MB Energy, Dept of 09/06/28 Opp 50787 104- 
50767112 

-49031330294 Rev 0 to Branch Technical Procedure BTP SMF 004, "Physical Process 
ing & Storage of Core & Cutting at Sample Mat Facility " 

SHALER.JE, BLANCHARD, MB Energy, Dept ol 89/06/28 1 0pp 50787 113- 

50767 130 

-09O8O3Q296 Rev 0 to Branch Technical Procedure BTP-SMF 005, "Exam of Samples 
by Participants at Sample Mgt Facility " 

SHALER.JE, BLANCHARD, MB Energy, Dept of 80/06/28 lOpp 50787 131 

50787 140 

-3908030298 Rev 0 to Branch Technical Procedure BTP-SMF 006, “Removal ot Whole 
Core & Other Specimens from Samples by Sample Mgt Facility for Shipment & Rem- 
nant Return" 

SHALER.J E , BLANCHARD, MB Energy, Dept of 89/06/28 20pp 50787 141- 

50787 160 

-B9CB03D300 Rev 0 to Branch Technical Procedure BTP-SMF 007, "Acceptance For 
Duration by Sample Mgt Facility ot Selected Samples 8 Documentation " 

SHALER.JE, BLANCHARD, MB Energy, Dept ot 89/06/20 8pp 50787 101- 

50787 168 


6908070149 Forwards minutes of 890726 mealing w/DOE re schedule Interactions be- 
tween Aug 8 Dec 1989 Overall .meeting resulted in 16 interactions being tentatively 
scheduled 

LINEHAN.J J Repository Licensing & Quality Assurance Project Directorate (801120) 
HLWR 89/08/04 STEIN, R Energy, Dept of 8pp 50803 211-50803-218 

8908070166 Forwards minutes from 890509 10 bimonthly QA meetings w/DOE & State 
ol NV re QA & detlnltion 8 usage ol observation 8 deliciency repls Supporting info 
end 

LINEHAN.J J Repository Licensing S Quality Assurance Project Directorate (881120) 
HLWR B9/08/04 STEIN, R Energy, Dept of 105pp 50803 219-50003 323 

8908070173 Notification of 890810 NRC/DOE Inleraclion In Milford, UT w/ stated atten- 
dees to observe prololype air-core drilling by DOE & contractors to help assess tech- 
nical aspects of drilling associated sampling program 

HOLON1CH.J J Repository Licensing & Quality Assurance Proiect Directorate 
(861120) HLWR 89/03/04 LINE HA tv, J J Repository Licensing 8 Quality Assurance 
Project Directorate (881 120) 2pp 50803 207-50803 208 

8908070180 Forwards site characterization analysis ol DOE site characterization 
plan.Yucca Mountain Site.NV 8 cover ltr transmuting analysis to DOE Analysis will be 
issed a9 NUREG 1347 W/o end 

LINEHAN.J J Repository Licensing 8 Quality Assurance Project Directorate (8B1120). 
HLWR 83/OB/OI MILLER, R J , LOUX.R R , DINI.J 0 Nevada, Slate of Ip 
50603 206 50003 206 


-8908030302 Rev 0 to Branch Technical Procedure BTP-SMF-008, "Field 
Loqging.Handling & Documenting Borehole Samples " 

* Energy, Dept of 89/D7/07 3Bpp 50787 169 50707 206 

-8908030303 "Review of Conceptual Model 8 Evidence for Tectonic Control of 
Groundwater Sys in Vicinity ol Yucca Mountain, NV " 

• Energy, Dept of 30/07/31 130pp 50787 207-50707 346 

-6908030304 Vols 1 3 of "Conceptual Considerations ot Yucca Mountain Groundwater 
Sys W/Special Emphasis on Adequacy of Sys to Accomodate High Lovel Nuclear 
Waste Repository.” 

S2YMANSKI.JS Energy, Dept ol 89/07/20 1,025pp 50787 347-50790 067 

8906040054 Forwards draft rept "Rock Mass Mod Around Nuclear Waste Repository In 
WeWcd Tuff," (Topical Repl 006 0I-T5) 

KART.RD Itasca Consulting Group, Inc FIND-1016 HLWR 09/07/28 TANIOUS.N 
Division ol High Lovel Waste Management (Post 870413), Ip 50795 107-50705217 

-6908040070 006 01-T5 DRFT Draft "Rock Mass Mod Around Nuclear Waste Reposl 
lory In Welded Tull ” 

MACK.M. BRANDSHAUG.T , BRADY, B llasca Consulting Group, Inc FIN D 1016 
NRC 02-65 002 69/07/31 NRC - No Detailed Affiliation Given lOOpp 50705 108- 
50795 217 

8908040081 Forwards Yucca Mountain Projoct master list of controlled 
documenls, identifying versions current as of 890728, usod to vanfy that documents 
hold for use are current & out of dale mail not used tor conduct ot project work 
NELSON, J H. Science Applications International Corp (formerly Science Applications, 
Inc ) HLWR 89/07/28 JOHNSON, R L NRC - No Detailed Affiliation Glvon 35pp. 
51015 208-51015 242 

8906070078 Advises that QA Audit 89 3 of Sandia Nall Labs rescheduled to 800911 
WlLMOT.EL Energy, Dopl of HLWR 09/07/27 HUNTER, TO Sandia National Lab- 
oratories 2pp 50393 173 50993 174 

e908t>700B5 Provides acceptance ot responses to observations resulting from Yucca 
Mountain Pioject Ofc QA Audit 00 05 ol LLL 

WltMOT.EL Energy, Dept of HLWR 09/07/31 JARDINE.LJ Lawrence Livermoro 
National Laboratory Ip 50993 172-50993 172, 

*908070100 Advises that response to Std Deficiency Rept 281, Rov 0, resulting from 
Yucca Mountain Project Otc acceptable Project ofc has tivo std doficioncy ropts w/ 
overdue responses Requests that now corrective action date bo submitted 
WILMOT.EL Energy, Dept ot, HLWR 89/07/31 GERTZ.CP Energy, Oept of 5pp 
50993 167-50993 171 


6908970105 Responds to NRC observation generated during DOE/Yucca Mountain 
Project Audit 89 01 of Fonix 8 Scisson (FSS) conducted during wk of 890410 14 F&S 
revising software QA plan 

APPEL, G Energy, Dept ot HLWR, 09/08/01 LINEHAN.J Repository Licensing & 
Ouality Assurance Project Directorate (081120) Ip 5119200151192001 

89080701 13 Forwards consolidated list of potential opon Items from documented NRC/ 
DOE interactions on waste acceptance DOE will continue to givo lull consideration to 
NRC technical concerns noted in opon items list 

STEIN, R Energy, Dept ol HLWR 89/08/03 LINEHAN.J J Repository Licensing & 
Quality Assurance Project Directorate (801120) 16pp 50093 175 50993 100 

6908070120 Forwards Yucca Mountain Project Ole QA audit plan lor AudH 89 4 ot 
USGS on 690B14 Audit will locus on listed areas 

WILMQT.E L Energy. Dept of HLWR 09/07/27 HAYES, L R Interior, Dept ol, Geo- 
logical Survey. 23 pp 50802,349 50803 011 

6908070142 Forwards summary ol 090706 QA meeting & 090707 design control meet 
i nos w/OOE & Slate ol NV 

LINEHAN.J J Repository Licensing & Quality Assurance Project Directorate (081120) 
HLWR 89/08/04 STEIN.R Energy, Dept ol 2pp 50803 016 50803 195 

-6908080360 Summary ot 890706 meeting w/DOE 8 Slate ol NV re NRC approach for 
accepting DOE & contractor QA programs & status of three DOE contractor QA 
programs Attendance list & viewgraphs oncl 

HOLONICH.JJ. Division ol High Level Waslo Management (Post 870413), 

REGNIER.E Energy, Dept ol 89/07/31 Division of High Level Waste Management 
(Post 870413) 21pp. 50803 018 50003 037, 

-890*080362 Summary ol 890706 8 07 meetings w/DOE & Stale of NV re exploratory 
shall facility Attendance list & viewgraphs end 

HOLONICH.JJ Division ot High Lovel Waste Management (Post 870413) 

REGNIER.E. Energy, Dept ol, 89/07/31 Division of High Level Waste Management 
(Post 070413) 163pp 50803 038-50003 195 


890B070185 Forwards notice of upcoming NRC/DOE technical/programmatic meetings 
ro high lovel wasto mgl programmer NRC 840827 FR notice 
LINEHAN.J J Repository Licensing & Qualify Assurance Project Directorate (601120). 
HLWR 89/08/07 NRC - No Detailed Affiliation Given 2pp 50003 209 50303 210 

89D8070442 "Technical Evaluation Rept Re Topical Repls on High Inleqrity Containers 
Made W/High Density Polyolhylono ,r 

* Division ol Low Lovel Wasto Management & Decommissioning (Post 870413) 08/ 
12/31 45pp 50804 310 50804 354 

8908 080079 Rev 5 to MK-F-UMTRA-5, "QA Program Plan ” 

* MK-Ferguson Co 89/06/26 50pp 50835 2C7-50B35 316 

B0O8O8O176 Clarities & amplifies remarks made ot 690706 07 mootings on QA & explor- 
atory shatt facility design control procoss Stale opposos concept of NRC consola- 
tions w/DOE lor purposo of guiding specifics of DOE development of repository pro- 
gram 

LOUX.R. Nevada, Stalo-cl HLWR 89/08/04 BROWNING, R E Office of Nuclear Ma- 
terial Safety & Safeguards, Director 3pp 50620 041 50828 043 

8008080252 Forwards DOE weokly rept lor wk ending 890721 
PRESTHOLT,P T NRC No Detailed Affiliation Given HLWR 09/00/04 
LINEHAN.J J. Repository Licensing Project Directorate (0B10I3 BB1119) 7pp 
50826 131 -50826" 1 37. 

8908080254 Forwards update lor list of Las Vegas Library re DOE & Sandia publica- 
tions 

PRESTHOLT.PT NRC -No Detailed Affiliation Given HLWR 89/08/03 TANA.E Re- 
pository Licensing Projoct Directorate (801013-801 110) 5pp 50828 044-50820 048. 

8908080265 Rov 0 to QAP-3 4, "Review ol DOE/DOE-Contrector Technical Repls 8 
Data" W/Rev 1 to tabto ol contents 

BELKE.W Novada, State of HLWR 89/01/20 11pp. 50926 120 50028 130 

6908090101 Forwards trip rept of NRC attendance at 890501-05 votcanlsm field confer- 
ence In southern NV 

LINEHAN.J J Repository Licensing & Quality Assurance Protect Directorate (881120) 
HLWR 89/00/07 STEIN.R Energy, Dept ol Ip 50B49 339 50849 352 

-8007100436 Trip rept of attendance at 890501 05 volcanlsm field conference In South- 
ern Nevada ro ability of proposed waste repository at Yucca Mountain lo Isolate 
waste Tentative agenda 8 list of participants end 

MCCONNELL, K I Goosclonco 8 Systems Performance Branch (Post 800911) 69/07/ 
17 B ALLARD, R L Geoscience & Systems Perform ance Branch (Post 880911) 13pp. 
50849 340 50049 352 

8908080143 Extends invilatlon lo attend 1909 DOE/Statos/Tribos UMTRAP coordina- 
tion meollng to bo held on 891025 27 In Grand Canyon.AZ Tentative agenda lor 
meeting oncl 

MATTHEWS, M L Energy, Dept ol. 89/08/09 FLIEGEL.M NRC - No Detailed Affili- 
ation Given »4pp 50B83 192-50883 205 

B90B090146 Forwards DOE weekly rept lor wk ending 890720 
PRESTHOLT.PT NRC • No Do failed Affiliation Given, HLWR 89/08/02, 
LINEHAN.J J Division ol High Level Wasto Management (Post B70413). 8pp. 
50849 353-50649-360 

0900090171 Forwards "Generic Draft Surveillance 8 Mamt Guidance Document," for 
discussion al Disposal Site Long-Term Surveillance & Mamt Working Group 89080B 
meet Ing 

VIRGONA.J E Energy, Dept ol 09/07/12. FLIEGEL.M Uranium Recovery Field Ofc, 
R4 2pp 50681 197-50861 273 

-8908090173 "Generic Dralt Surveillance & Maim Guidance Documanl" 

■ Energy. Dept of 68/07/31 75pp 50BB1 -109.50081 273 

8900090223 "Evaluation & Compilation ol DOE Waste Package Test Data," monthly 
progress rept lor Fob I960 under FIN A 4171 Financial dale available In Central 
Files 

INTERRANTE.C G National Institute ot Standards & Technology (formerly National 
Bureau ol Stands FIN A-4171-9 KLWfl 89/07/26 PETERSON, fc Technical Review 
Branch (870413-580910) lOpp 50872 340 50872 349 

8908090286 Forwards FR notice ro availability ol draft staff technical position, "Design 
Of Erosion Protection Covers lor Stabilization ol U Mill Tailings Sites " W/o end 
LOHAUS.P, Operations Branch 69/08/02. LESAR.MT NRC - No Detailed Affiliation 
Given Ip 50882 171-50062 171 
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8908090313 Forwards "Technical Evaluation Repl lor Proposed Remedial Action at 
Tuba City Tailings Site " Concurs ^/remedial actions except for deferral ol groundwat- 
er cleanup until promulgation ol EPA final groundwater protection slds 
HALL, R t Uranium Recovery Field OIc. R4 89/07/ 18 MATTHEWS, M Energy, Dopl 
Ol Ip 508B1 148-50881 107 

--89D8090314 "Technical Evalualion Rept lor Proposed Remedial Action at Tuba City 
Tailings Site, Tuba City.AZ" 

' Uranium Recovery Field Ole, R4 89/07/18 39pp 508B1 149-50881 187 

8908090477 Advises that 890750 request for financial assistance lor research project re 
hydrologic modeling sent to NRR NMSS does not sponsor research 
SURMEIER.JJ Technical Branch 89/07/31 SMITH.R V Washington State Umv . 
Pullman, WA 2pp 50B83 24B 50BB3 249 

8908090485 Forwards Project Interlace Documenl 16 S-tO, “Tuba City Spec 02935 - 
Seeding, Items 3 I C 3 3 2 A," Spec permits option ot applying seeding & enrichment 
In mixture or separately 

MATTHEWS, ML Energy. Depl ol 89/07/18 HAWKINS, E F Uranium Recovery Field 
Ofc, R-4 2pp 50862't47-50B62 148 

8908090492 Extends invitation to attend 691026-27 DOE/States/Tribes UMTRAP Co 
ordination Meeting at Grand Canyon.AZ Tentative agenda end 
MATTHEWS.M L Energy. Depl ol 89/0B/09 LOHAUS.P NRC - No Detailed Affili- 
ation Given 14pp 50861 302 50B61 315 

9908090503 Forwards Rev 6 lo 568 DOC 115, "Reynolds Electrical & Engineering 
Co.lnc QA Program Plan for Yucca Mountain Project 

PRITCHETT.R F Reynolds Electrical & Engineering Co, Inc HLWR 89/08/02 
KENNEDY, J NRC - No Detailed Alfiliation Given 3pp 50861 100 50861 255 

-8908090505 588-DOC-115 R08 Rav 8 lo "Reynolds Elsctncal & Engineering Co.lnc 
QA Program Plan lor Yucca Mountain Project " 

PRITCHETT.R F Reynolds Electrical & Engineering Co , Inc HLWR 09/07/28 
147pp 50861 102 50861 255 

B90B1 00001 Concurs w/vicinify property completion rept lor Location SL-628S,per 
890313 request Lit ol concurrence end 

HALL.R E Region 4, Ole ol Ihe Director 89/07/19 MATTHEWS.M L New Mexico, 
State ol 3pp 50886 036-508B6 038 

8908100023 Concurs w/vicimly properly completion rept lor LK-004S 
HALL.R E Uranium Recovery Field Ole, R4 09/07/19 MATTHEWS.M L Energy. 
Dept ol. 3pp 50892.134-50892 136 

0908100033 Recommends conditional concurrence tor encl "Technical Evaluation Rept 
lor Proposed Remedial Action at Tuba City Tailings Site.Tuba Cily.AZ.” due to design 
not mooting criteria lor groundwater restoration 

JACOBY, D L., GONZALES.fl O Uranium Recovery Field OIc, R4 89/07/18 Uranium 
Recovery Field OIc, R4 !p SO 904 282 50904 282 

8908100052 Forwards "NRG Staff Site Characterisation Analysis ol DOE Site Character- 
ization Plan Yucca Mountain Site.NV" NRC considers all concerns identified to be se- 
rious & encourages DOE to give lull attention to provide resolution 
BERNERO.R M Olfice ol Nuclear Material Safety & Safeguards, Director. HLWR 60/ 
07/31 ROUSSO.S Energy, Dept of lOpp 50903 001 50904 147 

—8908100055 "NRC Stall Situ Characterization Analysis of DOE Site Characterization 
Plan.Yucca Mountain Site ,NY " 

' Division ol High Level Waste Management (Post 870413) HLWR 89/07/31 492pp 
50903 011 50904 147 

690 8 100057 Discusses appropriateness ol point ol compliance well locations & add! 
water quality data lor site Groundwater protection std for chromium & selenium ex- 
ceeded at point of compliance Summary of groundwater protection std encl 
HAWKINS.E F Uranium Recovery Field Ofc, R4 89/07/14 MATTHEWS.M Energy, 
Dept of 4pp 50892 130 50892 133 

8908100096 Oiscussos establishment ol groundwater protection stds for Bodo Canyon 
depository site & notice lor DOE to submit corrective action program 
GflACE.SR. HAWKINS.E F Uranium Recovery Field OIc, R4 09/07/14 Uranium 
Recovery Field OIc. R4 13pp 50885 049 50885 062 

8908100146 Ack receipt of 890620 Itr transmitting decomissionlng plan tor Palangana 
facility Recommends that background radium values be adequately determined & that 
based on valuo.gamma level bB established for soil remediation 
HALL.R E. Uranium Recovery Field OIc. R4 89/07/12 PREUSSE.MT Texas. Slata 
ol 3pp 50B86 159 50886 161 

8908100342 Responds to B90605 Itr requesting NRC certification concurrence on vicini- 
ty property completion rept for SL-203S Concurrence Itr encl, 

HALL.R E. Uranium Recovery Field OIc, R4 89/07/26 BOSILJEVAC.F Energy. Dept 
of 3pp 50886 195 50886 197 

8900100347 Responds to 690605 Hr requesting NRC certification concurrence on viclnl 
ty property completion rept for SL-533S Concurrence Hr encl 
HALL.R E Uranium Recovery Field OIc, R4 89/07/26 BOSILJEVAC.F Energy. Depl 
ol 3pp 50806 184-50966 IBS 

8908110069 Forwards EEG-41. "Review ol Draft Suppl ElS.DOE Waste Isolation Pilot 
Plant, Apr I9B9" for Info & use Summary Identifies concerns that need to be ad- 
dressed before publication 

NEILL, RH New Mexico Institute ol Mining & Technology, Socorro. NM 89/08/Of 
LINE HAN. J NRC - No Detailed Affiliation Given Ip 50897 077-50897 196 

-8908110076 EEG 41 "Review ol Draft Suppl EIS.DOE Waste Isolation Pilot Plant, Apr 
1989," 

* New Mexico Institute of Mining & Technology, Socorro, NM OOE/AL/10752 41. 89/ 
07/31. 1 1 7pp 50897 073-50897 1 96 

8900140043 Forwards “Corrosion of Zircaloy Spenl Fuel Cladding In Repository " 
INTEHRANTE.C G, National Institute of Standards & Technology (formerly National 
Bureau ol Slanda FIN A-4171 HLWR 89/08/07 PETERSON, C Division of High 
Level Waste Management (Post 870413) Ip 50940 190 50946214 

-8900140046 NISTIR 89-4114 NISTIR 89 4114, "Corrosion ol Zircaloy Spent Fuel Clad- 
ding fn> Repository " 

FRAKER,a C National Institute ol Standards & Technology (formerly Nalional Bureau 
OlStanda FIN A-4171, HLWR. 89/07/31 24pp 60946-191-60946 214 


8908140057 Responds to 890703 Itr re two assertions that DOE did not fulfill comm.' 
ments re Green River, UT remedial action plan Concurrence Items 8,9,10 & It t.'l be 
implemented through surveillance & main! plan 

MATTHEWS.M L Energy, Dapt ol 09/08/07 LOHAUS.PH Operations Branch 4pp 
50914 104-50914 187 

8908140059 Forwards Holmes & Narver.lnc Rev 4 to Yucca Mountain Project QA pro- 
ram plan.Fenix & Scisson ol Nevada Change Notice B to Rev 6 lo GAPP002, QA 
rogram Plan, Statement ol Policy & Authority” & Rev 8 lo 568 DOC-1 15. 'QA Pro- 
gram Plan " 

APPEL, G Energy, Dept ol HLWR 89/08/1 1 UNEHAN.J Repository Licensing A 
Quality Assurance Project Directorate (881120) 21pp 50890052 50890 341 

--8908140086 Rev 4 to "Yucca Mountain Project QA Program Plan ” 

‘ Holmes & Narver, Inc 89/08/14 45pp 50890 073 50090 117 

-8908140074 Change Notlco B to Rev 6 to QAPP-002, "QA Program Plan, Statement 
oi Policy & Authority ” 

* Femx & Scisson ol Nevada 89/07/24 77pp 50890118 50890194 * 

-8908140078 Rev 0 to 568 DOC 115, "QA Program Plan (or Yucca Mountain Pro, eel 
(YMP) " 

PRITECHETT.R F Reynolds Electrical 8 Engineering Co, tnc 89/07/28 1 47pp 
50890 195-50890 341 

89D8140118 Comments on CNWRA cdralt plan lor conversion, transfer & configuration 
mgl ol lechnical compute; codes Final plan should be based on acquisition only ol 
codes identified by NRC & CNWRA users.thereby limiting expenditure ol resources 
ALTOMAR.P Engineering Branch (Post 880911) HLWR 89/08/09 WHITING A 
Center lor Nuclear Waste Regulatory Analyses 0pp 50914 022 50914 029 

8908140119 Forwards revised schedule of proposed DOE/NRC interactions Revs 
made to schedule based on results ol 800726 meeting 

APPEL, G Energy, Dept ol HLWR 89/08/04 UNEHAN.J Repository Licensing A 
Quality Assurance Project Directorate (881120) 2pp 50912 216 60912 210 

8908140123 Forwards notice ol upcoming NRC/DOE technical/progremmatic 
meetings, per NRC 840827 FR notice 

UNEHAN.J J Repository Licensing & Quality Assurance Project Directorala (B6II20) 
HLWR 89/08/14 NRC - No Detailed Affiliation Gwen 2pp 50913 347 50913 340 

8908150301 Forwards DOE weekly rept for wk ending 890804,Work continuing on de- 
velopment ot guidance package lor preparing Input to Yucca Mountain Project Ixan 
nual status rept 

PRESTHOLT.PT NRC - No Detailed Affiliation Given HLWR 89/08/10 
UNEHAN.J J Division ol High Level Waste Management (Post 870413) 8pp 
50924 077-60924 084 

8908150305 Forwards final draft technical position, “Design ol Erosion Protection 
Covers for Stabilization ol U Mill Tailings Sites" lor transmiltal to Agreement 
States W/o end 

LOHAUS.P Operations Branch 89/08/11 MILLER, VL. Assislant Director for State 
Agreements Program Ip 509)7 059 50917059 

8908150359 Concurs w/itr & encl to be sent to Governor of Illinois re amend to Section 
274(b) Agreement W/o encl 

BERNERO.R M Office of Nuclear Material Safety & Safeguards, Director 89/08/03 
KAMMEflER.CC Slate, Local & Indian Tribe Programs 2pp 50917 111-50917 112 

8908160387 Forwards review of Rev 1,to "Radiological & Engineering Assessment for 
Spook Acid Pond " Review Identifies Issues lo be resolved prior lo concuirenco in ap 
plication ol suppl stds at vicinity property 

LOHAUS.P H Operations Branch 89/08/04 MATTHEWS.M Energy, Dept of Ip 
50917 062-50917 062. 

8908150397 Forwards draft stall lechnical position, "Design ol Erosion Protection 
Covers for Stabilization of U Mill Tailings Sites" for review & comments Comments 
needod by 891013 W/o encl 

LOHAUS.P Operations Branch 69/08/09 MATTHEWS.M L Energy, Depl of tp 
50927 145-50927 145 

8908150398 Forwards draft staff lechnical position, "Design of Erosion Protection 
Covers for Stabilization ol U Mill Tailings Silos," (or transmittal to appropriate NRC 
licensees & consultants W/o encl 

LOHAUS.P Operations Branch, 89/08/09 HALL.R E. Region 4, Ofc of the Director 
Ip 50917 000-50917 060 

8908150402 Discusses closure of Std Deficiency Rept 242,Rev 0 resulting from Yucca 
Mountain Project Ofc QA Audit 88 05 of LLL Deficiency re QA records generated by 
geochemical modeling closed 

WILMOT.EL Energy, Dept of HLWR 89/08/09 JARDINE.LJ. Lawrence Livermore 
Natronal Laboratory 5pp, 50024 056-50924 062 

8908150403 Forwards S|d Deficiency Repts 1989 & 191,Rev 0, resulting Irom Yucca 
Mountain Project Ofc Audit 88-7 ol Reynolds Electrical & Engineering Co.lnc ra inde 
pendent technical & QA review Deficiencies closed 

WILMOT.E L Energy, Dept of HLWR 89/08/09 PRITCHETT.R, F. Reynolds Electri- 
cal & Engineering Co , Inc 7pp 50924 048-50924 063 

8908150406 Forwards Sid Deficiency Rept 246,Rev 0, reselling from Yucca Moutam 
Project Ole QA Audit 68-05 ol LLL re records mgt sy9.Deticrency closed 
WILMOT.EL Energy, Dept, of HLWR B9/08/09 JARDINE.LJ Lawrence Uvermoro 
Nalional Laboratory 9pp 50944 200-50944.208, 

8908160018 Notificallon ol 890B29 mealing w/DOE, State ol NV & affected local govts 
in RockvIlle.MD lo discuss issues surrounding meaning of term "substantially com 
plate containment " 

THOMAS, B,E Repository Licensing & Quality Assurance Project Directorate (831120) 
HLWR, 89/08/14 UNEHAN.J J, Repository Licensing & Quality Assurance Project Di- 
rectorate (881120) 2pp 50924 290-50924.291 

8908160030 Requests that encl R Loux 890804 Itr to R Browning be appended to meet- 
ing summary from 890706 07 meeting on QA & exploratory shaft facility design control 
process, Ur clarifies State closing remarks re NRC review of program, 

LOUX.RR. Nevada, State of. HLWR. 69/08/07. HOLONICH.J J Division ol High 
Level Waste Management (Post 870413), Ip, 60924.330 50924-333 
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i»8160033 Advises ihal Yucca Mountain project team will be conducting surveillance 
J irrp'e mentation of design control activities on 090814 la Surveillance also will in 
r'.de results ol SANDIA Audit E-B9 3 re design control activities 
ULFk'OT.EL Energy, Dept of HLWR 89/00/09 HOOKS, K NRC • No Detailed Atlili 
i:en Gwen GERTZ.CP Energy, Dept of Ip 50926 103-50926 103 

(50*160035 Advises of acceptance of responses to Std Deficiency Rept 333, Rev 0 & 
Observations YMP-SR 89 02-12,13 & 14, resulting from Yucca Mountain Project Otc 
G A Audi 89 2 of Holmes & NarveMnc 

YnlMOT.G L Energy, Depl of HLWR Q9/0B/09 GERTZ.CP Energy, Depl of 6pp 
50924 345 50924 350 

(JOSMOOl* Advises of acceptance of responses to observations resulting from Yucca 
(.'contain Protect Ofc QA Audit 89 6 of LLL re Brooks instrumenl flowmeter Calibr 
Vi LMQT.E L Energy, Dept ot HLWR 89/03/09 JARDINE.L J Lawrence Livermore 
totonaf Laboratory f f pp S0926 204 50926 213 

>30*1*0042 Advises that results of RES evaluaflon of Atomic Energy Act Section 
S4A(3) comparability review sent to EPA 

EtRNERQ.HM Office of Nuclear Material Safely & Safeguards, Director 69/03/08 
SLAGG1E.EL Office of Iho Gonaral Counsel (Post 860701) 3pp 50935 274 
5C935 276 

IK‘i160049 Confirms 890720-21 8 0808-09 discussions w/CNWRA re substitution of 
adverse geochemistry w/quarternary igneous activity to support baselining program 
Ktfviecture 

ALTOVARE.P Engineering Branch (Post 88091 1) NRG 02-80 005 HLWR 09/00/15 
SVHIUNG.A Center for Nuotear Wasle Regulatory Analysos 2pp 50924 281- 
50>924l 232 

l»81 60055 Requests that JW Qilray & PT Prestholt be added to permanent access list 
for sample mgl facility list 

PRESTHOLT, PT NRC - No Doiailed Affiliation Given HLWR 89/08/16 
CLANTON, U Energy, Depl of Ip 50924 292-50924 292 

1*08160100 Clarifies & Interprets language contained in 890210 guidance & info to 
sss.sl slates m meeting govomors certification requirements of 1090 milestone ol Low 
Level Racfwasfe Policy Amende Act of 1065 

BERNERO.RM, Office of Nuclear Material Safety & Safeguards, Director 89/08/09 
Ateliaton Mol AsBlgnod 2pp 50930'250-50930 251 

*508160140 Oilers no further comments on final draft, "Clarification of Resourcos Con 
servaLon & Recovery Act Hazardous Waste Testing Requirements for Mixed Wa9lo ” 
MARTIN, DE Regulatory Branch 89/08/11, SHACKLEFORD, B, Environmental Pro- 
teeton Agency. Ip 50935'233-50035 233 

1W6I80159 Tup ropl of participation In Workshop on Financial Assurance for Low Level 
Waste Disposal on 890719 Agenda for workshop & list of attendees encl 
BfLL.MJ Regulatory Branch 89/08/09 BANGART.R L Division of Low Level Waste 
Management & Decommissioning (Post 870413) 22pp 50937 337-50937’35B 

l»81$0168 Forwards minutes of 090804 meeting on classification & disposal of Hen- 
fevd double shell lank waales NRC remains committed fo working w/slato to resolve 
concerns re disposal ol defense high level waste now In atorago,W/o encl 
6ELL.MJ Regulatory Branch 89/00/11 HUSSEMAN.T Washington, Slate of Ip 
56930 122-50930 172 

-590*160295 Forwards minutes of 890004 mooting on classification & disposal of Han- 
ford double shell tank wastes, NRC remains committed to working w/state to resolve 
concerns re disposal of defenso high level waste In storago at site W/o one! 

EELL.MJ Regulatory Branch 80/08/11 TAKHEAL.WD, Washington, State of ip 
M930 123 50930 123 

-*906160297 Forwards minutes of 8D0004 mooting on classification & disposal of Han- 
ford double shell tank wastes NRC romalns committed to working w/stala to resolve 
concerns re disposal of defense high level waste In storago at silo, W/o end 
BELl.MJ Regulatory Branch. B0/0B/1 1 BBECKEl.J Washington, Slate of. ip 
50930 124-50930' 124 

-*908160299 Forwards minutes & Info presented at 890004 meotlng re classification & 
disposal of Hanford doubla-sholl tank wastes 

BELL.MJ Regulatory Branch 09/08/11 GERTON,R,E Energy, Dept, of 40pp 
$0930 125 50030,172 

890*160174 Forwards financial assurance guidance, "Std Formal & Content Guide for 
Financial Assurance Mechanisms Required for Decommissioning Under 
10CFR30, 40,70 & 72" & requests that document bo prepared a9 draft regulatory 
ojido 

BELL.MJ Regulatory Branch 89/08/09 SERPAN.C Z, Materials Engineering Branch 
I37pp 50931 027 50931:163 

W*16016t Forwards listed project Interface documents (PID) for site W/o encf.PIDs 
isled reflect Class II & III changes & require no concurrence by NRC, 

MATTHEWS.M L. Energy, Depl. Of 09/00/10, HAWKINS, E F Uranium flocovory Field 
OfC. R4 2pp 50937 334 50937,335 

8909170046 Advises of preparation of comments on NRC draft technical position on 
teutonic models, published on B90819.Flnat comments on subj to be provided by 
690929 

APPEL, G Energy, Dept. of. HLWR 89/08/08 LINEHAN.J.J Repository Licensing & 
OuaMy Assurance Project Directorate (881 120). 2pp 60940.318 50940 317 

8966170234 Forwards Yucco Mountain project long range planning work breakdown 
stiuctiwe Index. 

PflESrHOLT.PT NRG -No Detailed Affiliation Given HLWR 89/08/15 LINEHAN.J. 
Division of High Lovel Waste Management (Post 070413). 28pp 50940'328 
50940 355 

8906170511 Forwards draft Topical Rept 008-01 -TO, "Performance Confirmation Test 
Needs for Repository Seals." 

HART.RD Itasca Consulting Group, Inc, FIN D-1016 HLWR 89/08/15. TANIOUS.N, 
Cwisrenof High Level Wasle Management (Post 870413). Ip 60954.109-60954:158 

-{906170515 006-01-T8 DRFT Oral* "Performance Confirmation Teat Needs for Repos 
Rory Seals " 

DAEMEN.J Itasca Consulting Group, Inc FIN D-1016. NRC-02-85-002 89/08/31 
NRC -No Detailed Affiliation Given 4Bpp 50954-110-50954:158 


6908170524 Forwards no lice of upcoming NRG/DOE technical/pragrammalic 
meetings, per 840827 FR notice 

LINEHAN.J J Repository Licensing & Quality Assurance Project Directorate (881 120) 
HLWR 89/08/21 NRC - No Detailed Affiliation Given. 2pp 50936 116-S0D36 1 17 

8908170528 Notification of 890830-31 meetings w/DOE, Stale of NV & fisted local govts 
in Rockville.MD fo discuss she characterization plan in area ol tectonics investiga- 
tions 

STABLEIN.NK Repository Licensing & Quality Asstuance Project Directorate 
(80)120) HLWR 09/08/15 LINEHAN.J J Repository Licensing & Qualify Assuronco 
Proiscl Directorate (881 120) 2pp 50936 140 50936 141 

89D8170554 Advises that opening meeting (or YMP-SR 89 108 surveillance of Yucca 
Mountain Project Otc & T&MSS design control activities will be hold at DOE on 
890814 Surveillance will include quality levels grading & design control 
WlUvtOT.E L Energy, Depl of HLWR 09/08/14 HQOKS.KR NRC - No Dotaitod Af 
filiation Given GERT Z,C P . NELSON.J H Energy, Depl ol ip 50930 270 60938 270 

8908170566 Forwards listed Yucca Mounlain project s.atnplo mgt facility procedures re 
core handling lor transmittal to NRC 

GERTZ.CP Energy, Depl of HLWR 89/08/11 STEIN, R Energy, Depl of 2pp 
50936 118 50936139 

B9Q8 180335 "Evaluation & Compilation ot DOE Waste Package Test Data," monthly 
progress ropl lor Mar 1980 

INTfcRRANTE.C G National Institute of Standards 8 Technology (loimorly National 
Bureau of Standa FIN A 4171 S HLWR 89/08/ 11 PETERSON, C Division of High 
Level Waste Management (Post 870413) 21pp 50915 273 50945 293 

B908180345 Forwards first draft of "Natural Hesourco Assessment Methodologies for 
Proposed High Level Waste Repository at Yucca Mountain.Nyo County, NV," Work Di 
roctivo 002, Task Ordor 003, Contract NRC 02 84 004 

NQRBERG,J R Interior, Dept ol. Bureau ot Mines FIN D-1016 HLWR 119/00/07 
ABRAMS.C NRC No Detailed Allilmtion Given ip 50050.102 50951 069 

--B908 180351 First draft of "Natural Resource Assessment Methodologies lor proposed 
High Level Waste Repository at Yucca Mountain Nve County.NV " 

RANEY, R G . WETZEL, N Interior, Dopt of, Bureau of Mines FINOlOtO NRC02B4- 
004 09/08/07 NRC - No Detailed Affiliation Givon 204pp 50050 t93- 50051 089 

B9081 80305 Towards addl clarification ro radon barrier calculations for revised Durango 
cover 

MATTHEWS.M L Energy, Dopt of 80/08/ 16 HAWKINS, € F. Uranium Recovery Field 
Ole. R4 92pp 50985 162-50965 263 

8908 100392 Advises of acceptance of responses to Std Deficiency Rept 332, Rev 0 a 
Observations YMP SR 09 02-01 through YMP-SR 89 02 11 resulting from Yucca 
Mountain Protect Ole GA Aurfif C3 02 of Holmes & Waiver, Inc 
WILMOT.EL Energy, Dept of HLWR 09/08/14 CALOVINI.J.C Holmes & Narvor, 
Inc 5pp 50945 294 50945 290 

8908180407 Forwards drafl geophysics white paper, "Rept on Geophysical Activilioa for 
Yucca Mountain Project " 

PRESTHOLT.PT NRC No Dolotled Affiliation Givon HLWR 89/00/03 
STABLEIN.K NRC - No Detailed Affiliation Given Ip 61063 353 51083 359. 

-890B180411 Incomplete drafl of geophysics while paper, "Ropl on Goophyslca! Aclivl 
lies for Yucca Mountain Project ,r 

* Energy, Depl of HLWR 09/05/31 7pp 51063 354-51063 359 

8908180417 Forwards fovisod QA administrative procedures, Including Rev O lo QAAP 
2 8, Rev 0 to QAAP 6 2,Rov 0 lo QAAP 0 t & Rev 0 fo QAAP 7 1, 

* Energy, Depl Of HLWR 8S/00/09, KENNEOY.J NRC - No Detailed Affiliation 
Given 2pp 50059 016 50059 076 

-8900210003 Rev 0 to QA Administrative Procedure QAAP 2 9, "QA Program Status 
Reporting " 

* Enorgy, Depl of HLWR 09/07/12 I7pp 50959 017-50959,033 

-■0908210004 Rov 0 to QA Admlnislrntive Procedure QAAP 5 2, "Prqparation of Imple- 
menting Lino Procedures “ 

* Enorgy. Dept of HLWR 89/07/12, 16pp 50959 034-50959 040. 

. .89082 10006 Rev 0 to QA Administrative Procedure QAAP 6 1, "Document Control" 

‘ Enorgy, Depl of HIWR 89/07/12 12pp 50059 050-50959 061 

■-B908210007 Rev 0 to QA Administrative Procedure QAAP 7 1, "Control of Purchased 
Svcs " 

* Energy, Depl of. HLWR 89/07/12 15pp 50059 062-509S9'076 

8908210030 Forwards update to list of SANDIA publications at Las Vcga9,NV library 
PRESTHOLT, P.T NRC No Detailed Affiliation Given HLWR 89/00/16 TANA.E Re- 
pository Licensing & Quality Aasuranca Projoct Directorate (861 120) 3pp, 50946 335- 
50945337 

8908210058 Forwards summaiy ot Waste Sys Engineering & Integration 890720-21 
meetings In San Antonio, TX re status & schedule for ongoing woik concerning waste 
sys engineering & Integration & program architecture development 
ALTOMARE.P Engineering Branch (Post 080911) HLWR 09/08/15 WHITING, A. 
Center for Nuctoar Waste Rogutatory Analysos Qpp 50946 329-50945 334 

B908210060 Requesis Form 173 to be sonl to N 1ST, requesting proposal on on attached 
statement of work for FY90 

BUNTING, JO Engineering Branch (Post 8B0D11). FIN A-4171-9 HLWR 89/09/18 
PUNCHES, J L Program Management, Policy Development a Analysis Slafl (Post 
670413) 21pp 51192 016-51192,036 

8908210000 Forwards Revs 6,6 & 0 to Health Physics Procedures RAC-014. RAC-015 
& nAC021.respectively. 

SULLIVAN.S MK-FergusonCo MKF-MP 0516, B9/0B/15 SOLLENBERGER.D. NRC - 
No Detatfod Affiliation Given 7pp 50070 228-50970 276 

-•8908210094 Rov 6 to Health Physics Procedure RAC 014, "Excavation Control Proce 
dure." 

OLDHAM,J G , CATE.P D„ MEYER, H R Chenn Nuclear Systems, Inc. 89/00/00 4pp. 
63970 2G4-50970-237 



254 NONDOCKETED ITEMS 


-890B210123 Rev 8 to Health Physios Procedure RAC-016, "Verification Procedures for 
Vicinity Properties & Tailings Sites " 

OLDHAM J G . CATE.P D , MEYER, H R Chem Nuclear Systems, Inc 80/08/09 34pp 
50970 238 5Q97Q 27 1 

-8908210125 Rev 0 to Health Physics Procedure RAC 021, "Visual Identification of 
Naturally Occurring U Deposits - Spook, Wyoming Site " 

QLDHAM.J G , MEYER.H R . CATE.P D Chem-Nuctear Systems, Inc 89/08/09 4pp 
50970 272-50970 276 


8900230196 Rev 1 lo Technical Oporaling Procedure TOP 001-04, "Selection of flea* 
talory Topics lor Program Arclillocture Analysis ” 

PATRICK, W , NAIR.P , WHITING, A R Center for Nuclear Wnslo Regulatory Anafyvs 
HLWR 89/08/18 0pp 50899 349 50099 357 

8908240059 Forwards YMP-SR-B9 080, ''Qa Survolllonco Repl of Los Alamos H,i 
Lab, Surveillance YMP-SR-89 000,“ conducted on 090417 
APPEL, G Energy, Dept of, HLWR 89/08/15 LINEHAN.J J Repository liccnsirai 
Quality Assurance Project Directorate (80 1 1 20) 3pp. 5 1 005 053-51005 061 


8908210098 Hesponds to NRC 890622 comments re Rev C to Green River, UT remedial 
action msp plan Rev D to Green River remedial action msp plan will be issued after 
NRC concurrence to 890815 submittal 

MATTHEWS, ML Energy, Dept of 89/08/15 LOHAUS.PH Operations Branch 9pp 
50975 131-50975 139 

B908210250 Forwards draft Topical Rept 006 01-T4, "Analysis of Emplacement Bore- 
hole Rock & Liner Behavior for Repository at Yucca Mountain " 

HART.RD Itasca Consulting Group, Inc FIND-1016 HLWR 69/08/16 TANIOUS.N 
Division of High Level Waste Management (Post 870413). Ip 50959 272-50960 054 

-8908210254 006 01 T4 DRFT Draft “Analysis of Emplacement Borehole Rock & Liner 
Behavior for Repository al Yucca Mountain" 

LORlG.L J , DASGUPTA.B, HART.RD Itasca Consulting Group, Inc FIN D-1016 
NRC 02 85 002 89/08/31 NRC - No Detailed Affiliation Given 131 pp 50959 273 
50960 054 

8908210255 Forwards draft rept ‘'Verification of Thermal Logic in Three- Dimensional 
Distinct Element Code 3DEC " 

HART.RD Itasca Consulting Group. Inc FIN D-1016 HLWR 89/08/16 TANIOUS.N 
Division o( High Level Waste Management (Post 870413) Ip 50957 289 50957 345 

••8908210256 Draft "Verification of Thermal Logic in Three Dimensional Distinct Ele 
men! Code 3DEC" 

MACK, M . HART, R D Itasca Consulting Group. Inc FIND 1018 NRC 02 85 002 89/ 
08/31 NRC • No Detailed Affiliation Given 54pp 50957 290-50957 345 

8908220028 Forwards DOE weekly repl for wk ending 890811 
PRESTHOLT.PT NRC - No Detailed Affiliation Given HLWR 89/08/16 
LINEHAN.J J Repository Licensing & Quality Assurance Project Directorate (881120) 
7pp 50969 337-50969 343 


--890B240063 YMP-SR 89 080 "Yucca Mountain Projoct Ofc.QA Surveillance Rtpu 
Loe Alamos Natl Lab.Surveillanco YMP-SR 09 0B0, 1 ' conducted on 090417 
HEANEY, G , MANSEL.W Energy, Dept ol 89/06/02 6pp, 51005 056-51005 061 

8908240074 Responds lo R Bernoro 800314 request for comments re NRC regol%, 
strategy described in SECY-08 285 Recommends rulemaking to establish disposals* 
teria at facility dedicated for disposal of greator-thnn Class C wasto 
STEIN.R Energy, Dept of 89/08/18 BROWNING, R Division ol High Level Wave 
Management (Post 870413) 5pp 51020 233-51028 237 

8908240316 Responds lo 890330 Hr re suggested rov for Inclusion In NUREG/Cfi 
4735, Vol 5 Disagrees that rev incorporated Into Improved draft of repl could bo dona 
at no addl cobI Vol 5 end W/o end 

INTERRANTE.C G National Institute of Standards & Technology (formerly Nitay 
Bureau ol Standa FIN A 4171 HLWR 09/05/31 PETEflSON.C Division el Hah 
Level Was le Management (Po st 0704 1 3) 1 p 5 1 005 052-5 1 005 052 

890B24031B Forwards corrected pages to NUREG/CR 4735, Vol 5, "Evaluation A Com 
Dilation ot DOE Waste Packago Test Data " W/o oncf 

(NTERRANTE.C G Notional Institute of Standards & Technology (formerly Natemi 
Bureau of Standa, FIN A-4 171 HLWR 80/00/16 PETERSON, C Division of Hah 
Level Waste Management (Post 070413) tp 51005 051-51005 051 

8908240321 Responds to 090602 Itr re DOE responses to Audit 00 01. Rov 0 to 04 
Administrative Procedure QAAP i8 t, "Cortlllcation of Audit Personnel" and 
APPEL, G Energy, Depl of. HLWR 89/08/10 LINEHAN.J J Repository Uconsmi 
Quality Assurance Project Directorate (801 120) 2pp 5101 7 164-51017 1B0 

•■8908240326 Rev 0 to QA Administrative Procedure QAAP 10 1, "Corlilicotlon of Audit 
Personnel ’’ 

* Energy. Dept of HLWR 89/03/27 21pp 51017 106-51017.106 


8908220036 Advises of accepfance of amended responses to observations resulllng 
from Yucca Mountain project ofc QA Audit 88 06 of Sandia 

WILMOT.E L Energy. Dept of HLWR 89/08/17 KENNEDY. J E NRC - No Delaifed 
Affiliation Given HUNTER, T O Sandia National Laboratories 11 pp 50969 322- 
50969 332 

8908220045 Forwards closure of Std Deficiency Repts 207.210,212,214, 220 & 221, Rov 
0 resulting from Yucca Mountain project ofc QA Audit 88 08 ol Los Alamos National 
Lab 

WILMOT.E L Energy, Dept ol HLWR 89/08/17 HERBST.R J, Los Alamos National 
Laboratory 29pp 50969 260 S096B 288 

8908220050 Requests response to end Std Deficiency Rent 605,Rev 0 re failure to 
conduct investigative action as stated in response to sub rept Response requested 
within 10 days of tlr dale 

WILMOT.E L Energy, Dept of HLWR 89/08/16 KENNEDY, J E NRC - No Detailed 
Affiliation Given GERT2.CP Nevada, State of 5pp 50969 313-50969 317 


8908240330 Ack receipt ol NRC site characterization analysis which documents rev** 
of DOE 881228 site characterization plan DOE encouraged w/NRC overall conclu- 
sion re Improvement of final documonl over consultation draft 
ROUSSO.S Energy, Dept of HLWR 89/00/09 BERNERO.RM Office of Nuclear 
Material Safely & Safeguards, Director 2pp 51017.201 51017202 

8908240409 Rev 0 to Technical Operating Procedure TOP-OOfi, "Proccduia for 7eotls 
Ion Exchange Experiments " 

PABALAN.RT, RUSSELL, J, PATRICK, W Cantor lor Nuclear Wasto Regula lory Mil 
yses HLWR 89/08/21 9pp, 61017 187-51017 105 

8908240412 Forwards Yucca Mountain Projoct QA program plan & quality mgi 
procedures, consisting ol Interim Chango Notico 1 to QMP 05 02, Rov 0 A Intt-nm 
Change Notico 6 to QMP- 10 02, Rov 1. 

‘ Science Applicalions International 
HLWR 89/08/17. BELKE.WL NRC 
51017 163 


Corp (formorly Science Applications, Inc) 
No Detailed Affiliation Given 2pp 51017156- 


8908220062 Advises of closure ot end Std Deficiency Repls 146,148 & 152, Rev 0, re- 
sulting from Yucca Mountain project ofc QA Audit 80 4 of USGS 
WILMOT.E L Energy. Depl of HLWR 89/08/16 HAYES, L R Jntorior. Depl of, Geo- 
logical Survey 20pp 50969 287-50969 304 


•8908240414 Interim Change Notico 1 to Rov 0 to QMP 05-02, "Preparation A Control 
of Branch Technical Procedures " 

• Science Applications International Corp (formerly Science Applicalions, Inc) 
HLWR 89/08/18 3pp 51017.157-51017 169 


8908220068 Advises of closure of end Sid Deficiency Repts 132 & 133. Rev O.resulllnq 
Irom Yucca Mountain project ole QA Audit 88 3 ol USGS 

WILMOT.E L Energy, Depl of HLWR 89/08/16 KENNEDY, J E. NRC No Detailed 
Affiliation Given HAYES, L R Interior, Dept ot. Geological Survey Bpp 50969,305- 


8908230045 Forwards DOE 890810 Ur to Sandia, requesting that L Long ol Itasca Con 
suiting Group.lnc be added lo technical rept distribution list 
PRESTWOLT.PT. NRC • No Detailed Affiliation Given HLWR 09/08/17 
STABLEiN.K Division ol High Level Waste Management (Post 870413) 2oo 
51000 036-51000 037 

8908230098 Notification ol 890907 bimonthly QA meeting w/DOE, State ol NV A affeef. 
ed local govts in Rockvilte.MD Topics to be discussed include, update on audr 
schedute.summary ot recent surveillances & QA program (or borehole testing 

Repository Licensing A Quality Assurance Project Directorate 
(881120) HLWR 89/08/22 LINEHAN.J Repository Licensing & Quality Assurance 
Project Directorate (BB1 120) 4pp 50999 350-50999 361 

8908230107 Forwards weekly activity rept for wks ending 890625.0702 & 09 re proto 
type testing 

NRC ,',, N u Delai,ed Affiliation Given HLWR 89/08/15 
of Hl9h LevBl Was,e Management (Post 870413) 7pp 

oiLHaJOZo 51000 035 


8908230116 "Licensing Methodology Assistance." monthly rept for Jut 1989 Financial 


BONANO.E J Sandia 
TITINSKY.DH Division 
51000017-51000028 


National Laboratories 
of High Level Waste 


FIN A-1165 HLWR 89/08/17 
Management (Post 870413) 12pp 


,f Q r* a '? s p, ?! ecl Man , a ?®' pe ' IDdlc Rep' PMPR ae 1 1. -'Activities 
i »T 7 i A J? f , ,' sca / ,e P orl,n 8 period 890708 0604 Financial Into withheld 
0B/1R FI INrMFC?! 7f ,ea l W fu e l ?? gula , 1 ?,7 Ana 7 SBS FIN D- 1035 8 HLWR 85 
50988 340 50989*048 ^ ° H ' gh Level V * 3sle Management (Post 870413) 2p 


••8908240415 Interim Change Notico 5 to Rov I to QMP-tO 02, "Survoillancos " 
GERTZ.C Science Applications Intornahonnl Corp (formorly Scionco Applications, 
Inc) HLWR 89/00/10 4pp 51017 160 51017 103 

8908240416 Advises ol closure of Std Deficiency Ropl 036, Rev 0, resulting from Yucca 
Mountain Project Ofc QA Audit S 07-1 of LLL Rept oncl 

WILMOT.E L Energy, Depl of HLWR 09/00/18 JARDINE.LJ Lawrence Lhwmtor* 
National Laboratory 8pp 5t009'320 51009 327 

8908240417 Advises that Yucca Mountnm project loam will conduct QA surveillance ol 
application ol Yucca Mountain project ole instructions, procoduros & plans on 
890821 Surveillance rent will bo issued allor completion Of survOillanco 
WILMOT.E L Energy, Depl of HLWR 89/00/18 HOOKS , K NRC No Detailed All'i 
ation Given 2pp 51000 310-51009,319 

890B240418 Advises ol closure of Std Deficiency Repts 21, Rov 0,20 & 24, Rov t.rosull 
ing from Yucca Mountain Projoct Ofc QA Audit 87-3 of LLL 
WILMOT.E L Energy, Depl of HLWR B9/08/18 JARDINE.LJ lawronco Livermore 
National Laboratory 17pp 51009 320 51009 342 

0908250010 Comment on draft lochnicat position ro tectonic models In assessment ol 
performance of high lovel radwasle repositories 

SIEGEL JR US Council for Energy Awarenoss, 54 FR25762 00002 BD/0Q/18 Free 
dom of Information 8 Local Public Document Room Branch 3pp 5101004?. 
Finis run 


9906250013 Comment on draft lochnicat position re loclonic models in assessment ol 

K erformance ol high level radwasle repositories 
IILIS.L Edison Electric Institute 54FR25762 0000 1 89/08/ 18 Freedom ol Infoimi 
lion & Local Public Document Room Branch 6pp 51015 050 51018 055 


890825006B Forwards State ol SC.Dept ol Heallh & Environ Control (SCDHEC) 890726 
1 r , re ECOSAFE HIC-55 topical repl Certificate of compliance should bo ob- 
J ?ml e . , . !?,Ui S CO H E C before disposal of container w/Class B & Class C wastes 
WIDMAYER.DA Technical Branch 89/08/18 FISH.R Babcock & Wilcox Co ip 
51029 003-51029 005 


" 8 r 9 NWRi'.K R i 89-1 1 PrO|0Cl Makers Periodic Rept PMPR 89 11. "Activities of 
CNWRA, for fiscal reporting period 880708-0804 

NHr l wr,n O i=,i D C i e fu^f ls ^ Rs9U,a J 0ry Analyses FIND-1035 8 HLWR 89/08/18 
NRC • No Detailed Affiliation Gwen 6Bpp 50988 342-50969 04B 


8908250180 Proposes to conduct (oint workshop on topic of alternate concentration 
r" ' 3 m Atbuquerque.NM.as discussed in previous meelmns & totcons 
MATTHEWS.M L Energy, Dept of 89/08/23 LOHAUS.P H Division or Low Le/cl 
Waste Management & Decommissioning (Post 870413) Ip 51027 356-51027 356 
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i5»2S0O36 Forwards weekly activity rept re prototype testing tor wk ending 090716 
fRESTHOLT.PT NRC - No Detailed Affiliation Given HLWR 89/08/22 

UNEHANJ J Repository licensing & Quality Assurance Project Directorate (081120) 
ip-p 51030 288 51030 291 

Forwards DOE weekly rent lor wk ending 8908 18 
PRESTHOLT.PT NRC • No Detailed Affiliation Given HLWR 89/QB/22 

IINEHAN.JJ Division of High Level Waste Management (Post 070413) 7pp 
jJ030 270-51030 276 

I&8280QI7 Advises that Std Daliciency Repts 200,209 & 211, Rev O closed based on 
sit 'factory verification of completed corrective actions, per Yucca Mountain project 
c>; OA Audi I 88 08 of LLL 

WLMOT.EL Energy, Dept ot HLWR 09/08/22 HERBST.RJ Los Alamos National 
laUvalury 13pp 51030 277-51030 207 

if0828t)118 Forwards Reg Guide 3 64, "Calculation of Radon Flux Attenuation by 
Earthen U Mill Tailings Covers " W/o end 

LOHAUS.PH Oporalions Branch 09/08/22 MATTHEWS.ML Energy, Dept of Ip 
51CMQ219 51040 219 

4 JMJS 01 S 6 Advises that Mixed Waste Working Group will meet w/EPA to discuss 
nvxpj waste issues, per EPA/NRC Interface Council 090002 meeting List of working 
croup members enci 

OERNERQ.R M Ollice of Nuclear Material Safety S Safeguards, Director 89/00/24 
LCiVRaNCE.S K Environmental Protection Agency 3pp 51040167 51040169 

13442*0138 Forwards comments re UMTRA DOE/AL 185, Rev 2.UMTRAP QA plan 
Kan continues to attempt to describe only responsibilities of organizations rs assuring 
k tv, ties Recommends notifying DOE ol desiro of accompaniment to selected audits 
PITTIGUO.C L Regulatory Branch 89/08/23 FLIEGEL.M H Operations Branch 5pp 
51040238 51040 242 

IS48-2J0251 Forwards FR notice ol availability of draft technical position on methods of 
tva*uaing seismic hazard at geologic repository Comment period expires on 091023 
TANAET Reposiloiy Licensing & Quality Assurance Project Directorate (00)120) 
HLWR B9/0B/25 Asst Dir lor tntl Security, Exports & Malls Safety (Post 880226) 
llpp 51039 1 16-51039 174 

-J9082JQ255 Public comment draft of. "Technical Position on Methods of Evaluating 
Stitmic Hazard al Geologic Repository " 

1 NRC - NO Detailed Affiliation Given HLWR 09/06/30 47pp, 51039 120 51039 174 

<901280269 Forwards proposed table ol contents lor format a content rog guide (or 
Icwtu applicanon lor high level waste repository NRC chosen repository sys based 
ifiproach for format & content rog guide 

Ll’lEHAN.J J Repository Licensing & Quality Assurance Project Directorate (801120) 
HLWR 69/08/25 STEIN, R Energy, Oopt of 7pp 5 tQ42 250 51042 256 

1906280281 Forwards notice ol upcoming NRC/DOE mootings ro high lovol waste 109 ! 
jyowamper FR notice of 840827 

UNEHAN.J J Repository Licensing & Quality Assuranco Project Directorate (801 120) 
HLWR 89/08/28 NRC - No Dotartad Affiliation Givon 2pp 51042 257-51042 250 

IW8290I27 Forwards preliminary draft o( ESP design package revlowa 
PRESTHQLT.pt NRC No Detailed Affiliation Givon HLWR 09/08/23 

STABIEIN.K Division ol High Level Wests Monagemont (Post B70413) 8pp 
51030 353 51030 361 

1901290227 Forwards "Yucca Mountain Project Status Rapt for June 1909” Rept 
covers geology geophysics, hydrology, geochemistry, repository engineering, licensing 8 
DOE-NRC mleraclions & Stato of NV Interactions 

PRESTHOLT.PT NRC - No Detailed Affiliation Given HLWR 09/08/16 

UNEHAN.J J Repository Llconsing & Quality Assurance Project Directorate (881120) 
I15pp 51043 1O0 51043 214 

1909100322 Comment on technical position on toclomc models in assessment of par 
formanco of high tovol radwaste repositories Provides insight Into dilieroncos among 
geometrical hinemalical & mechanical models 

BERGER, P Affiliation Not Assigned 54FR257B2 00004 09/08/16 Regulatory Publl 
eatexis Branch 2pp 51054 045 51054 046 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 

194)7260359 Forwards corrected Task 3 to "Effect of Resistivity & Transport on Corro- 
sion ol Waslo Package Malls." for Jan 1989 monthly rept 

INTERRANTE.C G National Institute of Standards 8 Technology (formerly Notional 
Bureau ol Standa FIN A 4171 9 HLWR 89/07/26 PETGRSONC Tochm cal Review 
Branch (8704 13 080910) tp 50707 220 50707 221 

-45072*0337 Corrected Task 3 to "Etfecl ot Resistivity & Transport on Corfosion ol 
Waste Package Matts" 

* Material Institute of Standards 8 Technology (formerly National Bureau ot Standa 
FBI A 4171-9 HLWR 89/01/31 NRC No Dolaited Affiliation Given tp 50707.221- 
50707 221 

1907290368 'NRC Technical Assislanco for Design Reviews," Progress Rept 47 for 
June 1989 Voucher & supporting Into avertable in Central Files 
KART.R D Itasca Consulting Group. Inc FIN D 1016 HLWR 09/07/10, TANIOUS.N 
Ornson ot High Level Waslo Management (Post 070413) 5pp 50609 061-50889 065 

1907280381 Forwards draft "Exam ot Use of Continuum Vs Discontinuum Models tor 
Design & Performance Assessment tor Yucca Mountain Site " 

HART.RD liases Consulting Group, Inc FIN D 1018 HLWR 89/07/25 TANIOUS.N 
Dvison of High Level Waste Management (Post 070413) tp, 50609 066 50639 148 

-8903360385 Draft "Exam ol Use ol Continuum Vs Discontinuum Models (or Oesign & 
Performance Assessment lor Yucca Mountain Site " 

BOARD M, HART.RD Itasca Consulting Group, Inc FIN D-1016 NRC 02 85 002 
89/07/31 NRC No Detailed Affiliation Given, 82pp 50609 067-50609 140 

$908010455 Requesls preparation ol Std Form 173 lor FIN B 2405, "Hydrogeologlc 
Performance Assessment of Low Level Waste Sites," extending period ol perform- 
aiKe by 6 months 

SURMEIER.JJ Technical Branch FIN B 2405 89/07/17 DAVIS.E Program Implo 
mentation Branch (post 870729) 14pp 50753 272-50753 205 


8908040064 Forwards draft repl "Rock Mass Mod Around Nuclear Waste Repository in 
Welded Tull." (Topical Rept 006 01 T5) 

HART.RD Itasca Consulting Group, Inc FIND-1016 HLWR 69/07/20 TANIOUS.N 
Division ol High Level Waste Management (Post 870413) ip 50795 107-50795 217 

-8906040070 006 01 T5 DRFT Draft "Rock Mass Mod Around Nuclear Waste Reposi- 
tory in Welded Tull " 

MACK.M , BRANDSHAUG.T , BRADY.B llasca Consulting Group. Inc FIN D 1016 
NRC 02 85 002 09/07/31 NRC - No Detailed Affiliation Given 109pp 50795,108- 
50795 217 


890B090223 "Evaluation & Compilation of DOE Waste Package Test Data," monthly 
progress rept for Feb 1000 under FIN A 4171 Financial data available In Centra! 
Files 

INTERRANTE.C G National Institute ol Standards 8 Technology (formerly National 
Bureau ol Standa FINA-4171 9 HLWR 09/07/26 PETERSON.C Technical Review 
Branch (870413 680910) 10pp 60872 340-50672 349 

8908140043 Forwards "Corrosion of Zircaloy Spent Fuel Cladding in Repository " 
INTERRANTE.C G National Institute ol Standards fi Technology (formerly National 
Bureau ol Standa FIN £-4171, HLWR 89/08/07 PETERSON.C Division of High 
Level Waste Management (Post B70413) Ip 50946 190-50946 214 

-B908140046 NISTIR 09 4114 NIST1R 69 41 14, "Corrosion of Zircaloy Spent Fuel Clad 
ding in Repository “ 

FRAKER.A C National Institute of Standards & Technology (formerly National Bureau 
of Standa FIN A 4171 HLWR 89/07/31 24pp 50946 191 50946 214 

6908170511 Forwards draft Topical Repl OO 6 OI-T 8 , "Performance Confirmation Test 
Needs lor Repository Seals " 

HART.RD llasca Consulting Group, Inc FIND-1016 HLWR 89/00/15 TANIOUS.N 
Division of High Level Waste Management (Post 6704 13) Ip 50954 109 5 0954,158 

—8908170515 006 01-TB DRFT Draft "Performance Confirmation Tost Needs for Repos- 
itory Seals" 

DAtMEN.J llasca Consulting Group, Inc FIN D 1016 NRC 02-05 002 89/08/31 
NRC - No Dolallod Affiliation Given 48pp 50954 1 10 50954 158 

8900180335 "Evaluation &' Compilation ol DOE Waslo Package Test Data." monthly 

B rogress repl lor Mar 1989 

(TGRRANTE.CG National Institute] ol Standards & Technology (formerly National 
Bureau ot Stands FIN A-4171-9 HLWR 69/08/11 PETERSON.C Envision of High 
Level Waste Managomont (Post 870413) 2lpp 50945 273 50945,293 

8908180345 Forwards last draft of "Natural Rosourco Assessment Methodologies for 
Proposed High Level Waste Repository at Yucca Mountain.Nyo County.NV," Work Di 
roclivo 002, Task Order 003,Conlracl NRC-Q2 84 004 

NORBERG.J fl Interior, Dept of. Bureau of Mines FIN D-1018 HLWR 89/08/07 
ABRAMS, C NRC No Detailed Affiliation Given Ip 50050 192-50951 069 

-8 908180351 First draft of "Natural Rosourco Assessment Methodologies lor Proposed 
High Level Waste Repository at Yucca Mounlom, Nyo County.NV " 

RANEY, RG. WETZEL, N Interior, Dopt ol, Bureau o( Minos FIN D 1016 NRC 02-64 
004 89/08/07 NRC No Oetai led Affiliation Given 204pp 50950 193 50951069 

8900210060 Requests Form 173 to bo sent to NIST, requesting proposal on on attached 
statement ol work lor FY90 

BUNTING, JO Engineering Blanch (Post 680911) FIN A-4171 0 HLWR 09/08/18 
PUNCHES, JL Program Management, Policy Development & Analysis Stall (Post 
870413) 21 pp 51192 016-51192 036 

8908210260 Forwards draft Topical Rept 006 Ot T4, "Analysis of Emplacement Boro- 
lioto Rock 8 Lmor Behavior for Repository at Yucca Mountain" 

HART.RD llasca Consulting Group, Inc FIN D 1018 HLWR 80/08/16 TANIOUS.N 
Division of High Level Waste Management (Post 870413) tp, 60959 272 50960054 

-8908210254 006 01 T4 DRFT Drall "Analysis of Emplacement Borohoto Rock & Liner 
Behavior lor Repository al Yucca Mountain" 

LORIG.LJ, DASGUPTA.B,, HART.RD Itasca Consulting Group, Inc FIN D-1016 
NRC 02 85-002 89/00/31 NRC No Detailed Alliliolion Given 131pp 50959 273 
50960054 


890B21C255 Forwards drall repl "Verification ot Thermal Logic in Throe- Dimensional 
Dislmcl Eletvmu Code 3 DEC " 

HART.RD Itasca Consulting Group. Iric FIN D-10t6 HLWH 69/08/18 TANIOUS.N 
Division Ol High Lovol Waste Management (Post 870413) Ip B0957 289-50957 345 

-8908210256 Drall “Verification of Thermal Logic in Three Dimensional Distinct Ele- 
ment Code 3D EC" 

MACK.M , HART ,R D Itasca Consulting Group. Inc FIN D 1016 NRC 02-85-002 89/ 
00/31 NRC - No Detailed Affiliation Given 64pp 50057 290-50957 345 

8908230116 "Licensing Methodology Assislanco," monthly repl lor Jul 1989 Financial 
Into withheld 

BONANO.E J Sandia Notional laboratories FIN A-1165 HLWR 89/08/17 
TITINSKY.OH Olvislon of High Level Waste Management (Pest 870413) 12pp 
51000 017-51000 020 


6908240316 Rosponds lo 090330 Hr ro suggested rev (or Inclusion in NUREG/CR- 
4735, Vol 5 Disagrees that rov incorporated into Improved draft of repl could be done 
al no addl cost Vol 5 end W/o end 

INTERRANTE.C G National Instilulo ol Standards A Technology (formerly National 
Bureau Ol Slanda FIN A 4171 HLWR 89/05/31 PETERSON.C Division ol High 
Lovel Waste Management (Post Q70413) tp 61005 052 51006 052 

8908240318 Forwards corrected pagos to NUREG/CR 4735, Vol 5, "Evaluation 8 Com 
pllation of DOE Waste Package Test Dala"W/ooncl 

INTERRANTE.GG National Institute of Standards & Technology (formerly National 
Bureau of Standa FIN A 4171 HLWR 89/08/16 PETERSON.C Division of High 
Level Waste Managomenl (Post 870413) Ip 61005051-51005051 
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XPORTLIC EXPORT AND IMPORT LICENSES 

8907270051 Executive Branch position re Imaging 8 Sensing Technical Corp application 
to export neutron detector to Thailand, per S90616 request Recommends that license 
be issued 

STQ!8£R,CR Slate, Dept of. Bureau of Oceans 8 fntl Environ & Scientific Affairs 
89/07/10 SHEA.JR Internationa! Programs 4pp 50704 1 19 50704 122 

8907270053 Executive Branch position re Mitsubishi tntl Corp application to export 
68,000 kg natural U to Japan, per 8901 1 1 request Recommends that license be 
issued 

STOI8ER.C R State, Dept of, Bureau of Oceans 8 Inti Environ 8 Scientific Affairs 
89/07/19 SHEA,JH International Programs 2pp 50705 160 50705 1B1 

890731 0008 License tor Advanced Nuclear Fuels Corp to export 2 kg U 235,contained 
in 270 kg U,!o Japan 

PETERSON. M R Asst Dir for Inll Security. Exports 8 Malls Safety (Post 090226) 
CWM 08 168 89/07/27 2pp 50738 227-50739 228 

8907310075 Discusses Hr ol assurance re License XU-8674, certifying Itr as true 8 cor- 
rect copy ot original 

REYNOLDS.C T US Embassies 89/06/19 US Embassies 5pp 50743 269 

5074 3 273 

8907310095 Ur ol assuranco certifying that end document true 8 correct copy of origi 
nal 890501 application re License XSNM 2452,authonzing shipment ol 537 kg U-235 
in 15,559 kg U to Japan 

REYNOLDS.CT US Embassies B9/06/19 US Embassies 5 pp 50767 043- 

50767 047 

8907310104 Discusses Hr of assurance re License XSNM-2447 certifying document as 
true 8 correct copy of original 

REYNOLDS.CT US Embassies 89/08/19 US Embassies 5pp 5074 6 311- 

50746 315 

8907310137 Advises that embassy exchanged diplomatic note in response to request 
for Govt ol Japan assurances re low enriched U reload fuel exports under US-Japan 
Agreement for Cooperation 

•US Embassies 89/06/14 State. Dept o! Ip 50721 -277-50721 277, 

0907310154 Advises that 000602 application lor export license should read 210 92 kg 
U-235 8 1062 20 g U 

ASMUSSEN.K General Atomics (formerly GA Technologies, Inc /Genera! Atomic 
Co) 89/06/26 MOORE, N Internalional Programs Ip 50730 229-50738 229 

8907310176 Executive Branch position re Edlow tntl Co application to export 250,000 Cl 
ol bulk gaseous tritium to United Kingdom License should be issued sub] to stated 
revisions 

TRATFORO.RJ Stale, Dept of 89/06/14 SHEA.J R International Programs 2pp 
60736240-50736 241 

8907310474 Package requesting confirmation that export ol 18,465 g UF6 will be sub] 
to US-Sweden Agreement 

HABT.H A Energy, Dept of * Sweden, Govt of 89/06/00 Ip 50736 242- 
50736 242 

8908020177 Requests assurance for low ennehed U reload fuel exports under US - 
Japan agreomenl (or cooperation 

' US Embassies 09/07/17 State, Dept of Spp 50786 025 50786 026 

8908040106 Requests data in 840907 authorization Itr be amandod to add COGEMA/ 
France as ultimate consignee 

FLINGQU.C European Communities, Commission ol 89/07/27 Energy, Dept of Ip 
50799 236 50799 236 

89080401 14 license lor GE to export 40 Zirconium tubes to Norway 
PETERSON, M R Asst Dir tor Inti Security, Exports & Malls Safety (Post 890226) 
FDF43 09 89/07/31 Ip 507D9 234-5O799 234 

8908040120 Amend 1 to license, reflecting licensee new address 8 extending expiration 
date from 890831 to 900831 

PETERSON, M R Asst Dir for fntl Security, Exports & Malls Safety (Post 890226) 
RMT-5 89/07/28. Ip 50799 302-50799 302, 

8900040125 License for Advanced Nuclear Fuels Corp to export 1,000 kg U-235, con- 
tained In 20,000 kg U.to Germany 

PETERSON, M R Asst Dir for Inti Secunty. Exports A Malls Safety (Post 090226) 
89/07/31 2pp 50799 308 50799 307 

8908040135 Certifies that terms & conditions of addl agreement for cooperation did 
600725 will apply to 1,000 kg U 235 mentioned In 890516 application & that Siemens 
AG Brennelementwark Hanau authorized to possess mail 

FLINGOU.C European Communities, Commission of 89/07/27. ROONEY, J M 

Energy. Dept ol tp 50799 303 50799 303 

8908040140 Requests data in 800724 authorization Hr bo amended to add Empressa 
Nacionat del Uranlo SA as intermediate consignee 

FLINGOU.C European Communities, Commission of 89/07/31. ROONEY.J M 

Energy, Dept, ol Ip 50799 305-50799 305 

8908040159 Amend 5 to license for General Atomics, relectmg name change Irani GA 
Technologies to General Atomics A extending expiration dale from 890701 to 000701 
PETERSON.M R Asst Dir lor Intt Security, Exports & Mails Satety (Post 890226) 
IEL-1389 89/07/31 Ip 50799 308 50799 309. 

6908040160 Advises that embassy exchanged one addl diplomallc note w/attachment 
w/Govt ot Japan (or Case 32 

*US Embassies 89/07/21. State, Dept of Ip 50799 304 50799-304 

8908040173 Executive 8ranch position re GE application to export 40 Ziracloy tubes 
weighing 69 61 lbs to Norway, par 890426 request Recommends that license be 
Issued 

STRATFORD.R J Stata, Dept of, Bureau of Oceans 8 Inti Environ, 8 Sclenliflo Af- 
fairs 89/07/25 SHEA.J fi International Programs 2pp, 60799 297-50799-298 

8908040203 Application for license to export 10,800 kg U as enriched U hexalluor/de.to 
Spain 

GAVLICK.G Braunkohla Transport USA, Inc. GG/ WO/002 89/07/17, Ip 50799 295- 
50799 295 


8908040209 Amend 5 to license for Edlow tntl Co to export 20 kg U 235. contaned in 
400 kg U,to France 

PETERSON.M R Asst Dir for Inti Security, Exports & Mails Safety (Post 8302261 
89/07/3) Ip 50799 275-50799 275 

8908070301 Amend 1 to license for Edlow Inti Co to export 16 247 kg U-235 cottoned 
in 16 478 kg U,to Rumania Amend extends expiration dale from 890831 to 900631 
PETERSON, M fl Asst Dir tor tntl Security, Exports 8 Mails Safety (Post B9022S) 
RMT 5 89/07/28 Ip 50872 292-50872 293 

-8908070302 Application to emend License XSNM-2384, extending expiration date from 
890831 to 900831 

FISK.R H Edlow International Co 89/07/25 MOORE, R N Internalional Programs Ip 
50872 203 50872 293 

8908070330 Forwards notice of receipt of application for licenses to export nuclear mail 
to Japan 

PETERSON, M R Asst Dir for Inti Security, Exports 8 Matls Safety (Post 899226) 
69/07/28 SHOWMAN, S Correspondence 8 Records Branch Ip 50823 317 
50823 319 

-8908070361 Nolice of receipl of applications for licenses to export nuclear mall to 
Japan 

PETERSON.M R Asst Dir (or Inll Security, Exports 8 Matls Safety (Post 890226) 
80/07/28 2pp 50823 318 50823 319 

8908070354 Application to amend license, extending expiration date of License XSNM 
2384 from 890831 to 900831 Extension necessary due to licensee inability to sh'p 
matl within current validity period 

FISK.R H Edlow International Co 89/07/25 MOORE, R N NRC - No Detailed Aff.'J 
ation Given Ip 50822 122-50822 122 

8908070430 Requests assistance In oblaming necessary assurance Hr for end Btaun 
kohle Transport USA, Inc 890717 application (or license to export low enriched U to 
Spam for uso as reload fuel 

PETERSON.M R Asst Dir for Inti Security, Exports 8 Matls Safoly (Post 890226) 
09/07/27, ROONEY, J M Energy, Dept ol Ip 50872 216 50872 217 

8908080078 Forwards 890626 Itr requesting amend to 890602 export license 
application, decreasing quantity of mat! for export to 210 90 g U-235 contained in 
1 ,062 g U Consideration ol sub] request w/origmal application requested 
PETERSON.M R Assistant Director for International Security (Pro 890226) 89/07/28 
THORNE, C.E State, Dapt of, Bureau of Oceans 8 Inll Environ 8 Scientific Aflav* 
Ip 50854 263-50854 264 

80OBO8OOB1 Advises that on 890600 BL Wright called K Asmusson re extending 4 m 
creasing limit to License XSNM-159B Issuance of new license preferred for addl mail 
but requested on 000726 for license extension to export remafnmg U-235 
ASMUSSEN.K E International Programs IEL-1389 89/08/08 PETERSON.M n Inter- 
national Programs tp 50054 269 50854 269 

B90809Q183 Amend 6 to license for GE.addlng ENUSA as addl Intermediate consignee 
& provision for disposal o( components 

PETERSON.M R Assistant Director for Internalional Security (Pre 890226) FDF 89- 
23 89/07/31 Ip 50881-322-50881 322 

8908090232 Amend 2 to license for Edlow In II Co lo export 1,950 Ci tritium a3 tritiaied 
targets, to Japan, change licensee address 8 extend expiration date until 900831 
PETERSON.M R Assistant Director for International Security (Pro 800226) 80/08/04 
ip 50081 337-50881 330 

-890B09023B Application to amend license lo export tritlated targets.to Japan & extend 
expiration dale to 900031 

FISK.R H, Edlow International Co 89/07/27, WRIGHT, B NRC - No Dalai led Affiliation 
Given Ip 50081 338 50081 330 

8008090239 Forwards amends to export licenses authorizing export of addl loots 4 
equipment.includlng computers used w/svc equipment for dale acquisition & ovalua 
lion purposes, per 090629 request, 

PETERSON.M R Assistant Director (or International Security (Pro 090220) 69/08/01 
HUDEC,W S Westlnghouse Electric Corp Ip 608B9 342 50889 360 

-8908090240 Amend 4 to license for Westlnghouse to export addl fools 8 equipmenl.lo 
Taiwan, 

PETERSON.M R Assistant Director for International Security (Pre 890226) WSH-102- 
89 89/07/31 tp 50889 346-50889-347 

-8908090243 Amend 4 to license for Westlnghouse lo export addl tools 8 equipment, lo 
Korea, 

PETERSON.M R Assistant Director for International Security (Pre 890226) WSH-I02- 
89 89/07/31, Ip 50889,348-50889 340, 

-8908090248 Amend 6 to license for Westlnghouse to export addl tools 8 equipmcnl.lo 
Spain 

PETERSON.M R Assistant Director for International Securily (Pre 890226) 89/07/31. 
Ip. 50889.349-50089 349 

-8908090248 Amend 4 to license for Westlnghouse to export addl tools 8 equipment.^ 
Sweden 

PETERSON.M R Assistant Director for International Security (Pre 890226) 69/07/31 
Ip 50809,350 50889-350 

-890B090255 Amend 4 to license (or Westlnghouse to export addl tools 8 equipmenl.lo 
Sweden. 

PETERSON.M R Assistant Director for International Security (Pre 890226). 69/07/31 
Ip 50089,351-50889.361 

-8908090256 Amend 6 to license for Westlnghouse to export addl tools 8 equipmenl.lo 
Spain 

PETERSON, M.R Assistant Director for International Securily (Pre 890226) 89/07/31 
Ip. 50889-352-50889 352 

--8908090268 Amend 11 to license for Westlnghouse to export addl tools & 
equipment, to Sweden , 

PETERSON.M R Assistant Director for International Secunty (Pre 890226) 69/07/31 
Ip 50889 363 50B89'353 
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-4)04090260 Amend ! to license lor Westinghouse to export five primary coolant 
piETfisto United Kingdom 

FETEflSON.Mfi Assistant Director lor International Security (Pre 890226) WSH-102- 
69 69/07/ SI Ip 50BS9 354 50BB9 354 

-5fC0O9O262 Amend 6 to license for Westinghouse to export addl tools & equipment, to 

FtTERSON.M R Assistant Director for International Security (Pro Q90226) 89/07/31 
Ip 50389 355-50889 355 

-4W6W0263 Amend 4 to license for Westinghouse to export addl tools & equipment, to 

PETERSON, M R Assistant Director for International Security (Pre 890226) 89/07/31 
Ip 50889 35S 50B89 356 

-49MO90267 Amend 3 to license for Westinghouse to export addl tools & equipment, to 
Korea 

PETERSON, M R Assistant Director (or International Security (Pre 890226) WSH-102- 
6J 89/07/31 \p 50889 357 -50B89 357 


—9908100123 Forwards application for license to export TR1GA tuel elements to 
Taiwan License requested by 891201 in order to meet anticipated contractual delivery 
date 

ASMUSSEN.K E General Atomics (formerly GA Technologies, Inc /General Atomic 
Co) IEL-1417 89/08/01 PETERSON, MR Asst Dir lor Inti Security Exports & 
Malls Safety (Post 890226) Ip 50391 359 50891 359 

—89CB 100121 Application lor license to export 2B 14 kg U, containing 19 g kg U 235.10 
Taiwan 

ASMUSSEN.K E General Atomics (lormerly GA Technologies, Inc /General Atomic 
Co) IEL-1417 69/08/01 Ip 50B91 359-50891 359 

890B100294 Application for license to export 42,667 kg U02.conlalned m 37,610 kg 

U.to Japan 

FLOWERS.FD General Electric Co B9/0B/03 Ip 50805 259 50835 269 

8906 100333 Application for license to export 51,872 kg U02,contalned in 45,725 kg 
U,!o Japan 

FLOWERS.FD General Electric Co 89/06/02 Ip 50885 2B5 50685 285 


-1906090259 Amend 4 to license lor Westinghouse to export addl tools & equipment,^ 
/ore a 

PETER SON, M R Assistant Oi rector for International Security (Pro 890226) WSH 102- 
63 69/07/31 tp 50889 358-50669 358 

-4506090270 Amand 3 to license (or Weslmghouso to export add! tools & equipment, to 

PATERSON, 6/ R Assistant 01 rector tor International Security (Pre 890226) WSH- 102- 
63 83/07/31 tp 50889 359 50809 359 

-1996090272 Amand 4 to license lor Westinghouse to export addl tools & equipment, to 

Korea 

PETERSONJW R Assistant Director for International Security (Pre 890226). 89/07/31 
Ip 60669 360 50869 360 


1954690349 Application lor license to export IONTRAC 200 series on line Ion chromato 
o-apfv to Norway to be used in connection w/ Zircafoy tube experimental testing fn 
S'iVB corrosion loop 

FLOWERS.FD General Electric Co FDF88 91 09/00/02 WRIGHT, B.L International 
Programs 2pp 50883 24 6 E08B3.247 


(904098364 License lor Transnuclgar.lnc to export 47.710 kg U-235, containing 51 054 
(3 U enriched to 93 45 w/o max to France 

PETERSON.M R Assistant Director for International Security (Pre 890226) NUK-495 
89/08/02 2pp 5Q-B82 106 50882 107 


1)04090506 License for Transnuclear.tnc to export 35 783 kg U 235. contained in 
33 291 kg U.to Netherlands 

POERSUN.M R Asst Dir for Inti Security, Exports & Malls Safety (Post 890226) 
WK-496 89/08/02 2pp 50862 169 50B62 170 


4904100045 Application lor license to export 51.872 kg U dioxide powder to max of 
395% ennchment lo Japan 

fT.OWERS.FD General Electric CO 89/08/03 tp 50B92 137-50892.137 


8808100352 Application for license to export IONTRAC 200 senes chromatograph to 
Norway for use In connection w/zircaloy tube experimental leslmg in BWR corrosion 
foop 

FLOWERS.FD General Electric Co 89/08/02 WRIGHT, B L NRC - No Detailed Af- 
filiation Given Bpp 50886 200 50366 207 

8900100357 Forwards application tor export license for low enriched U tor use as fuol 
for Tokai Unit 2 in Japan Assurances from Govl o! Japan required Mail ol Canadian 
ongin 

PETERSON, M R As9t Dir for Inll Security. Exports & Mails Safety (Post 690226) 
89/08/04 THORNE, C E State, Oept ot, Bureau of Oceans 8 tnll Environ & Scientif- 
ic Affairs Ip 50885 19B 50086 199 

8908110176 Forwards GE application for license lo export low enriched U lo 
Japan Assistance in obtaining required assurances from Govt of Japan requested 
PETERSON.M R Asst Dir 7or Inti Security, Exports & Malls Safety (Post 890226) 
89/08/04 THORNE, C E State, Depi of, Bureau of Oceans S Inll Environ & Scientif- 
ic Affairs 2 pp 50907 194 50907:196 

8906210028 Forwards 830806 Hr requesting withdrawal of export license applications 
XCOM 0503.XR 0143 & XSNM 2059 

PETERSON.M R Asst Dir for Inti Security, Exports & Malls Safely (Post 890226) 
B9/0B/11 THORNE, CE State, Depi of, Bureau of Oceans & Inf) Environ & Scientif- 
ic Affairs Ip 50971 029 50971 030 

-8906210029 Requests withdrawal of export Licenses XCOM 0503.XR-OI43 & XSNM- 
2059 Remaining pending cases to remain active 

ASMUSSEN.K E Genera 1 . Atomics (formerly GA Technologies. Inc /General Atomic 
Co) IEL-1416 69/08/08 PETERSON.M R Assistant Diroclor tor International Securi- 
ty (Pre 690226) Ip 50971 030 50971 030 

8906210197 Requests withdrawal of application for license lo export mall to 
BrazLI Vendor no longer pursuing order 

TEMPLIN.WX Babcock & Wilcox Co WKT-8-3 09/08/03 PETERSON.M NRC - No 
Detailed Affiliation Given ip 50975 121-50975.121 


4)04100059 Requests Executive Branch position re GE application to export IONTRAC 
290 series chromatograph to Norway 

PETERSON.M R Asst Dir for Inll Security, Exports & Matts Safety (Post 890226), 
89/0*8/04 THORNE.CE State, Dept ot. Bureau of Oceans & Inti, Environ & Scientil 
K Affairs 7pp 50904 320 50904 328 


6908210199 Requests that Export License Applications XCOM 0503, XR-0143 & XSNM- 
2059 be withdrawn 

ASMUSSEN.K E General Atomics {formerly GA Technologies, Inc /Genaral Atomic 
Co) IEL-1416 89/03/03 PETERSON.M fl Office of Governmental 8 Public Affairs 
(Post 870413), 3pp 50976 127-50976 129 


1)08 100093 Application to amend License XB-126Q.by extending expiration date for 1 yr 
to allow mail to bo dispatched when DOE resumes supply activities 
FISK.RH Edlow International Co B9/07/27 WRIGHT.B. International Programs Ip 
50*692 028 50892 02C 

4906100103 Forwards Edlow Inti Co 890803 application for license to export nuclear 
(vef fo Japan Assistance In obtaining necessary assurances requested 
PETERSON.M R Asst Dir tor Inti Security, Exports & Metis Safety (Post 8902261. 
6J/0S/07 THORNE, C E State, Dept of. Bureau of Oceans & Inti Environ & Scientil- 
fc Affairs Ip 50B92 155 58892 157 


6908220006 Forwards BS.W 850803 request tor withdrawal ol Export License Applica- 
tion XCOM-100B 

PETERSON, M.R Asst Dir lor Inll Security, Exports & Malls Safety (Post 890226) 
89/00/11. THORNE, CE State, Dept, of, Bureau ot Oceans & Inti Environ & Scmnlif 
10 Affairs. Ip 50994 327-50994 32B 

8908220010 Ur of assurance ro export of 10,000 kg U 236 to Federal Republic ol 
Germany Mall will be used for fuel fabrication tor LWR customers 
FLING OU,C European Commuml-os, Commission ol 89/06/14 ROONEY. J M 
Energy. Dept ot Ip 50994 287-50994.287 


-8)08100110 Forwards application to export UF6 lo Japan, (or consideration, 

FISK.R H Edlow International Co 89/08/03. WRIGHT.B NRC - No Detailed Affiliation 
Given Ip 50892 166 50892 167 

-4)08100105 Application for license lo export 15.011 kg U.contalning 623 kg UF6,!o 

Japan 

FISK.R H Edlov/ International Co KLK-52 09/08/03. ip 50892-1 57-50892.1 57 

1)48 tOOl IB Requests Executive Branch position re General Atomics application for li- 
cense to expert 28 14 kg U to Taiwan for use as THOR reactor fuel at Natl Tsing Hua 

Vm, 

PETERSON, M R Asst Dir for Inll Security, Exports & Mails Safety (Post B90228) 
89/08/07, THORNE, CE Slate, Dept of. Bureau of Oceans & Inti Environ & Scientif- 
ic Affaus Ip. 5-0891 357-50891-359 


B90822043Q License for General Atomics to export 210 92 g U235, contained in 
1,08220 g U.to Japan 

MOORE.RN Asst Dir, for Inti. Security. Exports 3 Matts Safety (Post B90228) IEL- 
1391 69/0B/16 2pp 51015,288-51015 289 

8908220436 License for Advanced Nuclear Fuels Corp lo export 10,000 kg U-235 con- 
tained in 200,000 kg U 235 to West Germany 

MOORE.R N. Asst Dir for Inll. Security, Exports & Malls Safely (Post B90226) 89/ 
06/16, 2pp 51016.308-51015 309, 

8908250180 Advises that embassy exchanged one addl diplomatic noie w/attachmenl 
w/ Japan for Case 48 re License XSNM 24EB concerning request for Japan assur- 
ances for tow onriched U reload fuel exports under US Japan agreement 
’ U.S Embassies, 89/08/17 State, Dept of Ip, 51027 336-51027-339 
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50 220 
50-344 
50-344 
50-344 
50-443 

S 

P 

P 

P 

S 

BLOCKER ,JM. 
BLOOM, A J 
BLOSSER.J D. 
BLOSSER.J D. 
BLOSSER.J.D 

8908180332 

8907310108* 

8908010123 

8908020067 

8908020103 

50 400 

70-25 

50-483 

50 483 

50 483 

F 

S 

S 

s 

50 272 O 

50 20 O 

50-219 Q 

50-29 Q 

50 272 F 

BEVERLY.R.L 
BEVERLY.R L 
BIANCO.V. 

BICKWIT.L. 

BICKWIT.L 

8908220300' 

8908220307* 

8908170488* 

8908110130 

8908110179* 

50-499 

50 499 

50 327 

50 322 
50-322 

Q 

Q 

P 

P 

P 

BLOSSER.J D 
BLOSSER.J D 
BLOUGH.A R 
BLOUGH.A.A. 
BLOUGH.A R. 

8908140285 

8908150001 

8908020251* 

8908070319* 

8908110202* 

50 463 

50 483 

50 20 

50 387 

50 271 

s 

R 

O 

O 

o 

50 247 Q 

50-333 Q 

50-317 O 

50-29 Q 

SO 244 F 

BIDINGER, G H. 
BIDINGER.G H 
BIDINGER.G.H. 
BIDINGER.G H 
BIDINGER.G.H 

8907280041 

8908140378* 

8908170614' 

8908180336* 

8908230174 

70-143 

70 824 
70-1257 
70-1100 
70-157 


8LOUGH.A R 
BLOUGH.A R 
BLOUGH.A, R. 
BLOUGH.R 

BLOUNT.J L 

8908140199* 

8908150017 

8908150383 

0008240344 

8908220254* 

50-293 

50-293 

50-293 

50-29 

50 416 

G 

n 

H 

S 

P 

50-244 Q 

50 213 O 

50 170 Q 

BIDINGER.G.H 

BIELBY.M 

BILLIG.P.F. 

8908240268 

8908180068* 

8908140221* 

70-143 

50-373 

50-254 

V 

P 

BLUBAUGH.R E 
BLUBAUGH.R E 
BLUMBERG.N.J, 

8908090488 

0908110258 

8908020402* 

40-3453 

40-3453 

50-354 

Q 
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AUTHOR 


cORDM. 
ECASOMAN.J R 
KW.1AN.J R 
SCG5R.B 
ECGERBA 

ECG£R B A 
rOGERBA 
sQGER.B A. 
EGGERBA 

SOGER BA. 

ECGERBA 
K>j£R B A 
EOHN.G T 
ECLflT.G 
EOUJT.G 

SOLDT.G 
EOLDT.G 
-CNJWO.EJ 
Krf.ETT.O M 
EGNETT.O M 

EOOKER.J-E 

EOXERJ-E 

KKXERJE 

EOOXEH.J.E, 

sOOrfERJJE 


sOXERJ E 
50XEFU E 
EOOXER.J’E 
EOOftER.J E 
SOOvfEfl J E 

BOXER J E 
EOG-fEfl J E 
EOCHER.J E 
EOXER.J E 
EOOKER.J E 


EOXER.J 
EOXERJ 
KXXER.J 
EOXER.J 
BOOTH W 


E 

E 

E 

E 


KHCEWICK.B M. 

EORES.R 

ECftESF* 

BORES, R 
BORES HJ 

SORES, RJ 
SORES R J 
SORES RJ 
sOfvSon,D 
SOSEDO 

SCSTED.C 
WJCHEY.G D 
ECUCHEY.G D 
ECUCHEY.G D 
EOJCHEY.G D 

ECOCHEY.G D 

BOURHIA.A 

BOURNIA.A 

60URWA.A 

BOURWA.A 

HXJRWA.A 
SOUBN’M 
S0URN1M 
EOYD.C C. 
EOYD.CC. 

EOYD.GC. 
BOiDCC. 
SOiER.Q D 
EPACH.E W 
ERACH.E W 

ERACH.E W 
ERACH.EW 
EflACH.E W 
ERACH.E V/ 
ERACH .E W 

EflACH.E W 
ERJDHAM.OS 
BHADHAM.OS 
EMDHAM.O S 
EfUDHAM.O S. 


SRAOHAW.OS 

fftH>KAW.OS 

EflADKAM.OS 

EflADKAM.OS 

EflADHAM.O.S 


EflADHAW.OS 
tftADHAW.O S 
BftADHAM.OS 


ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 


6907280385* 

WASTE RES 

BRADHAM.OS 

B9073 10389* 

50-482 

Q 

BRADHAM.OS 

B90B 180075* 

50-267 

Q 

BRADHAM.O S 

B90B140169 

50-272 

Q 

BRAOHAM.O S 

D90B020098 

50-219 

Q 

BRADHAM.O S 

690B020339 

50 220 

Q 

BRADHAM.O S 

890B030091* 

50 334 

P 

BRAOY.B 

090B04 0275 

50 244 

Q 

BRADY, R J 

B90B150019 

50 334 

Q 

BRAOY.TF 

6906230185 

50 443 

Q 

BRAM.SB 

8908250176 

50-318 

Q 

BRAM.S B 

B90B280341 

50-247 

Q 

8RAM.S B 

89060 10332 

50 423 

S 

BRAM.SB 

6906010361 

50-302 

P 

BRAM.S B 

6906010446 

50-302 

P 

BRAM.SB 

8908020179 

50-302 

P 

BRAM.SB 

8906250293 

50 302 

P 

BRAM.SB 

8908230116 

WASTE RES 

BRAM.SB 

8908240043* 

50 250 

R 

BRAM.SB 

8908240045* 

50 250 

R 

BRAM.SB 

8905300214* 

50 458 

F 

BRAM.SB 

8906060309* 

50 458 

F 

BRANCH, M 

8906190014* 

50 450 

F 

BRANCH, M W 

8906230036* 

50 458 

F 

BRAND.D A. 

8907270336 

50 458 

S 

BRANDSHAUG.T 

8907310040 

50 458 

P 

BREAUX.J 

890801 0060 

50 458 

s 

BRENNAN, C 

8906030021 

50 450 

p 

BRENNAN, P 

8906040196 

50 458 

s 

BRENNAN.P A 

090607001 1 

50-458 

s 

BRENNAN.P A 

0908070446 

50-458 

Q 

BRENNAN.P.A 

8906080057 

50-458 

F 

BRENNAN.P A 

8906150322 

50-458 

P 

BRENNAN.P A 

8906 160244 

60 450 

S 

BRENNAN.P A 

8606 160321 

50 458 

P 

BRENNAN.P A 

0908230361 

50 45B 

R 

BRENNAN.P A 

89082B0152 

50 458 

Q 

BRENNAN.P A 

8900280196 

50 458 

F 

BRENNER, J H 

8908280285 

50 45B 

S 

BREY.H.L 

6908140005 

50-206 

S 

BREY.H L 

8908110101 

50-335 

G 

BRICKMAN.K, 

6908110167* 

50-29 

Q 

BRIGGS.H C 

6908240352* 

50-219 

Q 

BRIGGS, L 

D90B280372* 

50-387 

Q 

BRIGGS, W H 

B908020368* 

50-20 

Q 

BRILEY ,S 

6908030036* 

50-352 

Q 

BRINKMAN, DS 

8908150084* 

70-398 


BRINKMAN.O S 

8908200365* 

70-1100 


BRINKMAN.O.S 

8908100430 

REGGD 


BRINKMAN. D S 

8908160282* 

CONTRACT 

BRINKMAN.DS 

6908170032 

50 397 

S 

BRINKMAN.D.S 

6907310070 

50-397 

O 

BRINKMAN.DS 

6908020333 

50-397 

Q 

BRINKMAN.DS 

690Q1B0330 

50-397 

P 

BRITT, R W 

6 DO 8 180334* 

50-307 

P 

BROCK.M. 

8908280312 

50-397 

Q 

BROCK, M.T. 

8007310082 

60 285 

P 

BROCKETT.T W 

8907310374 

50 285 

P 

BROCKETT.TW 

8908010350 

60 205 

P 

BROCKMAN, K E. 

8908170342 

50-205 

P 

BROCKMAN, K E 

8908180419 

50-285 

P 

BRONS.J C. 

890B220353 

60-285 

P 

BRONS.J.C. 

0908280183 

50-285 

P 

BRONS.J C. 

8907310089 

70-024 


BRONS.J C 

8908010146 

70 024 


BRONS.J.C. 

8908010247 

70 824 


BRONS.J C 

8908040164 

TOPREP 


BRONS.J.C. 

8908220055 

50-482 

R 

BRONS.J.C. 

8907270116 

QA999 


BRONS.J C. 

8907230300 

QA999 


BRONS.J C. 

0907280318 

QAB99 


BRONS.J C 

8907280397 

TOPREP 


BRONS.J.C 

3900110266 

QA999 


BRONS.J.C 

8908140122 

50-302 

S 

BRONS.J.C. 

8908170477* 

50-302 

Q 

BRONS.J C 

8908250277* 

50-410 

Q 

BRONS.J.C. 

8907270062 

50-395 

S 

BROOKS, B.G. 

BQ07270225 

50 395 

S 

BROTT.N 

8907310479 

50-395 

P 

BROWN, B.W. 

8907310553 

50-395 

P 

BROWN, B.W. 

8908010024 

50-395 

P 

BROWN, C H. 

6908010099 

50-395 

P 

BROWN, E.A. 

8908010237 

50-395 

F 

BROWN, E A 

6906020206 

60-395 

K 

BROWN, R.D 

8906020233 

50-395 

P 

BROWN.R.W. 

8908090037 

50-395 

P 

BROWN.V 

8908140351 

50-395 

S 

BROWN, W.L. 

8908150136 

50-395 

R 

BRUMAS.M. 


ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


8908180040 

50 395 

S 

BRUNDSON.B 

8908180121 

50 395 

P 

BRUNET.J R 

8908180180 

50 395 

0 

BRUNET.JR 

8908180260 

50-395 

p 

BRUNET.JR 

8908240264 

50-335 

Q 

BRYANT, K R 

8908280209 

50-395 

F 

BUCH.W H 

8908040070* 

WASTE RES 

BUCKLEY. B C 

8907310231 * 

WASTE MGT 

BUCKLEY. B C 

8908040191 

50-317 

J 

BUCKLEY. B C 

8907280123 

50-247 

R 

BUCKLEY. B C 

8908080040 

50-247 

O 

BUCK MAN, F W 

8908090043 

50-247 

a 

BUGGS.E D 

8908090325 

50-3 

J 

BULLOCK.W A 

8908110144 

50-3 

p 

BUNDY.H F 

8908110224 

50-247 

p 

BUNDY.H f 

8908150092 

50-3 

p 

BUNDY.H F 

8908150095* 

50-3 

p 

BUNTING.J O 

8908180020 

50-247 

F 

BURGESS, B 

8900180259 

50-247 

a 

BURGESS, B 

8908220145 

50-247 

p 

BURGESS, B L 

8908290118 

50-247 

s 

BURGESS, B L 

8908210041* 

50-259 

Q 

8URKHARDT.L 

8908210194* 

50-390 

Q 

BURNAM.L 

8900110254 

50-275 

Q 

BURNETT, R F 

8908040070* 

WASTE RES 

BUR NETT ,R F 

0907280378* 

COMMISSION 

BURNS. BL 

0908230449 

50-354 

R 

BURRIS, S P 

8908090370 

CONTRACT 


BURSKI.RF 

8008040246 

50-320 

P 

BURSKI.R F, 

8908080103 

CONTRACT 


BURSKI.R F 

8908090297 

CONTRACT 


BURSKI.R F 

8908100114 

CONTRACT 


BURSKI.R F 

8908140069 

CONTRACT 


BURSKI.R F 

8908160213 

CONTRACT 


BURSKI.R F 

0908210134 

CONTRACT 


BURSKI.R F. 

0908210227 

CONTRACT 


BURSKI.R. F. 

8908220143 

CONTRACT 


BURSKI.R F. 

8908030255 

ORG 


BURSKI.R F. 

0907260244 

60-207 

R 

BURTER.A.R 

0908220311 

71-8346 


BUSCH.N E 

0908070245 

50-250 

G 

BUTCHER, R. 

8908260191* 

FOIA 


BUTCHER, R C 

8900220422* 

50 410 

O 

BUTLER, W. 

8900040315* 

60 171 

P 

BUTLER, W 

09OBO7OO14 

50 237 

S 

BUTLER, W A 

0007310340 

50 247 

P 

BUTLER, W A 

8907310456 

50 247 

P 

BUTLER.W A 

8908090292* 

60-206 

P 

BUTLER.W R, 

80081 10332 

60 247 

P 

BUTLER.W R 

8000140271 

50-247 

P 

BUTLER.W R 

8008160190 

50 247 

P 

BUTLER.W R 

8908170490 

50 247 

P 

BUTLER.W R. 

0908200301 

50 247 

P 

BUTLER.W.R 

8900100111 

60 266 

P 

BUTLER.W R 

0008290136 

60 443 

G 

BUTI ER.W.R 

0900200024 

50 443 

G 

BUTLER.W R 

0908230360* 

40-2061 


BYNUM, J R. 

8900240069* 

40-2061 


BYNUM, J.R 

0900110014* 

60 302 

V 

BYNUM, J R 

0008150231* 

50 269 

V 

BYNUM, J.R, 

0907270040 

50 333 

P 

BYNUM.J R 

0907310035 

50 266 

P 

BYNUM, J.R 

8607310254 

50-333 

P 

BYNUM.J R 

8907310257* 

50-333 

P 

BYNUM, J R 

0907310302 

50-286 

P 

BYNUM, J.R 

8907310308* 

50 286 

P 

BYNUM.J R. 

8907310455 

50-286 

P 

BYNUM.J.R. 

8908020314 

BO 283 

P 

BYNUM.J R 

0908020370 

50 333 

P 

BYNUM.J R 

8908040096 

50 333 

Q 

BYNUM.J R. 

8908070054 

50-333 

H 

BYNUM.J R 

69081 40256 

50-266 

P 

BYNUM.J.R. 

8908180372 

50 206 

P 

BYNUM, J.R 

8008210016 

50 333 

P 

BYNUM.J R. 

6908220462 

50 280 

H 

BYNUM.J R. 

6908260091 

60-333 

P 

BYNUM.J R 

6908140124 

NUREG 


BYNUM.J R. 

8908170544 

50-265 

F 

BYNUM.J R. 

8908150110* 

50-220 

O 

BYRAM, RG. 

89081501 10* 

50-220 

Q 

BYRD.R. 

8900080100* 

50-463 

O 

BYRD.fi 

8900170177* 

60-443 

G 

BYRD.R W 

0908170177* 

60-443 

G 

CAHILL, W J. 

8908030313* 

60-275 

P 

CAHILL.W J 

8908250276 

71-607 


CAHILL.W J. 

8908280131 

50-228 

F 

CAHILL, W.J 

8908150342* 

FOIA 


CAHILL.W J. 

890B230122 

FOIA 


CAHILL.W.J. 


ACCESSION 

NUMBER 

8908220173* 
6907270220 
890B1 7054-1 
8908220058 
8908280355 

8900070443 

8908110233 

8908150027 

6908170303 

6908170390* 

6900030177 

6908140326* 

8908220402 

6908020004* 

6908020020* 

69081 603B9* 
6908210060 
6908220414 
6900220449 
6908070392* 

6908110153* 

6908170491 

6908070129 

6907310270 

6908030316 

0907180441* 

6908230233* 

6907270363 

6907200348 

6908030098 

0908030272 

8900040217 

8908070360 

8908230106 

890B230135 

8908230276 

6908250016 

0908280362 

6908090027* 

8908230433* 

8908170568* 

8908180037* 

8908160157* 

8008170527* 

0007310400 

0900040147 

0908160202* 

0907270101* 

0907310341* 

0900020165 

0900100210 
0900110125* 
0900140207* 
090 01 60 002* 
0900100004* 

0900160333’ 

0907200376 

0907310022 

9907310270 

0008010220 

B0OBO1O241 

8908070210 

6908070425 

8908100143 

6908140031 

8900140121 

8908160012 

8000160234 

0908160235 

0908160249 

8908210240 
8900220224 
8908220383 
8908230 1 97 
8908250009 

6908200125 

8908280136 

8908300010 

8908040107 

0900030319 

8908280005 

6000280003 

8907280023 

8907280031 

8907200073 

6907280085 

0907280088 

8907280119 


SUBJECT 

CATEGORY 

50 267 R 

50 255 F 

50 255 F 

50 255 F 

50 463 P 

50 245 
50-280 
50 280 
50 280 
50-280 

50-155 
50-259 
PR 

50 482 Q 

50 458 Q 

50 498 Q 

WASTE RES 
50 316 S 

50 316 S 

50 315 Q 

50 315 Q 

50 220 Q 

50 445 G 

REVIEW GR P 
CONTRACT 

CONTRACT 
50 445 Q 

50 382 P 

50 382 F 

60 382 Q 

50 302 P 

71 9159 
50 382 Q 

50 382 F 

50 302 Q 

50 302 R 

50 382 Q 

50 382 P 

50 412 P 

FOIA 

50-335 O 

50-250 O 

50-353 P 

50 272 F 

50 247 P 

50 286 P 

50 247 P 


50-354 P 

50-277 P 

50 354 P 

60 272 P 

50 354 P 

50 354 P 

50 266 P 

50 327 S 

50-327 S 

60 260 S 

50 259 S 

50 259 S 

50 328 S 

50 260 S 

50-327 S 

60 327 S 

50 328 S 

50 327 S 

50 260 S 

50-250 S 

50-327 S 

60-280 S 

50-260 S 

50-260 S 

50-260 S 

60-327 S 

50-327 S 

50-260 S 

50-259 S 

50-387 S 

50-418 S 

50-4t6 S 

50-416 S 

BO-446 S 

50 445 Q 

60-445 A 

50-445 S 

50 445 F 

60 445 S 
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CAHILL, WJ 

8907310153 

50 445 

S 

CAHILL, WJ 

8907310194 

50 445 

S 

CAHILL, WJ 

6907310290 

50 445 

S 

CAHILL, W J 

8908010006 

50 445 

A 

CAHILL, W J 

8908010110 

50 445 

S 

CAHILL, WJ 

890B0101 13 

50 445 

S 

CAHILL, WJ 

6908010303 

50 445 

s 

CAHILL, WJ 

8906020096 

50 445 

A 

CAN ILL, W J 

8908020181 

50 445 

A 

CAHILL WJ 

8908020241 

50-445 

A 

CAHILL, WJ 

890B020275 

50 145 

1 

CAHILL.W J 

8906020277 

50 445 

Q 

CAHILL, W J 

8908040169 

50 445 

A 

CAHILL.W J 

8906040176 

50 445 

S 

CAHILL.W J 

8900040181 

50 445 

S 

CAHILL.W J 

8908040304 

50 445 

A 

CAHILL.W J 

8908070347 

50 445 

S 

CAHILL.W J 

8908070352 

50 445 

S 

CAHILL.W J 

6908070357 

50 445 

s 

CAHILL.W J 

6908070363 

50 445 

s 

CAHILL.W J 

8906080092 

50 445 

A 

CAHILL.W J 

8908090055 

50 445 

S 

CAHILL.W J 

8908090125 

50 445 

A 

CAHILL.W J 

8908090322 

50 445 

A 

CAHILL.W J 

6908090365 

50 445 

S 

CAHILL.W J 

8908100007 

50 445 

A 

CAHILL.W J 

8908100072 

50 445 

A 

CAHILL.W J 

8908100078 

50 445 

S 

CAHILL.W J 

8908100271 

50 445 

Q 

CAHILL.W J 

6908140072 

50 445 

A 

CAHILL.W J 

8908140112 

50 445 

A 

CAHILL.W J 

8908140153 

50-445 

A 

CAHILL.W J 

8908140338 

50 445 

S 

CAHILL.W J 

8908140356 

50 445 

F 

CAHILL.W J 

8908150123 

50 445 

S 

CAHILL.W J 

8908150213 

50 445 

A 

CAHILL.W J 

8908160019 

50 445 

S 

CAHILL.W J 

8908160023 

50 445 

A 

CAHILL.W J 

8908170500 

50 445 

A 

CAHILL.W J 

8908180089 

50 445 

S 

CAHILL.W J 

8908180205 

50-445 

A 

CAHILL.W J 

8908160246 

50 445 

S 

CAHILL.W J 

8908210203 

50 445 

A 

CAHILL.W J 

8908210213 

50 445 

F 

CAHILL.W J 

8908210237 

50 445 

A 

CAHILL.W J 

8908220321 

50 445 

A 

CAHILL.W J 

8908220350 

50-446 

A 

CAHILL, W J 

0908220356 

50 445 

S 

CAHILL.W J 

8908220393 

50-445 

s 

CAHILL.W J 

8908230188 

50-445 

s 

CAHILL.W J 

8908230307 

50-445 

A 

CAHILL.W J 

8908230393 

50-445 

A 

CAHILL.W J 

8908240338 

50-445 

Q 

CAHILL.W J 

8908280351 

50-445 

A 

CAHILL.W J 

8908280358 

50-445 

0 

CAHILL.W J 

8908280363 

50-445 

S 

CAIN.J M 

6908180046* 

50-382 

P 

CALOWELL.R A 

8907310450* 

50-313 

Q 

CALDWELL, R A 

8908230152* 

50-445 

Q 

CAMERON.D F 

8908070339* 

50-286 

Q 

CAMERON, 0 F 

8908240358* 

50-272 

O 

CAMPBELL, A C 
CAMPBELL, G T 

8907280165 

8908080135 

50-440 

40-7102 

F 

CAMPBELL, M A 
CAMPBELL, TG 

8908090113- 

8908020287 

STATE PRO G 
PR 

CAMPBELL, TG 

8908170356 

50-313 

Q 

CAMPBELL.T G 

8908210217 

50-313 

P 

CAMPBELL, T G 

8908210244 

50-313 

Q 

CAMPBELL.T G 
CANDELA, M S 

8908240152 

8908140061 

50-313 

PR 

P 

CANTRELL, F 

8906250259 

50-416 

S 

CANTRELL.F S 

8908100196- 

50-416 

Q 

CANTRELL, F S 

8908110316 

50-348 

P 

CANTRELL.F S 

8908140205* 

50-348 

Q 

CANTRELL.F S 

8908230003- 

50-395 

Q 

CAPRA, R A 

8907310342* 

50-247 

P 

CAPRA, R A 

8908010291- 

50-410 

P 

CAPRA.R A 

8908140223* 

50-333 

P 

CAPRA, R A 

8908 1501 14 

50-220 

O 

CAPRA.R A 

8908280376- 

50-220 

P 

CAPRA.R A 

890B280382* 

50-247 

P 

CAPRA.T A 

8908010331 * 

50 410 

P 

CAPSTICK.R W 

8908010343 

50-271 

P 

CAPSTICK.R W 

8908160219 

50-271 

P 

CARLTON.M A 

8908280292* 

50-424 

M 

CARPENTER.O R 

690B070235* 

50-259 

Q 

CARPENTER.D R 
CARPENTER.J H, 

6908180177- 

8908150113 

50-259 

40-206t 

0 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

CARPENTER, S A 

8908150197 

27 48 


CARPENTER, S A 

8908210264 

27-48 


CARR, A V 

8908070386 

50 413 

P 

CARR.K M 

8907280370 

COMMISSION 

CARR.K M. 

8907280374 

COMMISSION 

CARR.K M 

89072803B2 

COMMISSION 

CARR.K M 

8908070040 

50 443 

U 

CARR.K M 

8908070073 

COMMISSION 

CARR.K M 

B90B0B0144 

COMMISSION 

CARR.K M 

8908080310 

COMMISSION 

CARR.K M 

8908080353 

COMMISSION 

CARR.K M 

8908080365 

COMMISSION 

CARR.K M 

8908140159 

50-293 

F 

CARR.K M 

8908160270 

COMMISSION 

CARR.K M 

8908170307 

COMMISSION 

CARR.K M 

8908220336 

50-387 

P 

CARR.K M 

8908220344 

COMMISSIO N 

CARR.K M 

8908220404 

COMMISSION 

CARR.K M 

8908220410 

COMMISSION 

CARR.K M 

8908220418 

COMMISSION 

CARR.K M 

8908220431 

COMMISSION 

CARRICO, J B 

0505290273* 

FOIA 


CARROLL. K 

8908150144 

50 29 

R 

CARROLL.K 

B90B160120 

50-29 

R 

CARSON, L C 

8908150319* 

50-528 

Q 

CARVALHO.H G 

8908210078* 

FOIA 


CASEY.R 

0907280325 

70-36 


CASHWELL.R J 

8908020086 

50-156 

H 

CASHWELL.R J 

6908220450 

50 156 

R 

CASTO.C 

8908180390* 

50 302 

Q 

CASTO.C A 

8907260131* 

50-348 

V 

CASTO.C A 

8908010127* 

50-327 

V 

CATCHPOLE.G J 

8900030013 

40-8783 


CATCHPOLE.G J. 

8908030060 

40 8783 


CATCHPOLE.G J 

8908100003 

40 8981 


CATE.PD 

B9082 10094* 

WASTE MGT 

CATE.P D 

8908210123* 

WASTE MGT 

CATE.P D 

8908210125* 

WASTE MGT 

CENTOLANZI.P 

8908230276 

50-382 

R 

CERNE.A 

8908140161 

60 293 

S 

CERVENKA.P, 

8907310134 

50-219 

S 

CERVENKA.P F 

8908240119 

50-219 

S 

CESAR E.J G 

8908090310 

50-417 

R 

CHAFFEE, A E 

8908280283 

60-344 

Q 

CHAFFEE, A E 

8900200284* 

60-344 

O 

CHAMBERLAIN, D 

8908010336* 

50-382 

Q 

CHAMBERLAIN, D 

0908030099* 

50-313 

O 

CHAMBERLAIN, D 

8908220092* 

50-382 

Q 

CHAN.E 

0900310133 

50 443 

G 

CHAN.E.I 

8908300124* 

50 443 

G 

CHAN.T L 

8907310337 

50 528 

P 

CHANG, K C 

8908020412* 

WASTE MGT 

CHAPIN, D M 

8908040250* 

50-320 

P 

CHARNLEY.J S 

8907310151* 

50-324 

P 

CHARNLEY.J S 

8907310155* 

50-324 

P 

CHARNLEY.J S 

8908010364 

TOPREP 


CHAUBARD.M. 

8908220127* 

50-288 

F 

CHAUBARD.M 

8908220129* 

60-286 

F 

CHENG, T M 

8907310051* 

50-260 

Q 

CHESNUTT.S W 

8908040183 

50-267 

S 

CHESNUTT.S.W 

B9O0O8O355 

50-267 

S 

CHESNUTT.S W. 

8908140183 

50-287 

S 

CHEUNG, L S 

8907310135* 

50 286 

Q 

CHILK.S J, 

8907120082 

PR 


CHILK.S J 

8908010267 

10CFR 


CHILK.S J 

8908010271 

10CFR 


CHILK.S J 

8908010274 

50 260 

P 

CHILK.S J 

890802031 B 

PRM 


CHILK.S J 

8908070068 

50 353 

G 

CHILK.S J. 

8908070132 

60-445 

G 

CHILK.S J 

8D08070261 

10CFR 


CHILK.S J 

8908080090 

50-353 

P 

CHILK.S J 

8908110046 

70-36 


CHILK.S J. 

8908110139 

50-443 

G 

CHILK.S J 

8908110142 

50-443 

G 

CHILK.S J. 

8908110220 

50-482 

G 

CHILK.S J 

8908150026 

10CFR 


CHILK.S J 

8908170126 

50-250 

G 

CHILK.S J 

8908220063 

PR 


CHILK.S J 

8908220162* 

FOIA 


CHILK.S J 

8908220181 

50-220 

P 

CHILK.S J 

8908220279 

10CFR 


CHILK.S J 

8908230167 

10CFR 


CHILK.S J 

8908240005 

50-352 

G 

CHILK.S J 

8908240012 

50-352 

G 

CHILK.S J, 

8908240016 

50-445 

G 

CHILK.S J 

8908240018 

10CFR 


CHILK.S J, 

8908240168 

50-352 

G 
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CHILK.S J 

8900240400 

10CFR 


CHILK.S J 

8900250162 

10CFR 


CHILK.S J 

8900250202 

10CFR 


CHILK.S J 

890028031 1 

50-250 

P 

CHILK.S J 

6900290028 

70 25 

CHILK.S J. 

8908290033 

60-443 

G 

CHILK.S J 

8900290139 

50-443 

G 

CHILK.S J 

8900300107 

60-353 

G 

CHILK.S J 

8908300265 

PR 


CHILK.S J 

0908300357 

PR 


CHOU.CK 

8907310282* 

REVIEW GRP 

CHOU.C K 

8907310291* 

REVIEW GRP 

CHOU.R 

8907270120* 

50 324 

0 

CHRISTENSEN, H 

8908100196* 

50-416 

Q 

CHRISTIANS, R 

8908150067 

50 409 

R 

CHRISTIANS, R 

8000150080 

50-409 

R 

CHRISTIANS, R 

8900150147 

50-409 

R 

CHRISTIANS, R 

8900160147 

50-409 

R 

CHRISTOFFER.G 

8900210182* 

50-205 

0 

CHRZANOWSKI.R 

0907200263 

50-454 

P 

CHRZANOWSKI.R 

Q900010454 

50 454 

P 

CHRZANOWSKI.R 

8900020264 

50 454 

P 

CHRZANOWSKI.R 

8900020200 

50-454 

P 

CHRZANOWSKI.R 

8908020342 

50 454 

P 

CHRZANOWSKI.R 

8908000121 

60 454 

P 

CHRZANOWSKI.R. 

8900110209 

50-454 

P 

CHRZANOWSKI.R 

0908170508* 

50 454 

0 

CHRZANOWSKI.R 

0908230011 

50 450 

P 

CHRZANOWSKI.R. 

0900230019 

50-454 

0 

CHRZANOWSKI.R, 

0900240403 

50 454 

P 

CICOTTE.G 

8900110330* 

50-397 

0 

cicorre.G.R 

8908150310* 

50-528 

0 

CICOTTE.G R 

0908180346* 

60-397 

0 

CILIMBERG.R L 

8907270127* 

OA990 


CILLIS.M. 

8908160310* 

50-520 

0 

CILLIS.M 

0008250316* 

50-133 

0 

CIRILLO.J.A. 

0908040263* 

CONTRACT 

CLAIR, K S 

CLARE, A J. 

0908040270 

50-171 

p 

8908080200 

NURCG 


CLARK, P.R. 

8908010233 

50-146 

p 

CLARK, R J 

0907310356 

50-353 

p 

CLARK, R J 

0008100154 

60 353 

p 

CLARKE.J 

8908040320* 

CONTRACT 

CLAY.E.L 

0908110320* 

70-1 113 


CLAY.E L 

8008100083* 

7-0-143 


CLEMENTEL.R 

0908220416* 

FOIA 


CLETCHER.J.W 

0908070433 

NUREG 


CLETCHER.J.W. 

0908070430 

NUF1EG 


CUNE.W.E 

0908040000 

70-1151 


CLINE.W E 

8908080024 

50 335 

Q 

CLINE, WE 

0908000133 

60 250 

F 

CLINE.W E 

8908000190 

60-324 

Q 

CLINE.W E 

8908000204 

50-335 

F 

CLINE, W.E 

0908000006 

60-302 

Q 

CLINE.W E. 

8908090203 

60-324 

F 

CUNE.W.E, 

899BOOO3I0 

60-335 

F 

CLINE.W E 

0908090324 

50-250 

F 

CUNE.W.E. 

0900100344 

70-1151 


CUNE.W.E 

8908110176 

60-305 

Q 

CLINE.W E 

0900110319 

70-1113 


CUNE.W.E 

8906110372 

70-143 


CUNE.W.E 

0008150202 

50-207 

0 

CLINE.W E 

8908150280* 

50-2 D7 

0 

CUNE.W.E. 

8900 180081 

70-143 


CLINE, W.E. 

0908220451 

50-3 3 B 

0 

CLINE.W E. 

8908220457 

50-324 

0 

CLINE.W.E 

8908230204 

50-324 

0 

CLINE.W E 

0908230452 

70-27 


CLINE.W E. 

8900240107 

70-1113 


CLINE.W.E. 

0908280373 

70-1201 


CLOUD, C F 

8008110047* 

CONTRACT 

COCKFIELD.D W. 

8907270004 

50-344 

p 

COCKFIELD.D.W 

8907310020 

50-344 

0 

COCKFIELD.D.W 

8908020057 

50-344 

Q 

COCKFIELD.D W. 

0908020111 

50-344 

0 

COCKFIELD.D.W 

0908020237 

50-344 

H 

COCKFIELD.D.W 

8908020245 

50-344 

R 

COCKFIELD.D.W 

8908020260* 

60-344 

R 

COCKFIELD.D.W 

8908040005 

50-344 

P 

COCKFIELD.D.W. 

890B040049 

50-344 

X 

COCKFIELD.D W 

8900250274 

50-344 

P 

COCKFIELD.D.W. 

8908280017 

50-344 

F 

CODY.V 

8908230388* 

FOIA 


COGNE 

8908210163* 

FOIA 


COGNE.F, 

890B210147* 

FOIA 


COLBURN, T G. 

B9073 10003 

50-440 

P 

COLBURN.T G 

890B 180439 

50-440 

P 

COLE.R.E. 

890B230381 

50-458 

R 
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CATEGORY 

COtEHOUR.l 

8908150010 

50 454 

R 

COOPER.R W 

8908090512 

50 331 

Q 

CRUNKS 

8908220271 

50 312 

P 

CCtEV«J L 

8908010091* 

50 269 

O 

COOPERS W 

8908090514* 

50 331 

Q 

CRUNK, S.L 

8907270202 

50-312 

P 

COLEY .J L 

8908230115* 

50 321 

Q 

COOPERS W 

8908160104 

50 263 

Q 

CRUNK.S L 

8908230312 

50 312 

R 

COLLIE R.W A 

8908140250 

50 219 

P 

COOPERS W 

6908 170615 

50 315 

Q 

CRUTCHFIELDS. 

8907310213 

50 259 

P 

COLUNGS, S p 

8908280242 

40 8B29 


COOPERS W 

8908170520* 

50 315 

Q 

CRUTCHFIELDS 

6908080061 

50 327 

P 

COLLINGS.S P 

8908280254 

40 8029 


COOPER, T 

800825024B* 

50 360 

Q 

CRUTCHFIELDS 

6908100138 

PR 


OOLUNS.SM 

8908010013 

50 33B 

Q 

COPELANDS A 

8907260151 

TOPREP 


CRUTCHFIELDS 

6909170017 

TOPREP 


COLLINS.D M 

8908010025 

70 27 


COPELANDS A 

8908160095 

TOPREP 


CRUTCHFIELDS 

8908220327 

50 327 

P 

COLLINS.D M 

8908010044 

50 416 

O 

CORNFELD.L U 

8908150399 

FOIA 


CULBERSON.DG 

6907310187 

70 135 


-COLLINS.DM 

8908080159 

50 34B 

F 

COST AGLI OLA, R 

8908230163* 

50 352 

a 

CULLEN.E J 

8907310183 

50-171 

J 

-COLLINS.DM 

8908000183 

50 324 

F 

COSTAGLIOLE.F 

8908230372* 

FOIA 


CULLEN.E J 

8908010224 

50 352 

J 

COLLINS.DM 

8908100201 

50 324 

O 

COSTE.J 

8908230422* 

FOIA 


CULLEN.E J 

8908230006 

50-171 

J 

COLLINS.DM 

8908100203* 

50 324 

0 

COSTELLO.J B 

8908070075 

50 280 

F 

CULLER.F.L 

8908230419* 

FOIA 


COLLINS.DM 

8908150241 

50 302 

0 

COTTEN.P R 

8008220231* 

70-734 


CUNNINGHAMS E 

8908180370 

71 6939 


COLLINS.DM 

8908150256 

70 824 


COTTER, B P 

8908070028 

70 36 


CUNNINGHAMS E 

8908250254 

70 754 


COLLINS.DM 

8908180190 

50 416 

Q 

COTTLE, W T 

8907270321 

50 416 

P 

CUNNINGHAMS E. 

8908280008 

71-9176 


COLLINS.DM 

8908180235 

50 424 

Q 

COTTLE.WT 

8907310261 

50 416 

P 

CUNNINGHAMS A 

8908250014 

NUREG 


COLLIN S.DM 

8908210064 

50 34B 

F 

COTTLE, W T 

8007310355 

50 416 

P 

CUNNINGHAMS E 

8705070285* 

70 143 


COLLINS.DM 

8900210076 

70 27 


COTTLE.WT 

8908010016 

50 416 

P 

CUNNINGHAMS E 

0908070057 

REVIEW GR P 

COLLINS.D M 

8908210097 

70 1201 


COTTLE.WT 

8908010313 

50 416 

Q 

CUNNINGHAMS £ 

8908140085 

50-3 

Q 

COLLINS.D M 

8908220005 

50 336 

Q 

COTTLE.WT 

8008030209 

50 416 

P 

CURRANS 

8008110107 

SO 443 

G 

COLLINS DM 

8908250090 

50 413 

O 

COTTLE.WT 

8908030319 

50 416 

S 

CURRANS 

8908110197 

50 443 

G 

COLLIN S.DM 

8908250201 

50 321 

F 

COTTLE.WT 

8908070038 

50 416 

Q 

CURRANS 

0008110217 

50 443 

G 

COLLINS.D T 

8900220049 

CONTRACT 


COTTLE.WT 

8908080152 

50 416 

Q 

CURRANS 

8008110217 

50 443 

G 

COLLIN S.SJ 

8908140195 

50 293 

Q 

COTTLE.WT 

8008099341 

50 416 

P 

CURRANS 

8008290053 

50 443 

G 

COLLINS SJ 

8908210011 

60 272 

O 

COTTLE, W.T 

8908090376 

50 416 

E 

CURRANS 

8908290053 

50 443 

G 

COLLINS, T R 

8908220078* 

50 327 

Q 

COTTLE.WT 

8000140107 

50 416 

Q 

CURRANS 

8908290087 

50-443 

G 

COLVIN E R 

8907310338* 

50 266 

P 

COTTLE.WT 

8908160245 

50 416 

P 

CURRANS 

8908290067 

60 443 

G 

COLV IN. J F 

8900100175* 

REVIEW GR P 

COTTLE.WT 

8008220071 

50-416 

F 

CURRAN, D 

8908310044 

50-271 

G 

COtVIN J F 

8908100177* 

REVIEW GR P 

COTTLE.WT, 

8908220253 

50 416 

P 

CURRANS- 

8908310044 

50 271 

G 

COLVIN, J F 

8908300240 

PR 


COTTLE.WT. 

8908230282 

50 416 

R 

CURTIS, L 

8908010014 

50 207 

K 

CCfrfGEL.FJ 

8908100172 

ORG 


COTTLE.WT 

B008280003 

60 416 

S 

CUTTER, A D 

8908010204 

60 400 

P 

CONGEL.F J 

8908100192* 

ORG 


COTTLE.WT 

89082 80005 

60-416 

s 

CUTTER, A B 

8008020211 

50 201 

K 

CONGEL.F J 

8908310031* 

50 443 

G 

COTTLE.W T. 

0908280175 

60 416 

Q 

CUTTER, A B 

0908080182 

60 261 

P 

CCMGEL.F J 

8 9063 10031* 

50 443 

G 

COTTONS A 

8908180127 

REGGD 


CUTTER, A B 

80081 602Q6 

50 261 

P 

CCNGER.OS 

8908090302* 

CONTRACT 


COTTONS A 

8908100127 

REGGD 


CUTTER, A B 

8908220029 

50 261 

P 

CONKLIN, C 

8908240356* 

50-317 

Q 

COULEHAN.V R 

8908240359 

60-286 

S 

DAEMEN.J. 

8908170515* 

WASTE RES 

CONKUN.C 

890 82501 18* 

50 29 

Q 

COURVOISIER.P. 

C90B230224* 

FOIA 


DAEMEN.J.J.K. 

8908070429 

NUREG 


CONKLIN, C 

0908260356* 

50-20 

Q 

COWGILL.C 

0006010348* 

60 219 

Q 

DAHLBERG.K 

8908250243 

60 220 

R 

CON LON ,C A 

8906010172* 

50 324 

O 

COWGILL.C 

8906250078* 

50-289 

O 

DAHLBERG.K A 

8908220035* 

60 220 

R 

CONLON.T 

8908160390* 

50 302 

Q 

COWGILL.C J 

8906150006 

60-289 

R 

DAUMANS J 

8908140139 

NUREG 


OONIONJE 

8908010163 

50 324 

Q 

COWGILL.C J 

8906220037* 

60-218 

Q 

DANCE.H C 

8908230080* 

60 201 

Q 

OONLON.T £ 

8908010190* 

50 324 

Q 

COWGILL.C J 

8906230210* 

60 334 

O 

DANCE.H C 

8908280054 

60 324 

P 

CONION.T E 

8908210002* 

50 413 

Q 

COWLES.R B 

6908040193 

60-354 

S 

DA NIELS, T 

8908110213 

50 259 

P 

CONNELLY, S 

8900240210* 

FOIA 


COWLESS B 

8908150159 

60 354 

s 

DANIELSON, O.H 

8908150107* 

60 263 

Q 

CONNER.T a 

8908070041 

50 353 

a 

COW LESS B. 

8908180032 

50 354 

s 

DASGUPTA.B. 

8908210254* 

WASTE RES 

CONNER, T B 

89 08070041 

50-353 

G 

CRAIG, J 

8908230030 

27 4B 


DAVIDSONS T 

8908080128 

Ml SC 


CONNER.T a 

8903110066* 

50 353 

G 

CRAIG, J W. 

0900100082 

50 259 

p 

DAVIS.A 

8908210040 

SO 302 

P 

CONNER.! 9 

8908118086* 

50 353 

G 

CRAMPTON.S A 

0908040316 

CONTRACT 

DAVIS. A B 

8907310043 

50 266 

Q 

CONNER,! 3 

8908110123* 

50-353 

G 

CRAWFORD, A ,C 

0906010114 

50 267 

V 

DAVIS.A B, 

6908030198 

50 346 

Q 

CONNER, TB 

8908150044* 

50 353 

G 

CRAWFORD, A C. 

8908980164 

50 267 

p 

DAVIS.A B 

6908110292 

50 440 

Q 

CONNER,!, B, 

8908150044’ 

50 353 

G 

CRAWFORD.A C 

8908 990328 

50 267 

p 

DAVIS.A B. 

6908170354 

60 266 

V 

CONNERJ B 

8900 150056* 

50 353 

G 

CRAWFORD.A C 

090B 180194 

60-267 

p 

DAVIS.A B 

6908170361* 

50-266 

V 

CONNER.T B 

8908150056* 

60-353 

G 

CRAWFORD.A C. 

6906220105 

50 267 

p 

DAVIS.A B 

6908230101 

50 451 

P 

CONNER TB 

8908170260 

50-353 

G 

CRAWFORD, A C 

6906230123* 

50 267 

V 

DAVIS.G M 

6908220017 

60 362 

S 

CONNER.T B 

8908170260 

50-353 

G 

CRAWFORD.A 0. 

8906230437 

60 267 

0 
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Q 

FLINGOU.C 

0908040106 

XPORTLIC 


F-isS D.W 

8908110032 

50 293 

S 

FAY.C W 

8907310046* 

50 266 

Q 

FLINGOU.C 

8908040135 

XPORTLIC 


c. USD XV 

8908230283 

50-293 

S 

FAY.C W 

8908020234 

50 266 

P 

FLINGOU.C 

8906040140 

XPORTLIC 


ELL'S Gfi 

8908020266* 

50 364 

P 

FAY.C W 

8906080213 

50 266 

F 

FLINGOU.C 

0900220010 

XPORTLIC 


PJLTSAt 

8908220-103 

50 423 

R 

FAY.C W 

8906140227 

50 266 

Q 

FLOREK.D 

890001031 1 

50 410 

c 

RFCK.RM 

8908300116 

NUREG 


FAY.C W 

8906140349 

50 266 

S 

FLOREK.D 

8900020343* 

50 220 

C 

F-FOO 5 A. 

8908170598* 

50 335 

Q 

FAY.C W 

8906150036 

50 266 

R 

FLOREK.D 

8908090163 

50410 

£ 

ELF CO, S A, 

8908250208* 

50 335 

Q 

FAY.C W 

890B 150205 

50 301 

P 

FLOREK.D 

8908100206 

50410 

£ 

ELWARD.T W 

89081-10155 

50-155 

R 

FAY.C W 

8908160233 

50 266 

S 

FLOREK.D J 

8908100253 

50 387 

a 

EMERSON, W 

8 9 0B 180302* 

FOIA 


FAY.C W 

8908160248 

50 266 

P 

FLOWERS.F D 

8908090349 

XPORTLIC 


EWERT.J M 

8907310365 

50-461 

S 

FAY.C W 

8906170440 

SO 266 

Q 

FLOWERS.F D 

8908100045 

XPORTLIC 


ENCfl SS.C R 

69 0801 0322 

50-352 

S 

FAY.C W 

8908170496 

50 301 

S 

FLOWERS.F O 

8908100294 

XPORTLIC 


E.VDR SS.C R 

8908020007 

50-352 

S 

FEIGENBAUM.TC 

8907310204 

50 443 

S 

FLOWERS.F O 

8908100333 

XPORTLIC 


ENDfl SS.C R 

8908160358 

50-352 

S 

FElGENBAUM.T C 

8907310209 

50 443 

P 

FLOWERS.F D 

8900100352 

XPORTLIC 


ENOfi SS.C R 

6908160360 

50-353 

S 

FEIGENBAUM.TC 

8907310398 

50 443 

P 

FLYNN, MJ 

8907270109* 

CONTRACT 


ESDfl SS.C R 

690821020-1 

50-353 

S 

FEIGENBAUM.TC 

8908030322 

50 443 

F 

FLYNN, MJ 

8907270139’ 

CONTRACT 


ENOfi S-S.C R 

690821023-1 

50-352 

S 

FEIGENBAUM.TC 

8908070262 

50 443 

V 

FLYNN, MJ 

8908220051 * 

CONTRACT 


ESCfl SS.C R 

6908260212 

50-352 

S 

FElGENBAUM.T C. 

8906150059 

50 443 

R 

FOGARTY, E P 

8900030105 

50 277 

p 

EV3 PL 

6908070452 

50-341 

P 

FEIGENBAUM.TC 

8908170503 

50 443 

V 

FOGARTY.E P 

8900040051 

50 352 

F 

ENGLAND, L A 

6908010060 

50-450 

S 

FEIGENBAUM.TC 

8906210010 

50 443 

H 

FOGARTY.E P 

8900000026 

50 353 

P 

■CVS LAND, L A 

69080-10196 

50-450 

S 

FELD.S E 

8900110079* 

50 353 

G 

FOGARTY.E P. 

8908140131 

50-277 

F 

ENG LAND, LA 

6908070011 

50 450 

S 

FELO.S E 

8900110079* 

50 363 

G 

FOGARTY.E P 

8908100220 

REGGD 


ENGLAND ,S j 

6908070161 

40-2061 


FELLIN.J J 

890B24 0320* 

50 461 

1 

FOGARTY.E P 

8908280193 

50 352 

F 

ISSUE L B 

6907280306 

50-338 

P 

FERDINANO.B 

8900090205 

40 8905 


FOGARTY.E P 

8908280207 

50-352 

F 

CrtLE.L B 

6908090-16.1 

50-338 

P 

FERGUSON, R B 

6906070062 

50 275 

G 

FOLEY.W J 

8909230236 

NUREG 


CwGLELB 

8908090-171* 

50-330 

P 

FERGUSON, R B 

8906070209* 

50 275 

G 

FORCE.E 

0908250174" 

50-360 

V 

C.GLE.L.B 

6900110019 

50-338 

P 

FERLAND.E J 

8906080214 

50 272 

P 

FORD.B 

8909030215 

50 251 

s 

IS SLE L B 

6908110164 

50-330 

P 

FERNANDEZ, W 

8906160091 

50 333 

S 

FORTUNA.R A 

9909070147" 

FOIA 


ESjLE l s 

6908110184 

50-330 

P 

FERNANDEZ.W 

8900230286 

50 333 

R 

FOSTER, E R 

9312300136 

50 336 

s 

ENGLE LB 

6908110218 

50-330 

P 

FEY.F L 

0907310032 

50 263 

F 

FOSTER, J 

9900170576" 

50 263 

o 

ENGLE LB 

6908110335 

50-338 

P 

FEY.FL 

8907310079 

50 262 

F 

FOSTER.J D 

9908070156 

40 2061 


ENVS.J 

6908240201* 

70-1113 


FEY.F L 

8907310138 

50 263 

F 

FOSTER, J E 

8900220215* 

50 266 

o 

EN-NS J o 

6908220461* 

50-324 

O 

FIELD, J S 

8908010225 

50 387 

R 

FRAKER.A C 

0900140046* 

WASTE RES 

EYV3 J O 

6908230213* 

50-324 

O 

FIELDS, J 

8908080073 

CONTRACT 


FRANCE, G M 

8909210035* 

40 3392 


ER-SSON.J 

6908060294 

NUREG 


FIELDS.J 

8906080205 

CONTRACT 


FRANCE, J 

8908230237" 

FOIA 


ESSIGROTH.P 

6908160238 

50-29 

O 

FIELDS, J 

8908080223 

CONTRACT 


FRANCE, J. 

8909230248* 

FOIA 


ESFtGROTH.P 

6908220374* 

50-272 

V 

FIELDS.J 

8900110063 

CONTRACT 


FRANCE, J 

8900230258* 

FOIA 


ESa.GROTH.PW 

0908010366* 

50-334 

Q 

FIELDS.J 

8906140042 

CONTRACT 


FRANCO, F.F. 

9908150052* 

50 2B6 

F 

ESEi.GKOTU.PW 

0908020274* 

50-5 

V 

FIELDS.J 

8900140251 

CONTRACT 


FRANKLIN ,H A 

0900090519 

ORG 


ESElGKOTH.P W 

6908080045* 

50-317 

V 

FIELDS.J 

8900160225 

CONTRACT 


FRANKLIN, H A 

B90B1 80067 

ORG 


ESaGROTH.P W 

8908080186 

50-223 

V 

FIELDS.J 

0908160243 

CONTRACT 


FRANTZ, S P. 

8900240107 

50 250 

G 

ESElGKOTH.P W 

890Q0B0189 

50-20 

V 

FIELDS.J. 

6900160278 

CONTRACT 


FRANTZ, S P 

0900240107 

50 250 

G 

ESELGKOTH.P W 

6908080347* 

50-317 

Q 

FIELDS.J 

0908230037 

CONTRACT 


FREDRICKSON, P 

8900010103* 

50 200 

O 

ESELGROTHPW 

6908180273* 

50-247 

V 

FIELDS.J 

8908230111 

CONTRACT 


FREDRICKSON, P 

89080401 2D 

50 280 

Q 

ESELGROTH.PW 

8908160261 

50-443 

Q 

FIELDS.J S 

0907270004 

50 387 

P 

FREDRICKSON, P 

8008150352 

50 200 

P 

ESEL6ROTH.PW 

0908230063 

50-209 

V 

FIELDS.J S 

8008160290 

50-307 

n 

FREDRICK SON, P 

8908250237 

50 330 

O 

EicLGROTH.PW 

8908240136* 

50 443 

G 

FIELDS.J S. 

0908170205 

50 307 

p 

FREEMAN, M.D 

8908100003 

40 6004 


ESELGROTH.PW 

0908240136* 

50-443 

G 

FIELDS, M 

0907200136 

50-445 

A 

FREEMAN, M 0 

8908170142 

40 0905 


ESELGROTH.PW 

8903240407* 

50-54 

V 

FIELDS, M 

8007200143 

50-445 

A 

FREEMAN.M.D. 

8908100379 

40 0768 


ESufiOGE.HE 

8907270154 

70 36 


FIERCE, A R 

8900170002 

50 443 

G 

FREEMAN, P A 

8908110232 

50 423 

S 

ETfPiGER.S Y 

8908220162* 

FOIA 


FIES.C L 

8900140101 

50 397 

S 

FRIEDLAND.A J 

8908220004’ 

TOPREP 


EiEFETT.RJ 

8007310450* 

50 313 

Q 

FILARIM.L 

8000210110* 

FOIA 


FRIEDMAN, AS 

8900230130’ 

FOIA 


E 1 EF.ETT.R J 

8908010077* 

60 445 

F 

FINEMAN.CP 

0905240027* 

50 206 

P 

FRISCH.R R. 

8908080084 

50-255 

O 

FitF.ETf.TXV 

8908150172* 

50-316 

R 

FINEMEN.CP 

8907310376* 

50 205 

P 

FRISCH, R R 

0908080154 

50 255 

a 

Er1fiS,K..H 

6900090136 

50-305 

P 

FINN.J A, 

0900230395* 

FOIA 


FRISCH.R R 

8903180093 

50 255 

Q 

E,ERS.K H 

0900090200 

50-305 

J 

FIRLIT.J F 

0000020059 

50312 

s 

FRIZZLE, CD 

8907310088 

50 309 

o 

E.'ERS K H. 

6908160005 

50-305 

R 

FISCHER, DC. 

0000070058 

REVIEW GR P 

FROUNFELKER.R 

8900200333 

50-265 

J 

E.'EflS.K H 

8900200030 

50-305 

S 

FISCHER.DC 

0908080374 

TOP REP 


FROUNFELKER.R 

0908200338 

50 255 

J 

F.tflS K H 

0900260225 

50-305 

a 

FISCHER, D.C 

0908150224 

ORG 


FRYE.J H 

6900110147 

40 2061 


F.EHS.K H 

8900300031 

50-305 

s 

FISCHER, D C. 

8900150227 

ORG 


FRYE.J H. 

0908150113 

40 2061 


EVERTT.W 

8900150182* 

50-315 

R 

FISCHER, O C 

0900170000 

TOPREP 


FRYE.J.H 

6900240132 

40 2061 


EADAHDS.E P 

8908230267 

50-424 

M 

FISCHER, R E 

8908070459’ 

70 1151 


FRYE.J H 

8908300063 

40 2061 


EAEN.T Q 

8900040165 

50-413 

s 

FISH.H C, 

8908160091 

50 333 

S 

FRYE.J H 

8908300079 

40 2061 


EA.NG E C 

8907200042 

50 313 

s 

FISH.R F 

0908180005 

50-397 

F 

FUCICH.M S, 

8908010432 

70 1151 


FANG EC. 

8907200174 

50 313 

s 

FISH.T 

0900010208’ 

50 440 

V 

FUCICH.M.S. 

0008010434 

40 3392 


FWNG E C. 

8908010216 

50 313 

s 

FISH.T 

8900030105’ 

60410 

V 

FUCICH.M S 

8908000295 

PT21 


FWWG.E.C- 

8900010353 

50-313 

Q 

FISHER, K F 

8907310211’ 

50-277 

a 

FUGERE.Dl 

0007270277 

50-255 

F 

FiV.NG.EX. 

0900010370 

50-313 

O 

FISK.R H 

8908070302’ 

XPORTLIC 


FUJIMOTO.W 

8008110348 

50 275 

F 

FWNG.E.C 

8900020037* 

60-313 

Q 

FISK.R.H 

8908070354 

XPORTLIC 


FUJIMOTO.W 

8900160143 

50 275 

F 

FAWG.E.C 

3900020347 

50-313 

S 

FISK.R H 

8906090236’ 

XPORTLIC 


FUJIMOTO.W 

8000280012 

50-275 

f 

E.VMG.E C 

8900030256 

50-313 

Q 

FISK.R II 

8908100093 

XPORTLIC 


FUJIMOTO.W H 

B90731C039 

50-275 

F 

rw«a e c 

8008080021 

50-313 

S 

FISK.R H 

8908100105’ 

XPORTLIC 


FUJINAMI.T. 

0908220456* 

FOIA 


EA’WG.E C 

89080S0026 

50-313 

Q 

FISK.R H 

8908100110’ 

XPORTLIC 


FUJINAMI.T, 

0908230301 * 

FOIA 


EAV,G,e c 

8908140322 

60 313 

Q 

FITZGERALD, P W. 

0908240073 

FOIA 


FUJINAMI.T 

8900230350’ 

FOIA 


EWA G.E C 

8900230164 

50-368 

S 

FITZPATRICK, E 

8907310131 

50 219 

p 

FUJINAMI.T 

0908230353’ 

FOIA 


FAflTILE.MB 

8907310349 

50-29 

P 

FITZPATRICK, E. 

8907310134 

50 219 

s 

FULLER, C H 

8906040103 

50-267 

t 

FAKTILE.M B, 

8908010055 

50-271 

P 

FITZPATRICK, E 

8908020053 

60 219 

p 

FULLER, C.H. 

8900080355 

60-267 

< 

FLKTILE.M B 

0908010003' 

50-271 

P 

FITZPATRICK, E, 

8908030164 

60 219 

p 

FULLER, C H. 

8900110021 

50-267 

f 

f AiHTiLE.M b 

B90B070388 

50-271 

P 

FITZPATRICK, E. 

0908140013 

60-219 

s 

FULLER.C H. 

0908140183 

50-267 

j 

f«RT)LE,M B 

8900110104 

50-271 

P 

FITZPATRICK, E. 

8908180010 

50-219 

Q 

FULLER.C H. 

8908180188 

50-207 

f 

FAIRTILE.M 6 

0900200257 

50-271 

P 

FITZPATRICK.E 

8908220373 

50-219 

Q 

FULLER.C H. 

0908220048 

50-267 

1 

f ALTER H 

8900210113* 

50-346 

P 

FITZPATRICK.E. 

8908230405 

60-219 

fl 

FULLER.C H 

8908220163 

50-267 

F 

FASCELL.DB 

0908070050* 

50-260 

H 

FITZPATRICK.E. 

8908240119 

50-219 

S 

FULLER.C H 

8908230295 

50-267 

1 

FAULK EN BERRY.B. 

8906110324 

50-397 

Q 

FITZPATRICK, R 

8008070153’ 

FOIA 


FULLER, R E. 

6908070002 

50-397 


F*ULKEN BERRY, E 

0907200326 

70-36 


FITZPATRICK, R. 

8908150141* 

50-275 

P 

FUNK.D E, 

6907260372* 

50-305 

( 

F*YRE,C 

09OB23O1O4* 

FOIA 


FLACK, E.D. 

89072001 B0 

70-1 1 13 


FUNK.D.E 

6906210102* 

50 295 

C 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

FURIA.J 

890B1 10157’ 

50 29 

Q 

G LOVER, RM 

890B080125 

50-414 

S 

GREGEfl.LR 

FURIA.J 

8908240352* 

50 219 

O 

GLOVER.R M 

8B082901 17 

50-414 

S 

GREGER.L R 

FURIA.J 

8908280372’ 

50-387 

Q 

G LOVER, R M 

8908290124 

50 413 

s 

GREGER.L R. 

FURIA.J T 

8908030036’ 

50 352 

Q 

GLYNN, JM 

8908180309 

50 272 

H 

GREGER.L R 

GAD.R K 

8908070104 

50 271 

G 

GODKNECHT.M 

8908140013 

50 219 

S 

GREGER.L R 

GAD.R K 

8908070104 

50 271 

G 

GODY.AT. 

8908070181’ 

TOPREP 


GREGER.L R 

GAGUARDO.J E 

8908110203’ 

50-267 

Q 

GOEDKOOP.J A 

8908220476* 

FOIA 


GREGER.L R. 

GAGUARDO.J E 

8908160060’ 

50-498 

Q 

GOLDBERG, J H. 

8908100070 

50 498 

Q 

GREGER.L R 

GALLO, R 

8908010311 

50 410 

S 

GOLDLUM.J C. 

B908220295 

50-10 

P 

GREGER.L R 

GALLO.R 

8908020401 

50 354 

Q 

GONZALES.RO 

8908100033 

WASTE MGT 

GREGER.L R 

GALLO, R 

6908090163 

50-410 

S 

GOOOALL.L J. 

8908230262* 

FOIA 


GREGER.L, R 

GALLO.R 

8908100206 

50-410 

S 

GOODBY.J E 

8908210121* 

FOIA 


GREGER.L, R 

GALLO.R M 

8908010358 

50-334 

Q 

GOODEN, A 

8908210079’ 

70 27 


GREGER.L R 

GALLO.R M 

8908020273 

50 5 

V 

GOODEN, A 

8908220087’ 

50-338 

Q 

GREGER.L R 

GALLO.R M 

8908020343* 

50-220 

O 

GOODMAN, L 

890B210023 

50-341 

P 

GREGER.L fl 

GALLO.R M 

8908030191 

50 410 

V 

GOODWIN, M L. 

8908110123* 

50-353 

G 

GREHER.E 

GALLO.R M 

8908030201 

50 286 

O 

GORALSKI.G 

8908140015 

50-255 

R 

GRENYO.S J 

GALLO.R M 

8908030204 

50 244 

Q 

GORDON, A W 

89082203B3 

50 260 

S 

GRIMES, C 1 

GALLO.R M 

8908080841 

50-317 

V 

GORDON, C S 

8908040188 

50-346 

S 

GRIMES.C.I 

GALLO.R M 

8908080346 

50-317 

Q 

GOROON.C Z 

8908240310’ 

50-387 

Q 

GRIMES.CI. 


ACCESSION 

NUMBER 

89081 70205 
8908170571 
8908180097 
8908180182 
8908180224 

890S1 80292 
89081 80298’ 
8908180350 
8908220033 
8908220199 

8908220245 

8908240384 

8908240388 

8908250308 

8908280340 

8908070103’ 

8908090497* 

8907310069 

8908040170 

890B140263 


SUBJECT 

CATEGORY 

50 341 F 

50-253 0 

50-483 F 

50-345 0 

50-265 F 

60-155 0 

50-155 Q 

50 255 0 

50 315 F 

50-266 0 

50-116 F 

50-461 O 

50-461 F 

50 461 Q 

50-461 S 

FOIA 

CONTRACT 
50 44 5 0 

50 445 A 

50 445 O 


GALLO.R M 

69081 8027* 

50 247 

V 

GORDON.R 

GALLO.R M 

8908220371 

50 272 

V 

GORDON, R 

GALLO.R M 

69082204 IS 

50-410 

O 

GOSSICK.L 

GALLO.R M 

8908230306 

50-309 

O 

GOSSICK.L 

GALYEAN.W J 

8908070421 

NUREG 


GOSSICK.L 

GALYEAN.W J 

8908080266 

NUREG 


GOSSICK.L 

GALYEAN.W J 

8908080322 

NUREG 


GOSSICK.L 

GALYEAN.W J 

8908140139 

NUREG 


GOSSICK.L 

GAMBLE, O C 

8008170267 

71-9035 


GOSSICK.L 

GAMBLE, OC 

6908250327 

71-216 


GOSSICK.L 

GARCIA, E M 

8908150085’ 

50 275 

O 

GOSSICK.L 

GARCIA, E M 

8908150319’ 

50 528 

Q 

GOSSICK.L 

GARCIA, E M 

6908180346’ 

SO 397 

Q 

GOSSICK.L 

GARCIA, E M 

8908180381’ 

50-344 

O 

GOSSICK.L 

GARDES, G F 

0908180272 

71-9233 


GOSSICK.L. 

GARDES, G H 

8908090205 

71-9233 


GOSSICK.L 

GARDNER, R.N 

0908090515* 

50-331 

Q 

GOSSICK.L 

GARLINGTON.J E 

8908220082 

50 348 

F 

GOSSICK.L 

GARNER, L.W. 

8908230088* 

50 261 

Q 

GOSSICK.L 

GARNJOBST.J L 

8908100125 

71-316 


GOSSICK.L 

GARRITY.J H 

8908040210 

50-309 

P 

GOSSICK.L, 

GAUSDEN.R 

8107090086’ 

FOIA 


GOSSICK.L V 

GAVLICK.G. 

8900040203 

XPORTLIC 


GOSSICK.L V 

GERRALD.L D 

8908090021 

71-9217 


GOSSICK.L, V. 

GERRALD.l D 

8908160306* 

50-261 

P 

GOSSICK.L V 

GEHTMAN.D 1 

8908070421 

NUREG 


GRACE, S R 

GERTMAN.DI 

8908080260 

NUREG 


GRACE, S R 

GERTMAN.D 1, 

8908080322 

NUREG 


GRACE, S.R. 

GERTZ.C 

8908240415* 

WASTE MGT 

GRACE, S.R 

GERTZ.C P 

8907310321 

WASTE MGT 

GRAHAM.B 

GERTZ.C, P. 

8907310325 

WASTE MGT 

GRANT.WB 

GERTZ.C P 

8908010281 

WASTE MGT 

GRASS LEY ,C E. 

GERTZ.C P 

8908170566 

WASTE MGT 

GRAVES.D, 

GIBBONS, D R 

8908210035* 

40-3392 


GRAY.J R 

GIBSON, A F 

890B100 166 

50-348 

Q 

GRAY.J R. 

GIBSON.AF. 

09OB1OO158* 

50-348 

Q 

GREAVES, C 

GIBSON, A F 

8908100161* 

50-348 

Q 

GREBEL.T L 

GIBSON, L 

8908150189 

50-315 

F 

GREEN, T 

GIGUOTTI.R J 

8908140075 

70-371 


GREEN 8LATT.M 

GUTTER, J, 

8908110250 

50-316 

P 

GREENMAN.E.G 

GUTTER, J, 

8908160288 

60-315 

P 

GREENMAN.EG 

GUTTER, J 

0908160403 

50-315 

P 

GREENMAN.E.G 

GUTTER, J 

8908170506 

50-315 

P 

GREENMAN.EG 

GUTTER, J, 

8908220465 

50-315 

P 

GREENMAN.EG 

GUTTER, J.G, 

0908140231 

60-318 

P 

GREENMAN.EG. 

GUTTER, J G 

8908140265 

50-318 

P 

GREENMAN.EG 

GILBERTS, G 

8908070421 

NUREG 


GREENMAN.E.G. 

GILBERT.BG 

8906080266 

NUREG 


GREENMAN.EG 

GILBERT, B,G 

8908080322 

NUREG 


GREENMAN.EG 

GIL8ERT.L D 

8906010023* 

60-382 

O 

GREENMAN.EG, 

GILL.C.F. 

8908110124* 

50-295 

Q 

GREENMAN.E.G, 

GILMAN, J. 

8908110371* 

50-254 

Q 

GREENMAN.E G. 

GILMORE.W E, 

8908070421 

NUREG 


GREENMAN.EG. 

GILMORE, W.E 

8908080266 

NUREG 


GREENMAN.E.G. 

GILMORE.W E. 

8908080322 

NUREG 


GREENMAN.EG. 

GILRAY.J.W 

8908020410* 

WASTE MGT 

G REEVES, J T. 

GILRAY.JW 

8908030156 

WASTE MGT 

GRE6VES.J.T 

GLENN.J. 

B908220346* 

COMMISSION 

GREGER.L R. 

GLENN, J E 

8604170484* 

FOIA 


GREGER.L R. 

GLENN, J,E 

8604170497* 

FOIA 


GREGER.L R 

GLENN.J, E 

8604170516* 

FOIA 


GREGER.L R 

GLENN, J E, 

8604170519* 

FOIA 


GREGER.L R 

GLITTER.J G, 

8908160401 

50-316 

P 

GREGER.L R, 

GLOVER.R M 

8907310433 

50-414 

S 

GREGER.L R, 

GLOVER.R, M 

8908010436 

50-413 

S 

GREGER.L R, 

GLOVER, R,M 

8908010455 

50 413 

s 

GREGER.LR 

GLOVER, R.M. 

8908010456 

60 413 

s 

GREGER.L R 

GLOVER.R M 

8908040165 

50-413 

s 

GREGER.L, R. 


8908040301 ’ 

FOIA 


GRIMES.C.I. 

8908160349 

50-445 

8908040305’ 

FOIA 


GRIMES, C 1. 

8908170302 

50-445 

8908210051’ 

FOIA 


GRIMES, C 1 

8908180077 

50-445 

8908210276’ 

FOIA 


GRIMES.CI. 

8908280296 

60-445 

8908220070* 

FOIA 


GRIMES.CI 

8908280299* 

50-445 

8908220474* 

FOIA 


GRIMES, C 1 

8908280316 

50 445 

8908230155* 

FOIA 


GRIMSLEY.D H 

8908040058 

FOIA 

8908230200’ 

FOIA 


GRIMSLEY.D H 

8908040083 

50-456 

8908230228* 

FOIA 


GRIMSLEY.D H. 

8908040127 

FOIA 

8908230273* 

FOIA 


GRIMSLEY.D H 

8908040143 

FOIA 

8908230275’ 

FOIA 


GRIMSLEY.D H. 

8908040163 

40 2061 

B908230328* 

FOIA 


GRIMSLEY.D H 

8908040274 

50-171 

0908230376* 

FOIA 


GRIMSLEY.D H 

8908070044 

FOIA 

8908230384' 

FOIA 


GRIMSLEY.D H 

8908070141 

FOIA 

8908230390’ 

FOIA 


GRIMSLEY.D H 

8908070197 

50-312 

8908230400’ 

FOIA 


GRIMSLEY.O H 

8908070279 

FOIA 

8908230422* 

FOIA 


GRIMSLEY.D H. 

0908 150401 

FOIA 

8908230440* 

FOIA 


GRIMSLEY.D H 

890B1 50405 

50-443 

8900230444’ 

FOIA 


GRIMSLEY.D.H 

8908160077 

FOIA 

8008230445’ 

FOIA 


GRIMSLEY.D, H 

8908160086 

70- H3 

8908230446* 

FOIA 


GRIMSLEY.D.H. 

8908160121 

50-445 

8908210039’ 

FOIA 


GRIMSLEY.D.H. 

8908180299 

FOIA 

0908210104’ 

FOIA 


GRIMSLEY.D H 

8908 1803 16 

50 206 

8908220151’ 

FOIA 


GRIMSLEY.D.H. 

8908180340 

FOIA 

8908230270* 

FOIA 


GRIMSLEY.D H 

8908230128 

FOIA 

8808070094* 

40 0857 


GRIMSLEY.D.H. 

8908230144 

FOIA 

8908070315* 

40 8857 


GRIMSLEY.D H 

8908230194 

FOIA 

8908090219 

40-8904 


GRIMSLEY.D H 

8908230305 

40-2061 

0908100096 

WASTE MGT 

GRIMSLEY.D.H 

8908240042 

FOIA 

8908180331* 

50-302 

P 

GRIMSLEY.O H 

8908240203 

FOIA 

8908240385* 

50-461 

Q 

GRIMSLEY.D H 

8908250139 

50-352 

8908240221* 

60-264 

H 

GRIMSLEY.D.H. 

0908280173 

FOIA 

8908180068* 

50-373 

V 

GRIMSLEY.D.H. 

8908280177 

FOIA 

8908110116 

60-352 

G 

GRIMSLEY.D H 

8908280187 

FOIA 

8908300234 

PR 


GRIMSLEY.D H 

8908280205 

50 458 

8908250027 

60-304 

S 

GRISSETTE.D E 

8908220047 

50-346 

8908280169 

50-275 

s 

GROSSMAN.L.N. 

8907270273 

70-36 

8908070367 

50-335 

J 

GRUBER. R P 

8908090235 

REGGO 

8908140049* 

CONTRACT 

GUBERSKI.J 

8908240337 

50-344 

8907310021 

50-461 

P 

GUNDERSEN.G.E. 

8908220440’ 

70-36 

B9073 10323 

60-461 

Q 

HAELSIG.R.T, 

8008250212 

71-676 

8907310558 

50-341 

Q 

HAGAN, J. 

8908180032 

50-354 

8908020348 

50-461 

Q 

HAGAN, J 

8908230449 

50-354 

8908020352* 

50 461 

Q 

HAGAN, J.J. 

8908040193 

50-354 

0908030110 

50-461 

G 

HAGAN.J J 

8908150159 

50-354 

B908030116’ 

50-461 

O 

HAGAN.T.F. 

8908040324’ 

CONTRACT 

8908070375 

50-295 

O 

HAGAN.T F 

8908180236* 

CONTRACT 

8908070379 

50-341 

P 

HAGAN.T.F. 

8908240390* 

CONTRACT 

8900110127 

50-440 

Q 

HAGEMAN.R.C, 

8908230345* 

40-2061 

8908110385’ 

50-237 

P 

HAGEMAN.R C 

8908230348* 

40-2061 

8908140052 

60-461 

Q 

HAGEMEYER.D, 

8908140124 

NUREG 

8908140092 

50-461 

P 

HAGEY.H. 

8007270103 

CONTRACT 

8908140257 

50-237 

Q 

HAGEY.H. 

8907270307 

CONTRACT 

8908240399 

60-266 

Q 

HAGEY.H 

8908090495 

CONTRACT 

8908250301 

50 331 

P 

HAIRSTON, W.G. 

8907110367 

50 346 

8907310106 

27-48 


HAIRSTON, W.G 

8907270112 

50-321 

8907310228 

WASTE MGT 

HAIRSTON, W.G, 

8908020044 

50 321 

8907280323 

50-331 

Q 

HAIRSTON, W.G, 

8908020050 

50-321 

8907280369 

50-305 

Q 

HAIRSTON, W.G. 

8908020090 

50 346 

8907310499 

60-483 

Q 

HAIRSTON.W.G. 

8908020198 

50 424 

8907310508 

50-254 

F 

HAIRSTON, W.G. 

8908020226 

50 321 

8908110098 

50-10 

F 

HAIRSTON.W.G. 

8908020263 

50 364 

8908110109 

50-255 

Q 

, HAIRSTON.W.G 

8908020390 

50 424 

8908110112 

50-10 

F 

HAIRSTON.W.G. 

8908020397 

60 424 

8908110119 

60-295 

Q 

HAIRSTON.W.G 

8908030107 

50 424 

8906110155 

50-254 , 

F 

HAIRSTON.W.G. 

8908040162 

SO 424 

8908140167 

50-295 

F 

HAIRSTON, W G, 

89080800 84 

50-321 

8908170178 

50-294 

Q 

HAIRSTON.W.G. 

8908080148 

SO 321 


o*“0" oTJ-n 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

-■ -STON.WG 

89080B0375 

50 424 

S 

HARNESS.J L 

8907270261 

50-324 

F 

-L—3TON WG 

0908100026 

50 424 

P 

HARNESS.J L 

8908020371 

50 324 

R 

-- R3TONWG 

8908140002 

50 425 

S 

HARNESS.J L 

0908030072 

50-324 

Q 

-i.-STON.V7 G 

8908140125 

50 424 

S 

HARNESS.J L 

0908040187 

50-324 

S 

.i^S!QM,Y7G 

8908140235 

50 321 

R 

HARNESS.J L 

8908080188 

50-324 

S 

<RSTOMWG 

8908140240 

50 424 

R 

HARNESS.J L 

8908 160357 

50 324 

R 

-LRSTOn.W G 

8908150120 

50 348 

R 

HARNESS.J L 

8908160363 

50 324 

S 

-LESION W G 

8908150158 

50-364 

R 

HARNESS.J L 

8908230015 

50 324 

S 

•i ASTON, WG 

0908150216 

50-424 

H 

HARNESS.J L 

8908230094 

50 325 

S 

-i.-STON.WG 

8908160260 

50-424 

P 

HARNESS.J L 

8908280034 

50-324 

Q 

•i F3TON.W G 

8908170621 

50-424 

P 

HARNESS.J L 

890Q280288 

50-324 

Q 

-nFSTON.W g 

B90B 170635 

50-424 

S 

HAROLDSEN.RO 

8906140032’ 

REVIEW 

GRP 

-Af STON.W G 

0908 180007 

50 364 

Q 

haroldsen.ro 

8908140032' 

REVIEW 

GRP 

*»P3TON.W G 

8908180083 

50 424 

P 

HARRINGTON, J H 

8409260440' 

FOIA 


■AFSTON.W G 

890 B22 0082 

50 340 

F 

HARRINGTON, J H 

8505290299' 

FOIA 


•i R3TON.W G 

8908220397 

50 425 

S 

HARRINGTON.J H 

8505290309’ 

FOIA 


-• R3TON.V7 G 

090B280084 

50 340 

H 

HARRIS, J D 

8900070433 

NUREG 


■AfiSTON.W G 

8908280104 

50 321 

P 

HARRIS, J D 

890807043B 

NUREG 


-LR5TON.W G 

8908200206 

50 424 

F 

HARRIS, K N 

8908100193 

50-250 

O 

•'ESTON.WG 

8900280260 

50 425 

S 

HARRISON, F 

8908160357 

50-324 

R 

-7 ASTON, W G 

8908280301 

50 424 

H 

HARRISON, J 

0900170551 

50-374 

S 

-iJTSTON.W G 

8908280374 

50 340 

P 

HARRISON, J 

8900180030 

50 374 

S 

-JRSTOH.WG 

8908200305 

50-340 

H 

HARRISON, J J 

9900070037* 

50-10 

Q 

r.i.RSTON.W G 

8908300303 

REGGD 


HARRISON.J J 

8900140037* 

50-373 

Q 

ULE.C J 

8908060197* 

50 445 

Q 

HART.E 

8900030176* 

50 498 

1 

•iLE.M W 

8908150311 

50-400 

R 

HART.H A 

8907310474 

XPORTLIC 

•7LL.D P 

8907310141 

50 461 

P 

HART.R D 

8907200368 

WASTE 

RES 

-1LL.DP 

8908100313 

50 461 

Q 

HART.R D 

8907200381 

WASTE 

RES 

VLLDP 

8908240333 

50 461 

Q 

HART.H D 

8907280385’ 

WASTE 

RES 

-,'LL.JC 

8900250074 

50 603 

A 

HART.R D 

8900040064 

WASTE 

RES 

•'LlJfl 

8908170063 

50 331 

P 

HART.R D 

8900170511 

WASTE 

RES 

-'LL JR 

8908160364 

50 331 

P 

HART.R D 

8900210250 

WASTE 

RES 

•71L.PC 

89080B0281 

NUREG 


HART.R D 

8900210254* 

WASTE 

RES 

•.‘LLP'S 

8908070075 

50 200 

F 

HART.R D 

0900210265 

WASTE 

RES 

•‘LL RE 

8908070033 

40 0857 


HART.R D. 

8900210256* 

WASTE 

RES 

•7LLRE 

8908070092* 

40 8857 


HARTIGAN.N F 

8900310127 

40-2061 


-7LLRE 

8908070130 

40 3453 


HASSE.R 

8908100290 ' 

50-286 

O 

•7LLPI E 

8908070136' 

40 3453 


HATAMI.A 

8900280317’ 

70 8B2 


•LURE 

8908070162 

40 6622 


HAU.PS 

8900220470' 

FOIA 


•7LLPLE 

8908070168' 

40 6622 


HAU.PS 

0900220471 * 

FOIA 


•7LURE 

8908070175 

40 8102 


HAUSER, R 

8900070282' 

FOIA 


•7UJA E. 

0908070170' 

40 8102 


HAUGHNEY.C J. 

8900160082 

50-368 

S 

•7LLRE 

8900070196 

40 B760 


HAUSER, D L 

0000090101 

REGGO 


•7LLRE. 

8908070211' 

40 B760 


HAVEL, S 

8900220420' 

COMMISSION 

VILA 6. 

8908070308 

40 8857 


HAVERKAMP.D.R 

8900070247' 

50-443 

o 

•LLRe. 

8908070313' 

40 8857 


HAVERKAMP.DR 

8900090366' 

50-244 

0 

-LLRE. 

8908090313 

WASTE MGT 

HAVERKAMP.DR 

8900150003 

50-443 

Q 

■A.LRE. 

8900090345 

40 8905 


HAWKtNS.E F 

8900070094* 

40-8857 


•LURE 

8908090346’ 

40 8905 


HAWKINS, E F 

8900070186* 

40-8102 


-LURE 

8900090394 

40 8452 


HAWKINS, E F 

8900070407 

40-8502 


•ULjRE 

8908090396' 

40 8452 


HAWKINS.E F 

8908070411 

40-8903 


HLLRE 

8900100001 

WASTE MGT 

HAWKINS.E.F, 

8900070417 

40-4402 


rALLR E 

8000100023 

WASTE MGT 

HAWKINS.E F 

0908070435 

40-8004 


fULflE 

8908100094 

40 0903 


HAWKINS.E F 

8908090318 

40-0907 


MULflE 

8908100146 

WASTE MGT 

HAWKINS.E F 

8908090308* 

40-8452 


rTLLRE 

0900100342 

WASTE MGT 

HAWKINS.E F 

8908100057 

WASTE MGT 

rJLLR E 

0900100347 

WASTE MGT 

HAWKINS.E F. 

0903100084 

40-209 


rTLLRE 

89081 1 0072 

40-3453 


HAWKINS.E F 

0903100096 

WASTE MGT 

•‘1LSL 

09OB15O105 

50-309 

R 

HAWKINS.E F 

0900100137 

40 8084 


►TLTtiVANGER.J 

8908150136 

50-395 

R 

HAWKINS.E.F. 

0900100346 

40-8005 


•JWWKD.MS 

8907310211* 

50 277 

Q 

HAWKINS.E T 

8908230277 

40-1341 


■AMGNOA.J F. 

6908210100* 

FOIA 


HAWKINS.E F 

0908230278' 

40-1341 


•7J7F.ICM S 

890B090445 

40 8681 


HAWTHORNE.J R 

8900300054 

NUREG 


•AUAICK.N P 

8908040313* 

CONTRACT 


HAYDEN, R 

8907200063 

50-208 

F 

-nINNEN.R l. 

B9073 10391 

50-331 

R 

HAYES.B B 

8908070081’ 

FOIA 


-WNEN.R L. 

6908060304 

50-331 

S 

HAYES.B B 

8908070088* 

50-322 

S 

ivWNEWRL. 

8908140280 

50-331 

s 

HAYES.J.J. 

8907200301 

50-305 

s 

HLAENfU. 

0908250250 

50 331 

n 

HAYES, J.J 

8908010248 

60-395 

p 

-7KSON.J M. 

8907310111 

50-403 

s 

HAYES, J J 

8908170259 

60-259 

p 

U.V*DNJN. 

8908030207* 

50-260 

p 

HAYES, J J 

8908170421 

50-305 

p 

►.WWW n. 

8908040267 

50-440 

F 

HAYES, J J 

8008170493 

50-395 

P 

kT.SNON.J N. 

B90B04031 1 

50-305 

F 

HAYES, J J 

0908240109 

50-396 

p 

WSNON ,J N. 

8906140418' 

50-346 

P 

HAYNES, J.G. 

0008010124 

50-530 

s 

U-VtON.JN. 

8908170076* 

50-331 

P 

HAYNES, J G 

8908020305 

50-530 

s 

hWTON.JH 

8908170369’ 

50-346 

P 

HAYNES, J G 

8908040189 

50-529 

s 

rMKM,) N 

8906180326* 

50 346 

P 

HAYNES, J G 

8006040190 

50-530 

s 

rXSNC^U N 

8908180391’ 

50-331 

P 

HAYNES, J.G 

8900150160 

50-526 

s 

W.SCLL.J 8 

0907310256 

50 307 

R 

HAYNES.J G. 

8908180267 

50-528 

s 

W.-30UP.J 

6908070198 

50-275 

G 

HAYNES.J.G 

8908180269 

50-529 

s 

WASOCK.C C 

0900030134 

50-313 

P 

HAYNES.J G 

8908210186 

50-528 

R 

rA=SUCK.CC 

8908170449 

50 313 

P 

HAYNES.J G 

89002502 87 

50-528 

S 

rLABDCK.CC 

8908100424 

50 313 

P 

HAYNESWORTH.V 

8007280035* 

50-261 

R 

rARBUCK.CC 

8908180431 

50 313 

P 

HAYNESWORTH.V 

8908230108 

50-261 

R 

HARGETTS T 

89081 40240 

50-424 

R 

HAZLE.AJ 

8908100133’ 

FOIA 


URKIH.r 

8908240223* 

50 254 

H 

HEALY.R M 

8900230371* 

40-2061 


'■•PMA.H S. 

8006230405 

50-219 

R 

HEANEY, G 

8908240063’ 

WASTE MGT 

F 

8407309319' 

40-2081 


HEBDON.F J 

9908090381 1 

60-498 

P 

lAEUON.D F. 

8908230314' 

40 2061 


HEBDON.F, J 

8908100085* 

50-498 

P 


AUTHOR 


HEBDON.F J 
HEBDON.F J 
HEDGRAN.A G 
HEHL.CW 
HEIKEN.DS 

HEISLER.CT 
HEITNER.K L 
HEITNER.KL 
HEITNER.K L 
HEITNER.KL 

HEITNER.K L 
HEITNER.K L 
HEITNER.K L 
HEITNER.K L 
HELFNICK.G F 

HENDERSON.T K 
HENDERSON.T K 
HENDERSON.T K 
HENDERSON.T K. 
HENDRICKS.D W 

HENDRICKSON, R. 
HENDRICKSON, R 
HENDRIE.J 
HENDRIE.J 
HENDRIE.J W. 

HENDRIE.J M. 
HENDRIE.J M. 
HENDRIE.J M. 
HENDRIE.J M. 
HENNICK.A 

HENNIES 
HENNIES 
HENNIES, HH 
HENNIES, H.H 
HENSLEY.KD, 

HENSLEY, KD 
HERDT.A R 
HERDT.A R 
HERDT.A R 
HERDT.A R. 

HERDT.A R 
HERDT.A R. 
HERDT.A R 
HERDT.A R 
HERDT.A R 

HERDT.A R 
HERDT.A fl 
HERDT.A.R. 
HERDT.A R. 
HERDT.A R. 

HERDT.A R. 
HERDT.A R. 
HERDT.A R. 
HERDT.A R 
HERNAISTEEN.P 

HERRIN, D.W 
HERRIN, DW 
HESS.J E 
HEWARD.R W 
HEWARO.R.W 

HEYEfl.R S 
HEYEfl.R S. 
HEYEfl.R S. 
HEYEfl.R S. 
HEYSE.R P 


HIATT, S.L. 
HICKEY.J W 
HICKLE.B I 
HICKMAN, D.E 
HICKMAN.D E 

HICKMAN.D.E. 
HICKMAN.D E 
HICKMAN.D E 
HICKMAN.D E 
HICKMAN.D E 

HICKMAN.D E 
HICKMAN.J B 
HICKMAN, J B 
HICKMAN.J B 
HICKMAN.J B 

HIGGINS.W.R, 
HIGHFILL.K L. 
HILL.AA 
HILL.E.C, 

HILL.J 

HILL-WHILTON.fl 
HILL-WHILTON.R 
HINDS, J M 


ACCESSION 

NUMBER 


89081 60103" 

8908160433* 

6908230087* 

8908010015 

8908160155 

8907280325 

8907310353 

8908020100 

8908020108 

8908030146 

6908180008 

B9D8180033 

8908180038' 

8908280327 

8908210153' 

8908140128 

8008180223 

8908250149 

8908300000 

8908150392* 

8908020295 

8900140007 

8201210130' 

8908210117* 

0107090093* 

8107090086' 

6908210101* 

0908210121* 

6908230085* 

6908230236 

B908220142' 
B908220146' 
B908210176* 
B90B230422* 
B908 140084 

6908 140087 
B9OBQ10010 
B9 08010133 
09OBO1O139' 
B908040218 

B9 08080085 
6908080089 ' 
0908080093* 
B9 08100168 
6008100169* 

0908100170* 

8908100162 

8008100184* 

8908220108 

8908220115' 

8908220119' 
8908230133 
8008230170 
890825024 1 
8908210072' 

8008160076 

0908220230 

B90B160304' 

0908010065 

0908180167 

0908100107* 
0906100112' 
0908 1001 15' 
B908100124' 
8908170505 

0908030142 
8606090001 ' 
8908100224 
0907310514 
8907310519' 

8908140209 

8908140220' 

8908140339 

8908170487 

8908180443 

0908280278 

8907310421 

8908140145 

8908140244 

8908230411 

8906140351 

8908180004 

8900070456' 

8907310320* 

8908080355 

8908170132 

8908170132 

6907310238* 


SUBJECT 

CATEGORY 

SO 482 P 

50 313 P 

FOIA 

50-280 Q 

71 518 

70 36 
50 267 
50 267 
50-267 
50-267 

50 267 
50 267 
50 267 
50 267 
FOIA 

50-29 
50-29 
50 29 
50 29 
FOIA 

50 110 R 

50 116 F 

FOIA 
FOIA 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

NUREG 

FOIA 
FOIA 
FOIA 
FOIA 
70 143 

70143 

50 269 O 

50 269 O 

50 269 Q 

50 321 P 

50413 Q 

50413 Q 

50413 Q 

50 424 O 

50 424 O 


50 321 Q 

50 369 Q 

50 369 Q 

50 369 O 

50413 Q 
50 424 Q 

50 369 Q 

FOIA 

50 251 S 

50 251 S 

50 320 P 

50 146 O 

50 146 P 

FOIA 

FOIA 

FOIA 

FOIA 

50 266 P 

60-155 G 

FOIA 

SO 302 F 

50 361 P 

50 361 P 

50 361 P 

50 361 P 

50 361 P 

50-361 P 

50-361 P 

50 361 P 

50 461 P 

50 461 P 

50 461 P 

50 481 P 

50-395 S 

50 293 R 

ORG 

50 493 * I 

50-267 S 

50-443 G 

60 443 G 

50 295 O 


KBWlI) 'atJ-OTJ -OTJTITJ 
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NUMBER CATEGORY 


HINDS, J M 

B90814D206* 

50 456 

O 

HINKEIMAN.M 

B9081 60074 

70-143 


HINSON.C S 

8908110061' 

50-353 

G 

HINSON.C S 

8908110061' 

50-353 

G 

HIPP.G A 

8908160249 

50 327 

S 

HIPP.G A 

6908250009 

50 327 

s 

HIPP.G A 

8906280125 

50 327 

S 

H1RES.R A 

8906170039* 

50 260 

p 

HIRSCH.M 8 

8908110123* 

50-353 

G 

HOBE.M A 

6908100042 

50-155 

F 

HOBE.M A 

8908230209 

50-155 

F 

HODGDON.A 

8908040168’ 

40-2061 


HODGDON.A P 

8908070098 

50-353 

G 

HODGDON.A P 

89081 10051 

50-353 

G 

HODGDON.A P 

8908110088 

50 271 

G 

HODGDON.A P 

8908110134 

50-353 

G 

HODGDON.A P 

8900110134 

50-353 

G 

HODGDON.A P 

8908150050 

50 353 

G 

HODGDON.A P 

890B150091 

40-2061 


HODGDON.A P 

8908290052 

40 2061 


HODGDON.A P 

890B290073 

40 2061 


HODGOON.A P 

8908290080* 

40 2061 


HODGDON.A P 

8908310117 

50 352 

G 

HODGE, J L 

8908100010 

FOIA 


HOERMANDER.O 

0908230078* 

FOIA 


HOFFMAN, 0 P 

890B030248* 

50-255 

P 

HOFFMAN.D P 

890B090105 

50-255 

a 

HOLAHAN.G M 

890B0 70238* 

50-142 

P 

HOLAHAN.G M 

890B 170397 

50-461 

H 

HOLAHAN.G M 

8908220394* 

50 237 

F 

HOLAHAN.G M 

8908240308* 

50 254 

P 

HOLLAND.W E 

B908010103* 

50 280 

Q 

HOLLER. E J 

8908010222* 

50 482 

Q 

HOLLER, EJ 

8908160409* 

50-482 

Q 

HOLLER, EJ 

0908170485 

50-498 

P 

HOLLER, EJ 

8908180426* 

50 498 

Q 

HOLLER, EJ 

8908220164' 

50 498 

Q 

HOLLOMAN.T J. 

8908160329' 

50 327 

R 

HOLLOWAY, CJ 

8908110100 

50 329 

1 

HOLMES, J E 

8908230280' 

FOIA 


HOLMES RAY.P 

8908180287' 

50 302 

Q 

HOLONICH.J J 

8908070173 

WASTE MGT 

HOLONICH.J J 

8908080360* 

WASTE MGT 

HOLONICH.J J 

8908080362* 

WASTE MGT 

HOLTZSCHER.D L 

8907280311 

50 461 

R 

HOLTZSCHER.D L 

8907310276 

50 461 

P 

HOLTZSCHER.D L 

8907310365 

50 461 

S 

HOLTZSCHER.D L 

0908010076 

60 461 

S 

HOLTZSCHER.D L 

B908010097 

60 461 

V 

HOLTZSCHER.D L 

8908020038 

50 461 

F 

HOLTZSCHER.D L 

8908070200 

50-461 

S 

HOLTZSCHER.D L 

8908070204 

50-461 

S 

HOLTZSCHER.D L 

8908110075 

50 461 

Q 

HOLTZSCHER.D L 

8908150263 

50 461 

S 

HOLTZSCHER.D L 

8908160186 

50 461 

Q 

HOLTZSCHER.D L 

8908180401 

50 461 

P 

HOLTZSCHER.D L 

8908210073 

50 461 

S 

HOLTZSCHER.D L 

8908220088 

50 461 

S 

HOLTZSCHER.D L 

8908230151 

50 461 

R 

HOLTZSCHER.D L 

8900230154* 

50 461 

R 

HOLTZSCHER.D L 

8808230158* 

50 461 

R 

HOLTZSCHER.D L 

8908230171* 

50 461 

R 

HOLTZSCHER.D L 

6908240317 

50 461 

1 

HOLTZSCHER.D L 

8908250266 

50 461 

P 

HOOD.D 

8907310119 

50 369 

P 

HOOD.D S 

8907280275 

50 369 

P 

HOOD.D S 

8907280276* 

50 369 

P 

HOOD.D S 

8908090425 

50 369 

P 

HOOD.D S 

8908240034 

50 369 

O 

HOOD.D S 

8908280258 

50-369 

P 

HOOD.D S 

8908280264* 

50 369 

P 

HOOD.H 

8908280280* 

50 361 

P 

HOOKER, C A 

8908180381* 

50-344 

o 

HOOKS, K R 

8908020412* 

WASTE MGT 

HOPKINS.J 

8908100290* 

50 266 

Q 

HOPKINS, J B 

6908160036 

50 424 

P 

HOPKINS.J B 

6908170003 

50 424 

P 

HOPKINS, J B 

6908170312 

50 424 

P 

HOPKINS.P C 

8908230003* 

50 395 

Q 

HOPKINS, R J 

8908150211 

40-6622 


HOPKINS.R J 

8908160026 

40-6622 


HORMANDER.O. 

8906230091 * 

FOIA 


HORN.G R 

8908150154 

50-296 

R 

HORN.G R 

8908250324 

50 298 

S 

HORN.M 

8908150094 

70-25 


HORN.M 

8908180336* 

70-1100 


HORN.M 

8908230352* 

40 2061 


HORN.M L 

8908290090* 

40-2061 



AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

HORN.M L 

8908290090* 

40 2061 


HOUSE, J E 

8907280332* 

50 331 

Q 

HOUSLEY.D A 

8900300010 

50-259 

S 

HOUSTON, R W 

8908140030 

REVIEW GRP 

HOWE, A 

8 90D 02034 3' 

50-220 

O 

HOWE.A 

8908030195* 

50 410 

V 

HOYLE, J C 

0908110168 

50-353 

G 

HOYLE, J C 

8900220464 

10CFR 


HSU.CJ 

8908070153* 

FOIA 


HUDSPETH.J B 

8908110228 

50 340 

F 

HUDSPETH. J 8. 

8908170103 

50-348 

F 

HUDSPETH, J.8, 

8908220047 

50-348 

F 

HUDSPETH.J B 

8908250263 

50-348 

F 

HUGHES.A 

8908040223 

CONTRACT 

HUGHES.A 

8908040295 

CONTRACT 

HUGHES.A 

8908230025 

CONTRACT 

HUGHES.A 

8908230140 

CONTRACT 

HUGHES.A 

0908280201 

CONTRACT • 

HUGHES, B 

8908180273* 

50-247 

V 

HUGHEY.C A 

8908100203* 

50 324 

Q 

HUKILL.H D 

8908020252 

60-209 

K 

HUKILL.H D 

8900020337 

50-289 

P 

HUKILL.H D 

0908020341' 

50-289 

P 

HUKILL.H D 

8908080141 

50-289 

Q 

HUKILL.H D 

8908080198 

50-209 

P 

HUKILL.H D 

890B100039 

50 269 

Q 

HUKILL.H D 

8908170237 

50-289 

Q 

HUKILL.H D 

8900230373 

50-289 

R 

HUMPHREY.? G 

8908210194* 

50-390 

a 

HUNGER.G A 

8907270295 

50 277 

p 

HUNGER, G A 

8907280015' 

71-56 


HUNGER.G A 

8907280080 

50-352 

j 

HUNGER.G A 

8908010407 

50-277 

0 

HUNGER.G.A 

8908020221 

50-352 

p 

HUNGER.G A 

89D8020293 

50-352 

j 

HUNGER.G A 

8908100087 

50 352 

p 

HUNGER.G A 

8908110163 

50-352 

p 

HUNGER.G A 

8908150173 

60 353 

s 

HUNGER.G A 

8900170204 

50-352 

p 

HUNSAOER.S C 

8908020321 

50-458 

p 

HUNSADER.S C 

8908170611 

50-295 

p 

HUNSTAD.A A 

8908230005 

50-282 

s 

HUNSTAD.A A 

8908250005 

50 202 

S 

HUNSTAD.A A 

8908280290 

50 202 

S 

HUNT.M D 

8908010190' 

50-324 

Q 

HUNTER, DR 

8908110203' 

50-267 

0 

HUNTER, D R 

8908180060* 

50-498 

Q 

HURLEY, J. 

8D08220071 

50-416 

F 

HURT.R D 

8908140044 

PROJ 


HUTCHINSON.J W 

8908090157 

ACRS 


HUTCHISON, L B 

8908 170602 

60 397 

R 

HUTCHISON, M 

8908040320' 

CONTRACT 


IHASAE 

8908230339* 

FOIA 


IIDA.N 

0908230343* 

FOIA 


IMBRO.E V 

8908150077 

REVIEW GR P 

IMBRO.E V. 

8908250262* 

50-281 

Q 

IMBRO.E V 

8908280192* 

50-353 

Q 

INOUYE.G 

8908230372' 

FOIA 


INOUYE.T 

B908230339* 

FOIA 


INTERRANTE.C G. 

8907280359 

WASTE RES 

INTERRANTE.C G 

8900090223 

WASTE RES 

INTERRANTE.C G 

890Q1 40043 

WASTE RES 

INTERRANTE.C G 

8908180335 

WASTE RES 

INTERRANTE.C G 

8908240316 

WASTE RES 

INTERRANTE.C G 

8908240318 

WASTE RES 

IRVING, S A 

8908230271 

50 603 

A 

IRVING.S A 

B908250082 

50 603 

A 

ISAACSON, L S 

8908110252 

40 0951 


ISAACSON, L S 

890B1 10257* 

40-8951 


ISHIWATARI.T 

8900230294* 

FOIA 


IVORY, B J 

8908040263* 

CONTRACT 


JABBOUR.K N 

8907270227 

50-413 

P 

JABBOUR.K N 

8907200293 

50-413 

P 

JABBOUR.K N. 

8907310127 

50-413 

P 

JABBOUR.K N 

8908230398 

50-413 

P 

JABLONSKI.F J 

B908170624* 

50-315 

Q 

JACKIW.I N 

890B070080* 

50-331 

Q 

JACKIW.I N 

8908110216* 

50 263 

Q 

JACKIW.I N 

8908110243' 

50 331 

Q 

JACKIW.I N 

890 B1 10311' 

60-155 

Q 

JACKS, J D 

8908010406' 

50 313 

S 

JACKS, J.D. 

8908020347 

50-313 

s 

JACKSON, G. 

8907280014* 

71-56 


JACKSON.G 

8908230448* 

71-153 


JACOBSON ,J B 

8908250262* 

50-261 

a 

JACOBSON, J 8 

B90B2S0277* 

50-410 

q 

JACOBY, D L 

6908070106* 

40-8102 


JACOB Y.O L 

8908070417 

40 4492 



AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

JACOBY, D L 

6908090390* 

40 8452 


JACOBY.D L. 

8908100033 

WASTE MGr 

JAMES, D.E 

890801 0008 

50-313 

p 

JANG.J C 

0908020368' 

50-29 

0 

JANUSKA.A G 

8907280332* 

SO 331 

0 

JAPE.F 

8908100289* 

50 424 

Q 

JAUHO.P 

8900210130* 

FOIA 


JEHLE.P 

8900310042 

50 250 

G 

JEHLE.P. 

8000310074' 

50 250 

G 

JEHLE.P, A 

89001 10101 

50 335 

G 

JENISON.K. 

8908210021* 

50 327 

o 

JENISON.K.M. 

8908250160’ 

50 259 

0 

JENSEN, H 

0900230449 

60 354 

R 

JENSEN, R J 

8908090060’ 

50 263 

X 

JOBSON.G.C, 

8907270139* 

CONTRACT 

JOHANSEN, J 

0900280016 

I8E 


JOHANSEN, J 

0907270215 

ISE 


JOHANSEN, J. 

0900000035 

ISE 


JOHANSEN, J 

0900240312 

ISE 


JOHANSEN, J 

0008250200 

ISE 


JOHANSON.S.R. 

0908090184 

71-602 


JOHNSON, A, 

8908220102 

50 244 

Q 

JOHNSON, A.D 

0008100381* 

60-344 

Q 

JOHNSON, A.R. 

0800020389 

60 244 

P 

JOHNSON, A.R, 

8000100337 

60 244 

P 

JOHNSON.A H 

8000250245 

60-244 

P 

JOHNSON, 8, D 

0000240345 

50-255 

S 

JOHNSON, B D 

8000250260 

50-255 

S 

JOHNSON, B D 

89OG2G0I99 

50-255 

f 

JOHNSON, B D. 

8008280290 

60-255 

5 

JOHNSON.C R 

8907310300 

70-143 


JOHNSON, E.R 

8900200236' 

TOPREP 


JOHNSON, G.D. 

0907200104 

50 416 

P 

JOHNSON, J R 

8900020246 

50 20 

0 

JOHNSON, J.R. 

8900070230 

60 443 

0 

JOHNSON, J.R. 

8000090351 

50-244 

0 

JOHNSON, J R. 

89001 10201 

50-271 

0 

JOHNSON, L. 

8900230320* 

40-2001 


JOHNSON, L 

8900230351* 

40 2061 


JOHNSON, P 

0900170032 

60-307 

S 

JOHNSON, P. 

8900160270 

60 397 

S 

JOHNSON.P H, 

8000110326* 

60-397 

0 

JOHNSON, P H. 

8900160081* 

60 206 

0 

JOHNSON, P.H. 

8903160172’ 

60 200 

0 

JOHNSON, P,H. 

0908100160’ 

60-397 

0 

JOHNSON, R. 

8008230175 

60-281 

F 

JOHNSON, S G. 

8008250258 

60-302 

R 

JOHNSON.S.M 

8900220205 

50-10 

P 

JOHNSON, T, 

8907310555 

50-277 

S 

JOHNSON, W.J, 

8908070413 

60 601 

A 

JOHNSON, WJ. 

6908090350 

TOPREP 


JOHNSON, W.J, 

8908100014 

TOPREP 


JOHNSON, WJ. 

8908220001 

TOPREP 


JOHNSTON, G W 

8900170246' 

60-276 

V 

JOHNSTON, J.R. 

8008140155 

60 155 

fl 

JONAS, J.S A. 

8908200123 

50-443 

G 

JONAS, S A. 

8908070262 

50-443 

G 

JONAS.T A 

8908230323* 

40-2061 


JONES, DW 

0908110320* 

70-1113 


JONES, R 

0008250023 

50-312 

S 

JONES, S 

0908220173* 

60-267 

R 

JONES, S.B. 

8900070425 

50-260 

S 

JONES.T M. 

8908230004 

60-325 

S 

JONSSON.N O. 

8908220013 

TOPREP 


JORDAN, D.D. 

8907310315* 

60 498 

1 

JORDAN. D.D, 

8906150126 

50 498 

P 

JORDAN. E.L. 

0904170030 

REVIEW GRP 

JORDAN, E L, 

8907280242 

REVIEW GRP 

JORDAN, E L 

8908080260 

REVIEW GRP 

JORDAN, E L. 

6008090442’ 

50-324 

P 

JORDAN, E.L 

8908100282 

60-165 

F 

JOROAN.E.L. 

8908280247 

REVIEW GRP 

JORDAN, E.L. 

8908280249 

REVIEW GRP 

JORDAN, M.H. 

8907310544* 

50- 1 66 

V 

JORDAN.M J 

890 B0 10203* 

60-440 

V 

JORDAN. M J. 

8908180003’ 

50-373 

V 

JOSIGER.WA 

8907270247 

50-286 

R 

JOSIGER.W.A. 

8907310551 

50-286 

0 

JOSIGER.WA. 

8908140005 

50-286 

S 

JOSIGER.WA 

8908180242 

50-286 

Q 

JOYCE.T P 

8900020035 

60-205 

S 

JOYCE.T.P. 

8908030203 

60 304 

S 

JOYCE.T P. 

8908140110 

50-205 

S 

JOYCE.T P. 

0908160320 

60-304 

S 

JOYCE.T P, 

8908160360 

50-205 

s 

JOYCE.T P. 

8908180418 

60-295 

s 

JOYCE, T.P. 

8008220267 

59-205 

R 

JOYCE.T.P. 

8908250027 

59-304 

S 
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AUTHOR 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


.O'sce.TP 
jO-tce.TP 
.ONER JH 
JULIAN C A 
JULIAN. C A 

.ULIANCA 
.LILIAN, C A 
A'LIAN.CA 
JUUAN.CA 
AILIAN.CA 

JUUAH.C A 
AiUAN.CA 
JULIAN, C A 
JULIAN, C A 
JULtAN.CA 


JUUAN.CA 
JULIA H.C A 
JUL1AN.C A 
JL'LIAN.CA 
JULLAN.E L 

JURY.K.R 
l-'ADAK.AC 
MJ.1MERER.C 
UWMERER.C 
KANE.G E 

W>E,G E 
KANE.W F 
KA.\E.W F 
KA2.E.W F 
KA.NSLER.M R 

KANSlEn.M R 
KANSLER.M R 
KANSLER.MR 
KANSLER.M R 
KAPLAN. A 

XAPLAN.A 
KAPLAN.A 
KAPLAN, A 
KAPLAN, A 
KAPLAN.A 

KAPLANA 
XAPLAN.A 
KAPLAN A 
KAPLAN.A 
KAHCHNAK.FG 

kassner.t f 

KASUN.DJ 
KA5UW.D j 
MSUW.DJ 
KASUN.DJ 

KASUN.DJ 

KASUNDJ 

XASUNOJ 

KASUN.OJ 

KASUN.DJ 

KASUN.DJ, 
KASUN.DJ 
KASUN.DJ 
KASUN.DJ 
KAUPER.T E 

XEELEY.JF 
KEIMIG.R R 
KEIMIG.R R 
KEIMIG.R R 
KEIMIG.R R 

KEIMIG.R R 

KEISER.M.W, 

KEISER.HW, 

KElSERHW 

KElSERHW 

KEISER.HW. 
KEiSER.HW 
KEISER.HW 
XElSERHW 
KEISEfl.H W. 

KEISER.HW 
KEISER.HW 
KEISER.HW 
KEISER.HW 
KElSER.K m 

KEISERWT 
KELLEY.OL 
KELLEY.l C 
KELIEY.W.J 
KELLOGG, P 

KEUY.E I 
KELLY.JA 
KELLY, L 


8908280163 50-295 

8908290218 50-301 

890810017-1 PT21 
8907270122 50-32-1 

890Q0 10005 50 369 

8908010004 50 269 

8308040111 50-280 

8308100161’ 50 348 

8908100324 50-338 

0908150264 50-338 

8908150268 50-250 

8908 180382 50 302 

890B1803B6’ 50 302 

8908210001 50 413 

0908 2 30 102 50 321 

8908250050 50-413 

8908250234 50 369 

8908250278 50 324 

8908250281’ 50 324 

0900170212 70 36 

8900230000' 
6908100187 
6908090066 
0908170490 
0908020374 

8908160218 50 338 

8908020093 50 219 

8900020396’ 50-219 

0900070387 50-220 

6908140325 50-200 

8908100363 50 200 

8908180403 50-280 

8908220389 50-280 

8908290029 50-280 

0907270357 50-440 

8907280165 50 440 

0908010262 50 440 

8900020144 50 440 

690QQB0019 50 440 

8908140369 REGGD 

8908230256 50 440 

8908230203 50 440 

8900230414 50 440 

8908230451 50-440 

8900250244 71-221 

B900310000 NUREG 
B908020399 70-27 

89081 10087 70-27 

8900110097 70-27 

8900140335 70 371 

0908160275 70 36 

8908160277* 70-36 

8908160303 70-1257 

8008160305’ 70 1257 

8900220438 70 36 

0908220440* 70-36 

0908250025 70-734 

8908250270 70-1113 

8008250283 70 143 

8000200310’ 50 424 

0900210017 FOIA 
0908070339’ 50-206 

8908140350’ 50 213 

8900240350* 50-272 

8900240330* 50-333 

0DOB25O1O6* 50 307 

8000240015 50 307 

8907030235 50-307 

8907310139 50-307 

0907310293 50-307 

0908010165 50 307 

8908100145 PR 
8008160034 50-307 

6908160195 50 387 

0900160254 50 307 

8908230139 50-307 

0908230190 50-307 

0908250003 50 307 

0900250312 60 300 

8008220338* 50-307 

0900010154 50 380 

8907310423* 50 458 

8908110015* 50-302 

8900240323’ 50-461 

8908080072* 50 395 


S KELLY, R A 

S KENNEDY, E E 

KENNEDY.EE 
G KENNEDY, R 

Q KENNEDY, R 

Q KENNEDY, R 

Q KENNEDY, R N 

Q KENT, A P 

Q KENYON, T 

G KERR, GW 

G KERREY.J R 

Q KEUTER.DR 

Q KEUTER.DR 

O KEUTER.DR 

Q KEUTER.D R 

G KEUTER.DR 

Q KEUTER.DR 

Q KEUTER.DR 

Q KEUTER.DR 

KINCHIN, G H 

O KINCHIN, G H 

KING.DB 
KINGSLEY.O D 
KINGSLEY, O D. 
KINGSLEY.O D 

S KINGSLEY.O D 

Q KINNEMAN.J D 

Q KINNEMAN.J.D 

G KINTNER.EE 

S KINTNER.L L 

S KINTNER.L L 

S KIPPEN.T A 

S KIPPEN.T A 

S KIRSCH.D 

Q KIRSCH.D F 

F KIHSCH.D F 

S KIRSCH.D F 

O KIRSCH.O F 

P KIRSCH.D F 

KIRSCH.D F 

Q KIRSCH.D F 

R KIRSCH.D F 

S KIRSCH.O F 

F KLEINSORGE.W P 

KLINE, C 

KL1NE.J H 
KNAPP, M R 
KNAPP, M R 
KNAPP, M R 
KNAPP.M R 

KNAPP, M R 
KNAPP.M R 
KNICELEY.J 
KNICELEY.J R 
KNIGHT.BE 

KNIGHT, SP 
KNIGHT.S P 
KNIGHT.S P 
KNIGHT.S P. 

M KNIGHT.S P. 

KNIGHT.S P 
Q KNIGHT.S P 

Q KNIGHT.S P. 

Q KNIGHTON, G W 

Q KNIGHTON, G.W 

Q KNIGHTON, GW 

F KNIGHTON.G W. 

P KNIGHTON.G W 

Q KMOP.R 

F KNOP.R C 

P KNOP.R C 

KNOP.R C 
J KNOP.R C 

Q KNOP.R C 

P KNOP.R C 

R KNOTTS.J B 

P KNOX.E 

P KNOX.E 

P KNOX.E 

P KNOX.E 

P KNOX.E 

Q KNOX.E. 

V KNOX.E 

I KNOX.E 

Q KNOX.E 


50-261 
50 29 H 

STATE PRO G 
STATE PRO G 
50-330 S 


8906090148* CONTRACT 
8900230436* 50-458 F 

8907270247 50 206 R 


KNOX.E 

KNOX.E 

KNOX.E 


8907310450* 

8900090161 

0900100021 

8908210165* 

8908220415* 

8908230070’ 

8900220134* 

G90B230377 

8907310239 

8908100097’ 

8608090151* 
890801 03B0 
8908020092 
8E091 40304 
8908160346 

8906170120 

8908220023 

8908220452 

8908250023 

0908230273* 

8908230205’ 

8908150075 

8908030309 

8908090520 

8908100171 

0908170261 

8908220011 

8900280314 

8908150047 

8907200152 

8900040254 

8908000069 

8908170128 

0907270209’ 

8007270205 

8007310077 
0907310 t 64 
8908090053 
80001 10338’ 
8900160150 

8900170244 

8900220003 

8908220005* 

0900100161’ 

89OB20OO96 

0908150113 

8907270236 

0900020307 

0900030015 

8900030020 

8908070335 

8900250069’ 

8008188296 

0900180355* 

8900100170 

8900080240 

0900090139 

0900090144’ 

0900000145' 

8908090150 

0908090212* 
69081 10272 
0908150148 
0908020060 
8908140214* 

8908170665’ 

0900240278 

8900200159' 

0908070398 

0908000105 

3900000118 
8900100303 
0908240391 
8008240392* 
800 9250 29 8 

8000090261 

0908040231 

0908040257 

0908040319 

0900040325 


50 313 Q 

40 8903 
40 0903 
FOIA 
FOIA 

FOIA 

FOIA 

50 498 R 

PROJ 

FOIA 

ORG 

50 312 O 

50312 F 

50312 S 

50-312 V 

50 312 F 

50 312 H 

50 312 P 

50 312 S 

FOIA 

FOIA 
NUREG 
50-259 P 

50-269 P 

50-260 P 

TOPREP 

70-1207 

70-882 

PROJ 

50-416 P 

50-416 P 

40-1162 
40-1162 
50-275 O 

50-275 Q 

50-89 V 

50-326 V 

60 206 V 

50 397 O 

50 344 V 

50 275 V 

50 344 Q 

50 344 O 

50 346 O 

PR 

40 2061 
70 1 100 
70-1100 
50 352 O 

50 271 F 

50 206 Q 

70-1100 
50 255 S 

50 255 Q 

70 143 

40 8027 
40 0027 
40 6027 
40 0027 
40 8027 

40 8027 
40 0027 
40 8027 
50-206 P 

50-361 P 

50-361 P 

50-206 P 

50-397 P 

50-461 S 

50-403 Q 

50-266 Q 

60-341 Q 

50-346 Q 

50-346 Q 

60-401 Q 

REGGD 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


KNOX.E 
KODAMA.K 
KOHN.S M 
KOHN.S M 
KOHN S M 

KOHN.S M 
KOHN.S M 
KOHN.S M 
KOHN.S M 
KOIZUMI, M 

KOIZUMI, M. 
KOIZUMI, M 
KOIZUMLM 
KOIZUMI, M 
KOIZUMLM 

KOIZUMI.M 
KOLA NO. J A 
KOLONAUSKI.L 
KOLTAY.P 
KONDIC.NN 

KONT.H 

KONWINSKI.G R 
KOPP.M J 
KOTTAN.J 
KOVACH.T J 

KOVACH, T J 
KOVACH.T J 
KOVACH.T J 
KOVACH.T J 
KOVACH.T J 

KOVACH.T J 
KOVACH.T J 
KOVACH.T J, 
KOVACH.T J 
KOVACH.T J 

KOWALSKI.S J 
KOZUP.C S 
KOZUP.C S 
KOZUP.C S 
KOZUP.C S 

KOZUP.C S 
KOZUP.C S 
KOZUP.C S 
KRAFT.E S 
KRATZER.M 0 

KRAUSE.CW 
KRAUSE, RW 
KREH.J L 
KREMERS.H E 
KRIEGER.K 

KRIMM.RW 
KRIZMANICH.W.J 
KROPP.W J 
KRUMLAND.KM 
KUNCL.LG, 

KUNCL.L G 
KUNOWSKI.M A 
KURTZ, P N. 
KUSSMAUL.I K. 
KUZO.G B 

KWIATKOWSKI.O 

KWIATKOWSKI.O 

KWIATKOWSKI.D 

KWIATKOWSKI.D 

KWIATKOWSKI.D 

KWOK.K S 
LABARG6.D E 
LABARGE.D.E. 
labarge.de 
LABRUNA.S 

LABRUNA.S 
LABRUNA.S 
LABRUNA.S 
LABRUNA.S 
LACEY, W S 

LAFALCE.J J 
LAFALCE.J J. 
LAFLEUR.J O 
LAGE.K 

LAGGART.MW 


0908080241 

8908090096 

B6OBO0O361 

8906090306 

8908100018 


CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


LAINAS.G C 
LAMB.I E 
LAMBERT, PA 
LAMBERT, P A, 
LANCASTER ,WK 


8908140229 

8908170345 

8908180226 


CONTRACT 

CONTRACT 

CONTRACT 


LANCASTER, W.K. 
LANCASTER.W K 
LANCET.R.T 


0908160242 

0908230337* 

0900110056 

8908110074 

0908110080’ 

89081 10082 
8908110096’ 
B90B 110103 
890B240046 
0908220427’ 

8908220433’ 

8908220437* 

8900220441* 

8908220446* 

8908220440* 

0908220459* 
0907310336* 
8909240344 
B90B 070345* 
8908310069 

0908220100* 

8908230270* 

8907310274* 

8908180071 

8907310222* 

0907310305* 
8908020135 
89081 10001 
6908110138 
6908110397* 

8908140023 
8908140190 
8 9001 40232 
0908140413 
8908230023 

B9072B0105 

0907270220 

8907270231 

890/270277 

8907310217 

8900240345 

8900250269 

8908280296 

8908040212* 

0000230304’ 


CONTRACT 

FOIA 

50 445 G 

50 445 G 

50 445 G 

50 445 G 

50 445 G 

50 445 G 

50 445 G 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50 286 P 

50 29 S 

50 220 O 

NUREG 

FOIA 
40 1341 
50 456 Q 

70 364 

50 205 P 

50 295 F 

50 295 Q 

50-373 Q 

50 373 0 

60 237 P 

SO 237 Q 

50 295 O 

50 466 Q 

50-454 Q 

50 456 Q 

50 277 P 

50 255 F 

50 255 F 

50 255 F 

50 255 F 

50 255 S 

50 255 S 

50 255 S 

50 293 R 

FOIA 


0900150036 

8900250324 

8900100200* 

8908230344* 

0907200123 

0008030062 
09001 10325 
09000-10100* 
0900070060 
0900000112 

8908160358 

0908100300’ 

8908170505 

0900210279* 

0000090444* 

8907310318 

8908020231 

0900110246 

6905240211 

0908240302 

8608100125 

0908020071 

8908140219 

8908170057 

5908010158 

6900000230 

8908000325 

8G080B0330 

8908170080 

8907200064 

8908090119* 

8908000205' 

0107090095* 

0908090268 

B908090283 

0907310461 

8000280131 

8907310161* 

8907310155* 

8900070330* 

8908140350* 

0908240358’ 

8908050269 


50 266 R 

50-208 S 

50-250 Q 

40-2001 
50-247 R 

60 443 F 

71-683 

50-450 P 

50-208 F 

50-290 P 

50-298 P 

50-155 O 

50-266 P 

FOIA 
70 1113 

50 266 F 

50 293 F 

50 352 F 

50 450 F 

50 34 1 F 

50 20 S 

50 333 P 

50 333 P 

50-333 P 

50 272 P 

50 272 P 

60 272 Q 

60 272 Q 

50 272 Q 

50-334 F 

STATE PRO G 

COMMISSION 

FOIA 

PR 

PR 

50-200 P 

50-228 F 

50 324 P 

50-324 P 

50 206 Q 

50 213 Q 

50 27 2 Q 

70 26 



270 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

LANCET.R T 

3906050274' 

70-25 


LIEBERMAN.J 

8907270170 

50 461 Q 

LONG.WO 

8908160132' 

50-341 

LANCET.R T 

8908160348 

70-25 


LIEBERMAN.J 

8907270215 

l&E 

LORIG.L J 

B90B210254* 

WASTE RES 

LANDAHL.DA 

8908010443 

50 293 

F 

LIEBERMAN.J 

8907270341 

l&E 

LOR ION, J 

8908150062 

50-250 G 

LANDERS.D F 

8907310109 

TOPREP 


LIEBERMAN.J 

8907310126 

50-286 Q 

LORION.J 

8908150062 

50-250 G 

LANDIS.M B 

8908040297* 

70 820 


LIEBERMAN.J 

8908030259 

50 327 Q 

LORION.J 

890B1S0O72 

50-250 G 

LANDIS, M FI 

8908250041* 

70 1100 


LIEBERMAN.J 

8909030263' 

50-327 Q 

LORION.J 

8908150072 

50-250 

LANDIS, M B 

890B250048* 

70 1100 


LIEBERMAN.J 

8908030266 

50 327 Q 

LORION.J 

8908150083 

50 250 

LANE.J 

8908210260* 

50-302 

R 

LIEBERMAN.J 

8908070049 

50-327 Q 

LORION.J 

8908150083 

50 250 

LANE.M J 

6908110158 

70-1257 


LIEBERMAN.J. 

0908080035 

l&E 

LOUTTIT.G J 

8908110260 

40-7455 

LANE.M J 

8908110159* 

70-1257 


LIEBERMAN.J. 

8908160252 

50 352 Q 

LOUX.R 

0908080175 

WASTE MGT 

LANNINQ.W D 

8908250262* 

50-261 

O 

LIEBERMAN.J. 

8908160267 

50 324 O 

LOUX.R fl 

8903160030 

WASTE MGT 

LANNING.W D 

8908280192* 

50-353 

Q 

LIEBERMAN.J 

8906220020 

50 440 Q 

LOUX.R R 

8908300335 

PR 

LANZA, W M 

8907200293 

50-382 

S 

LIEBERMAN.J 

8908230269 

l&E 

LOVE.A R 

89081 10123* 

50-353 

LAPLATNEY.J J 

8908140321 

50 213 

s 

LIEBERMAN.J 

8908240312 

l&E 

LOVE, A R 

8908170314 

50-353 

LAPOINT.J.T 

8906230263 

50 327 

s 

LIEBERMAN.J 

8908250285 

50 170 Q 

LOVE, A R 

9908170314 

50-353 

LAROCHE.G 

8908110231 

40-8724 


LIEBERMAN.J 

8908250289 

l&E 

LOVELACE, W H 

8908210225 

NUREG 

LARSEN.C E 

8908070448 

50-263 

Q 

LIEBERMAN.J 

8908280016 

l&E 

LOW.L d 

9908230334* 

40-2061 

LARSON.C £ 

8907270175 

50-263 

Q 

LIEBERMAN.J 

8908280324 

50 170 O 

LOW.L D 

8908230341* 

40-2061 

LARSON.C e 

8907310032 

50 263 

F 

LIEBERMAN.J 

8908280334 

l&E 

LOWERY, H 

8908070418 

5D 269 

LARSON ,G E. 

8907310272 

50 263 

Q 

LIM.TH 

8908020335 

71-9034 

LOWERY, H 

9908160080 

50-269 

LAST.G.V 

89QB140146* 

27-48 


LIM.T.H 

8908160418 

50-224 P 

LOWERY, H 

890 828 0275 

60-269 

LATTA.R M 

8908230191* 

50 445 

Q 

LINDBERG.B J. 

8908210233' 

CONTRACT 

LOWERY.H R 

8908080373 

50-269 

LATZ.J E 

8908230160 

WASTE MGT 

LINDNER.J 

8908220014* 

TOPREP 

LOYSEN.P 

6908150219 

PROJ 

LAUER.M T 

8908090444* 

70 1113 


LINEHAN.JJ 

8908090101 

WASTE MGT 

LOYSEN.P 

8908240272 

70 27 

LAUER.M.T 

89002101 3B * 

70 1201 


LINEHAN.J J 

8908010234 

WASTE MGT 

LOYSEN.P 

8908240270 

70 637 

LAUX.D N 

890B210095* 

FOIA 


LINEHAN.JJ. 

890B020409 

WASTE MGT 

LOYSEN.P 

8908250134 

PROJ 

LAVALLE.T A 

8907310115 

50 263 

S 

LINEHAN.JJ 

8908020411 

WASTE MGT 

LUEHMAN.J 

8907270170 

50 461 

LAVIE.S F 

8908080309* 

50 334 

P 

LINEHAN.JJ 

0908070142 

WASTE MGT 

LYASH.J J 

8908110225 

50 255 

LAZARUS, W 

8908240356* 

50-317 

Q 

LINEHAN.JJ 

8908070149 

WASTE MGT 

LYASH.J J 

0908160404 

50-255 

LAZAR US, W 

8908280356* 

50-20 

Q 

LINEHAN.JJ 

8908070166 

WASTE MGT 

LYASH.J J 

8908280194 

50-255 

LAZARUS, W J 

8908020282* 

50 219 

Q 

LINEHAN.J J 

6908070180 

WASTE MGT 

LYONS, PJ 

6908090393 

40 299 

LAZARUS, W J 

8908140279* 

50-244 

Q 

LINEHAN.JJ 

8908070185 

WASTE MGT 

LYONS, P J 

8908090501 

40-299 

LAZARUS.W J 

8908140359* 

50-170 

O 

LINEHAN.J J 

0908140123 

WASTE MGT 

MABRITO.B 

8908020412* 

WASTE MGT 

LAZARUS. WJ 

8908180152 

50-29 

F 

LINEHAN.J J. 

8908170524 

WASTE MGT 

MABURITO.B 

8908240400 

WASTE MGT 

LAZARUS, W,J 

8908180195 

50 352 

F 

LINEHAN.J J 

8908280269 

WASTE MGT 

MACDONALD, C E 

0512240130' 

71-682 

LAZARUS, W.J 

8908180428 

50-322 

F 

LINEHAN.J J 

8908280281 

WASTE MGT 

MACDONALD, C E 

8907270054 

71-133 

LAZARUS, W.J 

8908240310* 

50 387 

Q 

LINENBERGER.G 

8908070108 

50 275 G 

MACOONALD.C E 

8907270057* 

71-133 

LAZARUS, W.J 

8908250110* 

50 29 

Q 

LINER.R T 

8707290072* 

50-454 P 

MACDONALD, C E 

8907270071 

71-5450 

LAZO.R M 

8908290035 

70-25 


LINN, SR 

8008140343 

REGGD 

MACOONALD.C E 

8907270076* 

71-5450 

LE.NB 

8908280217 

50-324 

P 

UNVILLE.J 

8907310555 

50 277 S 

MACOONALD.C E 

8907310061 

71-9127 

LEACH, E W 

89080401 94 

50 220 

S 

LINVIL.LE.J C 

8908070304 

50-387 Q 

MACOONALD.C E 

0907310071 

71-9128 

LEE.B 

8908220412* 

COMMISSION 

UNVILLE.J C 

8908110162 

50 352 Q 

MACOONALD.C E 

0907310150 

71-9126 

LEE.8 H 

8908220463* 

FOIA 


L1NVILLE.J.C. 

8908160263 

50 272 Q 

MACDONALD.C E 

8907310307 

71-674 

LEE, CO. 

8908220468* 

FOIA 


LIPINSKI.J K 

8908230137 

50-49B P 

MACOONALD.C E 

8907310309* 

71-674 

LEEMON.RJ, 

8908080110* 

60 266 

Q 

LIPPOID.W J 

0908280304 

50-317 Q 

MACDONALD.C E 

8900030211 

50-186 

LEES.E A 

8808070309 

70-1113 


UTTLE.0 H 

8908000109* 

50 483 Q 

MACDONALD.C E 

8908080062 

7I-S5 

LEHR.G 

8908230301* 

FOIA 


LITTLE.M 

6907270081 

CONTRACT 

MACOONALD.C E 

8908090410 

71-327 

LEIPEL.H 

8908220100* 

FOIA 


LITTLE.W. 

8908210041* 

60-259 Q 

MACDONALD.C E 

8908090412' 

71-327 

LEITCH.G M 

8008160365 

50-352 

R 

LITTLE, W. 

8008250168* 

50 259 Q 

MACDONALD.C E 

8908090420 

71-662 

LEITCH.G.M 

B90B1 70166 

50-352 

F 

LITTLE.W S 

8908070235* 

50 259 Q 

MACDONALO.C E 

8908090423’ 

71 682 

LEITCH.G M 

8908230159 

50 352 

Q 

LITTLE, W.S 

8908180177* 

50-259 Q 

MACDONALD.C E 

8900090496 

71-276 

LEITCH.G.M. 

6908230170 

50-352 

P 

uu.w.c 

8908150107* 

50-203 Q 

MACDONALD.C E 

89080904 98 1 

71-275 

LENAHAN.J J 

8908080160* 

50-250 

Q 

LIVERMORE, H H 

8907270094* 

50 445 Q 

MACDONALD.C E 

8908110120 

71-670 

LENAHAN.J J 

8908250284* 

50-324 

Q 

LIVERMORE, H H, 

8908080197* 

50-445 Q 

MACDONALD.C E 

0908110133' 

71-679 

LEONARD, J.D 

8908020310 

PR 


LIVER MORE.HH 

8908210209* 

50-445 Q 

MACDONALD.C E 

890811C183 

71-93 

LEONARD.J F, 

8908020312 

71-9510 


LIVERMORE, H H 

8908230191* 

50-445 Q 

MACDONALD.C E 

8908110188 

71 9034 

LEONARD.J F 

8906080260 

71-5797 


LO,C F. 

8908030157* 

TOPREP 

MACDONALD.C E 

8908150061 

71 219 

LEONARD.J F, 

8908090170 

71-9860 


LO,R. 

8908220314 

50-261 P 

MACDONALD.C E 

8008150105 

71 74 

LEONARD.J F 

0908160332 

71-5461 


LO.R 

8908240242 

50 261 P 

MACDONALO.C E 

8908150131 

71-223 

LEONARD.J F 

8908250323 

71-5797 


LO,R 

8909240281 

50 261 P 

MACDONALD.C E 

8908150145 

71-152 

LEONARD.J F, 

8908250326 

71 5797 


LO.RH 

8907310101 

50-261 P 

MACDONALD.C E 

8908150180 

71-153 

LEONAHD.T R 

8907280340 

50-382 

F 

LO.R H 

8907310331 

50-261 P 

MACDONALD.C E 

8908150183 

71 9159 

LEONARD.T H 

8908170315 

50-382 

S 

LOFLIN.LI 

8907310149 

50 324 P 

MACDONALD.C E 

8908150214 

71-151 

LESSER, MS 

8907270354* 

50 413 

Q 

LOFLIN.l 1. 

8907310161 

50-261 P 

MACDONALD.C E 

80OB16O1O4 

71-221 

LESSER, MS. 

8906080095' 

50 413 

Q 

LOFLIN.L 1. 

8907310184 

50-261 P 

MACDONALD.C E 

0008160117 

71-61 

LESTER.K S 

8908030081 

71-6206 


LOFLIN.L 1 

8907310266 

60-324 P 

MACDONALD.C E 

8908160124 

71-60 

LESTER, K S 

8908070284 

70-1201 


LOFLIN.U. 

8907310358 

50-324 S 

MACDONALD.C E 

8000160142 

71-95 

LESTER.K S. 

8906080039 

70-1201 


LOFLIN.L 1. 

8907310556 

50-400 F 

MACDONALD.C.E. 

8908160146 

71-70 

LESTER.K S 

8908240257 

70 1201 


LOFLIN.L 1 

8908080187 

50-261 P 

MACDONALD.C E 

8008160176 

71-134 

LEV 

8908210172* 

FOIA 


LOFLIN.LI. 

8908140427 

50 324 P 

MACDONALD.C E, 

8908160179 

71-9073 

LEVINE, S. 

8908210043* 

FOIA 


LOFLIN.L, I. 

8908160286 

50-324 P 

MACDONALD.C.E 

8908160102 

71-222 

LEVINE.S. 

8908210057* 

FOIA 


LOFLIN.L 1. 

8908180266 

50-324 P 

MACDONALD.C E. 

9908160107 

71-9028 

LEVY.G R 

8908020035 

50 295 

S 

LOFLIN.U. 

8908220018 

50 261 P 

MACDONALD.C E 

8908160192 

71-61 

LEWIS, P M 

8908070299' 

50-341 

P 

LOFLIN.L 1. 

8908220027 

50 324 S 

MACDONALD.C.E 

8908160193 

71-163 

LEWIS, R C 

8908250144* 

50 416 

P 

LOFLIN.L 1 

8908220467 

50-325 P 

MACDONALD.C E 

890B1 60231 

71-57 

LEWIS, R C. 

8908250150' 

50-416 

P 

LOFLIN.U 

8908250297 

50-324 P 

MACDONALD.C E 

8908 160238 

71-68 

LEWIS, S.H. 

8008040171* 

•40-2061 


LOHAUS.P. 

8908000286 

WASTE MGT 

MACDONALD.C E 

8908160268 

71-9035 

LEWIS, S H. 

8908040174* 

40-2061 


LOHAUS.P. 

8908 150305 

WASTE MGT 

MACDONALD.C E 

8908160276 

71-9032 

LEWIS, S.H, 

8906070257 

40 2061 


LOHAUS.P 

8908150389* 

FOIA 

MACDONALD.C E 

8908160339 

71-9056 

LEWIS, S H 

80081 10227 

40-2061 


LOHAUS.P. 

8908160397 

WASTE MGT 

MACDONALD.C E 

8908160354 

71-188 

LIAW.B.D 

8907310048 

50-260 

Q 

LOHAUS.P 

8908150398 

WASTE MGT 

MACDONALD.C E 

89081701 1 1 

71-175 

LIAW.B.D. 

890B090225 

50 390 

0 

LOHAUS.P H. 

8907310218 

WASTE MGT 

MACDONALD.C E, 

8908170217 

71-9163 

LIAW.8 D. 

8908140323 

50-269 

? 

LOHAUS.P H 

8908150387 

WASTE MGT 

MACDONALD.C E. 

8908170236 

71-632 

UAW.B D 

8908220288 

50-327 

P 

LOHAUS.P.H 

8908280118 

WASTE MGT 

MACDONALD.C E 

8908170264' 

71-682 

LIAW.B 0. 

8908220292* 

50-327 

P 

LONG.JA 

8908010120 

70-143 

MACDONALD.C E 

0008170269 

71-447 

LIAW.e D. 

8908220329* 

50 327 

P 

LONG.J A 

8908010126* 

70-143 

MACDONALD.C E 

8908170276' 

71-447 

LIBERMAN.J H 

8908140200 

QA999 


LONG.JA 

8908010162 

70-143 

MACDONALD.C E 

8908170204 

71-9860 

LIEBER.G H 

8908180022* 

50-247 

P 

LONG.WO, 

8908030231 * 

50-341 P 

MACDONALD.C.E 

8908170439 

71-181 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

VL5-ODON ALO.C E 
VACDOMALO.CH 
VAODQNALO.CE 

8908170465 
890B 170662 
B90B 180039 
B90B1 80098 
8908180103* 

71-225 

71 216 

71-5797 

71 Rfi 

MARTIN, J B 

MARTIN, J B 

MARTIN, J B 

MARTIN.J B 

8907310063 

6908080286 

6908150054 

8908150078 

50 312 

50 397 

50 275 

50 206 

Q 

O 

O 

Q 

MCCONNELL.T L. 
MCCONNELL.T! 
MCCORMICK, M J 
MCCORMICK.M J 

8908240286 

8908250051 

8908010322 

6908020007 

V* COONALD.C E 

1A* CDOflALD.C E 

71-56 

MARTIN, JB 

8908100274 

50-275 

P 

MCCORMICK.M J 

BOOB 030225 

MACDONALD, C E 
MACDONALD, C E 

MAC DONALD, C E 
MACCONALD.C E 
VACCONALD.C e 

8908180429 

8908240202 

690B240205 

8908240209 

8908240215 

71-5149 

71-213 

71-326 

71-325 

71-171 

MARTIN.J B 

MARTIN, R D 

MARTIN, RD 
MARTIN.R 0 
MARTIN.R D 

8908180282 
69O0OBO22 1 
8D08090352 
8908150379' 
89081503B8* 

50-528 

50-482 

50-382 

FOIA 

FOIA 

P 

O 

Q 

MCCORMICK.M J 
MCCORMICK.M J 
MCCORMICK.M J. 
MCCORMICK.M J 
MCCORMICK.M J 

890 8040051 
8908160358 
8908160360 
8908210204 
8608210234 

MACCONALD.C E 
MACCONALD.C E 
MACCONALD.C E 
yiCOONALD.C E 

U iCDONALQ.C E 

8908240218 

8908240220 

6908240226 

8908240230 

8908240231 

71-184 

71-211 

71-214 

71-162 

71-220 

MARTIN.R D 
MARTIN.R D 
MARTIN.R E 
MARTIN.R E 
MARTIN.R E. 

8908170415 

8908210226 

8907270098 

8907310339 

8908280369 

50-382 

50-298 

50-277 

50-277 

50-277 

P 

P 

P 

P 

P 

MCCORMICK.M J 
MCCORMICK.M J 
MCCRORY.S L 
MCCULLOUGH, V 
MCDONALD, D G 

8908230179 

8908280212 

8908220040* 

8909280166 

8908180347 

MACDONALD CE 
VAC DO HAL DC E 
VACQOHALD.C E 
MAC-CONALD, C E 
MACDONALD, C E 

8900240234 

6908240235 

8908240237 

3908240241 

8908240248 

71-215 

71-63 

71-237 

71-157 

71-75 

MARTIN.T T 
MARTIN.T T 

MARTIN, WG 
MARTINEZ.F P 
MARTINEZ.F P 

8908240136* 

8908240136* 

8908180130 

8906220479* 

8908230067* 

50 443 

50 443 

Ml SC 

FOIA 

FOIA 

G 

G 

MCELHINNEY.T F, 
MCENTIRE.S 
MCGAHA.J R 
MCGAHA.J R 
MCGAHA.J R. 

9908160037* 

6908040318’ 

6909080270 

8908170315 

8908220017 

MACDONALD, C E 
MACDONALD C 6 
MACDONALD, C E 
MACDONALD, C E 
MACDONALD, C E 

8900240254 

8908240258 

8908240260 

8908240261 

6908240262 

71-166 

71-9007 

71-9181 

71-272 

71 207 

MAS.RG 

MAS.RG 

MAS.R G 

MASNIK.M T 
MASN1K.M T 

8908230427* 

69D0230446* 

B90B230447* 

8908070253 

0908110071* 

FOIA 

FOIA 

FOIA 

50 320 

50 353 

P 

G 

MCGHEE.J 
MCGONAGLE.L 
MCGONAGLE.L 
MCGOUGH.M 
MCGOWAN, G V 

8908010208* 

0908020346* 

8908090194 

8900090456 

0908020150 

WACDONALO.C E 
MACDONALD, C E 
MACDONALD, C E. 
MACOONALDC E 
MACCONALD.C E 

8908240263* 

8908240265 

8900240266 

6908240267* 

8908240294 

71-207 

71-683 

71 314 

71 603 

71-253 

MASNIK.M T 
MASNIK.M T. 
MASNYK.O 
MASNYK.O 
MASNYK.O 

8908110071* 

6908280179 

8908110373' 

8908140301* 

8908140318* 

50-353 

50 320 

70 143 
50-369 

50 413 

G 

P 

Q 

Q 

MCGOWAN.J W, 

mcgranerv.jp. 

MCG RAN ERY.JP 
MCGUIRE, D.B 
MCGUIRE, DR 

9008220082 

6907310198 

8907310196 

8906080030* 

8008080193* 

MACOONALDC E 
VAC DONALD, C E 
MACOONALDC E 
MACOONALDC E 
MACCONALD.C E 

8900240319 

B908240324 

8908240327 

8908240334 

8908240349 

71 232 

71-247 

71-290 

71-204 

71 300 

MASNYK.O.M 
MASON. E A 
MASON.E A 

MASSE.F 

MASYNK.OM 

8906140264* 

8908220463* 

8908230346* 

8907310195* 

8908000103* 

50 269 
FOIA 

FOIA 

50 20 
50-324 

O 

Q 

O 

MCGUIRE, DR 
MCGUIRE, DR 
MCGUIRE, DR 
MCGUIRE.Dfl 
MCGUIRE.D R 

0908090007* 
8908090281* 
8908090449* 
89001 10177* 
8908110373* 

MACOCNALO.C E 
MACOONALD.C E 
MAC DONALD, C E 
MACCONALD.C E 
VACOONALO.C E 

8908240363 

B90824036B 

8908240370 

8908250001 

8908250002 

71-257 

71 328 

71-523 

71-279 

71-00 

MASYNK.O M 
MATHIS.J L 
MATTHEWS.O B 
MATTHEWS, O B 
MATTHEWS, D B 

8908090291* 

8908100108* 

0907310120* 

8907310129* 

0908160040* 

50-250 

50-416 

50-309 

50-413 

50-424 

o 

o 

p 

p 

p 

MCGUIRE.D.R 
MCGUIRE.D R 
MCGUIRE.D R 
MCGUIRE.D R 
MCGUIRE.D R 

8908140204* 

8908140318* 

B6OC22O180' 

6908220455* 

8908220461* 

MACOONALD.C E 
MACCONALD.C 6 
MACOONALDJ A 
MACE.M 

MACE M 

8900250110 
0908250328' 
B908030322 
8908040323 
80001 40003 

71-320 

71-216 

50 443 F 

CONTRACT 

CONTRACT 

MATTHEWS.O B 
MATTHEWS.O B 
MATTHEWS.D.B 
MATTHEWS, M L 
MATTHEWS.M L 

8908170000* 

8908170321* 

8908230403* 

8908090143 

8908090485 

60 424 P 

50-424 P 

60-413 P 

WASTE MGT 
WASTE MGT 

MCGUIRE.D R 
MCGUIRE.D R 
MCGUIRE.D R. 
MCGUIRE.D R. 
MCINTYRE, AC 

8908230213* 

8908230251* 

8908230453* 

8908240201* 

8908220300* 

VACE.M 

VACK.M 

MACK.M 
VACLELLAN.J A 
MADARA.J M 

89082403B6 

8900040070* 

8900210256* 

0900150090 

8905230155 

CONTRACT 
WASTE RES 
WASTE RES 
NUREG 

71-50 

MATTHEWS, M L 
MATTHEWS.M L 
MATTHEWS.M L 
MATTHEWS.M L 
MATTHEWS.M! 

8908090492 

8908)40057 

890BI60181 

8908100385 

8908210098 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

MCINTYRE, A C 
MCINTYRE, A.C 
MCKERNON.T O 
MCKERNON.T O, 
MCKERNON.T O 

0909220307* 

8900280062* 

8907310492* 

6908010272* 

6900170245* 


MAM DA, T 
MADEDA.T J 
MAHAN.WR 
MAHONEY* 
MAIYA.PS 

MALI NOSKI, J W 
MALI NOSKI, JW 
MAUNOSKIJW 
MALLErr.B 
VALLETTA A 

MAtlOY.M 
MALLOY.M 
MALOOY.CW 
MALSCH.MG 
MANGANARO,F F. 


8908210182" 

6D07280372* 

G9072B00B4 

8300100216 

8908310080 

0900170192 

8300100361 

0000250200 

0900220444 

8908210035* 

6900220057 

8908220060* 

8908160306* 

6900160115 

8900200214 


50-445 A 

50 445 A 

50-261 P 

FOIA 

50 219 Q 


MANN 

8900230440* 

FOIA 


M4NSEL.W 

6008240063* 

WASTE MGT 

MARBURGER.D 

8907310420 

50-323 

s 

MARGULIES.B 

8900170202 

50-353 

G 

MARGULIES.M B 

B90824001 1 

50 352 

G 

MARGULIES.M B 

8908240021 

50-352 

G 

MARXEY.E J 

8908000357* 

COMMISSION 

WARXISOHW.NM 

8900100027 

50 260 

r 

MARRIOTT, P W 

8900030162 

50 605 

K 

MARRIOTT, P W 

8900090359 

50-605 

A 

MARSH.R 

8908070240* 

FOIA 


MARSH.R 6 

8908070133* 

FOIA 


MARSH.R G 

8908070143* 

FOIA 


MARSH.R G 

8908070152* 

FOIA 


MARSH, R G 

8900070224* 

50 312 

P 

MARSH.RG 

8908070229* 

50-312 

P 

MARSH.R G 

8908070237* 

FOIA 


MARSHALL, 8 M 

0908100075 

50-280 

S 

MARSHALL, F M 

8908230204 

50-423 

s 

MARSHALL. M P 

8908110174* 

40 8968 


MARSTON.R fl 

890B 100203* 

50-324 

Q 

MARTIN, Q E 

8908150391 

50-133 

Q 

MARTIN.DE 

8908160140 

WASTE MGT 


MATTHEWS, M L 
MATTY.T J 
MATUSEWIC.S M, 
MAUSSHAROT.O B 
MAXWELL.G F 

MAY,J L 
MAY.R J. 

MAYER, C H 

MAYO.W.E 

MAZUR.DW 

MAZUR, OW 
MCALPINE.E J 
MCBREARTY.R A 
MCBREARTY.R A 
MCBURNETT.M A 

MCBURNETT.M A 
MCBURNETT.M A 
MCBURNETT.M, A. 
MCBURNETT.M A 
MCBURNETT.M A 

MCBURNETT.M A 
MCBURNETT.M A 
MCCABE, E 
MCCABE.E C 
MCCABE, E C 

MCCABE.E C 
MCCANN, R J 
MCCARTHY ,C B 
MCCAUGHEY.D A 
MCCLUNG.R W. 

MCCONAGHY.W.J 
MCCONNELL, K I 
MCCONNELL, T L 
MCCONNEIL.T L 
MCCONNELL, T L 

MCCONNELL.T L 
MCCONNELL, T L 
MCCONNELL.T L 


8008250180 

8900100211* 

0908020006 

0900150361* 

8908140205* 

0303090387 

8900010176 

8900110206 

8903030157* 

0907270120 


WASTE MGT 
50 445 A 

50-156 H 

FOIA 

50 340 Q 

40 299 

50-327 P 

70-3020 
TOPREP 
50-397 P 


8907310057 

50-397 

P 

B9081 10320* 

70-1113 


8907310096* 

50-309 

O 

8908010362* 

50-423 

O 

0907310312 

50-40B 

1 

8908020 l 64 

50 498 

F 

B9 0822 029 4 

50 499 

Q 

B90B220302 

50 499 

Q 

890B2203B5 

REGGD 


8908230377 

60 498 

R 

890B250280 

50 409 

O 

8908280076 

50 499 

0 

8908090019* 

50 245 

Q 

6908020356* 

50 336 

O 

8906080381* 

50 423 

Q 

6908140331 

50 245 

Q 

BOOB 150001 

50 4B3 

R 

89081 B0329* 

50-361 

P 

6903090251* 

70 36 


880B250014 

NUREG 


8908210036 

PROJ 


8907180436* 

WASTE MGT 

8908020227 

50-369 

S 

8908070225 

50-370 

s 

8908140114 

50-369 

s 

8900140252 

50-370 

s 

0908140259 

50-369 

s 

8908230009 

50-369 

s 


MCKERNON.T O 
MCKIBBEN.JC 
MCLAUGHLIN, LL 
MCMILLEN.MA 
MCNAMARA, M. 

MCNEIL.S A 
MCNEIL, S A, 
MCNEIL.S A 
MCNEIL.S A 
MCNEIL.S A 

MCNEIL.S A 
MCNEIL.S A 
MCNEILL, C A 
MCNEILL, C A 
MCNEILL, C A 

MC NEILL, C A, 
MCNEILL.S A 
MCNEILL, WM 
MCNEILL.W M 
MCNEILL, W M 

MCPHEE.J V 
MCPHEE.J V 
ME ADO WSJ 
MEARSE.S 
MEARSE.SD 

MECREDY.R.C 
MECREDY.R C 
MECREDY.fl C 
MECREDY.R C 
MECREDY.R.C 

MECREDY.R C 
MECREDY.R C 
MECREDY.R C 
MECREOY.RC 
MECREDY.R C 

MECREDY.TC 
MEOFORD.M O 
MEDFORD, MO. 


8908220439* 

0908230278 

0900010307 

890B070270 

0908160274* 

8906070374 

8908140175 

8900140180 

890B140247 

0908170589 

BD08280085 
8908280092 
8907270104 
B908 110099* 
6908210245 

6608300176* 

6907310388 

8907310423* 

8908010215* 

8908010341* 

89Q80B020B* 

0908230043* 

8900160158* 

8907270135 

8907180429 

8007270011 

0907280303 

8907310144 

8908020330 

8908030214 

8908080015 

8908110010 

8908110160 

8908160313 

0900280222 

8908020319 

8908010206 

8908020219 


50-269 O 

50-413 G 

50-280 Q 

50-338 Q 

50-324 O 


50 499 Q 

60 499 Q 

60 298 Q 

50-102 Q 
50 458 Q 

50 490 O 

50-186 R 

50 309 S 

50 333 F 

50 413 F 

50 317 P 

50 317 P 

60 317 P 

50-317 P 

50-317 P 

50-317 P 

60-317 P 

50-277 P 

60-353 G 

50-277 F 

50 353 G 

50 317 P 

50 468 Q 

50 458 Q 

50 498 Q 

CONTRACT 
CONTRACT 
50-344 V 

CONTRACT 
CONTRACT 

50 244 P 

50-244 S 

50-244 F 

50-244 P 

50-244 R 

60-244 P 

50-244 F 

50 244 P 

50 244 F 

50 244 Q 

50-244 Q 

50-327 O 

50 390 Q 
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MEDFORD, M O 

8908030278 

50 260 

MEDFORD, M O 

890B 160352 

50-259 

MEDFORD, M O 

8908170180 

50 327 

MEDINA, M 

8908220472* 

FOIA 

MEEHAN, B 

8908040281 

CONTRACT 

MEEHAN, B 

890B040309 

CONTRACT 

MEEHAN, B 

8908040310 

CONTRACT 

MEEHAN, B 

8908070065 

CONTRACT 

MEEHAN, B 

890B070107 

CONTRACT 

MEEHAN, B 

8908090111 

CONTRACT 

MEEHAN, B 

8908090147 

CONTRACT 

MEEHAN, B 

8900090421 

CONTRACT 

MEEHAN, 0 

8908090441 

CONTRACT 

MEEHAN, B 

8908100209 

CONTRACT 

MEEHAN, B 

8908100214 

CONTRACT 

MEEHAN.B 

8908100228 

CONTRACT 

MEEHAN.B 

8908100240 

CONTRACT 

MEEHAN.B 

8908110044 

CONTRACT 

MEEHAN.B 

8908180234 

CONTRACT 

MEEHAN.B 

8908180240 

CONTRACT 

MELLOR.R A 

8908140128 

50-29 S 

MELLOR.R A 

8908250149 

50-29 S 

MELLOR.R A 

8908300008 

50 29 S 

MENDEZ, R 

0908090515* 

50 331 O 

MENDONCA.M M 

8908180153 

50-397 Q 

MENDONCA.M M 

8908180154* 

50-397 Q 

MENDONCA.M M 

0908180216 

50 344 S 

MENDONCA.M M 

8908220007* 

50 344 Q 

MENNING.J E 

8908100184* 

50-321 Q 

MERRILL, R M 

8908300116 

NUREG 

MERRIWEATHER.N 

0908210002* 

50 413 Q 

MERSCHOFF.E W 

8908080139 

50 250 Q 

MESERVE.R A 

8908070167 

40-2061 

MESERVE.R A 

890B070167 

40-2061 

MESERVE.R A 

8908150140 

40 2061 

MESERVE.R A 

8908150140 

40-2061 

MESERVE.R A 

8908240150 

40 2061 

MESERVE.R A 

8908240150 

40 2061 

MEYEH.H R 

8908210094* 

WASTE MGT 

MEYER.H R 
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NORTH, H S 

8908 150085* 

59 276 

Q 

890D090470 

50 423 

P 

NALEZNY.C L 

0007310376* 

60-285 

p 

NORTH, HS 

000B210170 

59 73 

S 

8900090470 

50-423 

P 

NANDY.F R. 

8907280379 

50-206 

p 

NOTTA.T 

8900220428* 

FOIA 


UrfOCZKA.E J 
UFKXXZKA.E J 
UriCCZiCA.E J 
USOCZKA.E J 
URCCZKA.E J 

8900100004 

50 213 

P 

NANCY, F R. 

0908010287 

50-361 

p 

NOVENDSTERN.E 

8900220004* 

8002240066' 

TOPREP 


8900100004 

50 213 

P 

NANDY.F R 

0008020212 

50-361 

s 

NUSSBAUMER.DA 

STATE PHO G 

89081002BO 

50 423 

Q 

NANDY.F R. 

0008000134 

50-361 

p 

NUSSBAUMEfl.D A 

0900090117' 

STATE PROG 

8008100260 

50 423 

0 

NANDY.F R 

0908090279 

71-174 


NUSSBAUMER.DA, 

B900 100092' 

FOIA 


0900110049 

50 423 

Q 

NANDY.F R 

0908 1802 57 

50-206 

H 

NUSSBAUMER.D A 

8908100130* 

FOIA 


UROCZXA.EJ 

UftOCZKA.EJ 

YBOCZKA.EJ, 

VROCZKA.EJ, 

VROCZKAJEJ 

8906110049 

50-423 

0 

NANDY.F R 

00002201 70 

50-206 

P 

O'CONNOR ,W.T. 

6908070314 

TOPREP 


8900110129 

50-213 

P 

NANOY.F.R 

0000230050 

50-361 

P 

O'DON NELL, E 

8908250012 

NUREG 


8900110129 

50-213 

P 

NANDY.F. R 

0008230336 

50-361 

R 

O'REILLY.J.P 

8900250173' 

50 413 

P 

0900110171 

50-245 

P 

NANDY.F R 

3008230340 

50-208 

R 

ODOM.R.M 

890B030107 

50 424 

S 

oooei 10171 

60 245 

P 

NANDY.F R 

8908260190 

50-206 

P 

ODOM.R.M 

8900080375 

50 424 

s 

UKOCZKA.EJ, 

lff«C2KAJEJ 

k<FGCZKA,EJ 

fcFCCZKAEJ. 

IA=CCZKA,EJ 

8900110273 

50-213 

P 

NAPIER, B A 

8903140150* 

27-48 


ODOM.R M 

8008140002 

50 425 

S 

Q9081 10273 

50-213 

P 

NARDI.A J 

B90731016B 

70-1151 


ODOM.R M 

0000140125 

50 424 

S 

0908140017 

50-213 

P 

NARDI.A J. 

8908070454 

70-1151 


ODOM.R M. 

09002203B7 

50 425 

s 

8908140017 

50-213 

P 

NARDI.A J. 

0008220352 

71-0019 


ODOM.R M 

6900280268 

50 425 

S 

0003140017 

50-213 

P 

NAROONE.P. 

890B1 50059 

50-443 

n 

OKUTSU.S 

0906070273 

FOIA 


UrfCCZKA.E J 
143CCZKA.E J 
MFiCCZKA.E j 
U80CZKA.E J, 
VBOCZKA.EJ 

8908140062 

50 245 

P 

NASOL.A L 

0908140213* 

PROJ 


OLDHAM.JG 

0908210094* 

WASTE MGT 

6900 140062 

50-245 

P 

NEIDI.G 

8908220391* 

FOIA 


OLDHAM, J G, 

8906210125* 

WASTE MGT 

0OOO14OOB7 

60-245 

P 

NEIGHBORS, JD 

8907310414 

60 286 

p 

OLDHAM J,G 

6906210123' 

WASTE MGT 

0908140067 

50-245 

P 

NEIGHBORS, J D 

0908090290 

50 266 

p 

OLIVADOTLJ R. 

8908250238' 

71 -BAS 

Q 

0008140201 

50-213 

P 

NEIGHBORS, J D. 

0906160327 

50 266 

p 

OLIVEIRA, W 

0906020402' 

60-354 

VHOCZKA.EJ 
UROCZKA.EJ 
VF.CCZKA.EJ 
VS0CZKA.E J 
VftXZKA.E J 

8900140201 

50 213 

P 

NEIGHBORS, J D 

8906160107 

50 266 

Q 

OLMSTEAD.C A, 

8907270163 

50-344 

F 

8900140201 

50-213 

P 

NEILL, R H. 

8908110069 

WASTE MGT 

OLSEN, A F. 

8908010131 

70-27 


690B150166 

50-213 

fl 

NEJrELT.G.M 

8908010208* 

50 440 

V 

OLSEN, A F 

8008010155 

70-27 


0900150166 

50-213 

R 

NELSON, G 8 

8008160277* 

70 36 


OLSEN, A F 

8908020400 

70-27 


0900150168 

50-213 

R 

NELSON, G.B. 

0908160305’ 

70-1267 


OLSEN, A F 

B90 8070349 

70-27 


WfoX2KA,E J, 
VRCCZKA,EJ, 

8908150187 

60 213 

H 

NELSON.J E 

8906040201' 

CONTRACT 

OLSEN, A F. 

8908110143 

70-27 


8906150187 

50-213 

H 

NELSON, J E 

8906090120* 

CONTRACT 

OLSEN, A F. 

8908110308 

70-27 


kfiSOCZKAEJ 

890B1501B7 

50-213 

H 

NELSON.J H. 

8908040001 

WASTE MGT 

OLSEN, A F. 

8908140065 

70-27 


VFiOCZKAiEJ 

M^OCZKA.EJ. 

8900160253 

50-213 

Q 

NELSON, R. 

6900110107 

50-344 

F 

OLSEN, A F, 

8908160258 

70 27 


8908180253 

50-213 

Q 

NERON.G 

8900150009 

50 336 

R 

OLSEN, A F 

6908170163 

70 27 


IWCZKA.EJ 
MFjOCZKA.E J 
M?lOCZKA,E J 
MROCZKA.E J 
MPOCZKA.EJ 

0900170520 

50-213 

P 

NERSES, V. 

8908030059 

50 443 

F 

OLSEN, A F 

8008170646 

70 27 


8908170520 

0900180021 

8908180021 

50-213 

50-245 

50-245 

P 

P 

P 

NERSES, V 

NERSES, V 

NEUMAN, S P. 

8000240108’ 

8908240108* 

6908140094' 

50 443 G 

50 443 G 

CONTRACT 

OLSEN, A F 

OLSEN, A F 

OLSEN.A F, 

0908180297 

0908180432 

0908240244 

70 27 

71-86 

70 27 


8908210026 

50 213 

P 

NEWBERRY, S 

6908000276 

TOPREP 


OLSEN, A F 

8908280004 

71 5341 


UROCZKA.EJ. 
MROCZKA.E J 
URCC2KA.E J 

6908210026 

6908210053 

8908210053 

50-213 

50-423 

50-423 

P 

P 

P 

NEWBURGH, G. 
NEWELL.G J. 
NEWELL.G.J 

6900180142 

8900160385 

8900160365 

50 245 

50 400 

50 409 

R 

P 

P 

OLSEN.W T, 

OLSEN, W T. 
OLSHAN.L N 

6908140350* 

6908240380* 

8907310103 

50 213 
60-333 
50-454 

Q 

Q 

P 
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SUBJECT 
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ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

OLSHAN.L N 

8908020120 

50 454 

P 

PATRICK, W 

8908240409 

WASTE MGT 

PETERSON.M W 

8908150202 

50-456 

a 

OLSHAN.L N 

8908030219 

50 454 

P 

PATTERSON, C A 

8908180177* 

50-259 

Q 

PETERSON.M W 

0908160184 

50 45S 

fl 

OLSHAN.L N 

8908110073 

50 454 

P 

PATTERSON.CS 

8908070235' 

50 259 

Q 

PETRICEK.H 

0908150012 

50-322 

fl 

OLSHAN.L N 

8908110077 

50-456 

P 

PATTERSON, J P 

8908110114* 

50-255 

Q 

PETRICEK.R 

0908150037 

50-322 

R 

OLSHAN.L N 

8908240028 

50-454 

P 

PATTISON.R S 

8908070410 

40 8084 


PETRICEK.H 

0908150162 

50 322 

fl 

OLSON.G 

8908070189 

50 263 

S 

PATTON, J 0. 

8908020276 

40 8102 


PETRICEK.R 

8908160312 

50-322 

n 

OLSON.R 

89080301 14 

50-344 

F 

PATTON ,J D 

8908150271 

40-8102 


PETRICEK.R 

6908160363 

50-322 

a 

ORDER S,WT 

8907270354' 

50 413 

Q 

PAUL.R A 

8908170186' 

50 294 

Q 

PETROSINO.J.J 

8908110270* 

QA999 


ORDERS.W T 

8908080095” 

50-413 

Q 

PAULSON.W A 

8908030149 

50-458 

P 

PETTIS, R L 

89081 70477’ 

50-302 

0 

ORLOSKY.P M 

8908100056 

50 57 

R 

PAULY, R 

8908250239 

50 322 

R 

PFAFF.S J 

8908290012 

40 6659 


ORSER.WS 

8907310468 

50 341 

S 

PAVLOVIC.R. 

8908230288* 

FOIA 


PFANNER.H G 

8908180035 

50-30 

p 

ORSER.WS 

8907310477 

50-341 

S 

PEACH, J D 

8908080145* 

COMMISSION 

PHILIPS.J 

8908070013 

50 374 

0 

ORSER.W.S 

8908140097 

50-341 

S 

PEACH.J O 

8908080147* 

COMMISSION 

PHILIPS, J 

8908070072 

50-322 

s 

ORSER.W S 

8908160230 

50-341 

s 

PEARL.R H 

8908290102* 

40-2061 


PHILIPS.J 

8908100015 

FOIA 


ORSER.W S 

8908170296 

50-341 

0 

PECK.S H 

8908080277 

50-397 

Q 

PHILIPS.J 

8908100000 

FOJA 


ORSER.W.S 

6908230358 

50-341 

R 

PEEBLES, T A 

8907260115 

50-269 

V 

PHILIPS.J 

8908150335 

FOIA 


ORTH.D A 

8908230132 

ADVCM 


PEEBLES.T A 

0907260124 

50-348 

V 

PHILIPS.J 

8908210025 

FOIA 


ORTICELLE.A 

6908230209 

50-272 

R 

PEEBLES, T A 

8908010125 

50-327 

V 

PHILIPS.J 

890B23OI66 

50 443 

p 

ORTICELLE.A 

8900230291 

50-311 

R 

PEEBLES.T A 

8908080066 

50-395 

Q 

PHILLIPS.M.P 

8907310253' 

50-341 

Q 

ORTON, R 

8908180068' 

50-373 

V 

PEEBLES.T A 

8908100265 

50 424 

Q 

PHILLIPS, M.P 

8908030135’ 

50 461 

O 

OSBORN.T G 

6908030073 

40-8904 


PEEBLES.T A 

8908100287’ 

50 424 

Q 

PHILLIPS, M P 

8908030199' 

50-232 

Q 

OSBORN.TG 

8908070293 

40 8904 


PEEBLES.T A 

8908110013 

50-302 

V 

PHILLIPS.M P 

8908100290* 

50 206 

Q 

OSBORN.T G 

89081S0262 

40-8904 


PEEBLES.T A 

8908160320 

50 348 

V 

PHILLIPS, M P 

8908170224 

50-202 

P 

OSGOOD, N l 

890809021 6 

71-5939 


PEEBLES J A 

8908160324 

50-335 

V 

PICCONE.J 

8907310432 

ttE 


OSTER.J 

8908170059 

50-10 

J 

PEEBLES.T A 

8908180187 

50 324 

V 

PICK.G A 

8908010397* 

50-298 

O 

OTTO.T G 

8908110123' 

50-353 

G 

PEEBLES.T A 

8908180229 

50 269 

V 

PICKETT.D V 

8908030130 

50 4 62 

f 

OUELLETTE, A L 

8908300116 

NUREG 


PEEBLES.T A 

8900180362 

50-280 

P 

PICKETT.D V 

8908160106 

50-462 

P 

OWEN.T B 

8907310433 

50-414 

S 

PEEBLES.T A 

8908180368 

50 416 

P 

PICKETT.D.V 

8908170197 

50 482 

Q 

OWEN.T B 

8908010436 

50-413 

S 

PEEBLES, T.A 

8908250265 

50 395 

V 

PICKETT.D V 

8908280211 

50-462 

P 

OWEN.T B 

8908010455 

50-413 

S 

PELIZZA.M S 

8908110170 

40 8968 


PIEPER.J.E 

8908160306* 

50-261 

P 

OWEN.T.B 

8908010458 

50 413 

s 

PELLET.J L 

8908180028' 

50-445 

V 

PIERCE, N.S 

0908210267* 

50 339 

P 

OWEN.T.B 

8908080125 

50-414 

s 

PELLET, J.L 

8908220040* 

50 368 

V 

PIERCY.L 

8908180324* 

50 206 

P 

OWEN.T B 

8908290117 

50 414 

s 

PELLET.J L 

8908230118' 

50-267 

V 

PIRTLE.G 

8908250308 

50-304 

S 

OWEN.T.B 

8908290124 

50-413 

s 

PELLETIER, J P 

8908010068 

50-271 

S 

PIRTLE.G.L 

8906250310* 

50-461 

Q 

POLLARD.S M, 

8908290170* 

50-443 

G 

PELLETIER, J P. 

8908020005 

50-271 

S 

PITTIGLIO.CL 

890815039! 

50-133 

0 

PABALAN.R T. 

8908240409 

WASTE MGT 

PENDERGAST.J 

8907310477 

50-341 

S 

PITTIGLIO.C L 

8908280136 

WASTE MGT 

PACE.N B 

8907310370' 

50-285 

P 

PENNINGTON, W S 

8908020094 

70-1151 


PLAPPERT.R.D 

8908080077 

50-206 

F 

PAL.N 

8908090497* 

CONTRACT 

PENNINGTON, W S 

0908070286 

40-3392 


PLENIEWICZ.R. 

8908150010 

50-454 

fl 

PALLAD/NO 

8908230062* 

FOIA 


PENNINGTON.WS 

8908170614’ 

70-1257 


PLENIEWICZ.R 

8908170388 

50 4 54 

Q 

PALLADINO.N 

8908210122* 

FOIA 


PENNINGTON, W,S 

8908240270 

70 1257 


PLETTINGER.H A 

8908280195 

FOJA 


PAL LADING, N, 

8908230208* 

FOIA 


PENROD, K. 

8908170544 

50 255 

F 

PLOSKI.T 

8908110114* 

50-255 

O 

PALLADINO.N J 

8908210167* 

FOIA 


PEREIRA.O 

09081 601 58* 

50-344 

V 

PLOSKI.T. 

8908170576* 

50-263 

Q 

PALLADINO.N J. 

8908220157* 

FOIA 


PERKINS, K E 

8907280248 

ORG 


PLOTKIN.S C 

8908150041* 

70 25 


PALLADINO.N J 

8908220468* 

FOIA 


PEFKINS.K E 

0907280253 

ORG 


POLLACK.M J 

8908110016 

50-31 1 

S 

PALLADINO.N J. 

8900230067' 

FOIA 


PERKINS.K B 

8907280280 

ORG 


POLUSNY.C 

8908030134 

50-313 

P 

PALVA.V 

8908210130* 

FOIA 


PERKINS, K E 

8907280324 

ORG 


POMEROY, P W. 

8900180029 

ADVCM 


PANG BUR N.G 

8908150394* 

FOIA 


PETELKA.M F 

8908070281' 

40-2061 


POMREHN.H P 

8907310162 

TOPREP 


PAOLINO.R J 

8908160071 * 

50-272 

Q 

PETELKA.M F 

8908070281’ 

40-2061 


POMREHN.H P 

8907310171* 

TOPREP 


PAPANIC.G 

8908020297 

50-29 

P 

PETERSEN.F.M 

8908030285 

50 285 

P 

POOLE, G R. 

8908140076* 

CONTRACT 

PAQUIN.P L 

8908020307 

71-6244 


PETERSON, MR 

8907310068 

XPORTLIC 


PORTER.E 

8900230272 

50 271 

F 

PARAMORE.G 

8908220400 

50 10 

H 

PETERSON, MR 

8908040114 

XPORTLIC 


PORTER, E.C, 

8907280020 

50 271 

F 

PARK.J.Y. 

8908310080 

NUREG 


PETERSON.M R 

8908040120 

XPORTLIC 


PORTER. E.C 

8908170542 

50-271 

f 

PARKER, TM 

8907310115 

50 263 

S 

PETERSON.M R 

8906040125 

XPORTLIC 


PORTER, K F 

8908210186 

50-526 

R 

PARKER, T M. 

8907310175 

50-282 

P 

PETERSON.M R. 

8908040159 

XPORTLIC 


PORTER.S T 

8908010135 

50-245 

H 

PARKER.T.M, 

8907310458 

50-263 

P 

PETERSON.M R 

8908040209 

XPORTLIC 


POSLUSNY.C 

8908170449 

50-313 

P 

PARKER.T.M. 

8908020011 

50-263 

P 

PETERSON.M, R 

8908070301 

XPORTLIC 


POSLUSNY.C 

8908180335 

50-368 

P 

PARKER.TM 

8908020014' 

50 263 

P 

PETERSON, M.R. 

8908070330 

XPORTLIC 


POSLUSNY.C 

8908180431 

50-313 

P 

PARKER, T M. 

8908070189 

50-263 

s 

PETERSON.M, R 

8908070361 * 

XPORTLIC 


POTTER, J P. 

8908080038* 

50-348 

Q 

PARKER.TM 

8908070260 

50 282 

Q 

PETERSON.M R. 

8908070430 

XPORTLIC 


POTTER, J P 

8908090444' 

70 1113 


PARKER.T.M. 

8908070329 

50-263 

P 

PETERSON.M.R 

8908060076 

XPORTLIC 


POTTER.J.P 

8908180192' 

50416 

Q 

PARKER.T.M 

8908090024 

50-263 

K 

PETERSON.M R 

8908090183 

XPORTLIC 


POTTER ,J.P. 

8908210138' 

70 1201 


PARKER, T M 

8908140228 

50-263 

P 

PETERSON.M.R 

8908090232 

XPORTLIC 


POTTER, J P, 

8008220078* 

50 327 

Q 

PARKER.T.M 

6908150225 

50 309 

P 

PETERSON.M R. 

8908090239 

XPORTLIC 


POWELL ,D H 

8907310316' 

50-327 

fl 

PARKER.T.M 

0908150321 

50-282 

K 

PETERSON.M R 

8908090240' 

XPORTLIC 


POWER, E J. 

89080701 19' 

FOIA 


PARKER.T.M 

8908220026 

50 282 

P 

PETERSON.M.R. 

8908090243* 

XPORTLIC 


POWER. E J 

8908070128' 

FOIA 


PARKER.T M. 

8900220341 

50-282 

R 

PETERSON.M.R 

8908090246* 

XPORTLIC 


POWER, E J 

8908070139' 

FOIA 


PARKER.T.M 

8908230005 

50-282 

S 

PETERSON.M R 

8908090248* 

XPORTLIC 


POWERS ,C M 

8908070002 

50397 

S 

PARKER.T M 

8908250005 

50-282 

S 

PETERSON.M R 

8908090255* 

XPORTLIC 


POWEHS.C M 

8908080169 

50-307 

S 

PARKER.T M, 

090 8280290 

50-2B2 

S 

PETERSON.M.R 

8908090256* 

XPORTLIC 


POWERS, C M 

0908140101 

SO 397 

s 

PARKHILL.R.W. 

8908280192* 

50-353 

O 

PETERSON.M R, 

890809025B' 

XPORTLIC 


POWERS.C.M 

8908170049 

50-397 

F 

PARMAR.J K 

8908230142 

QA999 


PETERSON.M fl. 

8908090260* 

XPORTLIC 


POWERS, C.M 

0908170602 

60-397 

R 

PARTLOW.J.G 

8907180211 

50 3 

P 

PETERSON.M.R, 

8908090262* 

XPORTLIC 


POWERS.C.M. 

0908280226 

60-397 

ft 

PARTLOW.J.G, 

8907310002 

ORG 


PETERSON.M.R 

8908090263* 

XPORTLIC 


POWERS, D 

0908160326* 

50-313 

O 

PARTLOW.J.G 

8908210212 

50-3 

F 

PETERSON.M R. 

8908090267* 

XPORTLIC 


POWEflS.D A. 

8908230152* 

50-445 

Q 

PARTLOW.J G 

6908240108* 

50-443 

G 

PETERSON.M R, 

8908090269* 

XPORTLIC 


PRESTHOLT.P.T 

8908030165 

WASTE MGT 

PARTLOW.J.G 

8908240108* 

50-443 

G 

PETERSON.M R 

8908090270* 

XPORTLIC 


PRESTHOLT.P.T 

8908030172 

WASTE MGT 

PASCIAK.W. 

89O0OBO342* 

50-333 

Q 

PETERSON.M.R 

8908080272* 

XPORTLIC 


PRESTHOLT.P T. 

8908080252 

WASTE MGT 

PASCIAK.W, 

0908150100’ 

50 245 

Q 

PETERSON.M fl. 

8908 090364 

XPORTLIC 


PRESTHOLT.P T 

8908080264 

WASTE MGT 

PASCIAK.W 

0908230238' 

50-21 9 

O 

PETERSON.M.R 

8908090367 

TOPREP 


PRESTHOLT.P.T 

8908090146 

WASTE MGT 

PASCIAK.W. 

6908230240* 

50 286 

Q 

PETERSON.M.R 

8908090506 

XPORTLIC 


prestholt.pt. 

8908150301 

WASTE MGT 

PASCIAK.W J. 

8907270207 

50-293 

P 

PETERSON.M.R. 

8908100089 

XPORTLIC 


PRESTHOLT.P T 

8908160058 

WASTE MGT 

PASTVA.M J 

8908040107 

50-324 

S 

PETERSON.M fl 

8908100103 

XPORTLIC 


PRESTHOLT.P T 

8908170234 

WASTE MGT 

PASTVA.M J. 

8908160363 

50 324 

s 

PETERSON.M R, 

8908100118 

XPORTLIC 


PRESTHOLT.P T 

8908180407 

WASTE MGT 

PATE.R J 

8908080113 

50-275 

Q 

PETERSON.M.R 

8908100357 

XPORTLIC 


PRESTHOLT.P T 

8908210030 

WASTE MGT 

PATEL.C P. 

8908070174 

50-295 

P 

PETERSON.M R, 

8908110176 

XPORTLIC 


PRESTHOLT.P.T 

8008220028 

WASTE MGT 

PATEL, C.P 

8908140164 

50-295 

P 

PETERSON.M.R 

8908210028 

XPORTLIC 


PRESTHOLT.P.T 

8008230046 

WASTE MGT 

PATHAK.A.P. 

8908280082’ 

50-499 

Q 

PETERSON.M R, 

8908220008 

XPORTLIC 


PRESTHOLT.P T. 

8908230107 

WASTE MGT 

PATRICK, W. 

8908230196 

WASTE 

MGT 

PETERSON.M.W 

8908150005 

50-456 

R 

PRESTHOLT.P.T 

8908280036 

WASTE MGT 



PERSONAL AUTHOR INDEX 275 


AUTHOR 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR 


PRESTHOLT.P T. 
phestholt.pt 
phestholt.pt 
PHEVATTE.R L 
PH1CE.E R 

PRICE, E R 
PRICE, E R 
PRICE, E R 
PRICE E R 
PRICE, P S 

PRICE, R B 
PR ICE, fl L 
PRINGIE.BC 
PRITCHETT.R F 
PRITCHETT, R F 

PRITECHETT.R F. 
PROFFITT, JW 
PROFFITT, JW 
PROFFITT, J W 
PROFFITT, J W 

PRQVIANQ.M J 
PRYMULA.GE 
PULSIFER.R M 
PULSIFER.R M 
PULSIFER.R M 

PULSIFER.R M 
PULSIFER.R M 
PULSIFER.R M 
PULSIFER.R M 
QUEFIO.R E 

QUERIO.R E 
QUERIO.R E 
QUERIO.R E. 
QUERIO.R E 
QUERIO.R E 

QUINN, 8 
QUINN, G J 
QUINN, G J. 
QUJNN.G J 
RADELOFF.W A 


8900200039 

WASTE MGT 


RAY.M J 

6908290127 

WASTE MGT 


RAY.M J 

8908290227 

WASTE MGT 


RAY.M J 

8908230003* 

50-395 1 

3 

RAY.M J 

8908230432* 

40 2061 


RAY.M J 

8908230434* 

40-2061 


RAY.M J 

6908240075* 

40-2061 


RAY.M J 

8908240081* 

40-2061 


RAY.M J 

8908240086* 

40 2061 


RAY.M.J 

8908140422 

50 245 

H 

RAY.M J 

8908040314* 

CONTRACT 


RAY.M J 

8908240060* 

40-2061 


RAY.M J 

8908210242 

PR 


RAY.M J 

8906090503 

WASTE MGT 

RAY.M J 

8908090505* 

WASTE MGT 

RAY.M J 

8908140078* 

WASTE MGT 

RAY.M J 

8907280375 

50 327 

S 

RAY.M J 

8908100143 

50 327 

s 

RAY.M J 

8908140091 

50-327 

s 

RAY.M J 

8908140121 

50-328 

s 

RAY.M J 

B908020239* 

50 395 

P 

RAY.M J 

8900140110 

50-295 

s 

RAY.M J 

8908150266 

50-155 

p 

RAY.M J 

8908160053 

50-155 

p 

RAY.M J 

0908160058* 

50 155 

p 

RAY.M J 

8900160362 

50-155 

p 

RAY.M J 

8908170299 

50-155 

p 

RAY.M J 

8908250295 

50-155 

p 

RAY.M J 

8908250302* 

50-155 

p 

RAY.M J 

8900080263 

50 457 

s 

RAY.M J 

8908150005 

50 456 

R 

RAY.M.J 

890B150202 

50 456 

R 

RAY.M J 

B90B160184 

50 456 

n 

RAY.M J. 

8908220395 

50-457 

s 

RAY.M J 

8908220405 

50-456 

s 

RAY.M J, 

8908210139* 

CONTRACT 


RAY.M J 

8008100148 

71-9218 


RAY.M L 

0908180148 

71-9218 


RAY.M L 

8908250109 

71-9218 


RAY.M L 

8908230394' 

FOIA 


REDMOND, RF 


RAOELOFF.WA 
RADER ,R M 
RADER ,R M 
RADER, R M 
RADER, R M 


6900230423' 

8B0D070123 

8908070123 

8900110053 

8908110053 


FOIA 

50 353 G 
50-353 G 
50-353 G 
50 353 G 


REED, T A 
REEVES. E A 
REEVES.S R. 
REGNIER.E 
REGNIER.E 


RAOER.R M 
RADER, R M 
RAOER.R M 
RAOER.R M 
RADER, R M 


8908110108 50-353 
8908110108 50-353 
8908110192 50 353 
0908110192 50-353 
8908150039 50-353 


G REID.H, 

G REINHART.M 

G REIS.EJ. 

G REIS.EJ. 

G REISENAUER.A.E 


RADER, « M 
RAOER.R M 
RADER, R M 
RAMSEY.AA 
RAMSEY.C 


8908150039 50 353 
B908240155 50-352 
8908240155 50-352 
8908180295* 50 498 
8907270209* 50 275 


G REISENAUER.A E 

G REMICK.F J. 

G REMICK.F.J 

P REMICK.F J 

Q RENTSCHLER.R R. 


RANEY, R G 
RANKIN.W 
RAN KIN. W H 
RANKIN.W H 
RANKIN.W H 


8908180351' 

8908210079' 

8908100288' 

8908150243' 

G908180237' 


WASTE RES 
70-27 

50-250 Q 

50-302 Q 

50 424 Q 


RESCHESKE.P R. 
REYES.J G 
REYES.L-A 
REYES, L A 
REYES, L A 


RAPP.CW. 
RASK.J L 
RASH.J L 
RATHBUN.D K 
RATHBUN.D K 

RATHBUN.D K. 
RATHE, D J 
RATHE.D J 
RATHE.DJ 
RATHE.D J 

RATHE.D J 
RATHE.DJ 
RATLIFF, S A 
RATLIFF.S A, 
RATLIFF.S A 

RATLIFF.S.A 
RATLIFF.S A 
RATLIFF.S A 
RATLIFF.S A 
RAY.H B 

RAY.H B 
RAY.H B 
RAY.M 
RAY.M 
RAY.M J 

RAY.M J 
RAY.M J 
RAY.M J. 


8908010127* 

8907310151* 

6907310155* 

8908090108 

8908090155 

8908090252 

8908110111 

8908170171 

6908170189 

8908170216 

6908170227 

8908170243 

8908150153 

8908150261 

8908160127 

8908180288 

8908180383 

8908230302* 

8900230383* 

8908230308 

8908230431 

8908230435* 

8906080207 

8908240088 

8907310182 

8907310418 

8908010157 

8908010161 


50-327 V 
50 324 P 

50-324 P 

STATE PRO G 
ORG 

REVIEW GR P 
40-2061 
40 2061 
40-2061 
40-2061 

40-2061 
40-2061 
50 296 R 

50 260 R 

50-259 R 

50-260 R 

50-296 R 

50 259 R 

50-259 R 

50-206 H 

50-361 P 

50-361 P 

50 260 Q 

50 259 Q 

50-259 P 

50-259 P 

50-390 A 

50-390 S 


REYES, L.A 
REYES, L A 
REYES, L A 
REYES.L.A 
REYES, L.A 

REYNOLQS.C T 
REYNOLOS.C.T. 
REYNOLDS, CT 
REYNOLDS, S.A, 
RICHAROS.S 

RICHARDS, S 
RICHAROS.S 
RICHARDS, S 
RICHAROS.S 
RICHAROS.S A 

RICHEY, R B 
RICHEY.R B 
RlCHEY.R B 
RICHEY.R 8 
RICHFELO.S J 

RICHTER.M H 
RICHTER.M.H 
RICHTER.M H 
RICKETSON.L T 
RICKETSON.LT 

RIDKY.R.W 
RIDLEY. J R 
RIELLY.J 


ACCESSION 

NUMBER 


8908020280 

8908020291 

8908020311 

8908040020 

8908080100 

8908080111 

8008090169 

890B090180 

8908090195 

8908090211 

8908090417 

0908100134 

8908100136 

8908140426 

8908150033 

8908160215 

8908160282 

8908160342 

890B170036 

8908170222 

8908 1703 68 
8008170480 
8908180437 
8908210063 
8908220458 

8908230201 
8908230246 
890B230259 
89 08 230322 
8908230363 

8908230376 

8908230387 

8908230418 

8900250322 

8908280367 

8908280380 

890B01012B* 

8908030236 

8908100167 

8908250270 

8908090250 

8908170394 

8908140213* 

8908080380* 

8908080362* 

8908200118 

8908040280 

8908240091 

8908290062 

8908140146* 

8908140150* 

8908020300 

8908100354 

8908220192 

8908090493 

0908030135* 

8907180441* 

8907270258 

6907270262’ 

8908010145 


SUBJECT 

CATEGORY 


50 390 

S 

50 390 

A 

50-390 

S 

50-260 

P 

50 327 

P 

50 327 
71-227 

F 

50-259 

P 

50 390 

40 1341 

A 

50-259 

F 

50 390 

A 

50 260 

F 

50-327 

P 

50-327 

P 

50 259 

P 

50-327 

R 

50-327 

P 

50 260 

P 

50 390 

S 

60-259 

P 

50-327 

P 

50 390 

s 

50 327 

Q 

50 259 

F 

50-260 

P 

50-390 

S 

50 390 

s 

50 259 

R 

50 327 

P 

50 327 

Q 

50-327 

P 

50-390 

S 

50 259 

a 

50 390 

s 

50-390 

A 

50-327 

V 

50-327 

O 

50-327 

71-680 

p 

50-321 

p 

50-340 

PROJ 

Q 

WASTE MGT 

WASTE MGT 

50-247 

ORG 

S 

50-443 

G 

50 443 

27 48 

27-46 

G 

50 445 
ACRS 
ACRS 
Subject 

O 

50-461 

O 


CONTRACT 
50-369 Q 

50-369 Q 

50-416 P 


AUTHOR 


RIES.F W. 

RING.M 
RING.M A 
RING.M A 
RING.M A 

RITTENBERG.R.B 
ROARTY.DH 
ROBBINS.G B. 
ROBERTS.E.E 
ROBERTS.J P 

ROBERTS ,J P 
ROBERTS, J P 
ROBERTS.J P 
ROBERTS.J P 
ROBERTS.J P 

ROBERTS.J.P 
ROBEY, R A 
ROBEY.R A 
ROB IN SON, A M 
ROBINSON, CH 

ROB IN SON, CH 
ROBINSON, C.H 
ROBINSON, C H 
ROBINSON, J 
ROBINSON, L L 

ROBKIN.M A 
ROBKIN.M A 
ROCHE, M B 
ROCHE, MB 
ROCHE, MB 

ROCHE.M B 
ROCHE, M.B 
ROCHE.M B 
ROCHE.M 8 
RODEHAU.TJ 

ROOEHAU.T J 
RODEHAU.TJ 
ROE.J W 
ROE.J W. 
ROGERS. A E. 

ROGER S.A E, 
ROGERS, D.G 
ROGERS.E. 
ROGGE, J F. 
ROLFE.R M 

ROLFE.R M 
ROMBERG, WD 
ROOD.H 
ROOD.H 
ROOD.H 

ROOD.H, 

ROOD.H 

ROOD.H. 

ROOD.H 

ROOD.H 


ROOD.H. 
ROSANO.R P. 
ROSEMAN.R M, 
ROSEMAN.R M, 
ROSEN. S.L 


8908 18003 1 50 250 
8908180034* 60-250 
6908180366 50-281 
8908180380 50 250 
6908250172 50 261 


O ROSEN.S L. 

O ROSENBLUM.R M 

Q ROSENBLUM.R M 

Q ROSENTHAL, A S 

Q ROSS.O F 


8907310075 

8907310095 

8907310104 

8908160280 

8907310200 


X PORT L1C 
XPORTLIC 
XPORTLIC 
50-312 P 

60-312 S 


ROSS.D F. 
ROSS.T M 
ROSS.T M. 
ROSSI.C E 
ROSS1.CE 


8907310232* 

8907310235 

8908160250 

8008160251’ 

8907310224 


50 312 Q 
50-529 S 
50 526 O 
50 528 O 
50 312 Q 


ROSSI.C E, 
ROSSI.C E, 
ROSSI.C E. 
ROSSI.C E 
ROSSI.C E 


8908030218 

8908040106 

8908070312 

8908150311 

8907310268* 


50-400 F 

50 400 S 

50 400 S 

50-400 R 

50 320 P 


ROTH.J 
ROTH.J 
ROUSE.L 
ROUSE, L C 
ROUSE.L C 


8907270212 

8907270336 

8906080167 

8908010168' 

8908220424' 


50-249 P 
50-254 P 
50-237 P 
50-445 Q 
50-267 Q 


ROUSE.L C. 
ROUSE.L C. 
ROUSE.L C 
ROUSE.L C 
ROUSE.L C. 


8908250012 NUREG 
8907310217 50-255 F 

8908170537 50 255 F 


ROUSE.L C. 
ROUSE.L C 
ROUSE.L C 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8907310540 

8908070398 

8908020357* 

0908030123“ 

0908180306* 

6903150201 
8903180211* 
8908040121 
8908230035* 
80 07280276 

8908070145 

8908080129 

8908090156 

8908110070 

8908250124 

8908260237 

8908150300 

8908160070 

8908180236* 

8908020325 

8908070434* 

8908080037* 

8908230335 

8908070336 

8908070125’ 

8908090312 

8908160017 

8907310199 

8907310223 

0907310263 

890B100141 

0008100294 

8908220413 

6908280337 

6908040208* 

8908000428* 

0908160247* 

6908220427* 

8000230301* 

8900140221* 

0908140225* 
B9081 70633 
0907280346 
8908100170* 
0908070066 

6908070066 

890B2I0119 

8907310579 

B9080300B2 

8908030066* 

8900030254 

8908030284 

0908040204 

8900070134 

8908140366 

8908150134 

8900160262 

8908040294* 

6908040298* 

8907310049 

8908020270 

8908160222 

8906250154 

8908240217* 

8908080269* 


TOPflEP 
50-461 S 

50-461 O 

50 461 Q 

50 341 Q 

27-48 

50 445 A 

FOIA 

CONTRACT 

PROJ 

PROJ 

50-280 Y 

PROJ 

PROJ 

50 324 Y 

70 2809 
50 254 R 

50-254 R 

CONTRACT 
40 8027 

70 2910 
70 2928 
40 8027 
TOPREP 
FOIA 

50-139 P 

50 139 P 

50 320 P 

50 320 A 

50 320 P 

50-320 H 

50-320 P 

50 320 V 

50 320 P 

CONTRACT 


CONTRACT 

CONTRACT 


FOIA 

FOIA 

60 264 

P 

50-264 

P 

71-56 

50 382 

F 

50 424 

Q 

FOIA 

FOIA 

50 245 

P 

50-275 

P 

50-275 

O 

50 275 

a 

50-275 

p 

50-275 

p 

50-275 

p 

50-275 

p 

50-275 

p 

50-275 

p 

50-352 

Q 

FOIA 

FOIA 

50-498 

Q 

50-490 

P 

50 301 

P 

REGGD 

FOIA 

REVIEW GR P 


8900220470* FOIA 
B908 240306 50 254 

8908280002 50 254 

8907200019 50 3 

8907270121 60 3 

8907280169 50 3 

8907280345 TOPREP 
8903100128 50-3 

8900180129 50 3 

89081802B4 ORG 

8908150084* 70-398 

8908100071 70-364 

8908080028* 70-2928 

89Q8020249 40-0027 

8908030267 70-143 


8900070272 40-8724 

B908070423 70-2910 

8808070432* 70 2910 

8908070437* 70 2910 

0908080017 70 2928 

6908080042* 70 2928 

8900090234 70-36 

B90BQ90244* 70 36 


a. o-o O O OO 



276 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

ROUSE.L C 

8908140001 

40 8724 


SCACE.S E 

8908230284 

50-423 

S 

SERPAN.C Z 

8908210065* 

FOIA 


ROUSE, LC 

8908140362 

70 824 


SCACE.S E 

8908230204 

50-423 

S 

SERRA.G F 

8908230120" 

CONTHACT 

ROUSE.L C 

890B 140368* 

70 824 


SCACE S E 

8908020131 

5D-245 

S 

SEHRA.P L 

8908280303 

50-331 


ROUSE.L C 

8908140397' 

70 824 


SCACE S E 

890B020131 

50 245 

S 

SERVANT, J 

8908210152* 

FOIA 


ROUSE.L C 

8908150102 

70 36 


SCALICE.J A 

8908090176 

50-322 

s 

SEWELL.H M 

8908110064* 

CONTRACT 

ROUSE.L C. 

8908150169 

ORG 


SCAUCE.J A 

8908150012 

50-322 

R 

SHACK, WJ 

8908310080 

NUREG 


ROUSE.L C 

8908170398 

40 8027 


SCALICE.J A 

8900150162 

50-322 

R 

SHACKLETON.O C 

8908070077' 

FOIA 


ROUSE.L C 

890B 170572 

70 1257 


SCALICE.J A 

8908160312 

50-322 

R 

SHACKLETON.O C 

8908070091 * 

FOIA 


ROUSE.L.C. 

8908170606' 

70-1257 


SCALICE.J A 

8908160303 

50-322 

R 

SHACKLETON.O C 

8908070110' 

FOIA 


ROUSE.L C 

8908170627’ 

70-1257 


SCALICE.J A 

8908250239 

50 322 

R 

SHAFER.W 

0908170551 

50-374 


ROUSE.L C 

8908180323 

70-1100 


SCANGA.B. 

8908070426 

NUREG 


SHAFER, W 

8900180030 

50-374 


ROUSE.L C 

8908230349 

40 2061 


SCAN LAN ,J D 

8900230288’ 

FOIA 


SHAFER.W D 

8907310220 

50-295 


ROUSE.L C 

8908230355' 

40-2061 


SCARANO.R A 

8908020160 

50 344 

Q 

SHAFER.W D 

8907310233 

50 295 

G 

ROUSSO.S 

8908240330 

WASTE MGT 

SCARANO.R A 

8908070217* 

60-312 

C 

SHAFER.W D 

0907310234* 

50-295 

C 

ROYACK.M 

8908160158' 

50 344 

V 

SCARANO.R A 

8908150315 

50 528 

Q 

SHAFER.W D 

0908070031 

50-10 

G 

RUCHINSKAS.J P 

8409200057' 

FOIA 


SCARANO.R A 

8908150318* 

50-528 

Q 

SHAFER.W D 

6908070033* 

50-10 

C 

RUCHINSKAS.J P 

8409200072* 

FOIA 


SCARANO.R A 

8908180369 

50 344 

Q 

SHAFER.W O 

8908110376 

50-237 


RUFF, A 

8908180390' 

50 302 

O 

SCARANO.R A 

8908180375* 

50-344 

Q 

SHAFER.W D 

8908140031 

50-373 

C 

RUITER.G H 

8908160005 

50-305 

R 

SCHAEFER, D W 

8908140070' 

50 275 

Q 

SHAFER, W.D 

8908140033* 

50-373 

C 

RUNYAN, M F 

8908210209* 

50 445 

O 

SCHANK.C.F 

8908230309* 

FOIA 


SHAFER.W D 

8908140204 

50 456 

Q 

RUPPERT.G F 

8908230179 

50-352 

P 

SCHAU0ROECK.D 

8907270173 

50-313 

n 

SHAFER.W. D 

0908140261* 

50 237 

Q 

RUSANOWSKY.PP 

8908040197 

50 307 

S 

SCHAUBROECK.D 

8908230365 

50 313 

R 

SHALER.J E 

8908030289' 

WASTE MGT 

RUSHTON.P.O 

8908040162 

50-424 

F 

SCHERER. A E 

8907210064* 

70-36 


SHALER.J E 

8908030290' 

WASTE MGT 

RUSSELL, J 

8908240359 

50-286 

S 

SCHERER, A E 

8907270286 

70-36 


SHALER.J E. 

8908030291' 

WASTE MGT 

RUSSELL, J 

8908240409 

WASTE MGT 

SCHERER.A E 

8908070022 

70-1100 


SHALER.J £ 

8908030294' 

WASTE MGT 

RUSSELL, J E 

8908230391 

50 286 

R 

SCHERER, A E 

8908090048 

70-1100 


SHALER.J E 

8908030296' 

WASTE MGT 

RUSSELL, JE 

8908280141 

50-286 

Q 

SCHERER.A E 

8908150280 

70-1100 


SHALER.J E 

8908030298’ 

WASTE MGT 

RUSSELL, LB 

8908030222 

50 317 

S 

SCHERER.A E 

8908160261 

PROJ 


SHALER.J E 

8908030300' 

WASTE MGT 

RUSSELL, LB 

8908140088 

50-318 

S 

SCHERER.A E 

8908180378 

71-6294 


SHANBAKY.M 

8907310432 

l&E 


RUSSELL.L B 

8908140172 

50-317 

S 

SCHERER.A E 

8900240047 

50 470 

A 

SHANNON.J M 

8908290123 

50 443 

<• 

RUSSELL, L B 

8908240031 

50-317 

R 

SCHERER.A E 

0908240224 

50 470 

A 

SHANNONS M 

8908290154* 

50 443 

G 

RUSSELL.L B 

8908250240 

50-317 

S 

SCHERER.A E 

8908250058' 

70-1100 


SHANNON, J M. 

8908310185 

50-443 

G 

RUSSELL.W T 

8908020378 

50-220 

Q 

SCHERER.A E 

8908250282 

PROJ 


SHAW.P R 

0908220065 

60-390 

0 

RUSSELL, WT. 

8908090422 

50 277 

Q 

SCHIN.R 

8908080072* 

50-395 

Q 

SHELTON, O.C 

8908040156 

50-346 

K 

RUSSELL.W T. 

0008150232 

50-352 

Q 

SCHLAPPER.G A 

890828017 2 

50 59 

•R 

SHELTON, O C 

8908070399 

50-346 

F 

RUSSELL, W.T. 

G908150236' 

50-352 

O 

SCHMIDT, L 

8908140036 

PR 


SHELTON, O C 

090808001 1 

50 346 

P 

RUSSELL.W T 

8900170255 

50 352 

Q 

SCHMIERBACH.M 

8907310277 

50-327 

R 

SHELTON.DC 

0908080013' 

50 346 

P 

RUSSELL.W T 

8908 170258' 

50-352 

Q 

SCHMIERBACH.M 

8908020167 

50-259 

P 

SHELTON, O C, 

090808007 1 

50-346 

F 

RUSSELL.W T 

8908180011 

50-272 

Q 

SCHMIERBACH.M 

8908180199 

50-327 

P 

SHELTON, D C 

8908080078 

50-346 

P 

RUSSELL.W T 

8908230027 

50 244 

O 

SCHMIERBACH.M 

8908220123 

50-259 

P 

SHELTON, D.C 

8908080216 

50-348 

O 

RUSSELL, W.T 

8908240013 

50 271 

P 

SCHNEBLI.G A 

8908180037* 

50-250 

Q 

SHELTON, D C 

8908090200 

60-346 

P 

RUSSELL.W T 

8908240347 

50-387 

P 

SCHNELL.D F 

8908040322 

50-483 

Q 

SHELTON.D C 

8908090228 

50-346 


RUSSELL.W T 

8908250141 

50 213 

P 

SCHNELL.DF 

8908090220 

50-483 

P 

SHELTON, D C 

0908140414 

60-346 

H 

RUSSELL.W T 

8908250104' 

50-410 

P 

SCHNELL.D F 

8908090227 

50-403 

P 

SHELTON.D C 

8908 180254 

50-346 

P 

RUSSELL.W T 

8908250188* 

50 410 

P 

SCHNELL.O F 

8908090237 

50 483 

P 

SHELTON.D C 

8908210034 

50-346 

P 

RUSSELL.W T. 

8906250194' 

50 443 

P 

SCHNELL.DF 

8008220460 

50 483 

Q 

SHELTON.D C 

890821 0230 

50-346 

P 

RUSSELL.W T. 

8908250210' 

50 443 

P 

SCHNELL.D F 

8908280355 

50-483 

P 

SHELTON.DC 

0908250006 

60-348 

P 

RUSSELL.W T. 

8900250211' 

50-412 

P 

SCHNELL.O F 

8908280387 

50 483 

V 

SHELTON.D C 

6908280022 

50-346 

P 

RUSSELL, W.T 

8908280238 

50-293 

P 

SCHUBERT, V 

8908030176* 

50-498 

1 

SHELTON.D C 

8900280023* 

50-346 

P 

RUTBERG.J 

8908110123' 

50-353 

G 

SCHUELKE.O A 

8907310079 

50-282 

F 

SHEMANSKI.PC 

8907280024 

50 254 

F 

RUTBERG.J 

8908300157' 

50-353 

G 

SCHUEIKE.J L 

8908150225 

50-306 

P 

SHEMANSKI.P C 

8907280030 

50 450 

P 

RUTNER.W E 

8908310000 

NUREG 


SCHUEREN.P ,E 

8908220004* 

TOPREP 


SHEMANSKI.P C 

8907310424* 

50 461 

P 

RUTTER, S 

8908170127’ 

50-312 

S 

SCHUL2.R K 

8900250012 

NUREG 


SHEMANSKI.PC 

8908010143 

50-373 

P 

RYA.MJ 

8908140311 

50 390 

S 

SCHUMACHER.M 

8908170186' 

50 294 

O 

SHEMANSKI.PC 

8908010147’ 

50 373 

P 

RYDER.E A 

8908230234’ 

FOJA 


SCHUMACHER, M C 

8908180186* 

50-346 

O 

SHEMANSKI.PC 

8908010410* 

SO 456 

P 

SAMPSON.J R 

8908140173 

50-315 

s 

SCHUMACHER.M C 

0908180300* 

50-155 

Q 

SHEMANSKI.PC 

8908030223* 

SO 454 

P 

SAMWORTH.R B 

0908280157 

50-397 

p 

SCHUMANN, D 

8908020059 

50-312 

S 

SHEMANSKI.PC 

8908140147* 

50-431 

P 

SAND.R H 

8908030269 

40-3392 


SCHUSTEH.M D 

8908140070' 

50-275 

Q 

SHEMANSKI.PC 

8908140167* 

50-295 

P 

SANDERSON, R E 

8907310269 

WASTE MGT 

SCHWABENBAUER 

8908040186 

50 400 

S 

SHEMANSKI.P C 

8908180042 

50-373 

P 

SANDERVAG.O 

8908080299 

NUREG 


SCINTO.J F 

8908070207 

50-443 

G 

SHEMANSKI.PC 

8908220377 

50-237 

F 

SANDLER, A 

8908110091' 

70 36 


SCOTT, E Y 

8908180397 

40-8452 


SHEMANSKI.PC 

8908230413' 

50 461 

P 

SANDS.S P 

8907280013 

50 456 

p 

SCOTT, M A 

8908170568' 

50-335 

Q 

SHEMANSKI.P C 

8908240002* 

50 454 

P 

SANDS, S P. 

0908010404 

50 456 

p 

SCOTT.M A 

8908250208* 

50-335 

Q 

SHEMANSKI.P C 

8908250261* 

50 237 

P 

SANDS.S P 

8908010418 

50 456 

p 

SCOVIIL.V R 

8908070320' 

40 8857 


SHEPARD, DL 

8907310544* 

50 156 

V 

SANDS.S P. 

0908030219 

50 454 

p 

SEARS, C F 

8908150166 

50 213 

R 

SHERBINI.S. 

8908230238* 

50219 

0 

SARSOUR.B. 

8908230287 

50 346 

R 

SEARS, C F 

8908150166 

50 213 

R 

SHERBINI.S 

8908230240* 

50 286 

Q 

SARTOR, W M 

0908150243' 

50 302 

Q 

SEARS.C F 

8908160253 

50-213 

Q 

SHERON.8 W. 

8908150160 

TOPREP 


SARTOR, W M 

S9D8 180237’ 

50 424 

Q 

SEARS, C F 

8908160253 

50 213 

O 

SHEWMON.P 

8008180239 

ADVCM 


SASAKI.H 

3908230370' 

FOIA 


SEARS.C F 

8908180021 

50-245 

P 

SHIFFER.J D 

8907310303 

50 275 

P 

SASMAN.R T 

3908240027' 

40-2061 


SEARS.C F 

8908210053 

50 423 

P 

SHIPPER, J D 

8907310429 

50 323 

S 

SAUNDERS.J J 

8908280292* 

50-424 

M 

SEARS.C F 

8908250146 

50-245 

F 

SHIFFER.J D 

0907310524 

50-323 

s 

SAUNDERS.N T. 

8908180035 

50 30 

P 

SEARS.C F 

8908250146 

50-245 

F 

SHIFFER.J D, 

8908030292 

50-133 

p 

SAUNDERSON.R 

8908240035 

50-410 

R 

SEARS.C F 

8908250152 

50-245 

P 

SHIFFER.J D 

0908150265 

60-275 

p 

SAVY.J B 

8908030315’ 

50-275 

P 

SEARS.C F 

8908250152 

50-245 

P 

SHIFFER.J O. 

8908220304 

50-275 

p 

SAYER.J 

8907200063 

50-298 

F 

SEARS.P M 

8908100076 

50-309 

P 

SHIFFER.J D 

8908220305* 

60-275 

p 

SCACE.S 

8908070443 

50-245 

F 

SEARS.P M. 

0908170102 

50-29 

P 

SHIFFER.J D 

8908220390 

60-275 

p 

SCACE.S E. 

8907310024 

50 423 

S 

SEARS.P M 

8908180441 

50 29 

P 

SHIFFER.J O 

8908220400* 

50-275 

p 

SCACE.S E 

8907310024 

50 423 

s 

SEGAWA.M 

8908230427' 

FOIA 


SHIFFER.J D 

8908230180 

50-133 

P 

SCACE.S E. 

8908010332 

50 423 

s 

SEGEN.R D 

8907280208 

MISC 


SHIFFER.J D. 

0908230428 

50 323 

s 

SCACE.S E. 

890B010332 

50 423 

s 

SEIDLE.WC 

8907310492' 

50-298 

Q 

SHIFFER.J D 

8908280169 

50-275 

s 

SCACE.S E 

8908110232 

50 423 

s 

SEIDLE.W C 

8908010140' 

50-445 

Q 

SHIPLEY, O.W. 

8908080138 

50 440 

F 

SCACE.S E 

8008110232 

50 423 

s 

SEIOLE.W C 

8906010272' 

50-102 

Q 

SHIRAKI.C 

0908110118 

50 354 

P 

SCACE.S E 

8908150069 

50 336 

R 

SEIDLE.W C 

8908020004' 

50-482 

O 

SHIRAKLC 

8908180001 

50 354 

P 

SCACE.S E 

8908150069 

50 336 

R 

SEIOLE.W C 

0908020020' 

50-458 

Q 

SHIRAKI.C.Y 

8907310281 

50 354 

P 

SCACE.S E 

8908180142 

50-245 

R 

SEIDLE.WC 

8908160389* 

50 408 

O 

SHOCKLEY.T V 

0907310319’ 

50 498 

1 

SCACE.S E 

8903180142 

50 245 

R 

SEIDLE.W C 

8908170245' 

50 458 

Q 

SHOLLY.S C. 

0908290162* 

60-443 

G 

SCACE.S E 

8908220403 

50 423 

R 

SEIDLE.W.C 

8900220439' 

50-498 

O 

SHOLLY;S,C. 

8908290162* 

50 443 

Q 

SCACE.S E 

8909220403 

50-423 

R 

SERHAL.M 

8908170486' 

50 327 

P 

sholly;s.c. 

8908310199* 

60-443 

G 
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NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

SHON.F J 

8908240021 

50-352 

G 

SLAWINSKI.WJ 

8908110124* 

50 295 

a 

STEAD, F R 

09082201 18 

50 440 

P 

SHORTRIDGE.R B 

8908080038" 

50-348 

Q 

SLEMMONS.DB 

8908030314* 

50 275 

p 

5TEELE.R 

89073100B1 

TOPREP 


SHOHTRIDGE.RB 

B90B180192" 

50 416 

Q 

SLIFER.D 

8908090355 

40 8903 


STEELE, R 

0907310081 

TOPREP 


SHRIVER.T D 

B908010124 

50 530 

S 

SLOSSON.MM 

8908010289 

50 410 

p 

STEELE, R 

6007310084* 

TOPREP 


SHRIVER.T D 

8908020305 

50-530 

S 

SLOSSON.M M 

8908010325 

50 410 

p 

STEELE, R 

6907310084* 

TOPREP 


SHRIVER.T D 

8908040189 

50 529 

S 

SLOSSON.MM 

8900090275 

50 220 

s> 

STEFANO.J 

6907280001 

50 263 

P 

SHRIVER.T 0 

890B040190 

50 530 

s 

SLOSSON.M M 

B9081 10349 

50 220 

p 

STEFANO.JJ 

6907310207 

50 263 

P 

SHRIVER.T D 

89081 802G7 

50 528 

s 

SLOSSON.M M 

8900150218 

50 220 

p 

STEFANO.J J 

890 80 10269 

50 263 

P 

SHRIVER.T D 

8908180269 

50-529 

S 

SLOSSON.M M 

8908170352 

50 410 

p 

STEIGER, W E 

B9081 50037 

50 322 

R 

SHYMLQCK.MB 

8907270264* 

50-369 

Q 

SLOSSON.M M 

8308160389 

50 220 

p 

STEIGER, W E, 

8908170270 

50 322 

V 

SHYMLQCK.M B 

8907270354* 

50 413 

Q 

SLOSSON.M M 

8900280375 

50-220 

p 

STEIGER WE 

6908180262 

50 322 

P 

SHYMLQCK.M B 

8908010011* 

50 269 

Q 

SLY.C D 

8900140088 

50 316 

s 

STEIGER, WE 

6908280213 

50 322 

V 

SHYMLQCK.M B 

8908010144* 

50-269 

Q 

SMEDLEY.RW 

8908030070 

50 255 

p 

STEIN.R 

6907310299 

WASTE MGT 

SHYMLQCK.M b 

B90B080095* 

50 413 

Q 

SMITH, C 

G90B1002Q9* 

50 424 

Q 

STEIN.R 

69080701 13 

WASTE MGT 

SHYMLQCK.M B 

8908220122* 

50 369 

a 

SMITH, D A 

B908090176 

50-322 

S 

STEIN.R 

8908240074 

WASTE MGT 

SHYMLOCK.M B 

8908250248* 

50-369 

Q 

SMITH.D M. 

8907310181 

50 277 

Q 

STEINHARDT.CR 

8907270334 

50 305 

P 

SIACORER 

890B230336 

50 361 

R 

SMITH, DM 

6907310541 

50 277 

S 

STEINHARDT.CR 

8907270367 

50-305 

K 

SIACOR.E R 

8900230340 

50 205 

R 

SMITH.D M 

0908070159 

50-277 

Q 

STEINHARDT.CR 

8907310041 

50-305 

P 

SIEBER.J D 

0907310073 

50 334 

R 

SMITH.D M 

0908170096 

50-277 

S 

STEINHARDT.CR 

8907310100 

60 305 

1 

SIEBER.J D 

8908010328 

50-334 

P 

SMITH.D M 

80OB 180200 

50 277 

S 

STEINHARDT.CR 

8907310214 

50 305 

S 

SIEBER.J D 

6900020081 

50 412 

P 

SMITH.D M 

6906 180255 

60 277 

V 

STEINHARDT.CR 

890808032 1 

50 305 

Q 

SIEBER.J D 

8908020115 

50-334 

K 

SMITH.D M 

0908180320 

50-277 

s 

STEINHARDT.CR 

8908210230 

50-305 

P 

SIEBER.J 0 

8908080220 

50-412 

O 

SMITH.D M 

0908230220 

50 277 

R 

STEINHARDT.CR 

S90B210246’ 

50-305 

P 

SIEBER.J D 

890B080295 

50 412 

P 

SMITH.D M 

8908280087 

50 277 

O 

STEINHARDT.C R 

B9082 10246’ 

50-305 

P 

SIEBER.J D 

8908080297* 

50 412 

P 

SMITH.D M 

8908290033 

50 277 

s 

STEINHARDT.CR 

0908220200 

50-305 

P 

SIEBER.J D 

8908080307 

50-334 

P 

SMITH.D M 

8908290111 

50 27B 

s 

STEINMAN.S 

0900210193 

PR 


SIEBER.J D 

8908150074 

50 334 

F 

SMITH.D M 

8908290113 

50 277 

s 

STELLO.V 

B907310357 

SECY 


SIEBER.J 0 

B90816O23B 

50 334 

P 

SMITH.G 

89 08250106* 

50 307 

Q 

STELLO.V 

0908070048 

50-250 

H 

SIEBER.J D 

0908170105 

50-334 

P 

SMITH.IW 

6908110146 

50 443 

G 

STELLO.V 

0SO8O7OO81 

ORG 


SIEBER.J D 

0908170223 

50-334 

R 

SMITH.K 

8908230366 

PR 


STELLO.V. 

8900070085* 

COMMISSION 

SIEBER.J D 

8908170277 

50 412 

P 

SMITH, L C 

8907310336* 

50 2B6 

P 

STELLO.V 

8908090033 

ORG 


SIEBEH.JO 

8908180232 

50-412 

P 

SMITH.L P 

8908160220’ 

CONTRACT 


STELLO.V 

8908090149 

ORG 


SIEBER.J D 

8908220280 

50 334 

Q 

SMITH, LP. 

8909160282* 

CONTRACT 


STELLO.V- 

6908090166 

PR 


SIEBER.J 0 

8900240022 

50 334 

P 

SMITH, PA. 

8908040130’ 

FOIA 


STELLO.V 

8908090201 

COMMISSION 

SIEBER.J D 

B908240024* 

50-334 

P 

SMITH, P A 

6300040205’ 

CONTRACT 


STELLO.V 

8906090242 

ORG 


SIEBER.J D 

8900280019 

50 412 

P 

SMITH, R E 

8308140096 

50 244 

S 

STELLO.V 

890821 0080* 

FOIA 


SIECK.P E 

8900180189 

PR 


SMITHS 

830B230391 

50 280 

R 

STELLO.V 

8908210095* 

FOIA 


SIEGEL, a 

8908250242 

50-237 

P 

SMITHS H 

09000B0206 

50 27 

P 

STELLO.V 

89082 V01 15* 

FOIA 


SIEGEL, BL 

0907280245 

50-237 

Q 

SMITH, T H, 

8900080270 

50-388 

s 

STELLO.V 

8908210147* 

FOIA 


SIEGEL, B L 

8908020142 

50 237 

P 

SMITH, W.G 

8908090474 

50-315 

S 

STELLO.V 

8908210103* 

FOIA 


S1EGEL.BL 

8908040172 

50-237 

P 

SMITH, W.G 

8908140028 

50-315 

S 

STELLO.V 

8808220307* 

FOIA 


SIEGEL, B L 

8908070114 

50 237 

P 

SMITH.W G 

0908140178 

50 315 

s 

STELLO.V 

8900230070* 

FOIA 


SIEGEL.BL 

8908170226 

50-237 

P 

SMITH, W G 

0908150101 

50 315 

R 

STELLO.V 

8906230091* 

FOIA 


SIEGEL, JR 

8900250010 

PR 


SMITH.W G 

8908150190 

50 318 

R 

STELLO.V 

8908230169* 

FOIA 


SI LADY, J A 

0908160013 

50 254 

P 

SMYTH, CW 

0908020405 

TOPREP 


STELLO.V 

8900230170’ 

FOIA 


StLAOY.J A 

8908180027 

50-237 

P 

SMYTH.CW 

0908230373 

50 289 

R 

STELLO.V 

0900230237’ 

FOIA 


SIIAOY.J A 

B908100219 

50-237 

a 

SNELL, W 

6908110114* 

50 255 

a 

STELLO.V 

8900230258’ 

FOIA 


SILK, DM 

8908010366* 

50 334 

0 

SNELL, W 

8B08110124* 

50-295 

a 

STELLO.V 

0900230350’ 

FOIA 


SILK.DM 

8908240407* 

50-54 

V 

SNELL, W. 

0908170576* 

BO 263 

Q 

STEPHENS.C R 

09OB21OO59' 

FOIA 


SILKO.TB 

8908250277* 

50-410 

Q 

SNELL.W 

8906220215* 

50 266 

Q 

STEPHENS.Cn 

8908210075’ 

FOIA 


SILVER, H 

8907280331 

50-302 

p 

SNELL, W D, 

B 908070296* 

40-2061 


STEPHENS, T R 

0908150177* 

50-316 

R 

SILVER, H 

8908110340 

50-302 

p 

SNIEZEK.J H 

8907280030 

50 413 

Q 

STEPHENSON.J 

8903230291* 

FOIA 


SILVER, H 

8908 150042 

50-302 

p 

SNYDER.M J. 

890B220121 

60 335 

S 

STEPHENSON, J D 

B90 6 100224 

50-302 

F 

SILVER, H 

8909 1501 52 

50-302 

p 

SNYDER, M J 

0908220241 

50-335 

s 

STEPHENSON.J D 

0908280304 

50-302 

F 

SILVER, H 

0908170427 

50-302 

p 

SODEN.B. 

8008180416 

60 295 

s 

STERLING, EC 

8908040085 

TOPREP 


SILVER.H 

89QB280380 

50 302 

p 

SODEN.R 

09QB290218 

50 304 

s 

STERLING.EC 

0906220262 

TOPREP 


SIMENS.HG. 

8908280131 

50-220 

F 

SOONG.S 

0907280106 

70-371 


STERLING, EC 

0906220447 

TOPREP 


SIMKINS-BULLOCK 

B908220402 

PR 


SOONG,S 

6908080260 

70 27 


STETKA.T F. 

090731 03B9* 

50 4B2 

a 

SIMPSON, A K 

0907280378* 

COMMISSION 

SOONG.S 

6903140378' 

70 824 


STETKA.T F 

B9081 00075* 

50-267 

Q 

SINCLAIR, J R 

8908070099’ 

50-322 

s 

SORENSEN, C 

69QB10O27O 

50 397 

s 

STEVENSON.J D 

8900140266* 

ACRS 


SINGH, A 

8908010148* 

50 445 

Q 

SORENSEN, G 

8908180006' 

60-397 

F 

STEWART, M A 

6908220307’ 

50 499 

a 

S1NKE.G 

8908240089 1 

40-2061 


SORENSEN.GC 

8907280181 

50-397 

P 

STEWART, R C 

3907310030* 

50-498 

Q 

SINKULE.M 

8908180203 

50-302 

Q 

SORENSEN, G C, 

8907310145 

50-397 

P 

STEWART.W.L 

8907270001 

50 338 

P 

SINKULE.M V 

090B170563 

50-335 

Q 

SORENSEN, G C 

8900030016 

50-397 

P 

STEWART ,W L, 

89D7310056 

50-280 

H 

SINKULE.M V 

8908180285* 

50-302 

O 

SORENSEN.GC 

8908040195 

50-397 

F 

STEWART.W L 

890B010158 

50 280 

P 

SINKULE.M V 

B90D210044 

50 302 

Q 

SORENSEN.G C 

8908080302 

50-397 

Q 

STEWART.WL 

0908020084 

50 230 

P 

SINKULE.M V 

8906250204 

50-335 

O 

SORENSEN, G C 

8908180218 

50-397 

P 

STEWART.W L. 

0908020271 

50 338 

F 

SINKULE.M V 

8908250206* 

50-335 

O 

SP ECTOR, S, 

0908080009 

50-244 

s 

STEWART.W L 

09OBO2O344 

50-33 B 

P 

SIPE.A 

B90B020227 

50 369 

S 

SPENCER.SW 

0907310022 

50-327 

s 

STEWART.W L 

6908030307 

50 200 

P 

SlPE.A 

8908070225 

50-370 

S 

SPESSARD.R L 

8908090442* 

50 324 

p 

STEWART.WL. 

0900030317 

60 338 

Q 

SIPE.A 

B90B14O114 

50 369 

S 

SPIEL8ERG,A 

0908310044 

50-271 

G 

STEWART.WL 

3900040229 

50 280 

Q 

SIPE.A 

8908140252 

50-370 

S 

SPIELBERG.A. 

8908310044 

50 271 

G 

STEWART.W.L. 

8908070084 

50-280 

P 

SIPE.A 

8908140259 

50-369 

S 

SPRINGER, R 

0908070318 

40 2061 


STEWART.W L 

0908070075 

60 260 

F 

SIPE.A 

B90823Q006 

50-369 

s 

SPRINGS, D A 

B90B280322’ 

50 424 

M 

STEWART.W.L 

8908070082 

50-200 

Q 

SIPE.A 

8908240286 

50-369 

s 

SRENIAWSKI.D, 

8908220444 

40 534 


STEWART.W.L 

6906070090 

60 330 

Q 

SIPE.A 

8906250051 

50-369 

s 

SRENIAWSKI.DJ 

6908210035* 

40-3392 


STEWART.W L 

690B09040B 

60-280 

P 

S1SCO.C 

8908030195* 

50-410 

V 

STABLEIN.K 

8908010283* 

WASTE MGT 

STEWART.W L, 

8908100071 

60 339 

S 

SISK.D P 

8907310524 

50-323 

s 

STABLEIN.N K. 

69081 7052B 

WASTE MGT 

STEWART.W.L 

B9031 10017 

50-339 

Q 

SISK.K 

8908110091* 

70 36 


STAN, C. 

830823Q400’ 

FOIA 


STEWART.W L 

6908140237 

50 261 

P 

SISUL.JJ 

8908070087 

40-2061 


STANG.J F 

6307270282 

50 341 

P 

STEWART.W.L, 

80O31BO19B 

50 280 

P 

SISUL.J J, 

8908070160 

40-2061 


STANG.J F 

8806030229 

60-341 

P 

STEWART.W L. 

8906160294 

50-338 

R 

SJOBERG.A 

8908060299 

NUREG 


STANG.J.F 

8908150130 

50 341 

P 

STEWART.W L 

890B170046 • 

. 50-280 

F 

SKINNEfl.PH 

B90B010D1 1 * 

50-269 

0 

STANSBERRY.W.V. 

8903230453’ 

70-27 


STEWART.W L 

B908170378 

60-330 

P 

SKINNER.PH 

6908010144* 

50-269 

a 

STANSBERRY.WW, 

890B110177* 

50-395 

Q 

STEWART.WL. 

8906170512 

G0-33S 

P 

SKOW.M 

8908220172 

50-49B 

s 

STARKEY.R.B, 

8608160414 

50 324 

V 

STEWART.W.L 

69081801 1 \ 

50-330 

F 

SKOW.M, 

8908240395 

50-498 

s 

starostecki.fi 

8407090093' 

60-388 

P 

STEWART.W.L 

6908210268 

50-339 

P 

SKRABA.f J 

8907310410* 

CONTRACT 


STAROSTECKI.R 

8908260163* 

50 3B7 

P 

STEWART.W L 

890822O4OB 

50 338 

a 

SKRABA.F J 

8908150366* 

CONTRACT 


STAUTER.JC 

8907270344 

40 2061 


STEWART.W L, 

8908230357 

60-260 

R 
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STEWART.Wl 

8908240292 

50-338 

Q 

SYLVIA, B R 

8908080067 

50 341 

P 

THOMPSONS,!. 

0908070093 

FOIA 


STEWART.WL 

8908240295 

50-338 

Q 

SYLVIA, B R, 

8908080080 

50-341 

P 

THOMPSON, H L 

8908230109 

QA999 


STEWART, W L 

8908240296 

50-338 

Q 

SYLVIA, B R, 

8908000108 

50-341 

F 

THOMPSON, H L 

8908230114* 

QA999 


STEWART.W L 

8908250034 

50-338 

P 

SYLVIA, B R 

8908080335 

50-341 

P 

THOMPSON, H L 

8908230324 

PT2I 


STILWELL.T C 

860605003 V 

50-237 

P 

SYLVIA, B R 

8908210062 

50-341 

P 

THOMPSONS L 

8908230326* 

PT21 


STITES.J L 

0908180293 

50-498 

P 

SYLVIA, B R 

8908250183 

50-341 

P 

THOMPSON.H.L 

8908240Q90 

FOIA 


STOHR.J P 

8908080096 

50-269 

Q 

SZUKIEWICZ.A J 

8908080261 

NUREG 


THOMPSONS L 

8906250091 

50 603 

A 

STOHR.J P 

890809028? 

50 250 

Q 

SZYMANSKI.JS 

8908030304* 

WASTE MGT 

THOMPSON, H L 

8908250095* 

50-603 

A 

STOHR.J P 

8908090433 

70 1113 


TALLEY, G 

8908180321* 

50 206 

P 

THOMPSON.H L, 

8906290122’ 

PT21 


STOHR.JP 

8908090440* 

70-1113 


TAM.P S 

8908030075 

50 334 

P 

THOMPSON, J E 

8903150193* 

50 298 

A 

STOHR.J P 

8908100285 

50-250 

0 

TAM.P S 

8908070303 

50-334 

Q 

THOMPSON, J E 

8900150195* 

50-298 

R 

STOHR.JP 

8908180376 

50 424 

F 

TAM.P.S 

8908070400 

50 412 

P 

THULL.T S 

8900020131 

50-245 

$ 

STOHR.JP 

8908220183 

50 280 

Q 

TAM.P S 

8908140196 

50-334 

Q 

THUNSTEOT.JW 

8903230225 

50-373 

ft 

STOHR.J P 

8908230245 

50-250 

Q 

TANA.E T 

8908280251 

WASTE MGT 

TIDMORE.J L 

8908220051* 

CONTRACT 

STOHR.J P 

8908250105 

70-27 


TANAR.A 

8908230416* 

FOIA 


TILLACK.B 

8908160294 

50-338 

R 

STOIBER.C R 

8907270051 

XPORTLIC 


TANGUY, P 

8900210140* 

FOIA 


TILLMAN, A. 

8908080030* 

50-335 

Q 

STOIBEfl.C R 

8907270053 

XPORTLIC 


TANGUY.P 

8908210141* 

FOIA 


TILLMAN, A 

8908230251' 

50-250 

Q 

STOKLEY.J 

8908070426 

NUREG 


TANGUY, P 

8908210144* 

FOIA 


TIMMARAJU.S 

890B260082* 

50-499 

0 

STOLL, L M 

8908170247 

50-305 

P 

TANGUY.P 

8908210145* 

FOIA 


TIPTON, T E, 

8908150170 

REGGD 


STOLS.R 

8908110369 

50-254 

Q 

TANGUY.P 

8908210148* 

FOIA 


TOBE.R M 

8908090208* 

COMMISSION 

STOLS.R 

8908140217 

50 254 

P 

TANGUY.P 

8908210150* 

FOIA 


TOBIN, W 

8908010033* 

50-269 

0 

STOLS.R 

8908160353 

50-254 

P 

TANGUY.P 

8908210154* 

FOIA 


TOBIN.W. 

8908220188* 

50-260 

Q 

STOLS.R 

8008170363 

50 254 

V 

TANGUY.P 

8908210165* 

FOIA 


TOBIN, W 

8908220455’ 

50-330 

a 

STOLS.R 

8908230406 

50-237 

P 

TANGUY.P 

8908210160* 

FOIA 


TOBIN.W.J 

8908090449* 

50-327 

0 

STOLS.R 

8908280386 

50-237 

P 

TANIOUS.N S 

8908020410* 

WASTE MGT 

TODD.G A, 

8908110320* 

70-1113 


STOLZ.J F 

8908070015 

50-219 

R 

TAUKE.T 

8900240225* 

50-254 

H 

TOMPKINS.B A 

8908070116 

50 271 

G 

STOLZ.JP 

8908070402* 

50 412 

P 

TAYLOR, J H 

8907310416 

TOPREP 


TOMPKINS, B A 

8908070116 

50-443 

G 

STONE, D 

8908300176* 

50 353 

G 

TAYLOR, J H 

890801017B 

TOPREP 


TOMPKINS, B.A 

8908290043 

50 443 

G 

STONE, D G 

8908170289 

50-353 

G 

TAYLOR, J H 

8908080117 

TOPREP 


TOREN.H 

890BO2O355 

50-322 

F 

STONE.JC 

8907270291 

50 272 

F 

TAYLOR, J H 

8908160084 

TOPREP 


TORQUAT.C 

8908210135* 

FOIA 


STONE, JC 

8908140203 

50-272 

P 

TAYLOR, J H 

8908230214 

TOPREP 


TOROUAT.G 

0908210159* 

FOIA 


STONE.JC 

8908170525 

50 272 

F 

TAYLOR, J H. 

8908250007 

TOPREP 


TOTH.A D. 

8908110338* 

50-397 

0 

STONE, J C 

8908280377 

50-272 

Q 

TAYLOR, J M 

89080904315 

50-324 

P 

TOURIGNY.E G, 

8907310065 

50-324 

p 

STONE.JC 

8908280379 

50 272 

P 

TAYLOR, J M 

8908100140 

REVIEW GR P 

TOURIGNY.E G 

8908160114 

50-324 

3 

STORZ.L F 

8B0731O197 

50-346 

S 

TAYLOR, JM 

8908140166 

50-3(2 

P 

TOURIGNY.E G 

8908160133 

50-324 

P 

STORZ.L F 

8908010220 

50 346 

s 

TAYLOR. J M 

8908180327 

50-302 

P 

TOURIGNY.E G 

890B 170268 

50 324 

P 

STORZ.L F. 

8908010265 

50-346 

s 

TAYLOR.J M 

8908240219 

50-254 

H 

TOURIGNY.E G, 

8908170517 

50 324 

P 

STORZ.L F 

8908040188 

50 346 

s 

TAYLOR, J W 

8908150007 

50-409 

R 

TOWNSEND, J D, 

8907310054' 

50 275 

F 

STORZ.L F 

6908180314 

50-346 

s 

TAYLOR.J W 

6908150089 

50-409 

R 

TOWNSEND.J.D 

8907310288 

50 275 

R 

STORZ.L F 

8908230287 

50-346 

R 

TAYLOR.J W. 

8908150147 

50 409 

R 

TOWNSEND, J D 

8908220335 

50 275 

fl 

STOTZ.JG 

8907310197 

50-346 

s 

TAYLOR.J W 

8908150199 

60 409 

P 

TRACE, DA, 

8908210267* 

80-339 

P 

STOTZ.JC 

8908010220 

50 346 

s 

TAYLOR.J W, 

8908160147 

50-409 

R 

TRAFICONTE.J. 

8908290154' 

50-443 

G 

STOTZ.J C 

8908010265 

50-346 

s 

TAYLOR, LA 

0908010216 

50 313 

S 

TRAFICONTE.J 

890831 0079 

50-443 

G 

STOTZ.J C 

8908180314 

50-346 

S 

TEAMER.R B 

8908090120* 

CONTRACT 


TRAMMELL.CM 

8907310348 

50-206 

P 

STOVALL, W D 

8907270109* 

CONTRACT 


TEAMER.R 8 

8900180236* 

CONTRACT 


TRAMMELL, C,M 

8908070126 

50-206 

P 

STRAIT.MC 

8908110371* 

50 254 

Q 

TEDFORD.CF 

0908040303* 

CONTRACT 


TRAMMELL, C.M. 

8908240195 

50-206 

P 

STRATFORD.R J 

8907310176 

XPORTLIC 


TEDROW.J 

8908180287* 

50 302 

Q 

TRAPP.J. 

8908230193* 

50-443 

a 

STRATFORD.R J 

8908040173 

XPORTLIC 


TEER.B R 

0908000091* 

71-9233 


TRAUB.R J. 

8900150090 

NUREG 


STRAUCH.P L 

6008180211* 

50 445 

A 

TEMPLIN.W K 

8908210197 

XPORTLIC 


TRAUTMAN.A, 

8908240037 

FOIA 


STREETER.J F 

6908070026* 

50-454 

Q 

TENNYSON, M 

8907310516 

50-374 

S 

traverso.d. 

8907280135 

50-440 

F 

STROSNIDER.J 

6908010382* 

50-423 

Q 

TERAO.D 

8907310051' 

50-260 

Q 

TREMBLAY, L A 

8908090278 

50-271 

H 

STR0SN1DER.J R 

8907310096* 

50-309 

Q 

TERC.N M 

8908160326' 

50-313 

Q 

TREMPER.L.P, 

8908070264 

50-29 

P 

STUB8E.E 

8908080303 

NUREG 


TERRY, C D 

8908010160 

50-220 

P 

TREPAL.C 

8908090335 

PR 


SUH.G Y 

8908090276 

50-352 

P 

TERRY.CD 

8908030169 

50-220 

P 

TREPAL.C, 

8908090380 

PR 


SUH.G Y 

8908090502 

50 352 

P 

TERRY, C D 

8908030221 

50-220 

P 

TREVINO.fl 

8107090095* 

FOIA 


SUH.G Y 

8900110061* 

50-353 

G 

TERRY, C D 

0908090196 

50-220 

P 

TREVORS, G A 

8907280063 

50-293 

F 

SUH.G Y 

8908110061* 

50-353 

G 

TERRY, C D 

8908090204 

50-410 

P 

TREVORS.G A. 

8908070060 

50 298 

F 

SUH.G Y 

8908170510 

50-352 

T 

TERRY.C D 

8908090209* 

50-410 

P 

TREVORS.G A 

8908070241 

50 298 

P 

SULL1VAN.D W 

8908230060 

50 57 

S 

TERRY.C.D 

8908140025 

50-220 

P 

TREVORS.G, A 

8908090054 

50-298 

P 

SULLIVAN, G F 

8907310210 

40-8724 


TERRY, C D 

8908170320 

50-220 

P 

TREVORS.G A 

8908090102 

50-290 

F 

SULLIVAN, R 

8900280345 

50-219 

F 

TERRY.C D 

8908170592 

50 220 

P 

TREVORS.G A, 

0908140255 

50-293 

J 

SULLIVAN.S 

8908210090 

WASTE MGT 

TERRY.C D 

8908180215 

50-220 

Q 

TREVORS.G, A 

8908160375 

50-298 

J 

SUMIGRAY.W P 

8908100120* 

CONTRACT 


TERRY.C 0 

8908220269 

50 410 

P 

TREVORS.G A, 

8908180055 

60-298 

F 

SUNDSMO.T 

8908160158* 

50-344 

V 

TERRY.CD 

8908240002 

50-410 

P 

TREVORS.G.A 

8908230402 

50-293 

P 

SUPKO.EM 

8908220469* 

50 325 

P 

TERRY.C D, 

8908240003* 

50-410 

P 

TREVORS.G, A 

890B2S0040 

50-290 

P 

SURMEIER.J J 

8908010465 

WASTE RES 

TERRY.C D. 

8900240353 

50-220 

F 

TREVORS, G.A 

8908250313 

50-293 


SURMEfER.J J 

8908090477 

WASTE MGT 

TERRY.C D 

8908250314 

50-220 

P 

TRIPP.L E 

8908010354* 

50-317 

O 

SWA1M.D J. 

890B070299* 

50-341 

P 

TETRAULT.R E 

8908220128 

70-27 


TRIPP, L.E 

8908070233* 

50-309 

Q 

SWAMY.S A 

8908280236* 

TOPREP 


TETRAULT.R E 

8908280020 

70-27 


TRIPP.L, E 

8908080280* 

50-247 

Q 

SWAN.D W. 

8908150306 

50 344 

R 

TETRAULT.R, E 

8908280033 

70-27 


TROJANOWSKI.R 

8908110093 

l&E 


SWENSON.W.H 

8908030205 

50-266 

P 

THAOANI.A C 

8903290239* 

50-237 

Q 

TROJANOWSKI.R, 

8908110253 

18 E 


SWENSON, W H 

8908040260 

50 266 

P 

THADANI.MC 

8908090479 

50-387 

P 

TROJANOWSKI.R. 

8900250157* 

50-416 

F 

SWENSON.W.H 

8908100132 

50-266 

P 

THADANI.MC 

8908170033 

50-3B7 

F 

TROJANOWSKI.R. 

8908250179’ 

50-416 

P 

SWENSON, W J 

8908160217* 

CONTRACT 


THARPE.V L 

8908150097 

70-27 


TROSKOSKI.W. 

8908030266 

50-327 

Q 

SWETLAND.P D 

8908160266* 

50-272 

Q 

THATCHER, D F 

8908210132 

NUREG 


TROSKOSKI.W 

8900280324 

50 170 

G 

SWET LAND, P.D 

8908180268 

50 272 

Q 

THIERS.G R. 

8908070207* 

40-2061 


TROTTIER.E H 

8908180279 

50-352 

P 

SWEZEY.R 

8908150110 

NUREG 


THIERS, G R 

8908070287* 

40-2061 


TRZYNA.G E 

6908020210 

50 454 

P 

SWJFT.J J 

8907270250 

40 8801 


THOMAS, B.E 

8908160016 

WASTE MGT 

TRZYNA.Q.E 

8908040202 

50-295 


SWIFT.J J. 

8907310174 

40-8801 


THOMAS, C O 

8900070051 

50-445 

M 

TRZYNA.G.E. 

8908170597 

50-295 

P 

SWJFT.J J. 

8908230352’ 

40 2061 


THOMAS.C O 

0908070051 

50-445 

M 

TUCKER, H.B 

8907270356 

50 369 

P 

SYLVIA, 0 P 

8908020199 

50-341 

0 

THOMAS, J 

8900170488* 

50-327 

P 

TUCKER, H.B. 

8907280103 

50*209 

P 

SYLVIA, 0 R. 

8907310060 

50 341 

P 

THOMAS.J, 

8908220267 

50-295 

R 

TUCKER, H.B, 

8907280132 

60-413 

R 

SYLVIA, e R 

8907310219 

50-341 

0 

THOMAS, W 

8908150100* 

50-245 

Q 

TUCKER, H.B. 

8907280140 

60-269 

R 

SYLVIA.e R 

0907310334 

50 341 

J 

THOMAS.W.V 

0908260171* 

50-416 

F 

TUCKER.H.B. 

8907280290 

60-369 


SYLVIA.B.R 

8908070289 

50-341 

p 

THOMPSONS C. 

8908140166 

50-293 

F 

TUCKER, H.B 

8907310007 

60-269 

F 

SYLVIA.B.R, 

8908070295 

50 341 

p 

THOMPSON, A, C 

8908170239* 

50-293 

F 

TUCKER.H.B. 

8907310136 

50-269 


SYLVIA.0 R. 

8908070340 

50-341 

p 

THOMPSON.D 

8908090007* 

50-302 

Q 

TUCKER.H.B, 

8907310324 

50-269 

P 

SYLVIA.B.R 

8908070381 

50-341 

p 

THOMPSON, G A 

8908090172 

50-276 

O 

TUCKER, H.B. 

8907310419 

50-269 

P 
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TUCKER.H B 

8907310471 

50 413 

Q 

VERRELLI.O M 

8908140202 

50 348 

O 

WELLS, AH 

6908280013 

71-9225 


TUCK€ft,H B 

B908010019 

50-269 

P 

VERRELLI.D M 

8908230001 

50 395 

0 

WENSLAWSKI.FA 

8900250316* 

50 133 

O 

TUCKER.H B 

3908010231 

50-414 

S 

VERRELLI.O M 

8908230002* 

50 395 

Q 

WENZINGER.E C 

8900010338 

50 219 

Q 

TUCKER.H B 

8908080350 

50-369 

P 

VERRELLI.D M 

8008230073 

50 261 

O 

WENZINGER.E C 

8908020354 

50 336 

O 

FUCKER.HB 

8908090086 

50-413 

Q 

VERRELLI.O. M 

8908230081 * 

50 261 

Q 

WENZINGER.E C. 

6900080358 

50 423 

0 

TUCKER.H8 

8908090409 

50-269 

P 

VERRELLI.D M 

8908250185 

50 416 

Q 

WENZINGER.E C 

8908030013 

50-245 

Q 

TUCKER.H 3 

8908160273 

50-413 

F 

VERRELLI.D M 

8908250169 

50 416 

O 

WENZINGER.E C 

0908220034 

50 210 

Q 

TUCKER.H b 

8908160397 

50-269 

P 

VICKREY, R B 

8908110203* 

50 267 

G 

WENZINGER.E C 

8903230202 

60 334 

Q 

TUCKER.H B 

8908160396 

50 413 

P 

VINYARD.H T 

8908220306 

50 374 

S 

WENZINGER.E C 

6908250075 

50 289 

O 

TUCKER.H B 

8908 170 124 

50-269 

P 

VIRGONA.J E 

8900090171 

WASTE MGT 

WERT.L D 

6908010011* 

50-269 

Q 

TUCKER.H B 

8908170253 

50-413 

F 

VIROSTEK.C 

8S0 82801 76 

FOIA 


WERT.L O 

8900010144* 

50 269 

Q 

TUCKER.H B 

8908170330 

50-370 

Q 

VITO.D 

89082501 IB* 

50 29 

O 

WESSMAN.R H 

0908010056* 

50 271 

P 

TUCKER.H B 

8908170600 

60 287 

Q 

VOGLER.B 

8908280292* 

50 424 

M 

WEST8ERG.R A 

0908090515* 

50 331 

O 

TUCKER.H B 

8908180043 

50 413 

O 

VOIN.R 

8907270020 

TOPREP 


WESTERMAN T F 

8908010299* 

50-267 

Q 

TUCKER.H 8 

8908180076 

50-369 

F 

VON ROSENBERG 

8907310320* 

50 498 

1 

WESTERMAN.T F 

8908010360 

60 205 

P 

TUCKER.H B 

890B1B0106 

50 369 

F 

VOTH.M H 

8908080367’ 

COMMISSION 

WESTERMAN.T F 

8908010433* 

50 285 

O 

TUCKER.H B 

8908210080 

60 269 

P 

WACHA.A H 

8900140258 

50219 

P 

WESTERMAN.T F 

8908170073* 

50 267 

0 

TUCKER.H B 

B9082 10084 

50-269 

P 

WAGNER 

6908220139* 

FOIA 


WESTERMAN.T F 

8908240402 

50 267 

s 

TUCKER.H 8 

8908210131 

50 413 

Q 

WAGNER 

8908220142* 

FOIA 


WETTE RHAHN ,M.J 

8908070222 

50 353 

G 

TUCKER.H B 

8900220185 

50 413 

R 

WAGNER 

0908220146* 

FOIA 


WETTERHAHN.M J 

8908070222 

50 353 

G 

TUCKER.H 8 

B908220190 

50-269 

R 

WAGNER, F J 

6908030046 

50 293 

R 

WETTERHAHN.M J 

0908070267 

50-353 

G 

TUCKER.H B 

8908220222 

50-269 

P 

WAGNER, H 

8903210176* 

FOIA 


WETTERHAHN.M, J 

0908070267 

50-353 

G 

TUCKER.H 0 

8900220376 

50 369 

n 

WAGNER, J D 

0908080263 

50 457 

S 

WETTERHAHN.M J 

8900170242 

50-353 

G 

TUCKER.H B 

8908220411 

50 209 

Q 

WAGNER, J.O 

8908220395 

50 457 

S 

WETTERHAHN.M J 

0908170242 

50-353 

G 

TUCKER.H B 

6908230231 

50-369 

Q 

WAGNER, K C. 

8908140139 

NUREG 


WETTERHAHN.M J 

8908170260 

50-353 

G 

TUCKER.H B 

8900240167 

50 370 

Q 

WAGNER, W 

8908110336* 

50-397 

O 

WETTERHAHN.M, J 

8908170260 

50-353 

G 

TUCkER.H 8 

8908240290 

50 414 

R 

WALO.N 

8908160149 

ACRS 


WETTERHAHN.M J 

8908170332 

50-353 

G 

TUCKER.H B 

6908240201 

50-369 

0 

WALKER.H A 

8908170624* 

50-315 

Q 

WETTERHAHN.M J 

0908170332 

50-353 

G 

TUCkER.H B 

8908250291 

50-369 

Q 

WALKER.R.D 

8908010110 

50-445 

S 

WETTERHAHN.M J 

8808300149 

50-353 

G 

TLFCKMAN.M S 

8900070418 

50 269 

S 

WALKER, R.O 

890B0403Q4 

50-445 

A 

WETTERHAHN.M J. 

6908300149 

50-353 

G 

TUCK WAN. W S 

0900000373 

50-269 

S 

WALKER.R D 

8908070352 

50-445 

S 

WETTERHAHN.M J. 

0908300157* 

50-353 

G 

TUCKWAN.M S 

8900160000 

50-269 

S 

WALKER.R D. 

8908070357 

50-445 

S 

WETTERHAHN.M J 

8908300157* 

50 353 

G 

TUCKMAN.M S 

8900280275 

50-269 

S 

WALKER.R.D 

8908090125 

50-445 

A 

WETZEL.N 

8908180351* 

WASTE RES 

TURK.C 

0907310294 

50-313 

R 

WALKER.R D 

8908090322 

50-445 

A 

WHEELER.J.T 

0908040324* 

CONTRACT 


TURK.C h 

8907270173 

50-313 

n 

WALKER.R D 

8908220356 

60-445 

S 

WHEELER.J T. 

8908140089* 

CONTRACT 


TURK.C H 

8907270100 

50 368 

R 

WALKER.R D, 

8908230393 

50 445 

A 

W HEELER, J T. 

6908240390* 

CONTRACT 


TUftKC H 

0907310449 

50-313 

p 

WALKER ,T 

8908030195* 

60 410 

V 

WHEELER, L 

8900110203* 

50 267 

Q 

TURK.C H 

8900010080 

50-313 

p 

WALL.K C 

8906220326 

50-213 

R 

WHITACRE.C 

8908140254* 

CONTRACT 


TURK.C H 

8900020364 

50 313 

p 

WALLACE.D 

8900020274* 

60 5 

V 

WHITE, J 

8909230176 

l&E 


TURK.C H 

0908170319 

50-368 

p 

WALLIN ,G A 

8908 150400 

50-271 

R 

WHITE, JR 

8900110161 

40 8649 


TURK.C H 

8900170349 

50 313 

p 

WALLMANN.W. 

B908210169* 

FOIA 


WHITE, P 

8908230289 

50 272 

n 

TURK.C H 

0908230365 

50 313 

R 

WALT ,T D 

8907270163 

60 344 

F 

WHITE, P, 

890B2302S1 

50-311 

R 

TURK.C H 

B9 082303 69 

50-368 

R 

WALTER, C E 

8907310282* 

REVIEW GR P 

WHITENER.H L 

8900100327* 

50 338 

o 

TURK.C H 

8900200045 

50-313 

Q 

WALTON, G. A 

8908210194* 

50-390 

O 

WHITING.A R 

8908230196 

WASTE MGT 

TURK.S E 

8900240149 

50-443 

G 

WAMBACH.T V 

8908140417 

50 346 

P 

WHITT, M S 

8907270180 

50 368 

R 

TURK.S E 

8908300094 

50-443 

G 

WAMBACH.T V. 

8908170334 

50 348 

P 

WHITT.M S 

8908230369 

50-368 

R 

TURK.S E 

89003001 24* 

50-443 

G 

WAMBACH.T V 

8908170367 

50-346 

P 

WHITTEMORE.CH 

B90B160012 

50-327 

S 

TUfTNER.C L 

8908150106 

50-461 

J 

WAMBACH.T V. 

6908180322 

50 348 

P 

WHITTEMORE.J E 

B908180028* 

50-445 

V 

TUTTLE, R J 

8906050286* 

70-25 


WANG.A B 

8908020093 

50 213 

P 

WHITTIER, G D. 

8907280139 

50-309 

p 

TUTTLE.R J 

8906050209* 

70-25 


WANG, A B, 

89081703BO 

50 213 

P 

WHITTIER, G D 

8900040262 

50 309 

Q 

TUTTLE, R J 

0906050291* 

70-25 


WARE.CK 

8908010443 

50-293 

F 

WHITTIER, G D 

8900070353 

50-309 

P 

TUTTLE, R J 

6906050296* 

70-25 


WARE WBOURG.D W. 

8908020163 

50-267 

F 

WHITTIER ,G D 

8900100157 

50-309 

F 

TUTTLE, R J 

8906050301 * 

70 25 


WAREMBOURG.O.W 

8908090165 

50-267 

l 

WHITT IER.G D 

0908150105 

60 309 

R 

UDY.A c 

6708130123* 

50-244 

P 

WARNICK.R F 

8907270086 

50-445 

O 

WHITTIER.G D 

0900160239 

50 309 

Q 

UDY.A.C 

B90B1 40032* 

REVIEW GR P 

WARNICK.R.F 

B9080 10073 

50-445 

F 

WHITTIER.G D 

6906160241 

50 309 

V 

ULWER.FJ 

8908150306 

50-344 

R 

WARNICK.R F. 

8908010140 

50-445 

Q 

WHITTIER.G D 

8908240252 

50-309 

F 

UPDEGRAFF.C D 

0608230226 

NUREG 


WARNICK.R F 

8908010184 

50-445 

Q 

WHITTKE.D D 

6907310202 

50 285 

F 

VAN OER SLUYS 

8908080120* 

TOPREP 


WARNICK.R F 

8908070436 

50-445 

Q 

WHITTMORE.C H 

8908070210 

50-328 

S 

VANDERNIET.C 

6908100290* 

50-266 

G 

WARNICK.R F 

8908080068 

50-445 

Q 

WICHERS.D L, 

8908020269 

40 6502 


VANDERNIET.C L 

B9080B01 18* 

50-266 

Q 

WARNICK.R F. 

89060 B0194 

50-445 

Q 

WICHERS.O L 

8908020313 

40 8502 


VANDOORN.K 

0907270264* 

50 369 

Q 

WARNICK.R.F 

8908160073 

50 445 

S 

WICHERS.D L 

8908020366 

40 0502 


VANOOORN.K 

8908220122* 

50-369 

Q 

WARNICK.R.F 

8905160126* 

50-445 

A 

WICHERS.D L 

090809032 1 

40 6502 


VANOOORM.K 

8000250248* 

50 369 

Q 

WARNICK.R F 

690B160132* 

50-445 

A 

WICHERS.D l 

8908000405 

40-8502 


VAN SANT, J H. 

8007310282* 

REVIEW GR P 

WARNICK.R F 

8908160135* 

50 445 

A 

WIDAY.J A 

8907310146* 

50-244 

F 

VARGA, S A 

8007270300" 

50-272 

F 

WARNICK.R F. 

8908180289 

50 445 

F 

WIOELL.R C 

0908010251 

50-302 

S 

VARGA, S A 

8907280089 

50-247 

P 

WARNICK.R F 

8908210205 

50 445 

Q 

WIDELL.R C 

6908010256 

50-302 

s 

VARGA, S A 

8908070420* 

50-335 

P 

WARNICK.R.F 

8908210214 

50-445 

Q 

WIDELL.R C 

8908010306 

50-302 

p 

VARGA.S A 

89081 10336 

50 280 

P 

WARNICK.R F. 

8908230146 

50 445 

Q 

WIDELL.R C 

8008070184 

50-302 

s 

VARGA.S a. 

8908170372 

50-336 

P 

WARNICK.R.F 

8906230189 

50 445 

Q 

WIDELL.R C, 

0908070212 

50 302 

s 

VARGA.S A 

8908170423* 

50-213 

P 

WARNICK.R.F 

0908230230 

50 445 

Q 

WIDELL.R C 

8908090161 

50 302 

Q 

VARGA.S A 

8908170472 

50-302 

Q 

WARNICK.R F. 

B90B26014B 

50 445 

S 

WIDELL.R C 

8908090186 

50 302 ' 

O 

VARGA.S A 

8908220323* 

50-261 

P 

WARREN, C. 

8908140161 

50 293 

S 

WIDELL.R C 

B9QB1 60255 

50 302 

P 

VARGA.S A 

8908250261 

50 261 

Q 

WARREN, LA. 

8908230357 

50-280 

R 

WIDELL.R C. 

8900160281 

50 302 

s 

VARGA.S A 

8908250275 

50-410 

O 

WATERS.R M 

8908020239* 

50-395 

P 

WIDELL.R C 

6900160309 

50 302 

p 

VARGA.S A 

8908280134 

50-352 

P 

WATSON, R A 

8908030323 

50-324 

Q 

WIDELL.R C 

6900160402 

50 302 

R 

VARGA.S A 

8908280189 

50-353 

0 

WEBB.R E 

8908070138 

FOIA 


WIDELL.R C 

8008170676 

50-302 

P 

VAUGHN.G E 

8908090326 

50-498 

P 

WE8B.TJ 

8908300031 

60-305 

S 

WIDELL.R C 

8908250256 

50 302 

R 

VAUGHN, G E. 

8908090382 

50-498 

s 

WEHRING.BW 

89081 705B5 

70-157 


WIOMAYER.D A 

8908250060 

WASTE MGT 

VAUGHN, G E 

8908180191 

50-498 

p 

WEIGAND.J.G 

8908020155 

50-271 

s 

WIESE, J S 

8908160073 

50*445 

S 

VAUGHN, G E 

8908210241 

50 498 

s 

WE1L.G H. 

B908040039* 

50-456 

p 

WIEBE.J S. 

8908230233* 

50-445 

Q 

VAUGHN, G E 

8908210249 

50-499 

s 

WEISS.A.J, 

8906150135 

NUREG 


WlEBE.J S 

8908250148 

50-445 

S 

VAUGHN, G E 

890B220258 

50 498 

P 

WEISS.A J. 

8900290274 

NUREG 


WIEGAND.C. 

8908220405 

50-456 

s 

VAUGHN.G.E 

8908230243 

50-498 

s 

WEISS, D. 

8908230080* 

70-1113 


WIENS.L A. 

8007270284 

50-269 

p 

VAUGHN.H E 

8908180357 

50-395 

s 

WEISS.S H 

8906150149* 

50-2 

p 

WIENS.L A 

8908030310 

60 269 

F 

VSLASQUEZ.J R. 

8900090473 

40 8907 


WEISS, S H 

8906180012* 

50-267 

p 

WIENS.L A 

8908040199 

50 269 

P 

VERRELLI.O M 

8908010041 

50-348 

Q 

WEISS, S.H. 

6908250252* 

50 243 

p 

WIENS.L A 

8808110040 

50 269 

P 

VERRELLI.O M 

8908100189 

50-416 

Q 

WEISSMAN.S. 

6B08030157’ 

TOPREP 


WIENS, L.A. 

8908140230 

50 269 

P 

VERRELLI.D M 

8908100194* 

50-416 

Q 

WELCH.J. 

8903160016 

50-237 

s 

WIESE MANN.R A 

8608020200* 

50 424 

P 
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WIESEMANN.R A 

8908020236' 

50-395 

P 

WIESEMANN.R A 

8908020265' 

50-364 

P 

WIESEMANN.R A 

8908090129* 

50-445 

A 

WIESEMANN.R A 

89Q8Q9Q354 ' 

TOPHEP 


WIESEMANN.R A 

8908180208' 

50-445 

A 

WIESEMANN.R A 

8 908220002* 

TORRE P 


WIGGINS.E J 

8907180441* 

CONTRACT 


WIGGINS.E J 

8907270146* 

CONTRACT 


WIGGINS.E J 

0907310410' 

CONTRACT 


WIGGINS.E J 

8908040201 ' 

CONTRACT 


WIGGINS.E J 

0908150366* 

CONTRACT 


WIGGINS.J 

8908280120 

50 220 

S 

WIG GINS. JT 

8908010314 

50-286 

Q 

WIGGINS.J T 

89080 10349 

50-317 

Q 

WIGGINS, JT 

8908070229 

50 309 

Q 

WIGGINS.JT 

8908070338 

50-220 

O 

WIGGINS.J T. 

6908070391* 

50 220 

Q 

WIGGINS.JT 

8908080278 

50-247 

Q 

WIGGINS.JT 

8908100199 

50-220 

H 

WIGGINS.J T. 

0908140154 

50 286 

Q 

WIGGINS.JT 

89Q81503B6 

50-220 

P 

WIGGINS.JT 

8908160109 

50 220 

P 

WIGGINS.J T, 

8908160113 

50-220 

P 

WIGGINS.J T, 

8908160122 

50-220 

P 

WIGGINS.J T. 

8908160317 

50 220 

P 

WIGGINS.J T 

8908220043 

50-286 

Q 

WIGGINS.JT, 

8908230216 

50 333 

Q 

WIGGINTON.DL 

8907310346 

50 382 

P 

WILGUS.WS 

8908100224 

50-302 

F 

WILGUS.W S 

8908170663 

50 302 

P 

WILGUS.WS 

8908210129 

50-302 

P 

WILLARD.S.C 

8908160234 

50-260 

S 

WILLARD.SC 

8908160235 

50 259 

s 

WILLAPD.SC 

8008210240 

50-260 

s 

WILLI AMS, EC 

8908230270* 

FOIA 


WILLIAMS, M 

8008220205* 

50 482 

R 

WILLIAMS, MG 

6007310465 

50 462 

S 

WILLIAMS.M G 

8908010245 

50 482 

S 

WILLIAMS.M G 

6008010261 

50 4B2 

S 

WILLIAMS, M G 

6008150249 

50-462 

s 

WILLIAMS.M G 

8900220073 

50-482 

s 

WILLIAMS.M G 

8908220203' 

50-482 

R 

WILUAMS.MG 

8908230052 

50-482 

s 

WILLIAMS.M H 

6908070285* 

FOIA 


WILLIAMS, OG 

8908070005 

50-445 

o 

WILLIAMS, R A, 

8907280159' 

50-413 

R 

WILLIAMS, R A 

B907280183' 

50-269 

R 

WILLIAMS.R A. 

8907280297' 

50-369 

R 

WJLLIAMS.R A 

8908220313* 

50-269 

R 

WILLIAMS.R A 

8908220354* 

50-413 

R 

WILLIAMS, R A 

8908220442' 

50 369 

R 

WILLIAMS.R C. 

8908150049' 

50-353 

G 

WILLIAMS.R C, 

8908230340* 

40 2061 


WILLIAMS.R 0. 

8907310122 

50 267 

F 

WILLIAMS, R,0 

8908020208 

50 267 

R 

WILLIAMS.M G 

8907310221 

50 402 

S 

WILLIS, J L 

8908030202' 

50 410 

V 

WILLIS, J L 

8908040194 

50-220 

s 

WILLIS, J L 

890B1 10236 

50-220 

s 

WILLIS, J.L 

8908160144 

50 220 

s 

WILLIS, JL 

8908170499 

50-220 

R 

WILLIS.J L 

6008240035 

50 410 

fl 

WILLIS.J L 

8008250243 

50 220 

R 

WILLSEY.W.B 

0008170122 

50 276 

S 

WILMOT.E L 

8907310330 

WASTE MGT 

WILMOT.E L, 

8907310333 

WASTE MGT 

WILMOT.E L 

8907310548 

WASTE MGT 

WILMOT.E L, 

8907310552 

WASTE MGT 

WILMOT.E L 

8908070078 

WASTE MGT 

WILMOT.E L 

09O8O7OOB5 

WASTE MGT 

WILMOT.E L 

8908070100 

WASTE MGT 

WILMOT.E L, 

8908070120 

WASTE MGT 

WILMOT.E.L 

6908150402 

WASTE MGT 

WILMOT.E.L. 

8908150403 

WASTE MGT 

WILMOT.E L 

8908150406 

WASTE MGT 

WILMOT.E.L 

6908160033 

WASTE MGT 

WILMOT.E.L 

8908160035 

WASTE MGT 

WILMOT.E.L 

6908160038 

WASTE MGT 

WILMOT.E.L. 

8908170554 

WASTE MGT 

WILMOT.E L, 

8908180392 

WASTE MGT 

WILMOT.E L 

8908220036 

WASTE MGT 

WILMOT.E L, 

8908220045 

WASTE MGT 

WILMOT.E L 

8908220050 

WASTE MGT 

WILMOT.E L 

8008220062 

WASTE MGT 

WILMOT.E L 

8000220063 

WASTE MGT 

WILMOT.E L. 

8008240416 

WASTE MGT 

WILMOT.E L 

8900240417 

WASTE MGT 

WILMOT.E.L. 

8906240416 

WASTE MGT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

WILMOT.E L 

8908280047 

WASTE MGT 

WILMS, R P 

8907310413' 

50-324 

S 

WILSON.B 

8908180169 

50 259 

Q 

WILSON.B 

8908180169 

50-259 

Q 

WILSON.B 

8908 t 80 t 74* 

50-259 

O 

WILSON.B A 

8908010174 

50-259 

Q 

WILSON.B A 

8908070230 

50 250 

Q 

WILSON.B A 

8908080178 

50-259 

O 

WILSON.B A 

8908080185 

50-259 

Q 

WILSON.B A 

8900090327 

50 327 

Q 

WILSON.B A 

8908110095 

50-327 

F 

WILSON.B A 

8908150260 

50 259 

Q 

WILSON.B A 

6908150273 

50-327 

Q 

WILSON.B A 

0908100175* 

50-259 

Q 

WILSON.B A 

8900210018 

50-327 

Q 

WILSON.B A 

0908210020* 

50-327 

Q 

WILSON.B A 

8908210033 

50-259 

Q 

WILSON.B A 

8908210038* 

50 259 

Q 

WILSON.B A 

0908210177 

50-327 

O 

WILSON.B A 

8908210109 

50 390 

O 

WILSON.B A 

8908210192* 

50-390 

Q 

WILSON.B A 

8908220075 

50-327 

Q 

WILSON.B A 

8908220077* 

50 327 

O 

WILSON.B A 

B908250153 

60-390 

O 

WILSON.B A 

890B250166 

50-259 

Q 

WILSON, K R 

8907270294 

60-302 

P 

WILSON, P 

8908090036* 

ORG 


WILSON, WE 

8908220109 

50-27 

H 

WILSON, WE 

8908230156 

50-27 

R 

WINGER, M A 

8908150122* 

50-334 

P 

WINGER.M A 

8908150124* 

50 334 

R 

WINSLOW, T P 

8908170650 

70-1113 


WINSLOW, T P. 

0908250325 

71-4986 


WINTERS, R A. 

8908010382* 

50 423 

Q 

WISSINK.R G 

8908100301 

REVIEW GR P 

WISSINK.R G 

8908220303 

REVIEW GR P 

WITHEE.C J 

8908110191 

71-9228 


WITHERS, B D 

8907310026 

50-482 

P 

WITHERS, B D 

8908080143 

60 482 

P 

WITHERS, B D 

8908080224* 

50 402 

Q 

WITHERS.B D 

8908100222 

50-402 

Q 

WITHERS, B D 

8908180207 

60 462 

P 

WITTLE.D D 

8907200173 

50 285 

F 

WOHLD.P R. 

0900180160 

50-346 

O 

WOLFE, B 

8008070346 

70-754 


WOLFE, L K 

8908200 185 

FOIA 


WONG.H 

0900230269 

l&E 


WONG.H J 

0908150030 

50-286 

Q 

WONG.H J 

8908160214 

50 280 

Q 

WONG.K R 

0900180197 

REGGD 


WOODHEAD.C P 

8900300012 

70 36 


WOODLAN.DR 

8907270343 

50 445 

S 

WOODLAN.O R 

8907280088 

50-445 

F 

WOODLAN.D R 

0007310153 

50-445 

S 

WOODLAN.D R 

8907310290 

50 445 

S 

WOODLAN.O R, 

8908020241 

50-446 

A 

WOODLAN.D R 

0908180089 

50-445 

S 

WOODLAN.D, R 

89D8 160291 

50 445 

A 

WOODRUFF, R L 

890B080059 

STATE PRO G 

WOODS, R 

8908030268* 

TOPREP 


WOODY.C O, 

8907270192 

71-169 


WOODY.CO. 

8907310064 

50 250 

P 

WOODY, C.O 

8908010109 

50-251 

P 

WOODY.C O 

0908010387 

50-389 

S 

WOODY.CO 

8908020132 

50 335 

F 

WOODY.CO 

8908020320 

50-309 

P 

WOODY.C O 

8908020351 

60-336 

P 

WOODY.CO 

8008030216 

50 251 

S 

WOODY.C O 

8900030258 

50 335 

P 

WOODY.C O, 

8908070364 

50-250 

P 

WOODY.CO, 

8908080336 

50-335 

0 

WOODY.CO 

8908000170 

60-250 

s 

WOODY, C.O 

8908090199 

60-335 

R 

WOODY.CO 

8908140132 

50-250 

Q 

WOODY.C, O 

8008140260 

50-250 

S 

WOODY.C O 

6908160076 

50-251 

S 

WOODY.C O 

8908180079 

REGGD 


WOODY.CO 

8908180145 

50-250 

S 

WOODY.CO. 

8908180181 

50-250 

P 

WOODY.CO 

8908210190 

50-250 

R 

WOODY.C O 

890821026B 

60-335 

F 

WOODY.CO 

8908210272 

50-389 

P 

WOODY.CO. 

6908220019 

50-335 

P 

WOODY.C O 

8908220103 

50-335 

F 

WOODY, C.O 

8908220121 

50-335 

S 

WOODY.CO 

6908220220 

50-250 

G 

WOODY.CO. 

8008220230 

50-251 

S 

WOODY.C O 

8908220241 

50-335 

S 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


WOODY.CO 

8908220426 

50 250 

F 

WOODY.C O 

8908230141 

50 335 

0 

WOODY.C O 

B90Q230153 

50-335 

P 

WOODY.C O 

B90B23O161 

50-250 

S 

WOODY.C O 

8908230410 

50 251 

s 

WOODY.C O 

8906240040 

50-250 

R 

WOODY.C O 

8903250015 

50-250 

S 

WOODY.C O 

8908250320 

50 251 

P 

WOODY.C O 

8908280181 

50-389 

P 

WOOTEN, LA 

8907310336* 

50-286 

P 

WRIGHT, G C 

6907310245 

50 341 

0 

WRIGHT, G C 

8907310530 

50-156 

V 

WRIGHT, G C 

8908010205 

50 440 

V 

WRIGHT.G C 

09OBO10218 

50 266 

p 

WRIGHT.G C. 

8908030129 

50 461 

0 

WRIGHT.G C 

8908030199* 

50 282 

0 

WRIGHT.G C 

0908070344 

50 155 

V 

WRIGHT.G C 

0908100280 

50-266 

0 

WRIGHT.G C 

8908110293 

50-315 

V 

WRIGHT.G C 

89081 10353 

50 454 

V 

WRIGHT.G C 

8908140115 

50-305 

p 

WRIGHT.G C 

0908140152 

50-346 

V 

WRIGHT.G C 

8908170079 

TOPREP 


WRIGHT.G C 

8908170161 

50-155 

p 

WRIGHT.G C 

8908170175 

50-331 

p 

WRIGHT.G C. 

8908170195 

50 483 

p 

WRIGHT.G C 

8908170570 

TOPREP 


WRIGHT.G C 

89081 70599 

50-254 

V 

WRIGHT.G C 

8908180064 

50-373 

V 

WRIGHT.G C 

8908210228 

50 305 

a 

WRIGHT, M 

8908220071 

50-416 

F 

YANDELL.L 

0908160366* 

50-155 

P 

YANDELL.L A 

8907270280* 

50 341 

P 

YANDELL.L A 

8907310485* 

50 282 

P 

YANDELL.L A 

8908010273* 

50-263 

P 

YANDELL.L A 

8908150270' 

50-155 

P 

YANDELL.L A 

8008170054' 

50 265 

P 

YANDELL.L A 

0908170305' 

50 155 

P 

YANDELL.L A. 

8908170508* 

50 315 

P 

YANDELL.L A 

8008250290' 

50155 

P 

YBARHONDO.L J 

8907270314' 

CONTRACT 

YEAZEL.A 

8908140212 

PROJ 


YELAVICH.J L 

8908040227' 

CONTRACT 

YIN.IT. 

0907310253- 

50 341 

O 

YORK.J.W 

8908010 103* 

60 200 

Q 

YOUNG.K A 

0908230139 

60 387 

R 

YOUNG, M A 

8908310021 

60 443 

G 

YOUNG, M A 

8908310028 

50 443 

G 

YOUNGER, J C 

8908220300* 

80-499 

a 

YU.C 

8908290106' 

40-2061 


YU.C 

890B290106* 

40 2061 


YUAN.Y 

0908290088* 

40 2061 


YUAN.Y, 

8908200088* 

40-2061 


YUEN.SJ. 

0908280163 

50-295 

s 

YUHAS.G P 

8908150073 

50-275 

0 

YUHAS.G P 

8908180338 

50-397 

a 

YUHAS.G P 

0908180342“ 

50-397 

0 

YUHAS.G P 

8008210170 

50-73 

s 

YUHAS.G P 

8908220229 

70 734 


YUHAS.G P. 

8908220246 

50 344 

a 

YUHAS.G P 

0908250311 

50 133 

G 

YUHAS.G P 

8908250315* 

60 133 

Q 

YUNDT.C P 

8908010372 

50 344 

s 

YUNDT.C P 

8908010376 

50 344 

s 

YUNDT.C P 

8908030114 

50 344 

F 

YUNDT.C P 

8908000349 

50-344 

s 

YUNDT.C P 

8908080378 

50 344 

s 

YUNDT.C, P. 

8906150002 

50 344 

s 

YUNDT.C P 

8908150004 

50 344 

s 

YUNDT.C P. 

8908150306 

50 344 

a 

YUNDT.C P 

8908180286 

50 344 

s 

YUNDT.C P 

8908180310 

50 344 

s 

YUNDT.C P 

8908240337 

50 344 

s 

YUNDT.C P. 

8908280200 

50-344 

s 

YUNKER.S 

8900030203 

50-304 

s 

YUNKER.S. 

B 908 150360 

50 295 

s 

ZANGGER, C 

8908230155’ 

FOIA 


ZANGGER, C 

8908230162* 

FOIA 


ZANGGER, C 

8908230200* 

FOIA 


2ECH.L V, 

8908220417* 

FOIA 


ZECH.L.W. 

8908210091* 

FOIA 


ZECH.L W. 

8908210169* 

FOIA 


ZECH.L.W 

8008220162* 

FOIA 


ZECH.L W. 

8908220425* 

FOIA 


ZECH.L W 

8908230162* 

FOIA 


ZECH.L W, 

8908230234* 

FOIA 


ZEILER.J 

8908250236* 

60-369 

0 

ZIMMERMAN, R.P 

8908010426 

50-397 

Q 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ZIMMERMAN ,R p 
ZrMWERMAW.R P 

8908110333 

8003110337* 

50 397 Q 

50-397 Q 

2IMMERMAN.R P 
2WICK.T 

89081 SOI 70 
89081601 88* 

50 206 Q 

50 161 Q 

HWQLINSKU A 
ZYOUCK.RC 

8907200282 

8000170505 

TOPflEP 
50-266 f 




CORPORATE SOURCE INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example,50-232 P. 
The docket subject categories are defined in Appen- 
dix A, 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


AUTHOR AFFILIATION 


ASg A 9 row/i Boveri, Inc. 

Advanced Nuclear Fuels Corp (formerly 
Exxon Nuclear Co . Inc.) 


Aerolesl Operations, Inc 
Agriculture, Dept of, Graduate School, 
Washington. DC 


Alabama Power Co 


All Chemical Isotope Enrichment, Inc 

Allied-Signal Corp 
American Instilute in Taiwan 


American Potash & Chemical Corp 


American Society ior Nondestructive 
Testing 


American Society ol Mechanical Engineers 
Analysis Group, Inc 
Anchor/Darling Valve Co. (subs, of 
Anchors Darling Industries, Inc.) 


Anthony. R L, 

Applied Management Systems, Inc 


Arganne National Laboratory 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8908220013 

TOPREP 


8908220014' 

TO PREP 


89D7280151 

TOPREP 


890B090021 

71-9217 


8908090032' 

71-9217 


890B110158 

70-1257 


8908110159* 

70-1257 


8908160095 

TOPREP 


8908180306* 

50-261 

P 

8908170203 

70-1267 


8908280131 

so 22 a 

F 

89080903B0 1 

CONTRACT 


8908140076* 

CONTRACT 


8907110367 

50-348 

P 

8908020044 

50 321 

P 

8908020044 

50-321 

P 

8908020090 

60-348 

V 

890B020263 

50 364 

P 

8908070187 

50-348 

G 

8908110228 

60 348 

F 

8908150120 

60-340 

R 

8908180168 

60-364 

H 

8908170103 

60-348 

F 

8908 180007 

60-364 

Q 

8008220047 

60-348 

F 

8908220047 

50-348 

F 

8908220082 

60-348 

F 

8908220082 

60-348 

F 

8908250263 

60 348 

F 

8908280024 

60-348 

F 

890B280024 

60-348 

F 

8908280084 

SO -34 8 

H 

8908280374 

60 348 

P 

8908200385 

50 348 

H 

8908230271 

50-603 

A 

8908250082 

50-603 

A 

8908030269 

40 3392 


8908210095* 

FOIA 


890821C099* 

FOIA 


890B230311* 

40-2081 


B908230323" 

40-2061 


8908230325* 

40-2061 


8908230327* 

40-2061 


890B230344* 

40-2061 


8908230359* 

40-5192 


8908230380* 

40-5192 


8908230362’ 

40-5191 


8908230364* 

40-5191 


8908230371* 

40-2061 


8908240089* 

40-2061 


8906230119* 

COMMISSIO 

N 

8907280373* 

COMMISSIO 

N 

8900040227* 

CONTRACT 


8908040263* 

CONTRACT 


8908230442 

71-153 


8908230450* 

71-153 


8908070161 

50-353 

G 

8908040326* 

CONTRACT 


89O804032B* 

CONTRACT 


8908040329* 

CONTRACT 


8908290088* 

40-2061 


89082 9009B* 

40-2061 


8908290102* 

40-2061 


8908290106' 

40-2061 



AUTHOR AFFILIATION 


Arizona Public Service Co (formerly 
Arizona Nuclear Power Project) 


Arizona State Univ., Tempe, AZ 
Arizona, Slate ol 

Arizona, Unlv of, Tucson, AZ 


Arkansas Power & Light Co 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

B9083 10060 

NUREG 

8906270958 

50 528 

B9073 10052 

50-528 

8900010124 

60 530 

B908020121 

80-528 

8906020121 

50 528 

8908020121 

50 528 

8908020123* 

50-528 

6908020123* 

50 528 

8908020123’ 

50-528 

8908020299 

50 529 

8908020305 

50 530 

B9Q8030037 

50-52B 

8906030037 

50-528 

6908040189 

60-520 

8908040190 

50-530 

6908090077 

50-526 

890B090077 

50-528 

8908090077 

50-528 

8908090083* 

60 52B 

8908090304 

60-520 

690B0903 05* 

50 529 

8908150143 

50-528 

6008150143 

50 528 

6908150143 

50-520 

6906150168 

50 528 

890S1 70492 

50-528 

8908180265 

50 530 

8908180267 

50-528 

8908180289 

50-529 

8908210186 

60-528 

Q90BZ101B6 

50-528 

8908210186 

50-528 

8906250287 

50-528 

8908140094* 

CONTRACT 

8908040303’ 

CONTRACT 

8908140343 

REGGD 

8906040324* 

CONTRACT 

8906070429 

NUHEG 

8008140080* 

CONTRACT 

B90B240390* 

CONTRACT 

8907270173 

50-313 

8907270160 

50-386 

8907280042 

50-313 

8907280174 

50-313 

8907280348 

60-382 

8907310294 

50-313 

8907310449 

50-313 

8907310449 

50 313 

890B010Q08 

50 313 

8908010089 

60-313 

8906010216 

50 313 

8908010353 

50-313 

8908010370 

50 313 

6908010408* 

50-313 

8BQ8020037* 

50-313 

8908020037* 

50-313 

8008020287 

PR 

89080202B7 

PR 

6908020347 

50-313 

8908020394 

60313 

8908020384 

60-313 

8908030256 

50-313 

8908070310 

50 313 

8908070310 

50 313 

8908060021 

50-313 

8906080026 

50-313 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Army. Dept of 
Associated Press 

Atlantic Business Chronicle 
Atlas Corp. 


Austin, TX 
Austria, Govt, ot 


B&W Fuel Co 


0WR Owners Group 
BBbcock & Wilcox Co 


Babcock 4 Wilcox Operating Plants Owners 
Group 


Backus, Meyer & Solomon 

Balch, Bingham, Baker. Hawthorns, 

Williams & Ward 
Baltimore Gas & Electric Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8908080026 

50 313 

Q 

8908080075 

50-313 

F 

8908080075 

50 313 

F 

8908140322 

50-313 

Q 

8908140322 

50 313 

Q 

8908150065 

50 313 

F 

8908150065 

50-313 

F 

8908170319 

50-368 

P 

8908170349 

50 313 

P 

0908170356 

50-313 

Q 

8908210217 

50 313 

P 

8908210217 

50-313 

P 

8900210223' 

50-313 

P 

8908210223' 

60 313 

P 

8908210244 

50-313 

Q 

8908210244 

50-313 

O 

8908210252' 

50-313 

P 

8908210252' 

50 313 

P 

8908230164 

50-368 

s 

8908230365 

50-313 

R 

8908230369 

50-368 

R 

6906240152 

50 313 

P 

8908240153* 

50-313 

P 

8908250174' 

50-368 

V 

6998280045 

50-313 

Q 

0908280208* 

CONTRACT 


8908150404 

FOIA 


8908230157 

SO 443 

P 

8908160074 

70-143 


8908090408 

40-3453 


8900110258 

40-3453 


8908030176' 

50 498 

1 

8908210039' 

FOIA 


8908210043* 

FOIA 


8908210051* 

FOIA 


8900210057* 

FOIA 


8908230316* 

FOIA 


8908030001 

71-6206 


8908070204 

70-1201 


8908080039 

70-1201 


8008240257 

70-1201 


8908140024* 

50 237 

Q 

8907310089 

70-824 


8907310187 

70-135 


8907310416 

TOPREP 


8908010131 

70 27 


6908010146 

70-824 


890BQ1O15S 

70 27 


0908010178 

TOPREP 


8908010247 

70 024 


8908020400 

70-27 


8908040154 

TOPREP 


8908040277* 

70-27 


8908070349 

70 27 


8908090284 

70 27 


8908090284 

70 27 


8908110143 

70-27 


8008110380 

70 27 


8908140065 

70-27 


8908150174* 

TOPREP 


8908160256 

70-27 


8908170153 

70-27 


8908170646 

70 27 


8908100297 

70-27 


8908100432 

71-88 


8908210197 

XPORTLIC 


0908220128 

70-27 


890B230214 

TOPREP 


8908240244 

70-27 


8908250007 

TOPREP 


8908200004 

71-5341 


8908200020 

70-27 


8908280033 

70-27 


8908310123 

70 135 


0908020405 

TOPREP 


8908070314 

TOPREP 


8908070323* 

TOPREP 


89080B0117 

TOPREP 


8908080120* 

TOPREP 


8908160084 

TOPREP 


8908170065 

50-443 

G 

8908300047 

50-443 

G 

8900310060 

50-443 

G 

8908070187 

50-348 

G 

8907270042 

50-317 

P 

8907310091 

50-317 

P 

8908020150 

50-317 

P 


AUTHOR AFFILIATION 


Battollo Memorial Institute, Columbus 
Laboratories 

Battetle Memorial Institute, Pacific 
Northwest Laboratory 

Bear Creek Uranium Co 
Bechtel • KWU Alliance 

Bechtel Corp 

Bechtel Group, Inc. 

Bechtel Power Corp 

Belgium, Govt of 

Berger A Montague 

Bishop, Cook, Purcell & Reynolds 
Black & Oecker (U s ), Inc 


Black & Vealch 
Boston Edison Co 


Braunkohie Transport USA, Inc. 
Brazil, Govt of 

Brookhaven National Laboratory 

Brown, James & Rabbit. P C 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8908020150 

50-317 

8908020152* 

60-317 

8908020152* 

50-317 

8908020304 

50 317 

8908030023 

50-317 

8908030222 

50-317 

8908040191 

50 317 

8908080180 

50-317 

8908080180 

50 317 

8908140088 

60-318 

8908140172 

50-317 

8908150178 

50-317 

8908160337 

50-317 

8908160337 

50-3 f 7 

8908170409 

50-317 

8908170494 

50-317 

8908170494 

50-317 

8908180445 

50 317 

8908240031 

50 317 

8908240031 

50 3(7 

8908250170 

50 317 

8908250170 

50 317 

8908250240 

50 317 

890B250307 

60 317 

8908250307 

50-317 

8908280073 

REGGD 

8908280304 

50-317 

8908300032* 

50-317 

8908300032* 

50-317 

0908080227* 

CONTRACT 

8008110064* 

CONTRACT 

8908070299* 

50 341 

8008140146* 

27-40 

8900140150* 

27-46 

8008150090 

NUREG 

8900250171* 

50 416 

8908180397 

40 8452 

B0O731O162 

TOPREP 

6907310171* 

TOPREP 

8908020197 

TOPREP 

8908170616* 

50-266 

8900160246* 

50-416 

6000030033* 

50-397 

8000250004* 

6Q-3B7 

8908080303 

NUREG 

8908210059* 

FOIA 

0908210065* 

FOIA 

8908210069* 

FOIA 

8008210072* 

FOIA 

8908040301* 

FOIA 

8008040305* 

FOIA 

8908090261 

REGGD 

8409200057* 

FOIA 

8409200065* 

FOIA 

8400260449* 

FOIA 

8505290299* 

FOIA 

8505290309* 

FOIA 

8604170493* 

FOIA 

8604170500* 

FOIA 

8604170512* 

FOIA 

0606090002* 

FOIA 

8908070338 

TOPREP 

0907310011 

50-293 

8908010443 

50-293 

8908020147 

50-293 

8908020178 

50-293 

0908020334 

50-293 

8908020361 

50 293 

8908020372* 

50-293 

8908030046 

SO-293 

0908040212* 

50-203 

8908090047 

50-293 

0908090049* 

50-293 

8008100153 

PR 

09001(0032 

50-203 

89Q810O133 

50-293 

8908180004 

50 293 

0908230203 

50-293 

8908250286 

50 293 

8908040203 

XPORTLIC 

8908210075* 

FOIA 

0908210078* 

FOIA 

8908070153* 

FOIA 

8908150135 

NUREG 

8908150141* 

50-275 

8908290274 

NUREG 

8008240073 

FOIA 


S 

S 

R 

S 

V 


p 
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CORPORATE SOURCE INDEX 285 


AUTHOR AFFILIATION 


BuNalo Materials Research Center 
Bunco Systems Development 
BurCktt, Bowles, Radzms & Ruberry, Ltd 
Burroughs Ccrp 

CSD Charter Power Systems, Inc (termed 

CSD Power Systems, Inc & C&D Batterle 
G-E Operating Plants Owners Group 


CRC Systems, Inc 
Cadwalader, Wicker sham & Tall 



CaMotnia, Unlv ol, Santa Barbara, CA 


CaJspan Corp (subs Aivm Industries/Fr 
anklJi Research Center) 

Canada Atomic Energy Control Board 


Canada, Govt ol 


Caiwtio Environmental Services, Inc. 
(subs ol Canonle, Ino ) 


Cap Rock Eteclrlc Cooperallve, Inc 
Carolina Power & LCght Co 


ACCESSION 


SUBJECT 


NUMBER 

CATEG0 

890B230060 

50 57 

8907180441* 

CONTRACT 

8907060184 

40-2061 

8908070101* 

FOlA 

8908230142 

QA999 

8907280283 

TQPREP 

8908040085 

TOPREP 

B9QB0400aa* 

TQPREP 

8908220262 

TQPREP 

8908220447 

TQPREP 

8908260176* 

TQPREP 

8908230028* 

CONTRACT 

8908230036* 

CONTRACT 

8908150254 

50-400 

8908210017 

FOIA 

8008020336 

71 9034 

8908160418 

50-224 

8906250012 

NUREG 

8908070071* 

CONTRACT 

8908140254* 

CONTRACT 

8606050031 * 

50 237 

8908180130 

MISC 

8908210088* 

FOIA 

8008210081* 

FOIA 

8908210083* 

FOIA 

8908230416* 

FOIA 

890B1602Q6 

401182 

890B1 60208* 

40-1162 

80OB16O21O* 

40-1162 

8908180166 

50 445 

B90727O261 

50-324 

8907280006 

50-261 

8907280036* 

50-261 

8907310140 

50-324 

8907310149 

50-324 

8907310161 

50-261 

8907310184 

50-261 

8907310266 

50 324 

8907310368 

50 324 

8907310409* 

60-324 

8907310566 

60 400 

8908010193 

60 261 

8908010284 

50-400 

8908020211 

50 261 

8908020371 

50-324 

8908030072 

50-324 

8908030072 

50-324 

8908030218 

60 400 

8908030323 

50-324 

8908040168 

60 400 

8900040187 

50-324 

8908070312 

50-400 

8900070373* 

50 261 

8908080005 

50-261 

8908080102 

50-261 

8908080182 

50 261 

8008080182 

50-261 

8900000187 

50 261 

8908080187 

50 261 

8908080187 

50-261 

8908080187 

50-261 

8908080188 

50 324 

8908140267 

50 261 

8908140427 

50 324 

8908150117 

60-261 

8908150254 

50-400 

8908160311 

50 400 

8908160286 

50-324 

8908160286 

50-324 

8908160207* 

50-324 

890B160287* 

50-324 

8908180296 

50 261 

8908160301* 

50 261 

8908160357 

60 324 

8908160357 

50-324 

8908160383 

50-324 

8908160414 

50-324 

0908180266 

50 324 

8908180266 

50-324 

8908180332 

50-400 

8908220018 

50 261 

8908220027 

50-324 

8908220029 

50-261 

8908220467 

50-325 

8900220469* 

60-326 

8908230015 

50-324 


M 

F 

R 

R 

P 

P 

P 

P 

P 

S 

S 

F 

Q 

P 

K 

R 

Q 

Q 

F 

Q 

S 

S 

s 

K 

F 

P 

P 

P 

P 

P 

P 

P 

S 

s 

p 

Q 

M 

R 

P 

P 

P 

P 

P 

P 

R 

R 

S 

V 

p 

p 

F 

P 

S 

P 

P 

P 

s 


AUTHOR AFFILIATION 


Center for Nuclear Responsibility 


Center lor Nuclear Waste Regulatory 
Analyses 


Central Power & Light Co 
Chem Nuclear Systems, Inc 


Chemetron Investments, Inc 
China, Peoples Republic ol 
Cibola Research Consultants 
Cleveland Electric Illuminating Co 


Cleveland Clilfs Iron Co 


Coalition lor lha Environment. St Louis 
Region 

Columbia Umv , New York, NY 
Combustion Engineering, Inc 


CommCcre, Inc 
Commerce, Dept, of 

Commissarml a L'En&rgie Atomique (CEA) 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8908230094 

50 325 

S 

89032301 08 

50 261 

R 

6908230175 

50-26] 

F 

8906250297 

50-324 

P 

8908280034 

50-324 

Q 

B9082BQO34 

50 324 

Q 

690B2802B8 

50 324 

Q 

8908150062 

50-250 

G 

8908150062 

50-250 

G 

8903150072 

50 250 

G 

8908150072 

50 250 

G 

8908150083 

50-250 

G 

8908020412* 

WASTE MGT 


8908230160 

WASTE MG T 


8908230168* 

WASTE MGT 


8908230196 

WASTE MGT 


8908240409 

WASTE MGT 


8907310319* 

50-498 

1 

8907270139* 

CONTRACT 


8908020307 

71-6244 


8908070281* 

40-2061 


8908210094* 

WASTE MGT 


890821 D123* 

WASTE MGT 


8908210125* 

WASTE MGT 


B907310210 

40-8724 


8908210091* 

FOIA 


8908110174* 

40 8968 


B90726Q1 07* 

50 440 

S 

6907270357 

50-440 

Q 

8907280165 

50 440 

F 

B908010262 

50-440 

S 

8908010268* 

50 440 

S 

8908020144 

50 440 

Q 

8908080019 

50 440 

P 

8908140369 

REGGD 


60082201 IB 

50 440 

P 

8908220118 

50-440 

P 

8908230256 

50-440 

O 

8908230293 

50-440 

R 

890B230414 

50-440 

S 

8908230451 

50-440 

F 

8908230451 

50-440 

F 

89081S0235 

40-8714 


8908160355 

40-8714 


890B160364* 

40 8714 


8908110091“ 

70-36 


8908280317* 

70-B82 


8907210064“ 

70 36 


6907270154 

70-36 


8907270158“ 

70 36 


8907270273 

70-36 


6907270256 

70-36 


89072702BB* 

70 36 


890B02033B* 

50-361 

P 

090804 OOBB' 

TOPREP 


B90 8070022 

70-1100 


890B090048 

70-1100 


8908090099* 

70-1100 


8908100246* 

CONTRACT 


8908110105* 

70-36 


8908110(15* 

70-36 


8908 1101 26’ 

70-38 


8908110140* 

70-36 


8908150280 

70-1100 


8908160261 

PROJ 


8906160264* 

PROJ 


6908180053* 

50-382 

P 

890B1 80378 

71-6294 


8908240047 

50-470 

A 

B908240224 

50-470 

A 

8908250058* 

70-1100 


8908250282 

PROJ 


89Q8 170359* 

CONTRACT 


B9082204O7* 

COMMISSIO 

N 

8908210140* 

FOIA 


8908210141 ' 

FOIA 


8908210143’ 

FOIA 


8908210144* 

FOIA 


8908210145* 

FOIA 


B90B210147* 

FOIA 


8908210146’ 

FOIA 


6908210150* 

FOIA 


8908210153’ 

FOIA 


8908210154* 

FOIA 


890821O155* 

FOIA 


8908210150* 

FOIA 


8908210163* 

FOIA 




286 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8908230396' 

FOIA 



0908090121 

50-454 


0908230400' 

FOIA 



8908090121 

50-454 


8908230422' 

FOIA 



8908090124' 

50-454 

Commonweallh Edison Co 

8907270212 

50-249 

P 


8908100102 

50 454 


8907270336 

50-254 

P 


8908100102 

50 454 


0907280263 

50-454 

P 


8908100216 

50 295 


0907280263 

50 454 

P 


8908100216 

50 295 


8907310099 

50 10 

F 


8908110081 

50 373 


8907310099 

50-10 

F 


8908110138 

SO 373 


8907310099 

50 10 

F 


8908110138 

SO-373 


8907310099 

50 10 

F 


8908110299 

50-454 


6907310099 

50-10 

F 


6908110369 

50-254 


8907310159 

50-254 

Q 


8908110371* 

50 254 


8907310159 

50 254 

Q 


8908110387' 

50-237 


8907310159 

50-254 

Q 


8S081 40023 

50-237 


8907310159 

50 254 

Q 


8908140023 

50-237 


8907310159 

50-254 

O 


8908140023 

50-237 


8907310222' 

50-295 

P 


8908140023 

50-237 


6907310305' 

50-295 

F 


8908140023 

50-237 


8907310516 

50-374 

S 


8908140023 

50-237 


8908010454 

50-454 

P 


8908140023 

50-237 


8908010454 

50-454 

P 


8908140110 

50 295 


8908010454 

50 454 

P 


8908140151 

50 456 


8908010454 

50-454 

P 


8908140151 

50 456 


89080 104 5 4 

50 454 

P 


8908140190 

50 295 


8908020035 

50-295 

s 


8908140192 

50 10 


8908020136 

50 295 

Q 


8908140192 

50-10 


8908020210 

50-454 

P 


8908140192 

5010 


8908020210 

50 454 

P 


8908140217 

50 254 


8908020210 

50 454 

P 


8908140217 

50-254 


890802022 4* 

50 454 

P 


8908140218* 

50-254 


8908020224* 

50 454 

P 


8908140218' 

50 254 


8908020224 ' 

50-454 

P 


8908140232 

50 456 


8908020225' 

50-454 

P 


8908140232 

50 456 


8906020226* 

50-454 

P 


8908140264 

50 373 


8908020229’ 

50-454 

P 


8908140413 

50 454 


8908020229“ 

50-454 

P 


8908140413 

50 454 


0908020229' 

50-454 

P 


8908140413 

50-454 


8908020230' 

50-454 

P 


8908140413 

50 454 


8908020230* 

50 454 

P 


8908140413 

50 454 


6906020230' 

50-454 

P 


8908150005 

50 466 


8908020230' 

50 454 

P 


8908150005 

50-456 


8908020230* 

50-454 

P 


0908150010 

50-454 


8908020232“ 

50 454 

P 


8908150010 

50 454 


8908020232* 

50 454 

P 


8908150202 

50-456 


8908020235' 

50 454 

P 


8908150202 

50-456 


8908020235“ 

50-454 

P 


8908150300 

50-264 


8908020242* 

50 454 

P 


8908150300 

50-254 


8908020242* 

50 454 

P 


8908150320 

50-304 


8908020243* 

60-454 

P 


8908150360 

50-295 


8908020243* 

50-454 

P 


8908160015 

50-237 


8908020250* 

50 454 

P 


8908160070 

50 254 


8908020250’ 

50 454 

P 


8908180184 

50-456 


8908020250* 

50-454 

P 


8908160184 

50 456 


8908020264 

50 454 

P 


8908160289 

50 373 


8908020269* 

50-454 

P 


6908160289 

50 373 


6908025272* 

50 454 

P 


8902180363 

50 254 


8908020272* 

50-454 

P 


8908160353 

60-254 


8908020298 

50-454 

P 


8908170059 

50 10 


8908020321 

50 456 

P 


8908170059 

50-10 


8908020321 

50-456 

P 


8908170059 

50 10 


8908020327* 

£0-456 

P 


8908170059 

50-10 


8908020327* 

50-456 

P 


8908170363 

50-254 


8906020342 

50 454 

P 


B9081 70388 

50 454 


8908030203 

50-304 

S 


8908170588* 

50-454 


8908030230 

50 265 

F 


8908170597 

50-205 


8908040202 

60-295 

P 


8908170611 

60-295 


0908040202 

50-295 

P 


8908180013 

50-254 


8908040214 

50 373 

P 


8908180013 

50 254 


8908040214 

50-373 

P 


8908180017* 

50-254 


8908040215* 

60 373 

P 


8908100017* 

50 254 


8908040215* 

50-373 

P 


8908180027 

50-237 


89D8040230 

50-373 

S 


89 D8 18008? 

50-373 


8908040230 

50 373 

s 


8908180159 

50 237 


8908070014 

50-237 

s 


8908180219 

50-237 


8908080167 

50 237 

p 


8908180219 

60 237 


8908060167 

50-237 

p 


8908180416 

60-265 


8908080187 

50-237 

p 


8908220267 

50-295 


8908080167 

50 237 

p 


6906220267 

50 295 


8908060167 

50-237 

P 


8908220295 

50-10 


0908080167 

50 237 

p 


8908220205 

50-10 


8908080167 

50-237 

p 


8908220295 

60-10 


8908080167 

50-237 

p 


8908220295 

50-10 


8908080167 

SO 237 

p 


8908220306 

50-374 


8908080167 

50-237 

p 


8908220395 

60-457 


8908080187 

50 237 

p 


8908220405 

60 456 


8900080167 

50-237 

p 


0908220406 

60-10 


8908080167 

50-237 

p 


8908220406 

50-10 


8908080263 

50-457 

s 


8908220406 

60-10 
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CORPORATE SOURCE INDEX 287 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


B90823001 1 

50 456 

P 


8908230011 

50 456 

P 


8908230013* 

50 4 56 

P 


890B230013* 

50 456 

P 


8908230019 

50 454 

Q 


0908230019 

50 454 

O 


8908230023 

50 456 

O 


0908230225 

50 373 

R 


8908230225 

50-373 

R 


8908230406 

50-237 

P 


8908230406 

50 237 

P 


0908230406 

50 237 

P 


0906230406 

50 237 

P 

Consolidated 

0908230406 

50 237 

P 


0908230408' 

50 237 

P 


8908230408* 

50-237 

P 


8908230408* 

50-237 

P 


0900230408* 

50-237 

P 


0908230408* 

50 237 

P 


8900240124 

50 454 

F 


8908240124 

50 454 

F 


8908240403 

50 454 

P 


8908240403 

50 454 

P 


8900240403 

50 454 

P 


8900240403 

50-454 

P 


8908260027 

50 304 

S 


8900280163 

50 295 

s 


0908280370 

50 373 

F 


0908280370 

50 373 

F 


8908280386 

50-237 

P 



8508110108 50 353 

8508110192 50-353 

8508150039 50 353 

890815004*1* 50 353 

8908150056* 50 353 

69081702-12 50 353 

6908170260 50-353 

8908170332 50-353 

6908240155 50-352 

8908240155 50-352 

8908300149 50 353 

8908300157* 50 353 

Co of New York, Inc 6907280123 50 247 

6907310227 50 247 

6907310457 50 247 

6906080040 50 247 

8908090043 50 247 

8908090325 50-3 

8908090325 50-3 

8908110144 50-3 

8908110144 50-3 

890B1 10224 50-247 

8908150092 50-3 

8908150092 50-3 

8908160095* 50-3 

8908150095* 50-3 

8908150096* 60-3 

8908150096* 50-3 

8908180020 50-247 

8908180022* 50-247 


Computer Maintenance & Parts Corp 
Conam Inspection 

Connecticut Yankee Atomic Power Co 


Connecticut, Stale ol 
Conner & Wetter hahn 


890B280386 

8908280366 

8908290218 

0907270109* 

8908080074* 

50-237 

50 237 

50 304 

CONTRACT 

CONTRACT 

P 

P 

S 

Consumers Power Co 

0008180259 

8908220145 

8908230190 

8906290118 

8907270220 

50-247 

50-247 

50-3 

50-247 

50-255 

8908170267 

8900250327 

8908250329* 

8908080007 

0908080086 

71-9035 

71-216 

71-216 

50 213 

50 213 

P 

P 


8907270231 

8907270277 

8907310217 

8908020203 

8908030070 

60-255 

50-255 

50-255 

50-255 

60 255 

8908000007* 

890B080192 

8900000195* 

8908090158 

8908090158 

60-213 

50-213 

50-213 

50 213 

50 213 

P 

P 

P 

P 

P 


8608030177 

8900030248 

8908030240* 

8908030250* 

8908040179 

50 155 

50 255 

50-255 

50 255 

50 255 

8908090158 

8908090150 

8900090158 

0908090164 

8908090167* 

50-213 

50-213 

60-213 

50 213 

50 213 

P 

P 

P 

P 

P 


8900040184 

6908080084 

8908030154 

8908080272 

8908090078 

50 256 

50 255 

50 255 

50 155 

50 255 

8908090333 

8908090435 

8900090459* 

8908100004 

8908100006* 

50-213 

50-213 

50-213 

50 213 

60 213 

P 

P 

P 

P 

P 


6908090105 

8908090231 

8908100042 

8908100217 

8908100220* 

50 255 

50 255 

50 155 

50 255 

50 255 

8908110129 

8908110131’ 

0908110141 

8908110273 

8908110318* 

50-213 

50-213 

60-213 

50 213 

50-213 

P 

P 

F 

P 

P 


8908100237 

8908100353 

8908140015 

0908140155 

8908170537 

50 255 

50 255 

50-255 

50-155 

50 255 

8900140017 

8908140017 

8908140017 

8908140201 

8908140201 

60-213 

50-213 

60 213 

50 213 

50-213 

P 

P 

P 

P 

P 


8908170544 

8008160078 

8908180093 

8908180109 

89081B0165 

50 256 

50 255 

50 255 

50 255 

50 255 

8908140321 

8908150166 

8908150166 

0908150166 

0908150166 

50-213 

50-213 

50-213 

50-213 

50-213 

S 

R 

R 

R 

R 


8008180371 

8908210092 

8008210149 

8008220058 

8008230209 

50 255 

50 255 

50-255 

50 255 

50 155 

8908150187 

8908150187 

8908150187 

8908150187 

8908150187 

50-213 

50-213 

50-213 

50-336 

50-336 

H 

H 

H 

H 

H 


8908240314 

8008240345 

8908250269 

8900280199 

8908280231 

50-165 

60-255 

50 255 

50 255 

50 255 

8908160253 

8908160253 

8908160253 

8908170520 

8908170522* 

50-213 

50-213 

50-213 

50-213 

60 213 

Q 

Q 

Q 

P 

P 

Control Components, Inc 

Coordination Council for North American 

8900260290 

6908280333 

8908260338 

8907310352 

8908210099* 

50-255 

50-255 

50 255 

ORG 

FOIA 

B900220326 

8908280108 

8908140422 

8908070041 

8908070123 

60-213 

50-213 

60 245 

50 353 

50-353 

R 

P 

H 

G 

G 

Allairs ^ , 

Council on Environ menial Quality 

County of Erie, NY 

Covington S Burling 

8908070456* 

8908090208* 

8908070167 

8908150140 

ORG 

CQMMISSIO 

40-2061 

40-2061 

8908070222 
8908070267 
890B1 10053 
8908110086* 

50-353 

50 353 
60-353 
£0-353 

G 

G 

G 

G 

Cuyahoga County Concerned Citizens 

8908240160 

0908300071 

8008309077* 

8008090360 

40-2061 

40 2061 

40 2051 

PR 
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288 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


Czechoslovakia, Govl ol 

8908220420* 

COMMISSIO 

N 

Danyland Power Cooperative 

8908150067 

50 409 

R 


8906150089 

50-409 

R 


8908150147 

50 409 

R 


8908150199 

50-409 

P 


8908160147 

50-409 

R 

Dames & Moore International 

8908290088* 

40-2061 


Data Base, Inc 

8900220148* 

CONTRACT 


Data Computer Corp ol America 

8908160229* 

CONTRACT 


Davis, Graham & Stubbs 

8908020340 

40-8857 



8908090205 

40 8857 


Denmark, Govl ol 

8908210101* 

FOIA 



8908210104* 

FOIA 



8908230433* 

FOIA 



8908230440* 

FOIA 



8908230444* 

FOIA 


Descole, USA 

0908010432 

70 1151 



8908010434 

40-3392 



8906090295 

PT21 


Detroit Edison Co 

9907310060 

50 341 

P 


8907310216 

50-341 

F 


8907310219 

50 341 

Q 


8907310334 

50 341 

J 


8907310468 

50-341 

S 


8907310477 

50 341 

S 


8908020199 

50-341 

Q 


8908070289 

50 341 

P 


8900070290* 

50 341 

P 


8908070295 

50-341 

P 


8908070297* 

50 341 

P 


0908070340 

50-341 

P 


8908070381 

50-341 

P 


8908070303* 

50 341 

P 


8908080067 

50-341 

P 


8908080070* 

50-341 

P 


8908080080 

50-341 

P 


8908080082* 

50-341 

P 


8908080108 

50 341 

F 


8908080335 

60-341 

P 


0908140061 

PR 



8908140097 

50-341 

S 


0908160230 

50-341 

s 


8900170296 

50 341 

Q 


8908180410 

50-341 

F 


0900210023 

50-341 

P 


8900210062 

50-341 

P 


0908230358 

50-341 

R 


8908240093 

50-341 

F 


8908240102 

50-341 

F 


0908250183 

50-341 

P 

Dolgm, Bellenson, Klein, Den low & Nodil 

8908250 187* 

50-341 

P 

8908280018 

50-403 

P 

Don Hendricks & Associates, Inc 

6900150392* 

FOIA 


Dow, Lohnes & Albertson 

8907310196 

50-322 

P 

Duka Power Co. 

8907270356 

50-369 

P 


6907270356 

50-369 

P 


8907280103 

50-269 

P 


8907280132 

50 413 

R 


8907280140 

50-269 

R 


8907280159* 

50-413 

R 


8907280159* 

50 413 

R 


8907280161* 

50-413 

R 


8907280183* 

50-269 

R 


8907280183* 

50 269 

R 


8907280103* 

50-269 

R 


8907280165* 

50-269 

R 


8907200290 

50-369 

R 


0907280290 

50-369 

R 


8907280297* 

50 369 

fl 


8907280297* 

50 369 

R 


8907280302* 

50 369 

R 


8907310007 

60 269 

F 


8907310136 

50-269 

P 


8907310324 

50-269 

P 


8907310324 

50 260 

P 


8907310324 

50-269 

P 


8907310324 

50-269 

P 


8907310324 

50-269 

P 


8907310324 

50-269 

P 


8907310419 

50-269 

P 


8907310419 

60-269 

P 


8907310419 

50-269 

P 


8907310433 

50 414 

S 


8907310471 

50-413 

Q 


8907310471 

50-413 

O 


890B01001 9 

50-269 

P 


8908010231 

50-414 

S 


8908010436 

50-413 

s 


8908010465 

50-413 

s 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8908010458 50-413 S 
6900020227 50-369 S 
8908040165 50-413 S 
8908070225 60-370 S 
0908070386 50 413 P 

0908070306 50 413 P 
8908070418 50-269 S 
8908080125 50 414 S 
890B080350 50-369 P 
8908080350 50-369 P 


8908080351 4 50-369 

890808035 1* 60 369 

8908080373 50-260 

8908090086 SO 413 

8908090086 50 413 

8908090101 REGGD 

8908090409 50-269 

8908090409 60-269 

8908090409 50-269 

8908140114 50-369 

8908140252 50-370 

0900140259 50 389 

8908160080 50 2S9 

8908160273 50 413 

8908160273 50 413 

8908160274' 50 413 

0908160274 * 5 0 413 

8908160397 50-269 

8908160398 50 413 

0908170124 5 0 269 

8908170124 50 269 

8908170253 50 413 

0908170253 50-413 

8908170256' 50-413 

8908 I 70256* 50-413 

8908170330 50-370 

8908170608 50-287 

8908180043 50-413 

8908100076 50-389 

89081 80t06 50-369 

8908180106 50-369 

8908210080 50-269 

8908210084 50 269 

8908210084 50-269 

8908210084 50-269 

8908210131 50-413 

8908220185 60 413 

8908220190 50 269 

8900220190 50-269 

8908220190 50 26B 

8908220222 50-269 

8908220313* 50-269 

6908220313* 50-269 

8900220313* 50-269 

8908220315* 50-269 

8900220315* 50-269 

8908220315* 50-269 

8908220354* 50-413 

8900220354* 50-413 

8908220355* 50 413 

8908220355* 50 413 

8908220378 50-369 

8908220411 50-269 

8908220442’ 50 369 

8908220445* 50-369 

8908230006 60 369 

8908230231 50 36S 

8908230231 50-369 

8908240167 50 370 

8908240288 50 369 

8908240290 50 414 

8908240291 50 369 

8908240291 50-369 

8908250051 50-389 

8908250291 50-369 

0908250291 50-369 

8908280275 50-269 

8908290117 50-414 

„ 8908290124 50-413 

Duquesne Light Co 8907280064 50-334 

8907310073 60-334 

8908010328 50-334 

8908020081 60-412 

8908020115 60-334 

890B020238 50 334 

8908020380 60-334 

890807021 4* 50 334 

8908080220 50-412 

8908080295 50-412 
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CORPORATE SOURCE INDEX 289 


AUTHOR AFFILIATION 


E I cfu Pont do Nemours & Co„ Inc 
EG&G Idaho, Inc (subs of EG&G, Inc ) 


EG&G Inlortech, Inc (subs, ol EG&G, 
Imc) 

El International, Inc. 

Ebasco Services, Inc (subs, of Ensorch 
Corp) 


Edison £lec1ric Insliluto 
Edlow International Co 


Egypt. Govl. ol 

Electric Power Research Institute 


Embassy Suites Hotel 
Energy, Depl ol 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8908080297* 

50 412 

P 

8908080298* 

50 412 

P 

8908080307 

50-334 

P 

89080B0309* 

50 334 

P 

8908090027* 

50 412 

P 

0908140360 

REGGD 


8908150074 

50-334 

R 

8908150122* 

60-334 

R 

8908150122* 

50-334 

R 

8908150124* 

50 334 

R 

6908160236 

50 334 

P 

B9001 60340 

60 412 

S 

8908170105 

50 334 

P 

8908170223 

50-334 

R 

8908170277 

60 412 

P 

8908170316* 

50 334 

R 

0908170323* 

50 334 

R 

8908180232 

50 412 

P 

8908210196 

50 412 

S 

8908220280 

50-334 

Q 

8908220286* 

50 334 

O 

890B240022 

50 334 

P 

8908240022 

50 334 

P 

8908240024* 

50 334 

P 

8908240024* 

50-334 

P 

8908240026* 

50 334 

P 

B606240025* 

50 334 

P 

8908280019 

60 412 

P 

8908030255 

ORG 


8708130123* 

50-244 

P 

8905240027* 

50-266 

P 

89073100B1 

TOPREP 


8907310084* 

TOPREP 


8007310376* 

60 285 

P 

8906070421 

NUREG 


0906080266 

NUREG 


B90B060322 

NUREG 


8908140032* 

REVIEW GR 

P 

8908140139 

NUREG 


0908150118* 

50 220 

Q 

8906090302* 

CONTRACT 


8908110047* 

CONTRACT 


0900040102* 

50-333 

Q 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8908070 1 1 3 
8908070120 
89080 80260 
8908080360' 
8908080362' 

8908090143 

8908090170 

8908090171 

8908090173* 

8908090485 

6908090492 

B908140057 

6908140059 

8908140119 

8908140212 

8908140213* 

8908150402 

8908150403 

6908150406 

8908160033 

8908180035 
89081 60038 
8908160181 
8908160332 
8909170046 

8903170554 

8908170566 

8908180385 

6909180392 

6909180411* 


WASTE MGT 
WASTE MGT 
71-5797 
WASTE MGT 
WASTE MGT 

WASTE MGT 
71-9860 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
PROJ 

PROJ 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
71-5461 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


8908160417 WASTE MGT 

8908210003* WASTE MGT 

9908210004* WASTE MGT 

9908210005* WASTE MGT 

9908210007* WASTE MGT 


8908210098 
8908220036 
8908220046 
6908 2 20050 
890B220062 


WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


8908220068 

8908220372 

0908240059 

890B240063* 

890B240074 


WASTE MGT 
50-322 
WASTE MGT 
WASTE MGT 
WASTE MGT 


P 


890810021B* 
8908160192 
8908250013 
890 B070302* 
0906070354 


CONTRACT 

REGGO 

PR 

XPORTLIC 

XPORTLIC 


6908090236* 

8908100093 

8906100105* 

8908100110* 

8908210108’ 


XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

FOIA 


B9081 10371* 50-254 Q 

8908150047 PROJ 
8908230400* FOIA 
8908230416* FOIA 
0008230419* FOIA 


8908040318* 

8907310299 

8907310321 

8907310325 

8907310330 


CONTRACT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


8907310333 

8907310474 

8907310548 

8907310552 

8908010281 


WASTE MGT 
XPORTLIC 
WASTE MGT 
WASTE MGT 
WASTE MGT 


8908020312 

8908030175* 

8908030183* 

8908030185* 

8908030286* 


71-9510 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


8908030209* 

8908030290* 

8908030291* 

8908030294* 

8908030296* 


WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


8908030298* 

8908030300* 

8908030302* 

8908030303* 

8908030304’ 


WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


8908070078 

8908070005 

8908070100 

8908070105 


WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


Environmental Protection Agency 

European Atomic Energy Community 
(EURATOM) 

European Comm unities. Commission ol 

Everest Minerals Corp 

Exxon Corp, 

Federal Emergency Management Agency 


B908240321 

WASTE MGT 


6908240326* 

WASTE MGT 


8908240330 

WASTE MGT 


8908240416 

WASTE MGT 


8908240417 

WASTE MGT 


8900240418 

WASTE MGT 


8908250074 

50 603 

A 

6608250120* 

71 9216 


6908250180 

WASTE MGT 


6908250323 

71-5797 


0908250326 

71-5797 


6908280047 

WASTE MGT 


8907310269 

WASTE MGT 


8908070318 

40 2061 


8908160013 

70 25 


8900230427* 

FOIA 


0908230429’ 

FOIA 


8908230446* 

FOIA 


6908230447* 

FOIA 


8908040106 

XPORTLIC 


8908040135 

XPORTLIC 


8908040140 

XPORTLIC 


8908210110* 

FOIA 


8906210115* 

FOIA 


8908210117* 

FOIA 


8908220010 

XPORTLIC 


8B08230445* 

8908020340 

8908020348* 

FOIA 

40 8857 

40 8857 


8908094194 

40-8857 


8908020276 

40 8102 


8908150271 

40 8102 


8907310316 

50-266 

F 

8907310310 

50 266 

F 


8908020231 50-293 
8908030062 50 443 
8908110123* 50 353 
8908110246 50-352 
8908110246* 60-352 


8908240211 50 458 
8908240213* 50 458 
8908240302 50-341 
8908240304 * 60-341 
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290 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Fenix & Scisson of Nevada 

Ferret Exploration Company of Nebraska, 

Inc 

Finland, Govt of 


Florida Power & Light Co 


Florida Power Corp. (subs of Florida 
Progress Corp ) 


ACCESSION SUBJECT 

NUMBER CATEGORY 


6908140074* 

WASTE MGT 


8908280242 

40-8829 


6908280254 

40-8829 


8908210121* 

FOIA 


8908210122’ 

FOIA 


8908210126* 

FOIA 


8908210130' 

FOIA 


8908230378’ 

FOIA 


8908230444’ 

FOIA 


8907270192 

71-169 


8907310064 

59-250 

P 

8807310084 

50 250 

P 

8908010100 

60-251 

P 

8908010387 

50 389 

S 

8908020132 

50-335 

F 

8908020132 

50-335 

F 

8908020329 

50-389 

P 

8908020330’ 

50-389 

P 

8908020351 

50-335 

P 

8908020351 

50-335 

P 

8908020353* 

50-335 

P 

8908020353’ 

50-335 

P 

8908030215 

50-251 

S 

8908030258 

50 335 

P 

8908030258 

50-335 

P 

8908070364 

50-250 

P 

8908070364 

50-250 

P 

8908070364 

50-250 

P 

8908070364 

50-250 

P 

8908080336 

50-335 

0 

8900080336 

50-335 

0 

8908090178 

50-250 

s 

8908090199 

50-335 

R 

8908140132 

50-250 

O 

8908140260 

50-250 

S 

8908160076 

50 261 

S 

8906100079 

REGGD 


8908 160 145 

50-250 

S 

8908180181 

50 250 

P 

8908100181 

50-250 

P 

8908180193 

50 250 

Q 

8908100193 

50-250 

Q 

8908210190 

60-250 

R 

8908210190 

50 250 

R 

8900210268 

60-335 

F 

8908210268 

50 335 

F 

0908210272 

60-389 

P 

8908220019 

50-335 

P 

8908220019 

50-335 

P 

8908220103 

50-335 

F 

8908220103 

50-335 

F 

8908220121 

60 335 

S 

8908220220 

60-260 

Q 

8908220220 

50-250 

Q 

8908220230 

50 251 

S 

8908220241 

50-335 

s 

8908220428 

50-250 

F 

8908230141 

SO 335 

Q 

8900230141 

50-335 

Q 

8908230153 

50-335 

P 

8908230153 

50 335 

P 

8908230161 

50-250 

S 

8908230161 

50-250 

S 

8908230410 

50-251 

s 

8908240040 

50-250 

R 

0908240040 

50-250 

R 

8908240040 

50-260 

R 

8908240043* 

60-250 

R 

8908240043* 

50-250 

R 

8908240043’ 

50 250 

R 

8908240043* 

50-250 

R 

8908240043’ 

50-250 

R 

8908240045’ 

50-260 

R 

8908240107 

50-250 

G 

8908240107 

50-250 

G 

8908250015 

60-250 

S 

8908260320 

60-261 

P 

8908280181 

50-33 B 

P 

8908200163 

50-335 

G 

8908310103* 

50-250 

G 

8907270294 

50-302 

P 

8908010251 

60-302 

S 

8908010266 

50-302 

S 

8908010306 

50-302 

P 

8908010381 

50-302 

P 

8908010365* 

50 302 

P 

8908010446 

50-302 

P 


AUTHOR AFFILIATION 


Framatome 


France, Govt of 

Garde, B P 

Garruto, Galex & Cantor 
General Accounting Office 

General Atomics (formerly GA Technologle 
a, Inc /General Atomic Co ) 


General Electric Co, 


General Public Utilities Corp. - GPU 
Service Corp. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8908010451* 

50-302 

8908020179 

50-302 

8908020183’ 

50-302 

8908070184 

50-302 

8908070212 

50-302 

8908090181 

50-302 

8908090186 

50 302 

8908100224 

50 302 

8908110015* 

50 302 

8908160255 

50-302 

8908160231 

50-302 

8908160309 

50-302 

8908160402 

50-302 

8908170663 

50-302 

8908170666’ 

50-302 

8908170676 

50-302 

8908210129 

50-302 

8908210260’ 

50-302 

8908210261’ 

50-302 

8908250256 

50-302 

8900250203 

50-302 

8908250294’ 

60-302 

8908280383 

50-302 

8908280384 

50 302 

8907270020 

TOPREP 

8907270028* 

TOPREP 

8908210135* 

FOIA 

8908210152* 

FOIA 

8906210159* 

FOIA 

8908230390* 

FOIA 

8908160107 

FOIA 

8908160110 

FOIA 

8908070070 

FOIA 

8908070079* 

FOIA 

8908080145* 

OOMMISSIO 

8908080147* 

COMMISSIO 

8907310154 

XPORTLIC 

8908090215 

70-734 

8908090218* 

70-734 

8908090331 

70-734 

8908090338* 

70-734 

8908100101 

50-163 

8908100121* 

XPORTLIC 

8908100123* 

XPORTLIC 

8908180198* 

50 267 

8908210029* 

XPORTLIC 

8908210199 

XPORTLIC 

8908220110* 

50 267 

8409200072* 

FOIA 

8907310151* 

50 324 

8907310165* 

50-324 

8907310229 

TOPREP 

8908010364 

TOPREP 

8908030182 

50-605 

8908030188* 

50-605 

8908070309 

70-1113 

8908070346 

70-754 

8908090011 

50-605 

8908090349 

XPORTLIC 

8900090359 

60 605 

8906100045 

XPORTLIC 

8908100294 

XPORTLIC 

8908100333 

XPORTLIC 

8908 100352 

XPORTLIC 

8908140200 

QA999 

8908140221* 

50-254 

8908140225* 

50 254 

8908170650 

701113 

8908180241* 

CONTRACT 

8908180370 

71-5939 

8908250254 

70-754 

0908250325 

71-4986 

8908280008 

71 9176 

8908280230 

50 605 

0907270191 

50-320 

8907310042 

60-219 

8907310131 

50-219 

6907310134 

50-219 

8907310177 

50-210 

8907310199 

50-320 

8907310223 

60-320 

8907310263 

60-320 

8907310268* 

50-320 

8908010233 

60-146 

8908020053 

50 219 

8908020252 

50 289 

0908020256* 

60-209 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


8908020257* 

50-289 

K 


8908020265 

50 219 

P 


890B020337 

50 289 

P 


8906020341* 

50 289 

P 


8908020345* 

50-289 

P 


8906030164 

50 219 

P 


8906060141 

60 289 

O 


8908060198 

50-289 

P 


6908090283 

PR 



0908100039 

50 289 

Q 


8908100141 

50-320 

H 


8908140013 

50-219 

S 


8908140258 

50-219 

P 


0908150106 

50 289 

F 


8908170092 

50-320 

G 


8908170237 

50 289 

Q 


8900180018 

50 219 

Q 


8908160294 

50-320 

P 


8908180304* 

50-320 

P 


8908220373 

50-219 

Q 


8908220413 

50-320 

V 


8908230373 

50-289 

R 


8908230405 

50-219 

R 


8908240119 

50 219 

S 

Gllbert/Commonwealih, Inc (formerly 

8908240143 

50-289 

F 

Gilbert Associates, Inc ) 

8908280214 

60-219 

O 

Government Accountability Pro|ocl 

8908280337 

50 320 

P 

Gram. Inc 

_ , 8908280345 

50-219 

F 

Gralerford Inmates 

General Services Administration 8908220434 * 

CQMMISSIO 

N 


General Technology, Ino 8908230120* 

CONTRACT 


Greece, Govt ol 

Georgia Institute ol Technology. Atlanta 8908210233* 

CONTRACT 


Gull Coast Automation, Inc. 

GA 



Gutl States Utilities Co, 

Georgia Power Co, 8907270112 

50-321 

K 


8907270114* 

50-321 

K 


0907270133* 

50-321 

K 


8907270133* 

60 321 

K 


8908020050 

50-321 

P 


8908020198 

50-424 

P 


8908020198 

50 424 

P 


8908020228 

50-321 

F 


8908020390 

50 424 

P 


8908020390 

50 424 

P 


8908020392* 

50-424 

P 


8908020392* 

50-424 

P 


8908020397 

50 424 

P 


B90B020397 

60-424 

P 


8908030107 

50-424 

S 


8908040162 

50 424 

F 


8908040162 

50-424 

F 


8908080084 

50-321 

Q 


8908080148 

50-321 

P 


8908080148 

50-321 

P 


8908000375 

50 424 

S 


8908100026 

50-424 

P 


6900100150* 

50-424 

P 


8000140002 

50-425 

s 


8908140125 

50-424 

s 

H R Inspection Service 

8908140235 

50 321 

R 

Harmon. Curran & Tousley 

8908140235 

50-321 

R 


8908140240 

50-424 

R 


8908150216 

50-424 

R 


8908160260 

50-424 

P 


8908160260 

60 424 

P 


6908170252 

50-388 

M 


8908170262 

50-386 

M 


8908170621 

50-424 

P 


8900170621 

60-424 

P 

Harvard Umv , Cambridge, MA 

8908170626* 

50 424 

P 

Health & Human Services, Dept ol 

8908170626* 

50-424 

P 

Henlage Reporting Corp 

B908170635 

50-424 

S 

Herner & Co. 

8908160083 

50 424 

P 

Holmes & Narver, Inc. 

8908180083 

50-424 

P 

Homestake Mining Co 

89081 8008B* 

60 424 

P 


8908180088’ 

50-424 

P 

House of Rep 

6908220397 

50-425 

s 


8908230267 

50-424 

M 


6900230267 

50-424 

M 


8908230267 

50-424 

M 


890B280104 

50-321 

P 


8908280 104 

60-321 

P 

Houston Industries, Inc, 

8908280110* 

60-321 

P 

Houston Lighting & Power Co, 

89082801 10* 

60-321 

P 


8908260206 

50-424 

F 


6908280268 

50-425 

S 


8808280292* 

50 424 

M 


8908280301 

50-424 

H 


8908300303 

REGGD 



Germany, Federal Republic o( 0201210130* 

FOIA 



8908210167* 

FOIA 




8908210169* 

FOIA 

8908210172* 

FOIA 

8908210176* 

FOIA 

6908210276* 

FOIA 

8908210277* 

FOIA 

0908220070* 

FOIA 

6908220100* 

FOIA 

8908220107* 

FOIA 

89082201 14* 

FOIA 

8908220130* 

FOIA 

8906220131* 

FOIA 

8908220134* 

FOIA 

8908220139* 

FOIA 

890822014?* 

FOIA 

890B220I46* 

FOIA 

8908230296* 

FOIA 

8908230301 * 

FOIA 

0908230304* 

FOIA 

6908230309* 

FOIA 

8908230422* 

FOIA 

8908230445* 

FOIA 

8908230446* 

FOIA 

8908230447* 

FOIA 

8908180357 

50-395 

8908240068* 

50 445 

8908230226 

NUREG 

8908110123* 

50-353 

8908170314 

50-353 

8908210165* 

FOIA 

8908040121 

FOIA 

8905300214* 

50 458 

8906050072* 

50 450 

8906060389* 

50 458 

8906120115" 

50-458 

6906190014* 

50 458 

8906230036* 

50 458 

89072 7033B 

50 458 

0907260104 

50 458 

8907310040 

50 458 

8908010060 

50-450 

8908010385 

50-458 

8908030021 

50-458 

8908040196 

50-458 

8908070011 

50-458 

8908070446 

50-450 

8908080057 

50-456 

8906140332 

50-458 

8908150322 

50 458 

8908160244 

50 458 

8908160321 

50 458 

8908160045 

60-458 

8908230361 

50-458 

8908280152 

50 458 

8900280196 

50-450 

8908260285 

50 458 

8908170633 

71-55 

6908110197 

50 443 

8908110197 

50 443 

890B1 10217 

50-443 

8908110217 

50-443 

89 08 2900 53 

50-443 

8908290053 

50-443 

8908290067 

50-443 

8908290067 

50-443 

8900310044 

50-271 

8908090157 

ACRS 

890B220051 * 

CONTRACT 

890B160244* 

CONTRACT 

8908090148* 

CONTRACT 

8908140066* 

WASTE MGT 

8908090161 

40 8903 

8908100021 

40 8903 

8908070050* 

50-250 

8906080357* 

COMMISSIO 

8908090119* 

STATE PRO 

8906090208* 

COMMISSIO 

8908090245* 

ORG 

8906240225’ 

50-254 

8907310315* 

50-498 

6907310049 

50-498 

8907310049 

50-408 

8907310312 

50 496 

8907310312 

50-498 

8908020164 

50 498 

8908020164 

50 498 

8908020270 

50 498 

8908020270 

50-498 

8908090326 

50 498 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Hunton & Williams 
INTERA Technologies. Inc 


Idaho National Engineering Laboratory 


Illinois Power Co 


Illinois, State ol 


Indiana Michigan Power Co Jlormerly 
Indiana A Michigan Electric Co ) 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8908090382 

50-498 

S 

8908150126 

50 498 

P 

8908180070 

50-498 

Q 

8908180191 

50-498 

P 

8908210241 

50 498 

S 

8908210249 

50-499 

s 

8908220258 

50 498 

p 

8908220294 

50-499 

Q 

8908220300* 

50-499 

O 

0908220302 

50-499 

Q 

8908220307* 

50 499 

Q 

8908220385 

REGGD 

8908230243 

50 498 

S 

8908230377 

50-490 

R 

8908250280 

60-499 

O 

8908280076 

50 499 

Q 

8908280082* 

50 499 

Q 

8908070066 

FOIA 


8908030073 

40 8904 


8908030080* 

40 8904 


8908070293 

40-8904 


8908150262 

40 8904 


0907310001 

TOPREP 


8907310084* 

TOPREP 


8907310376* 

50-285 

P 

890B1 40032* 

REVIEW GR 

P 

8908150110’ 

50-220 

Q 

890728031 1 

50-461 

R 

8907310141 

50 481 

P 

0907310276 

50 461 

P 

8907310365 

50-481 

S 

0908010076 

50 461 

s 

0906010097 

50 461 

V 

8908020038 

50-461 

F 

8908070200 

50-461 

s 

8908070204 

50-461 

s 

8908110075 

50-461 

Q 

8908150186 

50 461 

J 

0908150263 

50 461 

s 

8908160186 

50-461 

Q 

8908160188* 

50 461 

Q 

8908180313 

50 481 

Q 

8908100401 

50-461 

P 

8908210073 

50-461 

S 

8908220088 

50 461 

S 


8908230151 

8908230154* 

8908230158* 

8908230171* 

8908230181’ 

8908240317 

8908240323* 

8908240333 

8908250266 

8908250272* 

8908070087 

8906070160 

8908070161 

8908070281* 

8908070287* 

8908070296* 

8908110111 

8908170171 

8908170189 

8908170216 


50-461 
50 461 
50 461 
50-461 
50-461 

50 461 
50-481 
50-461 
50 461 
50 481 

40-2061 
40-2061 
40 2061 
40 2061 
40-2061 

40 2061 
40 2061 
40-2061 
40-2061 
40 2061 


AUTHOR AFFILIATION 


Indiana Unlv . Bloomington. IN 
Interior, Dept of, Bureau of Mines 
Interior, Depl of, Geological Survey 
International Consumer Brands, Inc. 
Iowa Elsctrio Light & Power Co 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


Iowa State Unlv , Ame9. IA 


Irving Burton Associates, Inc. 
Israel. Govt ol 


Italy, Govl of 


Itasca Consulting Group, Inc. 


J A, Jones Construction Co. 
JC Services 
JRA Associates 
Japan, Govl of 


8908160291* 

50-315 

P 

8908170265 

50-315 

P 

8908230299 

50-315 

F 

8908240332 

50-316 

S 

8908280191* 

FOIA 


8908180346 

WASTE RES 


8908180351* 

WASTE RES 


8908030313' 

50-275 

P 

8908240373* 

CONTRACT 


8908070043 

FOIA 


8907270297 

60-331 

P 

8907310391 

50-331 

a 

8908080101 

50-331 

a 

8908080304 

50-331 

s 

8908140280 

60-331 

s 

8908150112 

50-331 

F 

8908250250 

50-331 

R 

8908280015 

50-331 

P 

8908280303 

50-331 

F 

8908020295 

50-116 

R 

8908140007 

50-116 

F 

8908080243* 

CONTRACT 


8008220151* 

FOIA 


8908220157* 

FOIA 


8908220162* 

FOIA 


8107090083* 

FOfA 


8908220387* 

FOfA 


0908220391 * 

FOIA 


8908220399* 

FOIA 


8908220415* 

FOfA 


8907280388 

WASTE RES 


8907280381 

WASTE RES 


8907280385* 

WASTE RES 


8908040084 

WASTE RES 


8908040070* 

WASTE RES 



8908170511 

8908170515* 

8908210250 

8900210264* 

8008210255 

0908210256* 

8908080128 

8908180236* 

8908070005 

8908220417* 

8908220419* 

8908220425* 

8908220427* 

8908220428* 

8908220433* 

0900220437* 

0908220441* 

8908220446" 

8908220448* 

0908220456* 

8908220459* 
0908230294* 
8908230296* 
8908230301 * 
8908230329* 

8908230330* 

8908230337* 

8908230339* 

8908230343* 

8908230346* 


WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 

WASTE RES 
MISC 

CONTRACT 
60-445 Q 

FOIA 

FOIA 

FOIA 

FOJA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOfA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOJA 

FOIA 

FOIA 

FOIA 

FOIA 


8908170227 

40-2061 



8900170243 

40-2061 



8908310127 

40-2061 



8907270183 

50 316 

K 


8807270183 

50-315 

K 


8908020213 

50-316 

Q 


8908030167 

50-315 

O 


8908030167 

60-315 

a 

Jefferson County, MO 

Justice, Depl. of 

8908090187 

50-315 

p 

8908090474 

50-315 

s 


0908100164 

8908100164 

50-315 

50-315 

F 

F 

Justrce, Dept of, Altorney General. 
Office of 

8908140020 

50-315 

S 

Kansas, Unlv of, Lawrence, KS 

8908140178 

50-315 

S 

Kerr-McGee Chemical Corp. (subs of 

8908150128 

8908150128 

50-315 

50-315 

0 

Q 

Kerr- McGee Corp.) 

8808150172* 

50-316 

R 


8908150177* 

50-316 

R 


8908150181 

50-316 

R 


8908150182* 

50-315 

R 


8908150189 

8908150190 

60-315 

50-316 

F 

R 

Kerr-McGee Corp 

8900150198* 

60-315 

R 

Keyboard Communlcalions, Inc. 


8908230350* 

FOIA 


8908230353* 

FOIA 


8908230370* 

FOIA 


8908230372* 

FOIA 


8908230384* 

FOIA 


8908230390* 

FOIA 


8908230396* 

FOIA 


8908230427* 

FOIA 


8907280325 

70-36 


8908070191 

50-312 

P 

8908280292* 

50 424 

M 

8908280310* 

50-424 

M 

09080801 10* 

CONTRACT 


8907270347* 

40 2061 



8907270362* 40-2061 

8908070167 40 2061 

8908150140 40-2061 

8908300071 40-2061 

8908300077 ’ 40 2061 

8907270344 ■ 40 2061 

8908240150 40-2061 

8908080209* CONTRACT 



AUTHOR AFFILIATION 


IC-s-ij Valley CoalKton to Save Our 
Children 

KoAn. Kotin £ Colapinlo, P C (formerly 
KohmS Associates} 


Korea. Republic of (South Korea) 


tabor, Oepl of 

Lagootis. Hill-Whiilon & Rolondi 
[formerly Lagoufis. Clark, Hill-Whilton 
Lake County Concerned Citizens, OH 
Laaience Livermore National Laboratory 


Umenck Ecotogy Action 


Lvnitorque Carp 
Longlsland Lighting Co 


Lonon. J 


tos Angeles, CA 
Louisiana Power & Light Co 


MH8 Technical Associates 


MK-Ferguson Co 


MPR Associates, Inc 
Ma,ne Yankee Atomic Power Co 


Malapai Resources Co 
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ACCESSION SUBJECT 

NUMBER CATEGORY 


0900230043’ CONTRACT 
89082001 7€» FOIA 


8908110056 

50 445 

G 

8908110074 

50-445 

G 

8900110080’ 

50 445 

G 

8908110082 

50 445 

G 

8908110096’ 

50 445 

G 

8908110103 

50 445 

G 

8908240046 

50 445 

G 

8908220460’ 

FOIA 


8908220468* 

FOIA 


8908220470’ 

FOIA 


8908220471’ 

FOIA 


8908180295* 

50 498 

P 

8908170132 

50 443 

G 

8908290096 

PR 


8907310282’ 

REVIEW GR 

P 

8907310291’ 

REVIEW GR 

P 

8908030315’ 

50 275 

P 

8908110117 

50-353 

G 

8908170289 

50 353 

G 

6908290095 

50-352 

G 

8908300038 

50-353 

G 

8908300142 

50 353 

G 

8908300157’ 

50 353 

G 

8908300176* 

50 353 

G 

8807280206 

MISC 


8908020310 

PR 


8908020355 

50-322 

F 

8908070066 

FOIA 


8908090176 

50-322 

S 

8908150012 

50 322 

R 

8908150037 

50 322 

R 

6908150162 

50-322 

R 

8908160312 

50 322 

R 

690B160383 

50-322 

R 

8908170270 

50 322 

V 

8908180262 

50 322 

P 

8908250239 

50-322 

R 

8908280213 

50 322 

V 

8908150062 

50-250 

G 

8808150062 

50 250 

G 

8908150072 

50-250 

G 

8908150072 

50-250 

G 

8908150083 

50 250 

G 

8908160127 

REGGD 


8907270363 

50 382 

P 

6907280348 

50-382 

F 

8908030098 

50-382 

Q 

890B030272 

50 382 

P 

8908040217 

71-9159 


8908070360 

50-382 

O 

6908080270 

50 382 

S 

8908170315 

50-382 

S 

6908180044 

50 382 

P 

8908180046’ 

50-382 

P 

8908180050 

50-382 

P 

8908180052* 

50 362 

P 

8908220017 

50-382 

s 

8908230106 

50 382 

F 

8908230135 

50-382 

Q 

8908230276 

50 382 

R 

8908250016 

50 362 

Q 

8908280362 

50-382 

P 

8908280366* 

50 382 

P 

8908290162’ 

50-443 

G 

8908310199’ 

50 443 

G 

8908070207’ 

40-2061 


8908080079 

WASTE MGT 


8908210090 

WASTE MGT 


8908040250' 

50 320 

P 

8907280139 

50-309 

P 

8907310088 

50-309 

0 

8908040219 

50-309 

P 

8908040262 

50-309 

Q 

8908070353 

50-309 

P 

8908100157 

50-309 

F 

8908150165 

50-309 

R 

8908160239 

50-309 

Q 

6908160241 

SO 309 

V 

8808 240252 

50-309 

F 

8908020289 

40 8502 


8908020313 

40-8502 


8906020366 

40 8502 


8908090321 

40-8502 


8908090405 

40 8502 



AUTHOR AFFILIATION 


Mallinckrodt, Inc, 

Manhattan College, Hiverdale. NY 
Marsh & McLennan, Inc 
Maryland, Slate of 

Maryland, Umv of, College Park, MD 

Mason & Hanger - Silas Mason Co . Inc 

Massachusetts Institute of Technology, 
Cambridge, MA 


Massachusetts, Commonwealth of 


Materials Engineering Associates, Inc 


Metrotec, Inc 
Mexico, Govt ol 
Middletown, CT 
Miller & Chevalier 
Miller, Balis & O'Neil 

Minnesota Mining & Manufacturing Co , 3M 
Co 


Missouri, Stale of 


Missouri, Umv of, Columbia, MO 

Montgomery County Legal Aid Service 
Morrison Knudsen Co , Inc. 

NUTECH Engineers, Inc 

National Aeronautics & Space Admin 

National Council on Radiation Protection 
& Measurements 
National Institute of Standards & 
Technology (formerly National Bureau o! 


National Organization ot Test, Research 
Training Reactors 

Native Americans for a Clean Environment 
Navy, Oept of 


Navy, Dept of, Naval Sea Systems Camman 
Nebraska Public Power District 


Netherlands, Govt of 


Nevada, State of 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8908250276 

71-507 


8908220133 

50-199 

P 

8908070367 

60-335 

J 

8908180309 

50 272 

H 

8908250012 

NUREG 


8908180125 

71-316 


6908180173’ 

71-316 


8907310195* 

50 20 

O 

8908100125 

50-20 

S 

8906070252 

50 443 

G 

8908170002 

50 443 

G 

6908290024 

50 443 

G 

8908290123 

50 443 

G 

8908290123 

EO 44 3 

6 

8908290136 

50-443 

G 

6908290154’ 

50-443 

G 

890829D162’ 

50 443 

G 

8908290162’ 

50-443 

G 

8908290170’ 

50 443 

G 

0908290170’ 

50 443 

G 

8908310079 

50 443 

G 

6908310165 

50 443 

G 

8908140049’ 

CONTRACT 


8906300054 

NUREG 


B90B040201’ 

CONTRACT 


8908090120’ 

CONTRACT 


8107090095’ 

FOIA 


8908220472* 

FOIA 


8908010135 

50-245 

H 

8908110130 

50-322 

P 

0909110179’ 

50-322 

P 

8908180166 

50 445 

M 

6909100301 

REVIEW GR 

P 

8908220303 

REVIEW GR 

P 

6906110057' 

70 36 


8908110068’ 

70 36 


8908110078’ 

70-38 


8908230279 

50-186 

R 

8908170314 

50 353 

G 

8906210113' 

50-346 

P 

8909210036 

PROJ 


8905210048' 

PROJ 


8908180035 

60 30 

P 

8908040320’ 

CONTRACT 


8907280359 

WASTE RES 


890728Q387’ 

WASTE RES 


8908090223 

WASTE RES 


6906140043 

WASTE RES 


8908140046' 

WASTE RES 


6908180335 

WASTE RES 


8908240316 

WASTE RES 


8908240316 

WASTE RES 


890808D367* 

COMMISSIO 

N 

8908280186 

FOIA 


8908170198’ 

71-37 


8908250288 

71-133 


8908170192 

71-37 


6908180361 

71-9032 


8907280063 

50 293 

F 

6908070060 

50-298 

F 

8908070241 

60-298 

P 

8908080112 

50-298 

P 

8908080114’ 

50-298 

P 

6908090054 

50-296 

P 

8908090102 

50-298 

F 

8908140255 

60 298 

J 

8908150154 

50 298 

R 

8908150193* 

50-298 

R 

8908150195’ 

50 298 

R 

6906160356 

50-298 

P 

8908160376 

60-298 

J 

8908160055 

50-298 

F 

8908180353 

71-9073 


8906230402 

50-098 

P 

8908250040 

50-298 

P 

6908250042' 

50-298 

P 

8908250313 

50 298 

P 

8908250324 

50 288 

S 

8908220473* 

FOIA 


8908220474* 

FOIA 


8908220475* 

FOIA 


8908220476* 

FOIA 


8908080176 

WASTE MGT 


8908080265 

WASTE MGT 




294 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Nevada. Univ of. Reno. NV 
New England Coalition on Nuclear 
Pollution 


New Mexico Institute o( Mining & 
Technology. Socorro, NM 


New Mexico, State of 

New York Power Authority (formerly Power 

Aulhonty of the Stale of New York) 


New York. Stale Univ of, Buffalo, NY 
Newbury. MA 

Newhouse News Service. Washington. OC 
Newman & Holtzinger 


Niagara Mohawk Power Corp 


ACCESSION SUBJECT AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY . NUMBER CATEGORY 


8908160030 

WASTE MGT 



8908220035* 

50 220 

0908300335 

PR 



8908220269 

50 410 

8908030314* 

50-275 

P 


8908240002 

50 410 

8908110197 

50 443 

G 


8908240003’ 

50 410 





8908240004* 

50 410 

8908110197 

50 443 

G 


8900240035 

50 410 

8908110217 

50 443 

G 


0908240353 

£0 220 

8908110217 

50-443 

G 


8908240353 

50-220 

8908290053 

50 443 

G 


8900250243 

50-220 

8908290053 

50 443 

G 


8900250314 

50 220 

8908290067 

50 443 

G 

North Carolina Municipal Power Agencies 

8900160365 

50 400 

8908290067 

50 443 

G 

North Carolina. Stale ol 

0907310413* 

50 324 

8908310044 

50-271 

G 


9900090235 

RCGGD 

8908110069 

WASTE MGT 


Northeast Nuclear Energy Co. (subs of 
Northeast Utilities) 

8312300136 

50-336 


8908110076* 

WASTE MGT 


8908090355 

40 8903 


8907270040 

50 333 

P 

8907270247 

50-286 

R 

8907310035 

50 286 

P 

8907310254 

50-333 

P 

8907310257* 

50-333 

P 

8907310258* 

50-333 

P 

8907310302 

50-286 

P 

8907310303* 

50 286 

P 

8907310311* 

50-286 

P 

8907310455 

50-286 

P 

8907310463* 

50-286 

P 

8907310551 

50 266 

Q 

8906020314 

50-286 

P 

8908020379 

50 333 

P 

8908040098 

50-333 

Q 

8908070054 

50-333 

H 

8908070270 

50-333 

F 


8907310024 50 >123 s 
8908010290 50 2-16 p 
0908010293* SO- 2-1 5 P 
8908010332 50-123 s 
89080103-17 50 246 P 

0900020131 502-15 s 
8908020350 50-423 P 
0908030026 50 330 p 
8908030032 60 245 f 
8906030118 50 336 P 

8908030128 50 423 0 
8908030133 50 423 0 
8908030200 50 423 P 
0900070016 50 245 P 

89oeo7001a• so-245 p 

0900070023 50-245 P 
8908070029 1 50-245 P 
8908070032 50-330 P 
8908070039 1 50-330 P 
8908070443 50 245 F 


8908090456 

50-286 

F 

8908140005 

50-286 

S 

8908140256 

50-286 

P 

8908160091 

50 333 

s 

8908160242 

50-286 

Q 

8908180372 

50 286 

P 

8908210016 

50 333 

P 

8908220072 

50-286 

F 

8906220127* 

50-286 

F 

8908220129* 

50 286 

F 


8008070443 50-245 F 
8908080007 60-213 P 
0900080023 50 336 0 
8900080149 50 336 Q 
8908080151* 50-330 0 

8906080200 50-245 P 
8908080202* 50 246 P 
09000901 58 50 213 P 
0998090158 60-213 P 
8908090158 50 213 P 


8908220462 50-286 H 
8908230286 50-333 R 
8008230391 50 286 R 
8908240359 50-280 S 
8908280091 50-333 P 


8908280141 50 286 

8908100056 50-57 

8908170132 50-443 

8908230122 FOIA 

8908110105* 70 36 


Q 

R 

G 


8908110115* 70-36 

8900110126* 70-36 

8908110140* 70-36 

8908240107 50-250 G 

8908290163 50-335 G 

8908010160 50-220 P 

8908010167* 50-220 P 

6908020031 50-220 F 

8908020031 50-220 F 

8908030169 50-220 P 

8908030202’ 50-410 V 

8908030221 50-220 p 

8906040194 50-220 S 

8908090166 50-220 P 

8908090204 50 410 P 


8908090209* 50-410 P 
8908090213* 50-410 P 
8908110286 50-220 S 
6908140003 50-220 F 
8908140003 50-220 F 

8908140025 50-220 P 
8908140040* 50-220 P 
8908140041* 50-220 P 
8908140047* 50-220 p 
8908140048* 50-220 p 


8908140053* 50-220 
8906140055* 50 220 
8908160144 50-220 
8908170320 50-220 
8908170491 50-220 


P 

P 

S 

P 

Q 


8908170499 50-220 
8908170499 50-220 
8908170592 50-220 
89001 8021 5 50-220 


R 

R 

P 

Q 


8908090168 

60 213 

P 

80000903 36 

60 423 

Q 

0008090470 

50-423 

P 

8900090475* 

50 423 

P 

8008100260 

60 423 

0 

8908110040 

50-423 

0 

0908110171 

50-246 

P 

8900110173* 

50-245 

P 

0008110232 

50-423 

S 

0908140017 

50-213 

P 

0908140017 

60-213 

P 

8000140017 

50-213 

P 

8908140017 

50-213 

P 

0008140062 

50-245 

P 

8906140064* 

50-245 

P 

8908140067 

60-245 

P 

0906140060* 

50-245 

P 

8900140201 

50-213 

P 

8908140201 

50 213 

P 

8908140201 

50-213 

P 

8908150069 

50 338 

R 

8908150166 

50-213 

R 

8908150166 

50-213 

R 

8908160166 

50213 

R 

8908150186 

50213 

R 

8908160187 

60-213 

H 

8908150187 

50-213 

H 

8908150187 

50-213 

H 

0908180253 

50-213 

0 

8908160253 

60 213 

0 

8908160253 

60-213 

0 

8908180021 

50-245 

P 

8908100041' 

60-245 

P 

8908180142 

60-245 

R 

8908210026 

50-213 

P 

8908210026 

60-213 

P 

8908210053 

50-423 

P 

8908210054* 

50-423 

P 

8908210119 

50-245 

P 

8908220403 

50-423 

fl 

0900230284 

60-423 

S 

8008250146 

SO-245 

F 

8908250146 

50-245 

F 

8908260146 

60-246 

F 



CORPORATE SOURCE INDEX 2*5 


author affiliation 


i; >4 W55l UllMlOS 


Northern Stales Power Co 


accession 

NUMBER 

8905250152 

0908250152 

8908250152 

890B2B0D72 

BB08280075’ 

0908280229 

8907310024 

8908010290 

6908010332 

09OBO1O347 

890B020131 

0908020350 

0908030026 

8908030032 

8908030118 

0908030126 

8906030133 

0908030200 

8908070016 

B90B070023 

8908070032 

8908070244 

8906070244 

B908070244 

8908070244 

8908070244 

B9080B0007 

0908080023 

8906080086 

8908060149 


6908080192 

0908080200 

8908090 15B 
0908090158 

8908090158 

0908090158 

8908090158 

0908090164 

8908090333 


SUBJECT 

CATEGORY 

50 245 
50 245 
50 245 
50 423 
50 423 

50 245 
50 423 
50 245 
50-423 
50 245 

50-245 
50 423 
50-336 
50 245 
50-336 

50-423 
50-423 
50-423 
50-245 
50 245 

50 336 
50-213 
50 213 
50-213 
50-213 

50-213 

50-213 

50-336 

50-213 

50-336 


AUTHOR AFFILIATION 


acci •»<•*» 


tJ.:S 

'**{>. 


8908090435 

8908090470 

6908100004 

8908100260 

8908110049 

8908110129 
89081 10171 
0908110232 
89081 10273 
0908140017 

0908140017 

0008140017 

0908140062 

0908140067 

0908140201 


0go814O2O1 
0gO 8 140201 
0908150069 
0908150188 
890B150166 


50 213 
50-245 
50 213 
50-213 
50-213 

60-213 
50 213 
50-213 
50 213 
50 423 

60 213 
80 423 
60-213 
50-423 
60 423 

50-213 
50-245 
50 423 
50-213 
50 213 

50-213 
50 213 
50-245 
60-245 
50-213 

50 213 
50-213 
50-336 
50 213 
50-213 


P 

P 

P 

P 

P 

F 

S 

P 

s 

P 

s 

p 

p 

F 

P 

Q 

a 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

Q 

P 

Q 

P 

P 

P 

P 

P 

P 

P 

P 

P 

a 


fr 






F> t. 
M.« - 

* * 4 . , 


Norway. GovL o! 


Nuclear Assurance Corp 
Nuclear Fuel Senses. Inc 


P 

P 

S 

P 

P 

P 

P 

P 

P 

P 

P 

P 

R 

R 

R 


Nuclear Package, tac 

Oak Ridge Associated Unfvs 


Oak 


Rdgs National Laboratory 


8908150171 

8908150187 

090815018? 

0908150187 

0908160263 

50 213 

60-213 

50-213 

50 213 

50-213 

P 

H 

H 

H 

Q 

p 

, . . RnsoopS^le Energy 

^BRS!SSS^ 

8008170520 

090 B 180021 
8908100142 
8908210026 
0006210053 

50-213 

50-245 

60-245 

50-213 

50-423 

r 

p 

R 

P 

P 

G 

Ob®. Stale ol 

Ohm art CrXP . Nof man. ON 

8908210119 
890 B 220403 
8908230204 
8908250146 
8008250146 

50-245 

50-423 

50-423 

50-245 

50 245 

r 

R 

S 

F 

F 

p 

8908250146 

eg082S0152 

89082501 

8908250152 

8908280072 

50-245 

50 245 
60-245 
50-245 

50 423 

P 

P 

P 

P 

p 


890828016® 

8908280229 

0907270175 

8907310032 

8907310032 

50-213 

50 245 
60-263 
50-263 
50-263 

F 

Q 

F 

F 

F 



8907310079 

8907310110 

1907310138 

0907310175 


50-282 

SQ-2S3 

60-263 

60-282 


jij* 


Council 

J 

Q 


R-j, 0/ ?«» ' ' 

"'111 -I 
. * 

I 

-r 1 ' * 

J(/, > r^l 
&>>!' 
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296 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Organization lor Economic Cooperation & 
Development (Paris) 

PARAMETER. Inc 
PacTec, Inc, 


Pacific Gas & Electric Co 


Pacific Nuclear Systems, Inc 
Pacific Technical Industries, Inc 


Pal Consult an Is. Inc 
Pathfinder Mines Corp 


Paul, Weiss, Rifkfnd, Wharton & Garrison 
Pennsylvania Power & Llghl Co 


Pennsylvania, Commonwealth of 
Patrotomlcs Co, (formerly Getty/ Petra tom 
ics Co ) 

Philadelphia Electric Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8812210305 

WASTE MGT 


8907270295 

50 277 




8907270303* 

50 277 

8908230236 

NUREG 


8907270303* 

50 277 

8908250212 

71-678 


0907280015- 

71-56 

8908250238- 

71 678 


8907280080 

50-352 

0907310039 

50-275 

F 

8907280105 

50 277 

8907310039 

50-275 

F 

8907280105 

50-277 

890731 005*1 1 

50 275 

F 

8907280105 

50 277 

8907310054- 

50-275 

F 

8907310181 

50 277 

8907310280 

50-275 

R 

8907310183 

50-171 

8907310303 

50-275 

P 

8907310183 

50 17t 

8907310303 

50-275 

P 

890731 01 83 

50-171 

6907310429 

50-323 

S 

8907310191* 

60-277 

8907310524 

50 323 

S 

8907310211* 

50-277 

8908030292 

50 133 

P 

8907310541 

50-277 

8908110254 

50-275 

Q 

8908010224 

50-352 

89031 10348 

50 275 

F 

8908010322 

50-352 

8908110348 

50-275 

F 

89080 104Q7 

50-277 

8908110351* 

50-275 

F 

8908010407 

50-277 

8900150265 

50 275 

P 

8908020007 

50-352 

8908150265 

50-275 

P 

8908020221 

50 352 

8908180143 

50-275 

F 

8908020221 

50-352 

89081B0143 

50-275 

F 

8908020293 

50 352 

8908180147* 

50-275 

F 

8908020293 

50 352 

8908220304 

50-275 

P 

8908030105 

50 277 

8908220304 

50-275 

P 

8908030105 

50 277 

8908220305* 

50-275 

P 

8908030105 

50-277 

8908220305* 

50 275 

P 

8908030225 

50 352 

8908220309- 

50-275 

P 

8908030225 

50 352 

8908220309* 

50-275 

P 

8908040051 

50-352 

8908220335 

50-275 

R 

8908070041 

50 353 

8908220398 

50-275 

P 

8908070123 

50-353 

8908220398 

50 275 

P 

8908070159 

50-277 

8908220400- 

50 275 

P 

8908070159 

50-277 

8908220400- 

50-275 

P 

8908070222 

50-353 

8908220401* 

50 275 

P 

8908070267 

50-353 

B9082 20401 ’ 

50 275 

P 

8908090028 

50-353 

8908230180 

50-133 

P 

8908100087 

50-352 

8908230180 

50-133 

P 

8908100087 

50-352 

8908230428 

50 323 

S 

8908110053 

50-353 

8908280012 

50 275 

P 

8908110086* 

50 353 

8908280012 

50 275 

P 

8908110099' 

50 353 

8908280169 

50-275 

s 

8908110108 

50-353 

8908180148 

71 9218 


8908110123* 

50-353 

890B090184 

71-682 


8908110134 

50 353 

8908090197* 

71 682 


8908110163 

50 352 

8900090497- 

CONTRACT 


8908110166- 

60 352 

8908090482 

40-6622 


8908110192 

£0-353 

8908150211 

40 6622 


8908140131 

50 277 

8908160026 

40 6622 


8908140131 

60 277 

8908150399 

POIA 


8908140133* 

50-277 

B907030235 

50 387 

p 

8908140133* 

60-277 

8907270004 

50 367 

p 

8908150039 

50-353 

8907310139 

50-387 

Q 

8908150044- 

50-353 

8907310256 

50-387 

R 

8908150049’ 

50-353 

8907310256 

50 3B7 

R 

8908150056' 

50-353 

8907310275- 

50-354 

P 

8908150173 

50-353 

8907310293 

50 387 

F 

8908160358 

60-352 

8908010154 

50 388 

P 

8908160360 

50-353 

8908010165 

50-387 

P 

8908160365 

50 352 

8908010165 

50 387 

P 

890816036S 

50-352 

8908010225 

50 3B7 

R 

8908170096 

50-277 

8908010225 

50-387 

R 

8908170096 

50 277 

8908040197 

50-387 

S 

8908170122 

50 278 

8908100145 

PR 


8908170156 

50-352 

8908160034 

50-387 

J 

890B170156 

50 352 

8908160034 

50 387 

J 

8908170204 

50 352 

8908160195 

50 3B7 

0 

8908170207- 

50 352 

8908160195 

50-387 

Q 

8908170242 

50 353 

8908160254 

50-387 

P 

8908170260 

50 353 

8903160290 

50-387 

R 

8908170332 

60-353 

8908160290 

50-387 

R 

8908180206 

50 277 

8908170285 

50 387 

P 

8908180220 

REGGD 

8908220338* 

50 387 

P 

8908180255 

50-277 

8908220338* 

50 387 

P 

8908180320 

50-277 

8908230139 

50-387 

R 

8908210204 

50-353 

8908230139 

50 387 

R 

8908210234 

50-352 

8908230198 

50-387 

P 

8908210245 

50-277 

8908240015 

50-387 

F 

8908210245 

50-277 

8908240015 

50-387 

F 

B9082 10245 

50-277 

8908250003 

50 387 

P 

8908210245 

60-277 

8908250312 

50 388 

P 

8908230008 

50-171 

8908110123* 

50-353 

G 

8908230159 

50-352 

8908290012 

40-6659 


8908230163- 

50-352 




8908230165’ 

50-352 

8905230155 

71-56 


8908230179 

50-352 

8907270164 

50-277 

P 

8908230220 

50-277 

8907270164 

60 277 

P 

8908230220 

50-277 

8907270295 

50-277 

P 

8908240155 

50 352 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


es, Gow. of 

W^Unwof.PmsWgh.PA 

fortaud General Electric Co 


P«W7sWo, Elliot & Eltiot 


Power Computing Co. 
Precision Components Corp. 


P/essura Vesset-Nuctear Steels, Irv 
P/wdentjat Asset Management Co . 
Pwoc Crlizans Critical Mass Energ 


Service Co. ol Colorado 


Public Service Co ol New Hampshire 


8908240155 

50 352 

G 

8908280087 

50 277 

Q 

8908280087 

50-277 

a 

6908280193 

50-352 

F 

6908260207 

50 352 

F 

8908280207 

50-352 

F 

89082802)0* 

50-352 

F 

8900280212 

50-352 

S 

B9D8290033 

50-277 

S 

6908290111 

50 278 

s 

890B2901 t3 

50-277 

s 

8908300149 

50 353 

G 

8908300157* 

50 353 

G 

890B300176* 

50-353 

G 

6908220477' 

FOIA 


6906220478* 

FOIA 


8908180149 

ACRS 


8908140166 

50 293 

F 

8900170239* 

50-293 

F 

8907270064 

50 344 

P 

8907270163 

50-344 

F 

8907310020 

50 344 

O 

8908010372 

50 344 

S 

8908010376 

50-344 

S 

8908020057 

50-344 

Q 

8908020111 

50-344 

a 

8908020237 

50-344 

H 

8908020245 

50-344 

R 

8908020260* 

50 344 

R 

89080301 14 

50-344 

F 

890B040005 

50-344 

P 

8908040049 

50 344 

K 

8908040077 

50-344 

F 

8908040078* 

50 344 

K 

8908080349 

50 344 

S 

8908060378 

50-344 

S 

8900110107 

50 344 

F 

8908150002 

50 344 

S 

8908150004 

50-314 

S 

8903150306 

50 344 

R 

8908180286 

50-344 

S 

8908180310 

50-344 

s 

8908240337 

50-344 

s 

8908250274 

50 344 

P 

8908280017 

50-344 

F 

8908280200 

50 344 

S 

8908110117 

50 353 

G 

8906170289 

60-353 

G 

8008290095 

50-352 

G 

8908300038 

50 353 

G 

8008300142 

50 353 

G 

8908300157’ 

50 353 

G 

8908140039 

TOPREP 


8908140051* 

TOPREP 


8908250244 

71-221 


8908250247* 

71-221 


8907200293 

50-382 

S 

8900180197 

REGGO 


8908160438 

REGGO 


8907280244 

50-287 

Ft 

8907310122 

50-267 

F 

8908010014 

50-267 

K 

8908010114 

50-267 

V 

8908020163 

50-267 

F 

8908020208 

50-267 

R 

8908040183 

50-267 

S 

8908060164 

50-267 

P 

6906080355 

50 267 

S 

8906090165 

50 267 

1 

8908090328 

50-267 

P 

8908110021 

50-267 

F 

8908140183 

50 267 

S 

8908180049 

50-267 

F 

89081 80 18B 

50-267 

R 

8908180194 

50-267 

P 

8908220048 

50-267 

F 

8908220105 

50 267 

P 

6906220163 

50-267 

R 

8908220169* 

50Z87 

R 

8908220173* 

50 267 

R 

8908220311 

71-6346 


8908230123* 

50-267 

V 

8908230295 

50 267 

F 

8908230437 

50-267 

G 

8907310204 

50 443 

S 

8907310209 

50-443 

P 

8907310398 

50 443 

P 

8908030322 

50-443 

F 


Pirbl.c Serves Electric & Gas Co o( New 
Jersey 


Quivira Mining Co, 

Regulatory Group, Inc 
Resource Technical Services, Irtc 

Reynolds Electrical & Engineering Co , 
Inc 

Rhode island, Stale ot 
Rio Algom Mining Corp 

Robert L Cloud Associates. Inc 

Rochester Gas <S Electric Corp 


Rockwell International Coip 


Rondout Associates, Inc 


690 BO 70074 

50-443 

8908070251 

50 443 

8908070262 

50-443 

6908150043 

SO- 443 

8908150046 

£0-443 

8903150059 

50-443 

8308170120 

50-443 

B90O17O 129 

50 443 

8908170157 

50 443 

B90B170157 

50-443 

8908170177* 

50 443 

B908170177* 

50 443 

8908170503 

50 443 

6908210010 

50 443 

8908210262 

50-443 

6308300137 

50-443 

890731023? 

50-272 

B907310271 

50 354 

890B010156 

50 272 

B908020108 

50 272 

6908020162 

50 272 

890 B04CN93 

50-354 

6908080001 

50 354 

8908080036 

50-272 

6908030036 

50-272 

6908060155 

50-272 

3008080155 

50-272 

8908080214 

50 272 

8908080230 

50-272 

8908 080230 

50 272 

8908080325 

50 272 

8908080325 

50-272 

8908080330 

50-272 

8903110016 

50-311 

89081101C2 

50-272 

8903150(59 

50-354 

8906170042 

50 272 

6008170083 

50-272 

8908180032 

50-354 

8B08230289 

50 272 

B90 8230291 

50-311 

6903230449 

50-354 

8903250303 

50-354 

8908250305’ 

50-354 

8908090265 

40 0905 

8908170142 

40 8905 

3906090446* 

CONTRACT 

8908070117* 

CONTRACT 

3903100235* 

CONTRACT 

8908090503 

WASTE MGT 

8908090505* 

WASTE MGT 

8908140078* 

WASTE MGT 

8908040084 

50-193 

8908070410 

40 8084 

8908100083 

40 8084 

8008160379 

40 8768 

8907230268* 

50-454 

8907230271* 

50-454 

890727001 1 

50-244 

8907280303 

50 244 

3907310144 

50 244 

6907310143* 

50 244 

B907310147* 

50-244 

8908020319 

50 244 

8908020333 

50-244 

8908030214 

50-244 

8008060009 

50-244 

8908080015 

50-244 

B908I 10010 

50-244 

89081 101 BO 

50 244 

8908140096 

50 244 

8908160313 

50 244 

6908230222 

50-244 

8903290172 

50-244 

8906050269 

70 25 

8906050274* 

70-26 

8906C5CZ63* 

70 26 

8906050236' 

70 25 

8906050289* 

70-25 

B90 6050291* 

70-25 

8906050295* 

70-25 

8906050296’ 

70-25 

8906050301* 

70-25 

B906050316* 

70 26 

3906050321 * 

70-25 

6906 160348 

70-25 

8908180029 

ADVCM 
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298 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Ropes & Gray 


Rudolph, Seidner, Goldstein. Rochestia & 
Salmon 


Rutgers, New Jersey, State Umv of. 
Busch, NJ 
SSR Technology 

Sacramento Municipal Utility Distncl 


Samuel G Keywell Co 

San Antonio City Public Service Board 
Sandla National Laboratories 


Savannah River Laboratory 
Saxton Nuclear Experimental Corp 


Schnader, Harrison, Segal & Lewis 
Science Applications International Corp 
(formerty Science Applications, Inc) 


Scientech, Inc 

Scott, Douglass & Luton 
Seacoast AnII-Polluflon League 


Senate 


Senate, Environment & Public Works 
Senate, Governmental Affairs 
Sequoyah Fuel6 Corp (subs ol Kerr McGa 
Nuclear Corp ) 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8908070074 

50-443 

G 

8908070104 

50-271 

G 

890B070251 

50-443 

G 

8908150048 

50 443 

G 

8908170129 

50 443 

G 

8908170157 

50-443 

G 

8908300137 

50 443 

T 

8908040294' 

FOIA 


8908040290’ 

FOIA 


8908030157* 

TOPREP 


0908160217* 

CONTRACT 


8907270202 

50 312 

P 

89Q80103B0 

50-312 

Q 

8908020059 

50 312 

S 

8908020092 

50-312 

F 

8908070280 

50-312 

F 

8908140304 

50 312 

S 

8908160346 

50-312 

V 

8908170120 

50-312 

F 

8908170127* 

50-312 

S 

8900220023 

50 312 

H 

8908220271 

50-312 

P 

0908220275* 

50-312 

P 

8908220452 

50-312 

P 

0908220454* 

50-312 

P 

8900230312 

60-312 

R 

8908240156 

50-312 

F 

8908250023 

50 312 

S 

8908110252 

40 8951 


890B1 10257* 

40 8951 


8907310320* 

60-490 

1 

8908150075 

NUREG 


8000230116 

WASTE RES 


0908230226 

NUREG 


8908300116 

NUREG 


8908230132 

ADVCM 


8908010085 

50 146 

Q 

8908180167 

60-146 

P 

8000040270 

50-171 

P 

8707290072* 

50-454 

P 

8707290072* 

50-454 

P 

8707290072* 

50-454 

P 

8707290072* 

60-454 

P 

8707200072* 

50-454 

P 

8707290080* 

50 454 

P 

8707290080* 

50-454 

P 

8707200080* 

50-454 

P 

8707290080* 

50-454 

P 

8707290080* 

50-454 

P 

0008230249* 

50 354 

P 

8900280026* 

60-387 

F 

8908040001 

WASTE MGT 


80QBO4O288* 

CONTRACT 


8908070426 

NUREG 


0908090428* 

CONTRACT 


0900100212* 

CONTRACT 


8908140124 

NUREG 


8900150110 

NUREG 


8908160247* 

CONTRACT 


0908240412 

WASTE MGT 


0900240414* 

WASTE MGT 


8908240415* 

WASTE MGT 


8907270314* 

CONTRACT 


8908230148* 

CONTRACT 


8908230137 

50 498 

P 

8908170065 

50-443 

G 

8908300047 

B0-443 

G 

890B310060 

60-443 

G 

8908090036* 

ORG 


0908090151* 

ORG 


8908180331* 

50 302 

P 

8908240221* 

50-254 

H 

8908240223* 

60-254 

H 

8907280378* 

COM MISS 10 

N 

8908220346* 

COMMISSIO 

N 

8907270246 

40-8027 


8908080248 

40 8027 


890B090139 

40-8027 


8908090144* 

40-8027 


8908090145* 

40-8027 


8908090150 

40 8027 


8908090212’ 

40-8027 


8908110272 

40-8027 


8908140080 

70-925 


8908150148 

40-8027 



Shaker Research Corp 
Shaw, Pittman, Potts & Trowbridge 
Shletdalloy Metallurgical Corp 
Shoreham Wading River Cenlral School 
District. NY 

Sldley & Austin 
Sierra Club 


Silver Service 

Small Business Administration 


Sonalysts, Inc. 

South Carolina Electric & Gas Co 


South Carolina Public Service Authority 
(Santee Cooper) 

Southern California Edison Co 


8908100120* 

CONTRACT 

8908170092 

50-320 

8908080135 

40 7102 

8907310196 

50 322 

890B040075 

50 456 

8908070062 

50-275 

0908070062 

50-275 

8908070209* 

50-275 

8908070209' 

50-275 

8908090335 

PR 

0908100010 

FOIA 

8907180441' 

CONTRACT 

8907270314' 

CONTRACT 

8908040240’ 

CONTRACT 

8908040263* 

CONTRACT 

8906080243* 

CONTRACT 

8900090120* 

CONTRACT 

8900160229* 

CONTRACT 

8908160282* 

CONTRACT 

8908180236* 

CONTRACT 

8908230148* 

CONTRACT 

8907310410* 

CONTRACT 

8908150366* 

CONTRACT 

0907270062 

50 395 

8907270225 

50-395 

8907310479 

50 3S5 

8907310481* 

50 395 

8907310553 

50-395 

8007310554* 

50-395 

8008010024 

50-395 

8908010027* 

50-395 

8908010099 

50-395 

8908010100* 

50-395 

8908010237 

50-395 

8908020206 

60 395 

8908020233 

50 395 

8908020234* 

5Q39S 

8908070127* 

50 395 

8908090037 

50395 

8908090039* 

50 395 

8908140351 

50 395 

8908150136 

50-395 

8908180040 

50-395 

8908180121 

50395 

8908100180 

60-305 

8908180280 

50 395 

8908230412* 

50 305 

8908240284 

50-395 

8908280209 

50-395 

8908180127 

REGGD 

8907280203 

50-362 

8907280207* 

50-362 

0907280265* 

50-362 

8907280379 

50-206 

8900010001 

50-206 

8908010002 

50 361 

8908010287 

50 361 

890BQ102B7 

50-381 

6908010321 

50 361 

8900020212 

50 361 

8908020286 

50 361 

8908020206 

50 361 

0908020288* 

60-361 

8908020288* 

50 361 

8908020290* 

60 361 

8908020290* 

50-361 

8908080077 

60-206 

8908080099 

50-206 

8908080273 

50-361 

8908080288 

50-362 

8900080377 

50-362 

8908080379 

50-208 

8908090134 

50-361 

8908090279 

71-174 

8908160222 

50-361 

0908180267 

50 206 

8908180321* 

50 206 

8908180321* 

50-206 

8900100321* 

60 206 

8908180324* 

50-206 

8900180324* 

50-208 

8908100324* 

50-206 

8908180329* 

60-361 

8908220178 

60-206 

8900230050 

60-361 

8908230201 

50361 

8908230308 

50-206 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


9908230336 

50 361 

R 


8907280073 

50 445 


B90B230340 

50 206 

R 


8907280085 

50 445 


8908230431 

50-361 

P 


6907280085 

50-445 


B908230431 

50 361 

P 


8907280088 

50 445 


8908230435’ 

50-361 

P 


8907280092* 

50-445 


8908230435* 

50 361 

P 


89072800B2* 

50-445 


890823043B’ 

50-361 

P 


8907280095* 

50-445 


8908230438’ 

50-381 

P 


8907280095* 

50-445 


8908250154 

REGGD 



8907280096* 

50 445 


0908280190 

50 206 

P 


8907280096* 

50 445 


8908300148 

50 361 

S 


8907 2801 19 

50 445 

ScoUiem California Federation ot 

8908150041’ 

70-25 



8907280119 

50 445 

Scientists 





8907310153 

50 445 

Southern Company Services, Inc 

8908090519 

ORG 



6907310153 

50-445 


8908180067 

ORG 



8907310290 

50 445 

S<aj!hern Engineering Co ol Georgia 

8908280322’ 

50 424 

M 


8907310290 

50-445 

Southern Technical Services, Inc 

8908230187 

FOIA 



8908010006 

50-445 

Scy-and Power Cooperative, tnc 

890B240320" 

50 461 

1 


6908010006 

50-445 

Sp-airt, Govt oE 

890B220479* 

FOIA 



8908010110 

50-445 


8908230062* 

FOIA 



89QB010U0 

50 445 


8908230067’ 

FOIA 



8908010113 

50 445 


8908230070’ 

FOIA 



8908010113 

50 445 

StKSgel & McDiarmid 

8908160385 

50 400 

P 


8908010303 

50-445 

Slate. Dept of 

8007310176 

XPORTL1C 



8908010303 

50 445 


8908210121* 

FOIA 



8906020096 

50-445 

State, Dept ol. Bureau ol Oceans & Inti 

B907270 051 

XPORTLIC 



8903020096 

50-445 

Envwon S Scientific Affairs 





690B020181 

50-445 


8907270053 

XPORTLIC 



6908020241 

50-445 


B908040173 

XPORTLIC 



3908020241 

50 445 


890B16Q271 ’ 

COMMISSIO 

N 


8908020275 

50 445 

Statistica, tnc 

8908 160282* 

CONTRACT 



8908020275 

50-445 

Stevenson & Associates 

890B1 40266’ 

ACRS 



6906020277 

50 445 

Srone & Webster Engineering Corp 

8907310540 

TOPREP 



8908020277 

50 445 

Stuttgart, Umv of. Stuttgart. GE 

8908210279’ 

FOIA 



8906040169 

50-445 

Sweden, Govl of 

8907310474 

XPORTLIC 



8906040169 

50-445 


8908080294 

NUREG 



8908040176 

50-445 


0908080299 

NUREG 



89BS0401B1 

50-445 


B90B230078’ 

FOIA 



6900040181 

50 445 


8908230005' 

FOIA 



8908040304 

50 445 


8908230087* 

FOIA 



8908040304 

50 445 


8908230091’ 

FOIA 



8908070347 

50 445 


8908230117* 

FOIA 



8908070347 

50 445 


8908230124* 

FOIA 



8908070352 

50 445 


6906230130’ 

FOIA 



6906070352 

50-445 


8908230138* 

FOIA 



8908070357 

50-445 


8908230145’ 

FOIA 



8908070357 

50-445 


8908230150* 

FOIA 



690B070363 

60 445 


8908230378* 

FOIA 



8908070363 

50-445 


8908230404’ 

FOIA 



8908070360 

50 445 


890B230407* 

FOIA 



8908070360 

50-445 


6908230419* 

FOIA 



6908070384’ 

50 445 


8908230440* 

FOIA 



8908070384’ 

50-445 

Switzerland, Govt of 

890B230155* 

FOIA 



8908070440 

50-445 


B60823Q1 62’ 

FOIA 



8908070440 

50-445 


8908230169* 

FOIA 



690 3Q 80092 

50-445 


890B230178’ 

FOIA 



8908080092 

50 445 


B9D8230184* 

FOIA 



8908080203 

50-445 


8908230200* 

FOIA 



690 B0 8 0208 

50-445 


8908230207* 

FOIA 



8908090055 

50 445 


890B230217’ 

FOIA 



8908090055 

50 445 


8908230224* 

FOIA 



8908090125 

50-445 

System Energy Resources, Inc 

8907270321 

50-416 

P 


8908090125 

50-445 


8907310261 

50-416 

P 


6008090322 

50-445 


8907310355 

50-416 

P 


8908090365 

50 446 


890S01QG16 

50-416 

P 


3908090365 

60 445 


8908010313 

50 416 

Q 


8908100007 

50-445 


B90B030209 

50-416 

P 


8908100007 

50 445 


890 B030319 

50 416 

S 


8906100072 

50 445 


8908070038 

50-416 

G 


8903100073 

50 445 


S9080B0152 

50-416 

Q 


8908100078 

50 445 


890B090310 

50-417 

R 


690B100271 

50-445 


8908090341 

50-416 

P 


8908140072 

50 445 


8908090376 

50 416 

E 


8908140072 

50 445 


B908140107 

50 416 

Q 


0908140112 

50 445 


B90B1 60245 

50-416 

P 


8908140153 

50 44S 


8908220071 

50-416 

F 


B90S1 40153 

50-445 


8908220253 

50-416 

P 


6908140338 

60-445 


8908220254* 

50-416 

P 


8908140338 

50-445 


890B2302B2 

50-416 

R 


6908140356 

50 445 


8908280003 

50-416 

S 


8908140356 

50 445 


8908280005 

50 416 

s 


8908150123 

50 445 


B90B2 80175 

50-418 

Q 


8908150213 

50-445 

TO Electnc (formerly Texas Utilities 

8907270343 

50-445 

S 


8906 150213 

50-445 

Generating Co ) 





8908160019 

50-445 


89072B0023 

50-445 

S 


6909160018 

50-445 


8907280023 

50-445 

S 


8903160023 

50-445 


8907280031 

50-445 

Q 


8908 1600 2 3 

50-445 


8907280031 

50-445 

Q 


8908170500 

50-445 


8907280073 

50 445 

A 


8908170500 

50-445 
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300 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 



NUMBER 

CATEGORY 



8908180089 

50 445 

S 


890809021 1 

40-1341 



8908180089 

50 445 

S 


8908090417 

50-259 

F 


8908180205 

50 445 

A 


8908090520 

50-259 

P 


8908180246 

50 445 

S 


8900090520 

50-259 

P 


8908180291 

50-445 

A 


8008100134 

50-390 

A 


8908210203 

50-445 

A 


8900100135* 

50 390 

A 


8908210203 

50 445 

A 


8908100136 

50 260 

F 


8908210213 

50-445 

F 


8908100143 

50 327 

S 


8908210213 

50 445 

F 


8906100167 

50 327 

P 


8908210237 

50 445 

A 


8908100171 

50 260 

P 


8908210237 

50-445 

A 


8908140091 

50-327 

S 


8908220321 

50-445 

A 


8908140121 

50-328 

s 


8908220321 

50 445 

A 


8908140311 

50-390 

s 


8908220350 

50 446 

A 


0908140426 

50-327 

p 


8908220356 

50-445 

S 


8908140426 

50-327 

p 


8908220356 

50-445 

S 


8908150033 

50-327 

p 


6906220393 

50-445 

S 


8908150033 

60-327 

p 


8908220393 

50 445 

S 


8908150034* 

50 327 

p 


8908230188 

50-445 

S 


8908150034* 

50 327 

p 


8908230307 

50-445 

A 


8908150153 

50-296 

fl 


8908230307 

50-445 

A 


8908150261 

50 264) 

R 


8908230393 

50 445 

A 


8908160012 

60 327 

S 


8900230393 

50-445 

A 


8908160127 

50 259 

R 


8900240338 

50 445 

Q 


8908160215 

50-259 

P 


8908240338 

50-445 

Q 


8908160215 

50 259 

P 


8908240340* 

50-445 

Q 


8908160215 

50 259 

P 


0908240340* 

50-445 

Q 


8908160234 

50 260 

S 


8908280351 

50 445 

A 


8908160235 

50 259 

S 


8908280352’ 

50 445 

A 


8908160249 

50-327 

s 


6908280358 

50-445 

Q 


8908160262 

50-327 

fl 


8908280358 

50-445 

Q 


8908160262 

50-327 

R 


8908280363 

50 445 

S 


8908160329* 

50-327 

R 


8908280363 

50-445 

S 


8908160329* 

50-327 

R 

Tabas Hotel 

0908070278* 

CONTRACT 



8908160330* 

50-327 

R 

Technassoclales, Inc 

8908040240* 

CONTRACT 



8908160330* 

50-327 

R 

Teledyne Engineering Services 

Tennessee valley Authority 

8907310109 

8907280375 

TOPREP 

50 327 

S 


8908160342 

0908160342 

50 327 

60-327 

P 

P 


8907310022 

50-327 

S 


8908160352 

50 259 

Q 


8907310182 

50-259 

P 


8908160352 

60 269 

0 


8907310194 

50-445 

S 


8908160352 

50-259 

O 


8007310277 

50 327 

R 


8908170036 

50 260 

P 


8907310279 

50-260 

S 


8908170039* 

50-260 

P 


8907310316* 

50-327 

R 


8008170180 

50 327 

P 


8907310418 

50 259 

P 


8908170180 

50 327 

P 


8907310418 

60-259 

P 


8908170182* 

50-327 

P 


8907310418 

50-259 

P 


8908170182* 

50-327 

P 


8908010128* 

50-327 

V 


8908170222 

50-300 

s 


8908010157 

50 390 

A 


8908170261 

TOPREP 



8908010161 

50-390 

S 


8908170388 

50-259 

P 


8908010176 

50-327 

P 


8008170368 

50-259 

p 


8908010206 

50-327 

Q 


8908170368 

50-259 

p 


8908010228 

50-259 

S 


8908170377* 

50-259 

p 


8908010241 

50-259 

S 


8908170377* 

50 259 

p 


8908020167 

50-259 

P 


8908170377* 

50-259 

p 


8908020167 

50-259 

P 


8908170419 

50-327 

R 


8908020167 

50-259 

P 


8908170480 

50 327 

P 


8908020219 

50-390 

Q 


8908170488* 

50-327 

P 


8908020280 

50-390 

S 


8908180199 

50 327 

P 


8908020291 

50-390 

A 


8908180199 

50-327 

P 


8908020311 

50-390 

S 


8908180288 

50 260 

R 


8908020311 

50-390 

S 


8908180383 

50-296 

R 


8908030236 

50 327 

Q 


8908180437 

50-390 

S 


8908030236 

50-327 

O 


8908210063 

50 327 

Q 


8908030278 ' 

50-260 

P 


8908210240 

50 260 

S 


8908030309 

50-250 

P 


8900220123 

50-259 

P 


8908030309 

50-259 

P 


8908220123 

50-259 

P 


8906030309 

50 259 

P 


8908220224 

50-260 

S 


8908030309 

50-259 

P 


8908220383 

50-260 

s 


8908030309 

50-259 

P 


8908220458 

50-259 

F 


8908030309 

50 259 

P 


8908220458 

50-259 

F 


8908030309 

50-259 

P 


6908220458 

50-259 

F 


8908040020 

50-260 

P 


8900230197 

50-260 

S 


8908070210 

50 328 

S 


8908230201 

50-260 

P 


8908070377 

50-327 

P 


8908230246 

50-390 

S 


8908070425 

50-260 

s 


8908230246 

50-390 

s 


0908080100 

50 327 

p 


0908230259 

50 390 

s 


8908080100 

50-327 

p 


8908230259 

50-390 

s 


8906080102* 

50-327 

p 


8908230263 

50-327 

s 


8908080102* 

50-327 

p 


8908230263 

50 327 

s 


8908000111 

50 327 

F 


8908230322 

50-259 

R 


8908080207 

50 260 

Q 


8908230383 

50 327 

P 


8908090169 

71-227 



8908230363 

50 327 

P 


8908090180 

50 259 

P 


8908230363 

60-327 

P 


8908090180 

60-259 

P 


8908230363 

50 327 

P 


8908090180 

50 259 

P 


8908230375 

50 327 

0 


8908090182* 

50-259 

P 


8908230375 

60-327 

0 


8908090182* 

50-259 

P 


8908230302* 

50-259 

R 


8908090182* 

50-269 

P 


0908230382* 

50-259 

R 


8908090195 

50 390 

A 


8908230382* 

50-259 

R 



CORPORATE SOURCE INDEX 301 


AUTHOR AFFILIATION 


Testing Technologies, Inc. 

Texas A&M Unrv , College Station, TX 
Texas, (iniv of, Austin, TX 

Texas. Uwv of, San Antonio. TX 

r<Axjo Edison, Co 


Gator Technology Resources, Inc 
TranSnuclear. Inc 

Troutman, Sanders, Locksman & Ashmore 


U S Ecology, Inc (formerly Nuclear 
Engineering, In©) 


US Embassies 


UMETCO Minerals Corp (subs ot Union 
Carbide Corp) 

UNC Resources, fnc 
US Council for Energy Awareness 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


890B230383* 50 259 
89Q82303B7 50-327 
0900230387 50 327 
890B230418 50 390 
8908230410 50-39Q 


R 

P 

P 

S 

S 


B90B24008B 50 259 
8908240003 50-259 
8908240008 50-259 
8908250009 50 327 
8908250323 50-259 


B908250322 50-259 
890B280125 50 327 
8908280136 50-260 
8908200367 50-390 
B9O028O30O 50-390 


Q 

S 

S 

s 

A 


AUTHOR AFFILIATION 


Ultra Technology, Inc 
Union Electric Co 


B9083000t0 50-259 
8908110325 71 6B3 
8908110352* 71-683 
89082B0172 50 59 
8908170505 70 157 


S 

Ft 


United Kingdom Atomic Energy Authority 


6908040314* CONTRACT 

6907280050 50-346 

8907310197 50 346 

8908010220 50-346 

8900010205 50-348 


P 

S 

s 

s 


8908040156 50 346 
09080401 8B 50-346 
890B070399 50-346 
8908060011 50 346 
89080B0013* 50-346 

B90B080014* 50 346 
8908080071 50-346 
0908080076 50-346 
0908080216 50-346 
8908090200 50 346 


0906090228 

09OB14O414 

0908150207 

8908160254 

8908180314 


50-346 
50-348 
50 346 
50-346 
50-346 


K 

S 

F 

P 

P 

P 

F 

P 

Q 

P 


P 

S 


Untied Kingdom, Govt ol 


United Nuclear Corp. (subs of UNO 
Resources, Inc ) 

Uranera USA, Inc. 


8908210034 

8908210238 

8908220223 

8908230287 

B0OB25OOO6 


50 346 
50-346 
50-346 
50-346 
50-346 


p Uranium Resources, Inc. 

P Utah, State ol 

r Vormoru Yankee Nuclear Power Corp 

P 


8908250Q0S* 

0908280022 

8908280023’ 

8908280025* 

8908040055 


50-346 
50 346 
50 346 
50-346 
FOIA 


P 

P 

P 

P 


8908030025 

Q9Q8Q80Q88 

8908080091* 

89Q81B0163 

8908170252 


71-9233 

71-9233 

71-9233 

71-9233 

50-366 


8908170252 50-366 
80081 7Q252 50-366 
8908230267 50 424 
B908230267 50-424 
89QB230267 50-424 


M 

M Virginia power (Virginia Electric & Powa 

M Co.) 

M 

M 

M 


8908010285 

8908090233 

8908140130 

8908140135* 

8908150197 

8906150251 

8906150291 

8906100007 

8906170091 

8908210264 
8900230030 
8907310075 
8907310095 
89073 101 Q4 

6907310137 

8908020177 

890B040160 

8908230288' 

8908250186 


27-40 

27-46 

27-40 

27-40 

27-48 

27-40 

27-48 

27-48 

27-48 

27-46 

27-40 

XPORTUC 

XPORTUC 

XPORTUC 

XPORTUC 

XPORTUC 

XPORTUC 

FOIA 

XPORTUC 


8908090387 40-299 


8908090393 40-299 
8908090445 40 8681 
8908090501 40 299 


8908100133* FOIA 
8907310304 70 371 

0908140075 70 371 

8908250010 PR 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8900160155 71 518 
8908010123 50 463 
8908020067 50 483 
8908020103 50-403 
6900040322 50-483 

B908090220 50-403 
8908090221* 50 483 
8900090227 SO 483 
0908090229* 50-483 
8900090237 50 483 

0908090238* 50-463 
0BOBHQ2B5 50-483 
890B15QO01 50 483 
6908170240 50 4B3 
8900220460 50-403 


6903280355 50-4B3 

6900260387 50-483 

8908230228* FOIA 
0908230237* FOIA 
B90B230249' FOIA 

8908230250* FOIA 
8906230261* FOIA 
6908230262* FOIA 
6908230264* FOIA 
8900230256' FOIA 


090823086 B' FOIA 
8908230273' FOIA 
8900230275' FOIA 
B9OB23O20O* FOIA 
8908230285* FOIA 


0107090086* 

8908080291 

8900030290 

B903230234* 

8903230270’ 


FOIA 

NUREG 

NUREG 

FOIA 

FOIA 


0908090473 40 6907 


8908030013 
B90B030060 
8906 100003 


40 6783 
40 6783 
406901 


0008110170 

B90B0704S7 

0908210040 

8907280020 

8908010068 


40-6968 
40 6681 
50-302 
50-271 
50 271 


P 

F 

S 


6908010343 

8908020005 

8908020155 

8908070104 

6900090279 


60-271 
50 271 
50-271 
50-271 
50-271 


8906150400 

89Q816Q1C3 

0900160219 

0908170542 

8908100101 


50-271 
50-271 
50-271 
50 271 
50 271 


R 

O 

P 


B9072700CM 50 338 P 


0907310058 50-280 
0900010150 50-280 
8906010158 50-280 


H 

? 

? 


0906010160 50 200 
0900010153 50 280 
8908010158 60-280 
8908010168* 50-200 
9908010168* 50-260 


P 

P 

P 

P 

P 


0908010168' 50-280 P 
690B01Q168* 50-2B0 P 
6906010166* 50-260 P 
0908020004 50 200 P 
0908020084 50-280 P 


8008020084 50 280 
0908020084 50 250 
0900020271 50 338 
890B02Q271 50 339 
8906020344 50 338 


P 

P 

F 

F 

P 


8908020344 50-336 
9908020374 50-336 
9908030307 50-280 
9908030317 BO-330 
690B0303 17 50-338 


? 

S 

f* 

Q 

Q 


B90 8040229 50-2BO O 
09OB04O220 60-280 Q 
6903040220 50 280 O 
8908040229 50 260 O 
9908040229 50 280 Q 


6906070064 60 280 P 
8906070064 50 260 P 
8908970064 50-280 P 
6900070064 50-230 P 


<-n OnJ3ui~u Du-prc Qt flcncn 



300 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8908180089 

50-445 

S 


8908090211 

40-1341 


8908180089 

50-445 

S 


8908090417 

50-259 


8908180205 

50-445 

A 


8908090520 

50-259 


8908180246 

50-445 

S 


8908090520 

50-259 


8908180291 

50 445 

A 


8908100134 

50-390 


8908210203 

50 445 

A 


8908100135* 

50-390 


8908210203 

50 445 

A 


8908100136 

50 260 


8908210213 

50-445 

F 


8908100143 

50-327 


8908210213 

50 445 

F 


8908100167 

50 327 


890B210237 

50-445 

A 


8908100171 

50 260 


8908210237 

50 445 

A 


8908140091 

50 327 


8908220321 

50-445 

A 


8900140121 

50 323 


8908220321 

60 445 

A 


8908140311 

50-390 


8908220350 

50-446 

A 


8908140426 

50-327 


8908220356 

60-445 

S 


8908 140426 

50-327 


8908220356 

50-445 

S 


8908150033 

50-327 


8908220393 

50 445 

s 


8908150033 

60-327 


8900220393 

50-445 

s 


8908150034* 

50-327 


6908230188 

50-445 

s 


8908150034* 

50-327 


8908230307 

50 445 

A 


8908150153 

50 296 


8908230307 

50-445 

A 


8908150261 

50 260 


8908230393 

50 445 

A 


8008160012 

50 327 


8908230393 

60-445 

A 


8908160127 

50 259 


8908240338 

50 445 

Q 


8908160215 

60 259 


8008240338 

50-445 

Q 


8908160215 

50 259 


8908240340* 

50-445 

Q 


8908160215 

50 259 


8908240340* 

50-445 

Q 


0908160234 

50 260 


8908200351 

50 445 

A 


8908160235 

50 259 


8908280352* 

50-445 

A 


8908160249 

60 327 


8908200358 

50-445 

O 


8908160262 

50 327 


8908200358 

50-445 

Q 


0908160262 

50-327 


8908260363 

50 445 

S 


8908160329* 

60-327 


8908280363 

50 445 

S 


8908160329* 

50-327 

Tabas Hotel 

8908070276* 

CONTRACT 



6908160330* 

50-327 

Technassoclatas, Inc 

8908040240* 

CONTRACT 



8908160330* 

50-327 

Teledyne Engineering Services 

8907310109 

TOPREP 



8908160342 

50-327 

Tennessee valley Authority 

8907280376 

50 327 

s 


8908160342 

50-327 


8907310022 

50 327 

s 


890B 160352 

50 259 


89073101 B2 

50-259 

p 


8908160352 

50 259 


8907310194 

SO 445 

s 


0908160352 

50-259 


8907310277 

50-327 

R 


0008170036 

50 260 


8907310279 

50 260 

S 


8908170039* 

50-260 


8907310316* 

50-327 

R 


8908170180 

50-327 


8907310418 

50-259 

P 


8908170180 

50327 


8907310418 

50 259 

P 


8908170182* 

50-327 


8907310418 

50 259 

P 


8008170182* 

SO 327 


0908010128* 

50 327 

V 


0908170222 

50-390 


8908010157 

50-390 

A 


0908170261 

TOPREP 


8908010161 

50 390 

S 


8908170368 

60-259 


8908010176 

50 327 

P 


8908170368 

50-259 


8908010206 

50 327 

O 


8900170368 

50-259 


8908010228 

50-259 

s 


8908170377* 

50-259 


8908010241 

50-259 

s 


0008170377* 

50-259 


8908020167 

50-259 

p 


8900170377* 

50-259 


0908020167 

50 259 

p 


8908170410 

50-327 


8908020167 

50-259 

p 


8908170480 

50-327 


8908020219 

50 390 

Q 


8908170488* 

50-327 


8908020280 

50 300 

s 


8908180199 

50-327 


8908020291 

50-390 

A 


8908180199 

50 327 


8908020311 

50-390 

S 


8008180288 

50 260 


890B020311 

50-390 

S 


8908180383 

50 296 


8908030236 

50-327 

a 


8908180437 

50-390 


8908030236 

50-327 

Q 


8008210063 

50-327 


8908030278 ' 

50-260 

P 


8908210240 

50-260 


8908030309 

50 259 

P 


8908220123 

50 259 


8908030309 

50-259 

P 


8908220123 

60 259 


9908030309 

50-259 

P 


8908220224 

50 260 


89D8030309 

50-259 

P 


8908220303 

60-260 


8908030309 

50-259 

P 


6908220458 

50-259 


8908030309 

50-259 

P 


8908220458 

50-259 


8908030309 

50-259 

P 


8908220458 

50-259 


8908040020 

50-260 

P 


8908230197 

50-260 


8908070210 

50-328 

S 


8908230201 

50-260 


8908070377 

50-327 

P 


0908230246 

50-390 


8900070425 

50-260 

s 


8908230248 

50-390 


8908080100 

50 327 

p 


8908230259 

50-390 


8900080100 

50-327 

p 


8900230259 

50-390 


8908080102’ 

50-327 

p 


8908230263 

50-327 


8908080102* 

50-327 

p 


8908230263 

50-327 


8908080111 

50 327 

F 


0908230322 

50-259 


8908080207 

50-260 

Q 


8908230383 

50-327 


8908090169 

71-227 



0908230363 

50-327 


8908090180 

50 259 

P 


8908230363 

60-327 


8908090180 

60-259 

P 


8908230363 

50-3?7 


8908090180 

50-259 

P 


8908230375 

50-327 


8908090182’ 

50-269 

P 


8908230375 

60 327 


8908090182* 

50-259 

P 


8908230382* 

50 259 


8908090182* 

50-269 

P 


0908230382* 

50-259 


8908090196 

50-390 

A 


0908230382* 

50-269 


3)3)3JO OlS^TMl BtncnWM WB-Sto-n -n-nCOWD UmOffll 3JT> Y)-OT> aj-o-Btl-O -a-0 WO -D-OT3TJTJ OOOl-D S3333S 3C4MWD UTJJC&ia aTJ-VUU 1>-au>U>(n -D-o»-r>> >-o-o-n 



CORPORATE SOURCE INDEX 301 


AUTHOR AFFILIATION 


TtsMgTechnolQglos, Inc 

feus ASM Univ , College Station, TX 
'erjs.lM' of, Austin, TX 

!»j}j Untv. of, S on Antonio, TX 
Toledo Edison Co, 


Tracer Technology Resources. Inc 
7/inwueloaf. Inc. 

Troutman, Sandatfl, lockerman & Ashrnore 


US Ecology, Inc (formerly Nuclear 
Engineering, Inc | 


US Embassies 


UMETCO Minerals Co rp (subs of Union 
Carbide Corp ) 


UNC Resources, Inc, 

US Council tor Energy Awareness 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8900230383' 

0OO023O3B7 

8900230387 

0903230*116 

8900230413 

0000240008 

0900240088 

8908240088 

6908250009 

6906250322 

8008250322 

8900260125 

8900280136 

8908200367 

0908200300 

6908300010 

8908110325 

8908110352' 

B908280172 

B90B17058S 

8908040314' 

6907280050 

8907310107 

8908010220 

8908010265 

8908040156 
8908040180 
8906070399 
090800001 t 
8908000013' 


50-259 
50 327 
50-327 
50-390 
50-390 

50 259 
50-259 
50 259 
50 327 
SO-259 

50-259 
50-327 
50-260 
50 390 
50-390 

50 259 
71-663 
71 683 
50 59 
70 157 

CONTRACT 
B0 348 
50-346 
50-348 
50 346 

50-346 
50-348 
50 346 
50-346 
£0-346 


0908080014' 

0900080071 

8908000070 

8008060216 

8908090200 


50 346 
50-346 
50-348 
50 346 
50 346 


6908090228 
0908140414 
0900150207 
0906160264 
8908 I 603 I 4 


60 346 
50 346 
50-346 
60-346 
50 346 


8908210034 

B90B210238 

0908220223 

8908230207 

8908250008 


60-346 
50-346 
50 346 
60 346 
60-346 


8908250006* 

8908280022 

890B280023' 

8908280025* 

0908040055 


50-34 S 
50 346 
50-346 
50-340 
FOIA 


8808030025 
8908080088 
8908080091* 
89081 BO 103 
8908170252 


71-9233 
71-9233 
7 1- 9233 
71-9233 
50-366 


8900170252 
6908170252 
8903230267 
89 D823D2B7 
89Q8230267 


50 366 
50 366 
50-424 
50-424 
50-424 


8908010285 27-48 


6908090233 

8908140130 

8908140135* 


27-48 

27-48 

27-48 


0900150197 
8908150261 
8908150291 
8908160007 
B9081 70091 


27-48 

27-46 

27-48 

27-48 

27-48 


8908210264 

0900230030 

8907310075 

8907310095 

8907310104 


27-48 

27-48 

XPOATUC 

XPOflTUC 

XPOBTUC 


8907310137 

890B020177 

8908040160 

8908230288' 

8908250186 


XPORTL1C 
XPORU1C 
XPORTLIC 
FOIA _ 
XPOfiTUC 


89080903B7 40-299 


0908090393 

8908090445 

8906090501 


40 299 

40-8681 

40-299 


8908100133* 

8907310304 

8908140075 

8908250010 


FOIA 

70-371 

70-371 

PR 


B 

P 

P 

S 

S 

Q 

0 

Q 

S 

Q 

O 

s 

s 

s 

A 

S 


R 


P 

S 

s 

s 

X 

s 

F 

P 

P 

P 

F 

P 


I 

H 

F 

P 

S 

P 

P 

F 

R 

P 

P 

P 

P 

P 


M 

M 

M 

M 

M 

M 


Ull/a Technology, (rtc 
Union Electnc Co 


Urnled Kingdom Alomtc Energy Authority 


Umled Kingdom, Govl ot 


United Nuclear Csyp (subs oi UNC 
Resources, Inc } 

Ur&rverz USA, Inc 


Uranium Resources . lrK 
Utah, Stale ol 

Nuclear Power Coro 


Virg^a Power (Vrgrma Electric A P»*e 
Cat 


e>:9)60)'5 

;i9 

6500015125 

'•0**3 

6M802V*s7 

60 **3 

6 9O0O.':i:3 

V *03 

89053-1 

t-i-MJ 

bkk/:?: 

: . *„■ 3 

SaCSOsfciil* 

y, *53 

BK40>':27 

V‘j *33 

e30?oc*:.'t r' 

5- -*03 

6M8CVW.I? 

r* *»> 

S3O0C->'r;55* 

»' »i) 

ayj6i4'.K6 

5‘ *33 

83C'316 / Y»1 

13*43 

6 x 0172 :** 

00*83 

e9u£22Ct03 

6! *03 


5- *03 

8 >38280 33 7 

I'. *33 

0X362 jCOiO’ 

F'.wA 

e>C323<j^J7* 

F./A 

89Q8!X:*i’ 

FOi4 

6X«e?5Cv^* 

FOIA 

8908230261' 

FCXA 

8308230262' 

FOIA 

8906230264' 

FIX A 

03n8?X266* 

F'JlA 

S90823C2£8’ 

FUA 

8K63X2'i’ 

FOIA 

69O02>:275' 

rO'A 

8908236260* 

FCXA 

S30«2>'*S5* 

FOlA 

ei SfCdCtOei' 

F&A 

ewuACJBi 

NUREG 

690806029C 

NOREG 

6906230234' 

FOIA 

6X382 j22-’u' 

FQiA 

8900090473 

*0 8307 

89080300*3 

*3 8703 

09oeoy«o 

*3 8703 

6X^1&X03 

*3 6361 


0906112)73 
8306079457 
03082100*9 
WQ72 80320 

egoaciaot* 


ic-m# 
40 8601 
50 302 
50-271 
50-271 


03080)33*3 
0306020005 
0906020)55 
8908': 70 13* 
8906050273 


50-27) 
5027) 
50 271 
50-27) 
50 271 


6909:50*20 

6908100103 

8903*60219 

89081705*2 

0903190161 


5027) 

50-271 

50-271 

50-271 

50-271 


e9C72’0CC» 50-338 


89073*3058 

69060*0159 

0900010158 


5C-280 
50-290 
50 280 


63CSC'3’5» 
08OK1C158 
8906C1J’W 
89MC 13168' 
09C0OU1C8* 


60 280 
5C2&0 
50-260 
50-2W 
50280 


00’P’M* 

09030)0168’ 

89C£0l2>68' 

09G8C2OO8* 

&9CS320QS4 


50-260 

50280 

50-260 

50280 

50280 


&905C2308* 

W09MC271 

B9C4MW7) 

0300020344 

8309C2034* 
09O0O2C374 
<900030307 
89Q8C3G3* ? 
090^230317 


®9G6C*C229 

MUOatsn 

83000*0229 

toW0*C«H 

MOWTlWM 

09G8C79O** 

WOM'K** 

ascssrw** 


50-2«J 

50-2*0 

50-338 

50-336 

50-338 

50 338 
50336 
50-280 
60-330 
50-330 

50-280 

50-260 

50-2W 

50-260 

50200 

50-280 
50-2*J 
50-280 
5 0280 


P 

F 

S 

P 

s 

s 

G 

H 

R 

Q 

P 

F 

Q 

P 

Yi 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 


P 

P 

F 

F 

P 

P 

S 

P 

o 

Q 

Q 


0 

Q 

P 

P 

P 

P 
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302 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8308070064 

50 280 

P 


8908020265* 

50 364 


8908070069* 

50-280 

P 


8900020266* 

50 364 


8908070075 

50-280 

F 


8908040313* 

CONTRACT 


8908070075 

50-280 

F 


8908070413 

50 60 J 


8908070082 

50 280 

O 


8SD8070454 

70 1 151 


6908070082 

50-280 

0 


8908070459* 

70-1151 


8908070090 

50-338 

Q 


8908080225* 

50 412 


8908070090 

50-338 

O 


8908060253 

70 1151 


8908090408 

50-280 

P 


8906090129* 

50 445 


8908090408 

50-280 

P 


8900090350 

TOPREP 


89080904)3* 

50-280 

P 


8908090354* 

TOPREP 


8908090413* 

50 280 

P 


8908100014 

TOPREP 


8908100071 

50-339 

s 


8908180009* 

50-364 


8908100075 

50 280 

s 


8908180208* 

50-445 


8908100075 

50-280 

s 


8908180211* 

50 445 


8908110017 

50-339 

Q 


8908220001 

TOPREP 


B9081 10018* 

50-339 

O 


8908220002* 

TOPREP 


8908140237 

50 281 

P 


8908220004’ 

TOPREP 


8908140325 

50-280 

s 


8908220352 

71-9019 


8908160198 

50-280 

p 

Westlnghouse Operating Plants Owners 

8908280233 

TOPREP 


8908160218 

50 338 

s 

Group 




8908160294 

50-338 

R 


0908280236* 

TOPREP 


8008170048 

50-2e0 

F 

Whittaker Corp 

8907280191 

40-7455 


8900170378 

50-338 

P 


0908110260 

40 7455 


8908170378 

50-338 

P 


8906250257 

40 7455 


8908170512 

50-338 

P 

Wisconsin Electric Power Co 

8907270171 

50-266 


8908170512 

50-338 

P 


6907270171 

50-266 


8900170514* 

50-336 

P 


8907270201 * 

50-266 


8908170514* 

50 338 

P 


8907270301 

50-266 


8900180111 

50-330 

F 


8907270301 

50-266 


8908180111 

50-338 

F 


6907310046* 

50 268 


8908180363 

50-280 

S 


8908020284 

50 266 


89081 B0403 

50-280 

s 


8908080213 

50 266 


8908210266 

50-339 

p 


8908090038 

50 266 


8908210267* 

50 339 

p 


8908090038 

50-266 


8908220369 

50 280 

s 


8908090042* 

50-268 


8908220400 

50-338 

Q 


8900000042* 

50 266 


8908230357 

50 280 

R 


8908100111 

60 266 


8908240292 

50 338 

Q 


8908100111 

50-266 


8008240292 

50-338 

Q 


8908100116* 

50-268 


8900240295 

50-338 

Q 


8908100116* 

50-266 


8908240296 

50-338 

Q 


8906140227 

50-266 


8900250034 

50-338 

P 


8900140227 

50-265 


8908200029 

50-28D 

S 


8908140349 

50-266 

Washington Public Power Supply Syslem 

8907270129 

50 397 

P 


8908140349 

50-266 


8907280181 

50-397 

P 


8908150036 

50-266 


8907310057 

50-397 

P 


890B 150205 

50-301 


8907310070 

50-397 

Q 


8908160233 

50 286 


8907310145 

60 397 

P 


8908160233 

50-266 


8908020333 

50-397 

Q 


8908160248 

50 266 


8908030016 

50-397 

P 


8908160248 

50-266 


8908040195 

50-397 

F 


8908170440 

50-266 


8908070002 

50-397 

S 


8908170440 

50-266 


8906080199 

6Q-397 

s 


8908170496 

50 301 


8908080277 

50 397 

Q 


8908170505 

50-266 


8908080302 

50-397 

Q 


8908180344* 

50-301 


0908140101 

60-397 

S 

Wisconsin Public Service Corp 

8907270334 

50-305 


8908170049 

60-397 

F 


8907270367 

50-305 


8908170602 

50 397 

R 


8907270370* 

60-305 


8908180006* 

50-307 

F 


8907310041 

50-305 


8908180218 

50-397 

P 


8907310055* 

50-305 


8908160330 

50-397 

P 


8907310100 

50 305 


890B1B0333* 

50-397 

P 


8907310214 

50-305 


8908180334* 

60-397 

P 


8908080321 

50-305 


8908280228 

50-397 

R 


8908090136 

50 305 


8908280312 

50-397 

O 


6906090206 

50-305 

Washington State Unlv., Pullman, WA 

8908080206 

50-27 

P 


0908160005 

50 305 


8908220109 

50-27 

H 


8908170247 

50-305 


8900230156 

50-27 

a 


8908210230 

50-305 

Washington, Unlv. of, Seattle, WA 

8908090312 

50-139 

p 


8908210232* 

50 305 


8908090316* 

50-139 

p 


8908210246* 

50-305 


8908090317* 

50-139 

p 


8908210248* 

50-305 


8908160017 

50-139 

p 


8908220208 

50-305 

Water, Waste & Land, Inc. 

6908090400 

40-8102 



8908220212* 

50-305 

Webb, R E (Studies ot Nuclear Hazards & 

8908070138 

FOIA 



8906280030 

50-305 

Constitutional Law) 





8908280225 

50-305 

West Chicago. IL 

8908070156 

40-2061 



8908300031 

50-305 

West Newbury, MA 

8908170138 

60-443 

G 

Wisconsin, Unlv, of, Madison, Wl 

8908020086 

50-156 

Western Nuclear, Inc (subs ot Phelps 

8908080089 

40-1162 



8906220450 

50-158 

Dodge Corp ) 




Wolf Creek Nuclear Operating Corp 

8907310026 

50-482 


8908090138 

40-1162 



8907310028* 

50 4&2 


8908170116 

40-1162 



8907310221 

50-482 


8908170128 

40-1162 



6307310465 

50-482 

Westlnghouse Electric Corp 

8907310166 

70-1161 



8908010245 

50 482 


8907310338* 

50-286 

P 


8908010261 

60-482 


8907310338* 

50-286 

P 


8900080143 

60 462 


8908020200* 

50-424 

P 


6908060224* 

50-482 


8908020236* 

50-395 

P 


8908100222 

60-482 


8908020239* 

50-395 

P 


8908150249 

50 482 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8908180207 

50 482 

P 


8006020297 

50 29 


8908220055 

50 482 

R 


6908020302 

50 29 


8908220073 

50-482 

S 


8608090273 

50 29 


8908220197 

50 482 

R 


80081 001B7 

50-29 


8908220203' 

50 482 

R 


8608140128 

50-29 


8908220205' 

50 482 

R 


8908150144 

50-29 


8908230052 

50 482 

S 


8908100120 

50-23 

n:r:es'er Polytechnic Institute, 

8900110289 

50 134 

P 


8908170028 

50-29 

Aar^MW. MA 





8908170177' 

50-443 

Afcmng Siele of 

8909230262 

AO-8926 



8908180223 

50 29 

Atomic Electric Co 

8907310118 

SO 29 

Q 


8908230272 

50 271 


8907310440 

50-29 

P 


8908250149 

50-29 


8908020137 

50 29 

P 


8908300008 

50-29 


8908020169* 

50 29 

P 

Yugoslavia, Govt, ol 

6908230288' 

FGlA 
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REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example.50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are aiso 
entered in this column by symbol; for example, 
ACBS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to 
Principal Documents.” 


REPORT NUMBER 

ACCESSION 

NUMBER 

SUB- 

JECT 

CATE- 

GORY 

OTHER REPORT 
NUMBER 

msai-m DRFf 

CC601-T5 DF1FT 

CO901-TG DRPT 

23A5655 RQ1 

73A5890 BO 1 

8908210254* 
8908040070* 
8908170516' 
0907310165* 
89073 !0!51* 

WASTE RES 
WASTE RES 
WASTE RES 

50 324 

50-324 

NRC-02-85 002 
NRC 02 85 002 
NRC-02-85 002 

P 

P 

47 1163 7 43-20 

3:3 DOC- 1 >5 7709 
$993 2 R02 

89 3 

394 

B90B070323’ 
0008090505* 
09OB21O1 13* 
8909020410* 
8908020412* 

TOPREP 
WASTE MGT 
50-346 

WASTE MGT 
WASTE MGT 

HlWft 

P 

HLWR 

AC69in.2.R3B R02 

AE 05 0 1 94 

AE 59 0584 

ABF-89 QIV 

BAW2O'/0 

89QB170616* 

BB0B14O221* 

8908140225* 

8908160306* 

8008150174* 

50-268 

50 254 

50-254 

50-281 

TOPREP 

O 

P 

P 

P 

DAW-2066 

CEN-367-NP 

CG&MPP 60-004 R03 

EEQ41 

EGG MS 6492 

B90B 080120* 
8908040088* 
6908250120' 
8008110076’ 
8908150118* 

TOPREP 
TOPREP 
71-9218 
WASTE MGT 
50-220 

DOE/AL/ 10752- 

O 

EGG NTA-7241 

EGG NTA-7B34 R01 

EGG NTA-fllQT R01 

EGG-NTA 6026 
EGQ-SSRE-8547 

8708130)23* 

6907310378* 

8908140032* 

8906240027* 

89073100B4’ 

50-244 

50-285 
REVIEW GR 
50-286 
TOPREP 

P GL-83-28 

P TAC 44582 

P 

P 

ERSSFL-09 0SJ R0123 
ESQ-82-33 

QAC1960I 

GACJS604 

GAO/RCED 69-95 

8908080309* 
8906060283’ 
8908180188' 
89082201 10* 
890 B 080 147* 

50-334 

70-25 

50-267 

50-267 

COMMISSIO 

P 

P 

P 

N 8 235146 

-W 171003285 

NOO1TI0OO2B7 

BOO IT 1000301 

BE 692 ROO 

NE0C-316B1 ERR 

8006050286' 
8906050289* 
8906050291 * 
8908210267* 
8907310229 

70-25 

70-25 

70-25 

50-339 

TOPREP 

P 

HlSTIR 69-4114 

BUH-002 ROIA VO! 
BUREG-0020 V13 N07 
KUREG-0304 VI 4 N01 
NUflEG 03 25 R!2 

6908140048* 

89082(0048* 

0908210225 

8908160066 

8608150087 

WASTE RES 
PROJ 

NUREG 

NUREG 

NUREG 

HCWR 

NUH002.0103 

NUREG-0S26 R15 
NUREG-0713 VOB 
NUREG-0760 V29 101 
NUREQ-0750 V29 N05 
WUREG-0336 VOS N02 

B90807O458 

8908140124 

8908300143 

8908300152 

8906160121 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 


KUREG-12IB 
nureg- taaa 

NUflEG-1336 R01 

NU REG- 1337 R01 
NUREG-1365 

8908080261 

6908210132 

890B290286 

8908290203 

8908310061 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 


NUREG- 1371 

NUREG-1375 V01 

NUREG- 137? 
NUREG/BR-0056 V04 N1 
NUREG/BR-0056 V04 N2 

890800031 5 
0908210185 

B 9083 10009 
890B1 10358 
B90B1 10357 

50 353 

NUREG 

NUREG 

NUREG 

NUREG 

P 

NUREG/BR-0056 V04 N3 
NUREG/BR-0056 V04 N4 
NUREG/BR-0056 V05 Nl 
NUREG/BB-0056 V05 R2 

89081 10359 
89081 10362 
80081 10385 
B90BI 10367 

NUREG 

NUREG 

NUREG 

NUREG 



REPORT NUMBER 


NUREG/BR-0056 V05 N3 
NUREG/CR-2000V08N6 
NUREG/CR 2331 V08 N4 
NUREG/CR-2331 V09 Nl 
NUREG/CR4639 V5P2R2 

NUF1EG/CR-4639 V5P3R2 
NUREG/CR--! 639 VSP4R2 
NUREG /CR-4667 VD6 
NUREG /CR-4874 V07 
NUREG /CR4674 VOQ 


NUREG/CR-4918V03 
NUREG/CR-5152 
NUREG/CR 5155 
NUREG/CR-5175 
NUREG/CR-5225ADOO) 


NUREG/CR-5287 


NUREG/CR 5322 
MUrtEG/CR.5348 
NUREG/CR 5367 


NUREG/CR-5388 
NUREG/CR -5335 
NUREG/CR 5401 
NUREG//A-O0H 
NUREG/IA-0015 


NUftEG/IA-0016 
NUREG/IA 0017 

NUREG/IA-O02O 
ORAU 69/F-98 
ORAU 89/G 25 


PI8S-00I APR 
PATC-1R 89-01 
PGE-1 006-88 A 01 
PGE-10J2 A 05 
PMPR 89-11 


P Nt-M-l’tw _ 
OP/85 0782 NP R04 
RI/H088-144 
RI/RD89-139 
RURD89-180 


RLCA/P182/01 -89/001 

SAIC-8 7/3034 
SAIO-88/3031 
SAIC-89/1122 

SO 3526-004 R07 
SECY-89-219 
TER-C5506-425 
fVA/WR/AB -89/7 
UCID-21697 

VEPI-5AERFI ( 
WCAP-11B37 AD001 
WCAP-J2U2 ERR 
WCAP-12190 
WCAP-12259 S02 

WCAP-12311 
WCAP-12313 
WCAP- 12338 
WCAP-12345 
YMP-SR-89-060 


ACCESSION 

NUMBER 

SUB- 

JECT 

CATE- 

GORY 

OTHER REPORT 
NUMBER 

8908210273 

8906140143 

8908150135 

8908290274 

8906070421 

NUPE3 

NUPEG 

NWE3 

NUREG 

NUREG 

OPNUNS'.O-200 

BNt, NUREG 51454 
BNU-NUREG 51454 
EGG 2458 

8906060266 

8008080322 

8908310060 

6908070433 

8908070438 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

EGG 2458 

EGG 2458 

ANt-89/10 

OPNU/NO AC-232 
CRNt/NOAC-232 

8908250012 

8908070426 

8908300116 

8908150075 

8908140139 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

SA1C-88'3015 

SAN066-11B7 

SAN 088 1605 
EGG-2548 

8908230236 

6908250014 

890615OU0 

8908230226 

NUREG 

NUREG 

NUREG 

NUREG 

PARAME- 
TERNRC178 
ORNL/TM 11072 
SA1C-89/UM 
5AND88-7145 

6908300054 

89Q615Q0SQ 

6908070429 

8908080281 

8908080290 

NUPEG 

NUREG 

NUREG 

NUREG 

NUREG 

MEA 2354 

PNL. 6924 

GD'PE-N/576 

GD/PE-N/557 

8908080294 
8906080299 
6908080303 
8908220231 * 
8908040297* 

NUREG 

NUREG 

NUREG 

70-734 

70-020 

STUDSV1KNP86109 

STUDSVIKNP87/10 

8907260271* 

8907310291* 

8908020260* 

89O6O40077 

8908230168* 

50-454 

REtfiE'A GR 
5*344 

5*344 

WASTE MGT 

P 

p 

R PGE-J0C6-88 A01 

F RMN-201-89 

biwr 

8908070299* 

690727Q02B* 

8906050296* 

8906050301 

8906050316’ 

50-341 

TOPREP 

70-2-5 

70-25 

70-25 

p 

8906070362 

8907200268* 

8107290080* 

8808230249* 

6906280026' 

ORG 

50-454 

5*454 

50-354 

50-307 

p 

P TAG 50457 

P TAC 65228 
f TAC 59647 

8907310268* 

8907310357 

860605CC3' 

8907310316’ 

6907310282* 

50-320 

SECT 

50-237 

5*327 

fiEWEWOR 

P 

P 

R 

P 

8908070069* 

6908220004* 

8906080225* 

8906020233* 

8008180211* 

50-280 

TOPREP 

5*412 

50-3*5 

5*445 

P 

Q 

P 

A 


8906020266; 

8907310333 

8907310338 

8908280236 ' 

8908240063* 


50-384 
50-388 
50-268 
TOPREP , 
WASTE MGT 


P 

P 

P 


305 




CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Hem listed as enclosures are those indicated by an 
asterisk following the accession number in the index- 
es. The second column gives the accession number 
cflhe principal document under which the enclosure 
is listed. Knowing the accession number of the prin- 
cipal document.the date issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 
The docket subject categories are defined in Appen- 
dix A. 


Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER 


ACCESSION NUMBER 


CNC103URE PRINCIPAL DATE 

DOCUMENT ISSUED 


SUBJECT ENCLOSURE 

CATEGORY 


PRINCIPAL OATE 

DOCUMENT ISSUED 


SUBJECT 

CATEGORY 


8 1070 900 B3 

8908310025 

89/08/09 

FOIA 

81070 9000B 

0908210025 

89/08/09 

FOIA 

(•(07030035 

0003210025 

89/08/09 

FOIA 

8201210130 

8908210025 

89/08/09 

FOIA 

810709 0 0 93 

0008250139 

89/08/18 

50-388 


8907270057 

B907270076 

8907270094 

8907270101 

8907270109 


8907270C54 

8907270071 

8907270086 

8907270098 

8907270103 


MO73OO0IO 
6407300310 
HC9200 057 
6403200065 
6409200073 


0908230305 

090B230305 

0900070044 

0900070044 

0908070044 


09/08/10 40-2061 

09/08/10 40 2061 

89/08/02 FOIA 

09/08/02 FOIA 

89/06/02 FOIA 


8907270114 

8907270120 

8907270127 

8907270128 

8907270133 


8907270112 

8907270116 

8907270116 

8907270122 

6907270112 


8409260140 

8411120*83 

«1 1 12018D 

8503200223 

8505290273 

85052 0 0 299 
85052 0 03 Og 
8512240130 
8604170464 
8604170493 

8604170497 
88041 70500 
8604*70512 
8604 1 70 5 1 0 
8604170540 

8606050031 

8806090001 

8506000002 

9705070265 

87972&0O72 

6707291X180 
8706 130 1 23 
8802240066 
8603 230249 
8303290239 

8305240027 
8905300214 
8906050072 
6M 60 50274 
89060 5 0203 

8906050266 

8906050289 

8006050291 

80O6OSO2SS 

8906050290 

9906050301 

6506050310 

8906050321 

B9060603B9 

8906120115 

8906190014 
8906 23003 B 
8906230110 
B9062B0026 
8907 180436 

8907180441 

6907210064 

6907260107 

8907260131 

0907270028 


5900070044 
B9 00250 139 
09002601 39 
8900070044 
8900070044 

890B070044 

8908070044 

BDO8O9O104 

890B070044 

0908070044 

8900070044 

8900070044 

0908070044 

8908070044 

8900070044 

09OBO2O142 

8906070044 

0900070044 

0900160083 

8900020120 

8900020120 

8900250245 

&90B080Q59 

8908020185 

8908140023 

8907310414 

0908280205 

8900280205 

8906050289 

B906050269 

8906050269 

8906050269 

8906050269 

8906050269 

8906050269 

8906050269 

8906050269 

8906050269 

6908280205 

8908280205 

8908280205 

8908280205 

8907280370 

8906170033 

8908090101 

8907180429 

6908(10046 

8908010262 

6907260124 

8907270020 


B9/08/02 

89/08/16 

89/08/16 

09/08/02 

89/08/02 

B9/08/02 

89/08/02 

80/07/28 

89/08/02 

09/08/02 


89/08/02 

89/08/02 

89/08/02 

89/06/02 

89/08/02 

89/07/26 

89/08/02 

89/00/02 

69/08/10 

09/07/25 

39/07/25 

09/08/17 

89/07/27 

89/07/27 

89/07/24 

89/07/24 

89/08/24 

89/08/24 

89/05/25 

89/05/25 


89/05/25 

89/05/25 

89/05/25 

89/05/25 

89/05/25 

89/05/25 

09/05/25 

89/05/25 

89/08/24 

69/08/24 

89/08/24 

89/08/24 

09/07/20 

89/08/00 

89/08/07 


89/08/14 

89/07/20 

89/07/21 

89/07/20 

89/06/20 


FOIA 
50 352 
50 352 
FOIA 
FOIA 


8907270139 
p 8907270146 

p 8907270158 

8907270201 
6907270209 


8907270135 

6907270081 

8907270154 

8907270171 

8907270205 


FOIA 
FOIA 
71 682 
FOIA 
FOIA 


8907270254 

8907270262 

8907270264 

8987270288 

8907270289 


8907270250 

8907270258 

8907270258 

8907270286 

8907270282 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8907270300 

8907270303 

6907270314 

8907270317 

8907270347 


8907270291 

8907270295 

8907270307 

8907270291 

6907270344 


50-237 

FOIA 

FOIA 

70-143 

50-454 


P 


P 


8907270354 

8907270362 

8907270370 

8907280003 

8907280014 


50 454 
50 244 
STATE PRO 
50-354 
5 0-237 


P 

P 

G 

P 

O 


8907280015 

8907260035 

8907280092 

8907280095 

8907280096 


50 286 
50-458 
50-458 
70 25 
70-25 


P 

F 

P 


8907280156 

8907280159 

B907280161 

8907280175 

8907280183 


70-25 
70-25 
70-25 
70 25 
70-25 


8907280185 
8907280199 
6907280207 
8907280265 
890728026 8 


70-25 

70-25 

70-25 

50-456 

50-458 


F 

P 


8907280271 

8907280276 

$907280297 

8907280302 

8907280310 


50-458 

50-458 


COMMlSSiO N 
50-387 F 

WASTE MGT 

CONTRACT 

70-36 

50-440 ® 

50-348 V 

toprep 


8907280313 

8907260317 

8907280020 

8907280332 

8907280372 

8907280373 

8907280378 

8907280385 

890728038? 

8907310026 


8907270350 

6907270344 

8907270367 

8907260001 

8905230165 


6905230155 

8907280006 

8907280088 

8907280088 

8907280068 

8907280152 

8907280132 

8907280132 

8907280173 

8907280140 

8907280140 

8907280197 

8907280203 

8907280203 

8907280263 

8907280263 

6907280275 

8907280290 

8907280290 

8907280306 

8907280306 

8907280305 

8907280305 

8907280323 

8907280369 


6907280370 

8907280374 

6907260381 

8907280359 

8907310026 


89'07/2* 
69 Q7'18 
83 f 07 21 
63-07' 14 
83-07/11 


71 133 
7! 5450 

50 445 Q 

50 277 P 

CONTRACT 


69-37 07 
83'07/21 
89/07/21 
69'07/l7 
89/07/07 


50-321 
0A999 
QA999 
50 324 
50 321 


K 

Q 

K 


89/05/26 
89/06/23 
89-07/18 
89 07/21 
89/07/10 


CONTRACT 
CONTRACT 
70 36 
50-266 
SO 275 


K 

O 


89/07/21 
83/07/17 
89/07/17 
83/07 '07 
65 07/07 


40-8801 
50-369 
50 369 
70-36 
50-341 


O 

Q 

P 


89/07- 2G 
69, 07' ’9 
63,07/13 
89,07/20 
69/06.22 


50 272 
50 277 „ 
CONTRACT 
50 272 
40-2061 


F 

P 

F 


89,07, 14 
89/06-22 
B9'07/2l 
63/07/U 
89/05/11 


50-413 
40-2061 
50-305 
50 263 
71 56 


0 

K 

P 


89/05/11 
83/07/20 
89/05/26 
89 '05/ 26 
89/05-26 


71 56 

50-261 

50-445 

50-445 

50-445 


89/07/21 
&3/07/14 
89/07/14 
69 '05/ 17 
09 / 07/14 


50-416 

50-413 

50-413 

50-285 

50-269 


63/07/14 
69/07/21 
69/07/28 
69/07/26 
69/07/ >4 


60 269 
50 327 
50-362 
50-362 
50-454 


89 / 07/14 
69/07,75 
69/07/14 
89/07' 14 
89/07/18 


50-454 

50-369 

50-369 

50-369 

50-338 


89- 07/ IB 
89/07/20 
63/07/20 
83'07/ 19 
89-07/25 


50-338 

50-62 

50-62 

50-331 

50-305 


COMM1SSIO 
COMMISSIO 
WASTE RES 
WASTE RES 
50 482 


P 
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ENCLOSURE 
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6907310038 

8907310036 

89/07/25 

50 496 

Q 

8908010103 

8908010015 

89/07/21 

50-280 

o 

8907310045 

8907310043 

89/07/24 

50-266 

Q 

89080101 16 

8908010107 

89/07/24 

50 280 

a 

8907310046 

8907310043 

89/07/24 

50 266 

O 

8908010126 

8908010120 

89/07/18 

70-143 

8907310051 

8907310048 

89/07/17 

50 260 

Q 

8908010127 

8908010125 

89/07/17 

50-327 

V 

8907310054 

8907310039 

89/07/05 

50-275 

F 

0908010120 

8900010125 

89/07/17 

50 327 

V 

6907310055 

8907310041 

89/07/25 

50-305 

P 

8908010130 

8908010120 

89/07/18 

70 143 


8907310084 

8907310081 

89/07/21 

TOPREP 


8908010139 

8900010133 

89/07/17 

50 269 

Q 

8907310085 

8907310082 

89/07/24 

50 285 

P 

8908010144 

800801 D133 

89/07/17 

50 269 

0 

B9073 10096 

8907310092 

89/07/10 

50 309 

O 

8908010147 

0900010143 

89/07/19 

50 373 

p 

8907310106 

8907310097 

89/07/25 

70-25 


8908010146 

8900010140 

89/07/18 

50 445 

Q 

8907310120 

8907310119 

89/07/18 

50 389 

P 

8908010149 

0908010143 

89/07/19 

50-373 

P 

8907310123 

89073101 IS 

89/07/18 

50-369 

P 

8908010167 

8908010160 

89/07/20 

50-220 

p 

8907310125 

8907310101 

89/07/20 

50 261 

P 

8908010168 

89O0D1O15B 

89/07/24 

50-280 

P 

8907310129 

8907310127 

89/07/18 

50 413 

P 

8908010172 

8908010163 

89/07/21 

50-324 

Q 

8907310132 

8907310130 

89/07/20 

50-286 

0 

8900010188 

8908010184 

89/07/18 

50 445 

Q 

8907310133 

8907310127 

89/07/18 

50 413 

P 

8900010190 

8908010163 

89/07/21 

50-324 

Q 

8907310135 

890731013D 

89/07/20 

50-286 

Q 

8900010208 

8908010205 

89/07/27 

50 440 

V 

8907310146 

8907310144 

89/07/18 

50 244 

F 

8900010215 

8908010212 

89/07/18 

50 458 

Q 

6907310147 

8907310144 

89/07/18 

50 244 

F 

8900010222 

6908010214 

89/07/26 

50 482 

Q 

8907310151 

0907310149 

89/07/25 

50-324 

P 

8900010252 

8908010248 

89/07/24 

50 395 

P 

8907310155 

8907310149 

80/07/26 

50-324 

P 

8900010254 

890B010246 

89/07/24 

50 395 

P 

8907310171 

0907310162 

09/06/16 

TOPREP 


8908D1026B 

8908010262 

89/07/21 

50 440 

S 

8907310191 

8907310181 

09/07/25 

50 277 

Q 

8900010272 

6908010264 

69/07/18 

50 192 

a 

8907310195 

8907310165 

89/07/20 

50-20 

O 

8908010273 

8908010269 

09/07/14 

50 263 

p 

8907310208 

0907310207 

09/07/14 

50-263 

P 

8908010279 

8908010269 

89/07/14 

50 263 

p 

8907310211 

8907310181 

89/07/25 

50-277 

O 

8908010283 

8908010281 

89/06/30 

WASTE MGT 


8907310222 

8907310220 

89/07/24 

50 295 

P 

8908010291 

8908010289 

89/07/12 

60 410 

p 

8907310231 

8907310226 

09/07/26 

WASTE MGT 


8908010293 

0908010290 

89/07/25 

50 245 

p 

8907310232 

8907310224 

09/07/12 

50-312 

Q 

8908010294 

8908010289 

69/07/12 

50-410 

p 

8907310234 

0907310233 

89/07/24 

50 295 

Q 

8908010298 

6908010296 

89/07/14 

50-267 

a 

8907310238 

8907310233 

09/07/24 

50-295 

Q 

8908010299 

8908010296 

89/07/14 

50-267 

Q 

8907310253 

8907310245 

89/07/24 

50 341 

Q 

8908010316 

8900010314 

89/07/21 

50-285 

Q 

8907310257 

8907310254 

09/D7/24 

50-333 

P 

8908010319 

8908010314 

89/07/21 

50-288 

0 

8907310258 

8907310254 

89/07/24 

50 333 

P 

8908010331 

8908010325 

89/06/30 

50-410 

P 

8907310268 

8907310263 

89/07/24 

50-320 

P 

8908010334 

8908010329 

89/07/18 

50-382 

a 

8907310274 

8907310285 

89/07/24 

50 456 

Q 

8900010336 

8908010329 

89/07/18 

50 382 

Q 

8D073 10275 

8907310271 

89/07/21 

50-354 

P 

8908010337 

8908010325 

89/06/30 

50 410 

p 

8907310282 

8907310270 

89/07/14 

REVIEW GR 

P 

8908010341 

8908010339 

89/07/25 

50 498 

Q 

8907310291 

8007310270 

89/07/14 

REVIEW GR 

P 

8908010344 

8908010338 

89/07/25 

50219 

O 

8907310305 

8907310296 

89/07/21 

50-205 

F 

8908010348 

8908010336 

80/07/25 

50 219 

0 

8907310308 

8907310302 

89/07/24 

50-286 

P 

8900010352 

0908010349 

89/07/21 

50317 

0 

8907310309 

8907310307 

80/07/21 

71-674 


8908010354 

8908010349 

89/07/21 

50 317 

0 

8907310311 

8907310302 

89/07/24 

50-288 

P 

8908010385 

8908010361 

89/07/26 

50 302 

p 

8907310315 

8907310312 

89/07/24 

50-490 

1 

8908010366 

8908010358 

89/07/21 

50 334 

a 

8907310316 

8907310277 

89/07/21 

50-327 

R 

8908010302 

8908010371 

89/07/20 

50 423 

a 

8907310319 

8907310312 

80/07/24 

50-408 

1 

8908010394 

8900010391 

89/07/24 

50-298 

Q 

8907310320 

8907310312 

89/07/24 

60-490 

1 

8908010397 

8908010301 

89/07/24 

50-206 

0 

8907310336 

8907310302 

89/07/24 

50-266 

P 

8908010405 

8908010379 

89/07/24 

50-402 

Q 

8907310338 

8907310302 

89/07/24 

50 286 

P 

8908010406 

0907200174 

89/07/24 

50-313 

s 

8907310341 

8907310339 

89/07/21 

50-277 

P 

8908010410 

8908010404 

89/07/20 

50-456 

p 

8907310342 

8007310340 

89/07/19 

50-247 

P 

8908010412 

8908010404 

89/07/20 

50-456 

p 

6907310344 

8907310340 

89/07/19 

50-247 

P 

8908010413 

8908010408 

89/07/24 

50-285 

0 

8907310364 

8007310361 

89/07/10 

71-680 


B908010417 

8908010400 

89/07/24 

50-285 

Q 

6907310376 

8907310374 

89/07/24 

50-285 

P 

8908010430 

8908010418 

89/07/20 

50-456 

P 

8907310389 

8907310385 

89/07/20 

50-482 

O 

8908010433 

8908010408 

89/07/24 

50 285 

Q 

8907310392 

8907310388 

89/07/17 

50 317 

P 

8908010451 

8908010446 

89/07/26 

50-302 

P 

8907310409 

8907310350 

89/07/13 

50-324 

s 

8908010462 

8908010461 

89/07/27 

50 298 

Q 

0907310410 

8907310404 

89/07/05 

CONTRACT 


690B020004 

6908020003 

89/07/27 

50 482 

Q 

6907310413 

8907310358 

89/07/13 

50 324 

s 

8906020014 

8908020011 

89/07/26 

50-263 

P 

8907310417 

890731040S 

89/07/17 

50-458 

a 

8908020017 

8908020011 

89/07/26 

50-263 

P 

8907310423 

8907310408 

89/07/17 

50-458 

0 

8900020020 

0908020012 

89/07/27 

50 458 

Q 

8907310424 

8907310421 

89/07/26 

50-461 

p 

8908020037 

8908020032 

89/07/28 

50 313 

Q 

8907310450 

8907310443 

89/07/12 

50-313 

a 

8908020122 

8908020120 

89/07/25 

50 454 

P 

8907310483 

8907310455 

89/07/24 

50-286 

p 

8908020123 

890B020121 

89/07/26 

50 526 

P 

8907310464 

8907310461 

80/07/25 

50-280 

p 

8908020152 

8908020150 

89/07/31 

50-317 

P 

8907310473 

8907310456 

89/07/20 

60-247 

p 

8908020169 

8908020137 

89/07/24 

60 20 

P 

8907310481 

8907310470 

89/07/21 

60-395 

p 

8908020183 

8908020179 

89/07/26 

50-302 

P 

8907310485 

8907310400 

89/07/25 

50-282 

p 

8908020200 

8908020198 

89/07/26 

50-424 

P 

8907310486 

8907310400 

89/07/25 

60 282 

p 

8908020224 

6908020210 

89/07/27 

50-454 

P 

8907310492 

8907310486 

89/07/24 

50-298 

Q 

6908020225 

8908020210 

89/07/27 

50-454 

P 

8907310510 

8907310499 

89/07/21 

50 483 

Q 

6908020228 

8908020210 

80/07/27 

50-454 

P 

8907310515 

8907310480 

89/07/25 

50-282 

P 

8908020229 

8908020210 

89/07/2 7 

50-454 

P 

8907310519 

8907310514 

89/07/24 

50-361 

P 

8908020230 

8900020210 

89/07/27 

50-454 

P 

8907310544 

8907310530 

89/07/24 

50-156 

V 

8908020232 

8008020210 

89/07/27 

50-454 

P 

8907310554 

8907310553 

89/07/21 

60 395 

P 

8908020234 

8908020233 

89/07/21 

50-395 

P 

8008010004 

8908010003 

89/07/27 

50-382 

0 

8908020235 

8908020210 

89/07/27 

50 454 

P 

8906010007 

8908010005 

89/07/24 

50 369 

a 

8908020236 

B9O8O20233 

89/07/21 

50 395 

P 

8008010011 

8908010010 

89/07/24 

50-269 

a 

8908020239 

8908020233 

89/07/21 

50-395 

P 

8909010023 

8908010021 

89/07/17 

50-382 

0 

8908020242 

8908020210 

89/07/27 

50 454 

P 

8908010027 

8908010024 

89/07/24 

50 395 

p 

8908020243 

8908020210 

80/07/27 

50 454 

P 

890B010Q33 

8908010029 

89/07/26 

50-269 

Q 

8908020260 

8900020210 

09/07/27 

50 454 

P 

8908010056 

8908010055 

89/07/21 

50-271 

P 

8908020251 

8908020246 

80/07/27 

50 29 

O 

8908010061 

8908010055 

89/07/21 

50-271 

P 

8908020256 

8908020252 

89/07/20 

50-289 

F 

8908010063 

8908010055 

89/07/21 

60-271 

P 

8908020257 

8908020262 

09/07/20 

50-289 

K 

8908010077 

8908010073 

89/07/27 

50-445 

F 

8908020260 

890B020245 

89/07/28 

50 344 

R 

8908010091 

8900010084 

B9/07/24 

50 269 

Q 

8908020261 

6908020258 

89/07/27 

50-285 

P 

8908010100 

8908010099 

89/07/21 

60-395 

P 

8908020266 

8908020263 

89/07/28 

50 364 

P 
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»:*$Ctf0266 

6908020263 

89/07/2B 

50-364 P 

8906040205 

8906 040198 

89/07/19 

CONTRACT 


£>58620269 

8908020210 

89/07/27 

50 454 P 

8908040206 

8908040204 

89/07/26 

50 275 

P 

£>2-5020272 

8908020210 

89/07/27 

50 454 P 

6908040212 

890&Q3004S 

89/07/25 

50-293 

R 

£>2-5020274 

8908020273 

B9/07/26 

50-5 V 

890B040215 

8908040214 

89/07/26 

50 373 

P 

E5OS-D20282 

8908020281 

89/07/25 

50 219 Q 

8908040222 

8908040221 

69/07/31 

50-285 

P 

45oaoM2ae 

890S0202B6 

89/07/31 

50-361 P 

8908040224 

8900040221 

69/07/31 

50-285 

P 

£3530,20290 

8908020286 

89/07/31 

50 361 P 

8908040227 

8308040223 

89/07/12 

CONTRACT 


£>2-5020327 

8906D20321 

89/07/31 

50-456 P 

8908040240 

8908040231 

89/06/16 

CONTRACT 


£506020330 

8908020329 

89/07/26 

50 3B9 P 

8908040250 

8903040246 

69/Q6/27 

50-320 

P 

£506020336 

6908020286 

09/07/31 

50 361 P 

8906040263 

8908040257 

89/05/29 

CONTRACT 


£506020341 

6908020337 

89/07/26 

50 289 P 

8908040277 

B9D80101 55 

89/07/21 

70 27 


£>36020343 

B90BQ2Q339 

89/07/26 

50-220 Q 

890804028? 

890B040274 

89/07/31 

FOIA 


£508020345 

890B020337 

89/07/26 

50 289 P 

8908040288 

6908040281 

89/07/06 

CONTRACT 


£505020345 

B30802034Q 

89/06/23 

40 8857 

8908040294 

6908040274 

89/07/31 

FOIA 


£>2-6020352 

89OB02O348 

89/07/24 

50 461 Q 

8908040297 

8908040291 

69/07/26 

70 820 


6306020353 

89 Q 802 0351 

89/07/26 

50-335 P 

8908040298 

8908040274 

B9/07/31 

FOIA 


5-903020356 

S9QB020354 

89/07/21 

50 336 Q 

6908040301 

69 03 04027 4 

89/07/31 

FOIA 


&308&20357 

8S0802034B 

89/07/24 

50 461 G 

8908040303 

8908040295 

69/07/17 

CONTRACT 


600302036a 

8908020365 

B9/07/21 

50-29 G 

8906040305 

8303040274 

69/07/31 

FOIA 


33*36020372 

B9080 20361 

89/07/24 

50-293 F 

8908040313 

6908040310 

89/07/10 

CONTRACT 


6506020335 

890B020378 

89/07/24 

50-220 G 

8908040314 

6908040309 

89/07/10 

CONTRACT 


69*08020394 

6908020389 

89/07/26 

50-244 P 

8908040315 

8908040274 

89/07/31 

SO 171 

P 

8908020392 

8908020390 

89/07/28 

50-424 P 

8908040318 

S50B040316 

89/07/18 

CONTRACT 


8905020395 

890B020378 

89/07/24 

50 220 Q 

8908040320 

60 08 0403 19 

89/07/15 

CONTRACT 


6906020336 

6908020393 

89/07/24 

50 219 G 

8908040321 

8908040274 

89/07/31 

50-171 

P 

830S0204&2 

B30B020401 

89/07/24 

50 354 Q 

8908040324 

B908040323 

89/07/19 

CONTRACT 


6903020410 

8908020409 

89/07/31 

WASTE MGT 

8908040326 

89QB04O325 

89/07/18 

CONTRACT 


6903020412 

8908020411 

89/08/01 

WASTE MGT 

8908040328 

8908040325 

89/07/18 

CONTRACT 


8306030033 

890B030016 

89/07/28 

50 397 P 

8908040329 

8908040325 

89/07/18 

CONTRACT 


8903030036 

8908030015 

89/07/25 

50-352 O 

BS08070018 

890B070016 

897 07/31 

50-245 

P 

3906030064 

890 B 030 059 

89/07/28 

50-443 F 

8908070019 

8908070013 

B9/O8/01 

60-374 

O 

ssoeoaoo&o 

8908030073 

89/06/23 

40-8904 

69QBQ7Q021 

6900070013 

89/08/01 

50 483 

o 

6905030086 

B9080300B2 

89/07/26 

50 275 Q 

8908070026 

8908070013 

89/08/01 

50 454 

Q 

6906030QB9 

8908030082 

89/07726 

50-275 O 

8905070029 

890B070023 

69/07/31 

50-245 

P 

8503030091 

8903030075 

89/07/27 

50-334 P 

B90B070030 

6908070013 

69/08/01 

50 341 

Q 

6003030094 

8908030075 

09/07/27 

50-334 P 

8908070033 

890B07Q031 

89/07/31 

50-10 

Q 

8908030095 

8908030QB8 

89/07/24 

50-313 Q 

890 B0 7 0037 

B908070031 

89707/31 

50-10 

O 

6908030099 

B9080300BB 

89707/24 

50 313 Q 

8908070039 

8908070032 

89/07/25 

50-336 

P 

6908030115 

890B03011Q 

89/07/25 

50-461 O 

8908070050 

8&0B07OO48 

09/07/26 

50-250 

H 

8908030123 

8908030110 

69/07/25 

50-461 Q 

8908070069 

8908070064 

89/07/28 

50-280 

P 

6508*330135 

890 B030129 

89/07/28 

50-461 G 

8908070071 

8903070085 

89/08/03 

CONTRACT 


8908030136 

8908030134 

89/07/31 

50-313 P 

8908070077 

8908070072 

89/06/01 

FOIA 


6908030157 

8907310162 

89/06/16 

TOPREP 

8908070079 

890B07 0070 

88/12/07 

FOIA 


8508030158 

890BQ30162 

89/07/28 

50 605 K 

8908Q7G080 

8908070047 

89/06/16 

50 331 

Q 

8908030175 

B908030172 

89/07/31 

WASTE MGT 

890B0700B1 

8908070072 

09/08701 

FO!A 


690B030176 

8907310312 

89/07/24 

60-498 1 

8908070088 

6908070073 

89/07/25 

COMMISSIQ 

N 

S90S030IB3 

8908030172 

89/07/31 

WASTE MGT 

6908070068 

890B070072 

B9/08/01 

50-322 

S 

8906030165 

8908030172 

89/07/31 

WASTE MGT 

8908070091 

8908070072 

89/Q&/01 

FOIA 


8908030195 

890B030191 

89/07/26 

50 410 V 

8908070092 

8908070063 

89/07/17 

40-9B57 


B9O303&199 

8908030197 

89/07726 

50-282 Q 

B90 807 0094 

890B0700S3 

89/07/17 

40 88E7 


8906030202 

890B030191 

89/07/26 

50-410 V 

6908070099 

B908070072 

89/06/01 

50 322 

s 

6908030207 

8908030205 

69/07/31 

50-266 P 

8908070101 

890B070093 

09/08/02 

FOIA 


8908030208 

8908030205 

89/07/31 

50-266 P 

8808070103 

890 B0 7 0072 

89/08/01 

FOIA 


89UB0302Z3 

8906030219 

89707/26 

50-454 P 

8908070110 

B908070Q72 

89/06/01 

FOIA 


8908030224 

890B030219 

89/07/26 

50 454 P 

8908070117 

8908070107 

89/06702 

CONTRACT 


8908030231 

8908030229 

89/07/27 

50-341 P 

8908070118 

8908070114 

89/07/31 

50-237 

p 

8008030248 

8908030246 

89/07/31 

50-255 P 

8908070119 

8908070072 

B9/0&/01 

FOIA 


8908030250 

8908030246 

69/07/31 

50 255 P 

690B070126 

8906070072 

69/09/01 

FOIA 


6908030263 

8908030259 

89/08/01 

50-327 Q 

8908070127 

890802020 S 

89/07/27 

50 395 

K 

6908030266 

6907310081 

89/07/21 

TOPREP 

890807012B 

8908070072 

89/08/01 

FOIA 


8908030286 

8908030172 

09/07/31 

WASTE MGT 

8903070133 

830 807 007 2 

89/08/01 

FOIA 


8908030269 

B908030172 

89/07/31 

WASTE MGT 

8908070136 

B908070130 

69/07/18 

40-3453 


8908030290 

8906030172 

89/07/31 

WASTE MGT 

B90B070139 

8908070072 

89708701 

FOIA 


8908030291 

8908030172 

89/07/31 

WASTE MGT 

8908070143 

8S0 8070072 

89706701 

FOIA 


8908030294 

&908030172 

89/07/31 

WASTE MGT 

8908070147 

6908070072 

89/08/01 

FOIA 


8908030296 

89QB030172 

89/07/31 

WASTE MGT 

8908070152 

8908070072 

89/08/01 

FOIA 


890303029B 

8908030172 

89/07/31 

WASTE MGT 

B908O70153 

8806070141 

69/08/02 

FOIA 


8908Q30300 

B90803O172 

89/07/31 

WASTE MGT 

890B07016B 

B908070162 

89/07/18 

40 6622 


8906030302 

890B030172 

89/07/31 

WASTE MGT 

8908070178 

8908070175 

B9/07/26 

40 8102 


8908030303 

890B030172 

89/07/31 

WASTE MGT 

8908070181 

8908140039 

89/08/07 

TOPREP 


8908030304 

B9 080301 72 

89/07/31 

WASTE MGT 

89080701 88 

B90B070175 

89/07/26 

40 8102 


S9Q803Q311 

8908030310 

89/07/28 

50-269 F 

8908070209 

8908070198 

89/07/28 

50-275 

G 

8908030313 

8908140366 

89/08/01 

50-275 P 

8908070211 

8908070199 

89/07/27 

40-3768 


8908030314 

8908140366 

89/OB/OI 

50-275 P 

8908070214 

8S0B020115 

89/07/19 

50-334 

K 

6908030315 

B9Q81 40366 

89/08/01 

60-275 P 

8908070217 

B&Q 8070197 

89/08/03 

50-312 

G 

S9GB040070 

890B040064 

89/07/26 

WASTE RES 

8908070224 

8908070197 

89/08/03 

50-312 

P 

3908040078 

8908040049 

89/07/31 

50 344 K 

8908070228 

8906070197 

89/08/03 

50 312 

P 

B908040QB8 

8908040085 

89/07/27 

TOPREP 

8808070233 

690B07O229 

89/07/28 

50-309 

O 

890B0400B9 

8908040083 

69/07/27 

50-466 P 

8908070235 

8006070230 

89/07/18 

50-259 

0 

6908040100 

890B0400B3 

89/07/27 

50-456 P 

690B070237 

8908070197 

89708/03 

FOIA 


6308040102 

6908040098 

89/07/29 

50-333 G 

8908070238 

8008070227 

89/07/23 

50-142 

p 

8908040130 

8908040127 

89/07/27 

FOIA 

6908070240 

B90B070197 

89/03/03 

FOIA 


6908040145 

8908040143 

89/08/01 

FOIA 

890B070242 

8908070227 

89/07/28 

50 142 

p 

390604016a 

B90B040163 

89/08/02 

40-2061 

8908070246 

6908070227 

89/07/20 

50-142 

p 

6908040171 

B908040163 

89/08/02 

40-2061 

8908070247 

8908070239 

39/07/20 

50-443 

Q 

6906040174 

890B040163 

89/08/02 

40-2061 

8908070276 

B906070274 

89/07/21 

CONTRACT 


3903040201 

8908040198 

89/07/19 

CONTRACT 

8808070281 

6906070160 

89/08/01 

40 2061 
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8908070202 

8908070279 

89/07/28 

FOIA 


8908090019 

8908090013 

89/08/03 

50 245 

8908070205 

8908070279 

89/07/28 

FOIA 


8908090027 

8908020081 

89/07/24 

50 412 

8900070287 

8908070160 

89/08/01 

40 2061 


890BD9Q032 

8900090021 

89/07/31 

71-9217 

8908070290 

8908070289 

89/07/24 

50-341 

P 

8908090036 

8908090033 

89/06/15 

ORG 

G908070296 

8908070160 

89/08/01 

40 2081 


8908090039 

8900090037 

89/07/27 

50-395 

8908070297 

B908070285 

80/07/24 

50 341 

P 

8908090042 

0908090038 

89/08/01 

50-266 

8908070299 

8908070295 

89/07/24 

50-34 1 

P 

8908090049 

8908090047 

89/07/31 

60-293 

8908070302 

8908070301 

89/07/28 

XPORTLIC 


8908090059 

8908090024 

89/06/30 

50-263 

8908070307 

8908070301 

09/07/28 

50-387 

Q 

8908090060 

0908090024 

89/06/30 

50-263 

8908070313 

8908070308 

89/07/14 

40 0857 


8908090083 

8908090077 

89/07/27 

50-520 

6908070315 

8908070308 

89/07/14 

40 0057 


8908090097 

8908090096 

09/07/20 

CONTRACT 

3908070319 

8908070304 

09/07/28 

50-387 

Q 

8000000099 

8908090048 

89/07/27 

70-1 100 

8908070320 

8908070308 

89/07/14 

40 8057 


8908090113 

8908090108 

89/07/13 

STATE PRO 

8908070323 

8908070314 

89/00/01 

TOPREP 


8908000117 

0908090108 

89/07/13 

STATE PRO 

8908070339 

8908070335 

89/07/20 

50 286 

Q 

8908090119 

890B090108 

80/07/13 

STATE PRO 

3908070342 

8908070338 

89/07/27 

50 220 

Q 

8900090120 

89080901 1 1 

89/06/23 

CONTRACT 

3908070345 

8900070338 

69/07/27 

50-220 

Q 

8908090124 

8908090121 

89/08/01 

50 454 

8908070361 

8908070330 

89/07/28 

XPORTLIC 


0908090129 

8908090125 

89/07/31 

SO 445 

0908070373 

8908020211 

89/07/21 

50-261 

K 

8908090144 

6008090139 

89/07/19 

40-3027 

8908070383 

8908070381 

89/07/24 

50 341 

P 

8908090145 

8908090139 

89/07/10 

40-0027 

8908070384 

8908070300 

09/07/31 

50-445 

A 

0900090148 

8908090147 

80/06/16 

CONTRACT 

8908070391 

8908070387 

89/07/25 

50-220 

Q 

8908090151 

8908090149 

89/07/18 

ORG 

8908070392 

8908070390 

89/06/20 

50-315 

O 

8908090167 

8900090164 

89/07/31 

50-213 

8908070402 

8908070400 

89/03/02 

50-412 

P 

8900090173 

0908090171 

89/07/12 

WASTE MGT 

8908070403 

8908070400 

89/08/02 

50 412 

P 

8908090182 

8900090180 

89/00/04 

50 259 

8908070419 

8908070416 

89/07/20 

50-450 

Q 

8908090197 

8908090184 

80/07/28 

71-682 

8908070420 

8908070414 

09/08/02 

50 335 

P 

8900090206 

0908090201 

89/07/21 

COMMISSIO 

8908070422 

8908070416 

89/07/20 

50-45B 

Q 

8908090208 

8908090201 

89/07/21 

COMMISSIO 

8908070432 

890B070423 

89/07/27 

70 2910 


8900090209 

8908090204 

89/07/26 

50 410 

8908070434 

8908070423 

09/07/27 

70-2910 


8908D90212 

8908090150 

89/07/14 

40 8027 

8908070437 

0908070423 

89/07/27 

70-2910 


8908090213 

8908090204 

80/07/26 

50 410 

890B070456 

8907130197 

89/07/06 

ORG 


8908090218 

8908090215 

88/12/21 

70 734 

8908070459 

B90B070454 

89/06/23 

70-1151 


8908090221 

8908090220 

89/08/02 

50 403 

8908080013 

8908080011 

89/08/01 

50-348 

P 

0908090229 

8908090227 

89/08/02 

50-483 

8908080014 

8908080011 

89/08/01 

50-346 

P 

8908090236 

8900090232 

89/08/04 

XPORTLIC 

8908080028 

8908080017 

89/07/29 

70-2928 


0908090238 

0908090237 

89/08/02 

60-483 

8908080030 

8908080024 

89/07/24 

50-335 

Q 

8908090240 

8900090239 

89/08/01 

XPORTLIC 

8908080034 

8908080031 

89/07/26 

50 348 

Q 

8908090243 

8900090239 

80/08/01 

XPORTLIC 

8908080037 

8908080017 

89/07/29 

70-2928 


8908090244 

8900090234 

80/07/20 

70-36 

8908080038 

8900080031 

89/07/26 

50 348 

O 

8908090245 

8908090242 

89/07/21 

ORG 

8908080042 

8900080017 

89/07/29 

70-2928 


8900090246 

8908090239 

89/08/01 

XPORTLIC 

8908080045 

8900080041 

89/07/27 

50 317 

V 

8908090248 

8908090239 

89/08/01 

XPORTLIC 

8908080070 

8908000067 

89/07/24 

50-341 

P 

8908090251 

8908090234 

89/07/28 

70 36 

8908080072 

8908080066 

09/07/20 

50-395 

Q 

8908090255 

8908090239 

89/08/01 

XPORTLIC 

8908080074 

8908080073 

89/08/01 

CONTRACT 


8908090256 

8008090239 

89/08/01 

XPORTLIC 

8908080082 

B908080080 

89/07/24 

50 341 

P 

8908090258 

8908090230 

89/08/01 

XPORTLIC 

8908080087 

8908080086 

89/07/28 

50-213 

P 

8900090260 

8908090239 

89/08/01 

XPORTLIC 

8908080089 

8908080085 

89/07/25 

50 413 

Q 

8900090262 

8908090239 

89/08/01 

XPORTLIC 

8908080091 

890B0800B8 

89/07/28 

71-9233 


8900090263 

8908090239 

89/08/01 

XPORTLIC 

8008080093 

8908080005 

89/07/25 

50 413 

Q 

0908090267 

8908090239 

89/00/01 

XPORTLIC 

8908080095 

8908080085 

89/07/25 

50 413 

Q 

890Q09D269 

0908090239 

89/08/01 

XPORTLIC 

8908080102 

8908080100 

89/00/02 

50 327 

P 

8908090270 

0908090239 

09/08/01 

XPORTLIC 

890B080109 

8908080105 

09/07/28 

50-403 

Q 

0908090272 

8900090239 

89/08/01 

XPORTLIC 

8908080110 

8908080103 

69/07/31 

CONTRACT 


0900090291 

8908090207 

89/07/28 

50-250 

8908080114 

8908080112 

09/07/31 

50-200 

P 

8908090292 

8908090290 

89/07/31 

50 206 

8908080118 

8908080116 

09/07/28 

50-266 

O 

8908090302 

8008090297 

89/07/20 

CONTRACT 

8908060120 

89080801 17 

09/08/05 

TOPREP 


8908090305 

8908090304 

89/07/27 

50-529 

8908080145 

8908080144 

09/07/20 

COMMISSIO 

N 

8908090314 

0908090313 

89/07/18 

WASTE MGT 

8908080147 

8908170307 

89/07/28 

COMMISSIO 

N 

8908090316 

0908090312 

09/08/03 

50-139 

8908080151 

8908080149 

89/07/20 

50-336 

O 

8908090317 

8908090312 

09/08/03 

50139 

8908080160 

8908080139 

89/07/25 

50 250 

O 

8008090338 

8908090331 

09/01/30 

70-734 

8908080193 

8908080190 

89/07/26 

50-324 

0 

8900090346 

8908090345 

89/07/31 

40 8905 

8908080195 

8908080192 

89/08/01 

50-213 

p 

8008090354 

8908090350 

89/07/28 

TOPREP 

8908080197 

8908080194 

89/08/04 

50-445 

0 

8908090362 

8908090351 

09/07/28 

50-244 

8908080202 

0908080200 

89/08/01 

50 245 

p 

0908090366 

890B090351 

89/07/28 

60-244 

8908080209 

0908080205 

69/06/09 

CONTRACT 


0908090368 

8908090361 

89/07/20 

CONTRACT 

8908080224 

8908080221 

89/07/31 

50-482 

0 

8908090380 

8908090370 

89/07/25 

CONTRACT 

8908080225 

8908080220 

89/07/31 

50 412 

a 

0908090381 

8908000377 

89/07/31 

50-498 

8908080227 

8908080223 

89/07/21 

CONTRACT 


0908090384 

8908090377 

89/07/31 

50 499 

890S080243 

8908080241 

89/08/01 

CONTRACT 


8908090309 

8008090386 

09/07/20 

CONTRACT 

8906080269 

8908080268 

89/08/03 

REVIEW GR 

p 

0908090396 

8908090304 

89/08/01 

40 8452 

8908080279 

8908080270 

89/00/03 

50 247 

a 

8908090398 

8908000394 

89/08/01 

40 8452 

8908080280 

8900080278 

89/08/03 

50-247 

Q 

8908090412 

8908090410 

89/08/01 

71-327 

8908080207 

8908080286 

89/07/24 

50 397 

O 

8908090413 

8908000408 

89/08/02 

50-280 

890B080297 

8908080295 

89/07/27 

50-412 

P 

8908090423 

8908090420 

80/08/01 

71-682 

8908080298 

8908080295 

89/07/27 

50 412 

P 

8908090428 

8908090421 

89/07/25 

CONTRACT 

8908080309 

8908000307 

89/07/2! 

50-334 

P 

8908090429 

8908090425 

89/00/03 

50-369 

890808034! 

8908000340 

89/00/02 

50 333 

Q 

8908090430 

8908090419 

89/07/31 

50-327 

8908080342 

8908080340 

89/08/02 

50-333 

Q 

8908090440 

8908090433 

89/07/27 

70 1113 

8908080347 

8908080346 

89/08/02 

50 317 

O 

8908090442 

8908090436 

89/08/02 

50-324 

8908080351 

8908080350 

89/08/03 

50-389 

P 

8908000444 

8908090433 

89/07/27 

70-1113 

8908080357 

8908080353 

89/07/28 

COMMISSIO 

N 

8908090446 

8908090441 

89/08/01 

CONTRACT 

8908080360 

8908070142 

89/08/04 

WASTE MGT 


8908090448 

8908090419 

89/07/31 

50-327 

0908080361 

0908080358 

89/08/02 

50-423 

Q 

8908090449 

8908090327 

09/08/01 

50-327 

8908080362 

8908070142 

89/08/04 

WASTE MGT 


8908090451 

8908090419 

89/07/31 

50-327 

8908080367 

6908080365 

89/08/02 

COMMISSIO 

N 

8908090459 

8908090333 

89/07/31 

50-213 

8908090007 

8908090006 

89/08/02 

50-302 

Q 

8908090471 

0908090464 

89/08/03 

60-338 
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8908090472 

8906090352 

09/07/31 

50-382 

Q 

8908110140 

8908110046 

89/07/20 

70-36 


6908090475 

8908090470 

89/08/01 

50-423 

P 

8908110152 

S90BI 10150 

89/08/01 

50-315 

Q 

8908090497 

0908090495 

89/07/26 

CONTRACT 


8908110153 

6908110150 

89/08/01 

50 315 

Q 

B908C904S8 

6908090496 

89/08/01 

71-275 


8908110157 

6908110156 

89/08/01 

50 29 

Q 

8908090505 

8908090503 

89/08/02 

WASTE MGT 


8908110159 

8908110158 

89/05/23 

70 1257 


8908090514 

890B090512 

89/0B/03 

50 331 

Q 

8908110165 

8900110162 

89/07/28 

50 352 

O 

8908090515 

8908090512 

89/08/03 

50 331 

Q 

8908110166 

8908110163 

89/08/03 

50 352 

P 

8908100006 

8908100004 

89/07/20 

50-213 

P 

G9081 10167 

B9081 10162 

89/07/28 

50 352 

0 

8908100022 

8908100018 

89/07/29 

CONTRACT 


8900110169 

8908110161 

89/07/28 

40 8649 


890B1 00055 

8908100052 

89/07/31 

WASTE MGT 


8906110173 

8908110171 

89/08/01 

50 245 

p 

8908100065 

B908100060 

89/07/31 

50 490 

P 

8906110174 

8908110170 

89/07/13 

40-B96B 


8908100068 

8908100059 

89/0B/03 

50 255 

P 

8908110177 

8908110176 

89/06/07 

50-395 

0 

3908100070 

890B100060 

89/07/31 

50 498 

P 

8908110179 

8Q0B1 10130 

89/08/04 

50-322 

p 

3508100092 

890B1 00090 

89/00/01 

FOIA 


8908110200 

890B1 10198 

89/08/03 

50-267 

Q 

8508100097 

8908100090 

89/08/01 

FOIA 


S90B1 10202 

8908110201 

89/08/01 

50 271 

a 

8508100105 

0908100103 

89/08/07 

XPORTLIC 


8908110203 

8908110198 

09/08/03 

50 267 

Q 

8908100107 

B90810009D 

89/08/01 

FOIA 


8908110214 

8908110209 

89/08/04 

50 263 

Q 

8906100110 

8900100103 

89/08/07 

XPORTLIC 


8908110216 

8908110209 

89/08/04 

50 263 

O 

8906100112 

8908100090 

89/0B/O1 

FOIA 


8900110221 

0908110106 

89/08/03 

50 335 

P 

8908100115 

8908100090 

89/08/01 

FOIA 


8908110222 

890B1 10218 

89/08/02 

50 338 

P 

8903100116 

8900100111 

89/08/03 

50 266 

P 

8908110223 

6908110218 

09/08/02 

50-338 

P 

8903100119 

B908100090 

89/08/01 

FOIA 


8908110238 

8908110233 

89/08/02 

50-280 

P 

8903100120 

8908100114 

89/06/29 

CONTRACT 


8908110243 

8908110240 

89/08/02 

50-331 

Q 

6903100121 

8908100118 

B9/0B/O7 

XPORTLIC 


8908110245 

8908110233 

89/08/02 

50 280 

P 

8903100123 

8908100118 

69/08/07 

XPORTLIC 


8908110249 

8908110246 

09/07/31 

50 352 

F 

8908100124 

8908100090 

89/08/01 

FOIA 


890a 110257 

8908110252 

89/07/19 

40 8951 


8908100126 

8908100090 

89/08/01 

FOIA 


8908110270 

8908110266 

09/08/08 

QA999 


8908100130 

8900100090 

89/08/01 

FOIA 


8908110295 

8908110292 

89/08/03 

50 440 

Q 

8908100133 

8908100090 

09/08/01 

FOIA 


990B1 10310 

8008110307 

89/08/02 

50-155 

Q 

3908100135 

8900100134 

89/08/07 

50-390 

A 

8908110311 

0008110307 

89/08/02 

50-155 

Q 

6908100150 

8908100026 

89/07/31 

50 424 

P 

8908110318 

8908110273 

89/07/28 

50-213 

P 

3903100158 

890B100156 

89/08/01 

50-348 

Q 

8908110320 

0908110319 

09/08/03 

70-1113 


6306100161 

8908100156 

89/09/01 

50-348 

Q 

B908 110326 

8908110324 

89/07/21 

50-397 

Q 

8308100169 

8908100168 

89/07/31 

50-424 

Q 

8908110329 

0908110328 

89/08/03 

50-327 

P 

8508100170 

8908100160 

89/07/31 

50-424 

Q 

8908110337 

0908110333 

89/07/20 

50-397 

a 

8908100175 

090B100140 

89/07/31 

REVIEW GR 

P 

8900110338 

8908110333 

09/07/20 

60-397 

Q 

8908100177 

8908100140 

89/07/31 

REVIEW GR 

P 

0908110341 

8008110340 

89/08/07 

50-302 

P 

8906100104 

8908100182 

09/00/02 

50-321 

Q 

8908110342 

8908110335 

89/08/02 

50-338 

P 

8900100192 

8908100172 

89/07/28 

ORG 


0900110344 

B90B1 10335 

89/08/02 

50-338 

P 

6908100104 

8908100189 

89/07/28 

50 410 

Q 

8900110351 

0908110346 

89/07/25 

50-275 

F 

69081 00196 

8908100109 

89/07/28 

50-416 

Q 

8900110352 

8908110325 

89/07/31 

71-683 


8903100203 

8908100201 

89/07/28 

50-324 

Q 

8908110371 

8908110369 

89/07/13 

50-254 

O 

8903100212 

8908100209 

89/07/20 

CONTRACT 


6908110373 

B9061 10372 

89/07/24 

70-143 


890810021 B 

8908100214 

89/07/28 

CONTRACT 


8906110385 

8908110376 

89/07/20 

50-237 

P 

8908100220 

8908100217 

89/08/02 

50-255 

P 

8908110387 

8908110376 

09/07/20 

50 237 

P 

8908100235 

8908100228 

89/07/28 

CONTRACT 


8908110392 

890B070073 

09/07/25 

COMMISSIO 

N 

6908100248 

8908100240 

89/07/28 

CONTRACT 


8908110396 

8908070073 

89/07/25 

COMMISSlO 

N 

89CB10Q28? 

890B100265 

89/07/25 

50 424 

Q 

8908140024 

8908140023 

89/07/24 

50 237 

Q 

8906100288 

8908100285 

89/07/31 

50-250 

Q 

8908140032 

8908140030 

89/07/27 

REVIEW GR 

P 

8908100289 

8908100265 

80/07/25 

50-424 

O 

8908140033 

G90B1 40031 

89/08/03 

50-373 

0 

0908100290 

G90Q1 00280 

89/08/04 

50 266 

Q 

8900140037 

8908140031 

B9/0B/03 

50 373 

G 

6908100327 

8908100324 

89/07/31 

50 338 

Q 

8908140040 

8908140025 

89/07/31 

50-220 

P 

8908110014 

8908110013 

09/08/03 

50-302 

V 

8908140041 

8908140025 

89/07/31 

50 220 

P 

690B1 10015 

8908110013 

89/08/03 

50-302 

V 

8908140046 

890B140043 

89/08/07 

WASTE RES 


6908110010 

8908110017 

89/08/04 

50 339 

Q 

8908140047 

8908140025 

09/07/31 

50-220 

P 

8908110022 

8908110019 

89/07/31 

50-338 

P 

0908140048 

8908140025 

89/07/31 

50 220 

P 

8908110023 

8908110019 

69/07/31 

50-330 

P 

0908140049 

8908140042 

89/06/27 

CONTRACT 


8908110039 

8908110036 

89/08/03 

50 327 

P 

890B1 40051 

8908140039 

89/08/07 

TOPREP 


8908110043 

B90B1 10036 

89/0B/03 

50 327 

P 

8908140053 

8908140025 

89/07/31 

50 220 

P 

8906110047 

8908110044 

89/07/31 

CONTRACT 


8908140055 

8908140025 

89/07/31 

50 220 

P 

89081 10057 

8908110046 

89/07/20 

70-36 


8908140064 

8908140062 

89/08/01 

50-245 

P 

69081 10061 

8900110051 

89/08/02 

50 353 

G 

8908140066 

8903140059 

89/08/11 

WASTE MGT 


690B1 10092 

8908110058 

89/08/03 

50 259 

P 

8908140068 

890B1 40067 

89/08/01 

SO- 24 5 

P 

69061 10064 

8908110063 

89/08/01 

CONTRACT 


0908140070 

890B080113 

89/07/31 

50-275 

Q 

69081 10065 

8908110058 

89/08/03 

50-259 

P 

8908140074 

8908140059 

09/08/11 

WASTE MGT 


8908110066 

8908110046 

89/07/20 

70 36 


8908140076 

090 B 140069 

89/08/01 

CONTRACT 


8008110067 

8908110051 

89/08/02 

50 353 

G 

8908140070 

8008140059 

89/0B/1 1 

WASTE MGT 


B90B1 10071 

8908110051 

89/08/02 

50-353 

G 

8908140089 

89001400B3 

89/08/01 

CONTRACT 


B0O61 10076 

8908110069 

89/0B/01 

WASTE MGT 


8908140094 

8908140083 

89/08/01 

CONTRACT 


3906110078 

8908110046 

89/07/20 

70 36 


8908140133 

8908140131 

60/07/20 

50-277 

F 

8906110079 

8308110051 

89/08/02 

50 353 

G 

8908140135 

8908140130 

88/07/28 

27-48 


S90B1 10080 

8908110074 

89/07/03 

50 445 

G 

8908140146 

B908140130 

88/07/28 

27-48 


S90BI1OOaS 

8908110073 

89/08/07 

50 454 

P 

8908140147 

6908140145 

89/0B/04 

50 461 

P 

6906110086 

8908110053 

89/08/02 

50 353 

G 

890B140148 

8908140145 

89/08/04 

50 461 

P 

6903110091 

8900110046 

89/07/20 

70-36 


8908140150 

8908140130 

88/07/28 

27-48 


8906110096 

8908110082 

89/08/02 

50 445 

G 

8908140107 

8908140184 

89/08/01 

50-295 

P 

8908110099 

8908110053 

89/08/02 

50 353 

G 

8908140188 

8908140184 

89/08/01 

50 295 

P 

89081 10105 

B90B1 10046 

89/07/20 

70 36 


8908140199 

8908140195 

89/07/31 

60 293 

Q 

8538110114 

8908110109 

89/00/01 

50 255 

O 

8908140205 

8908140202 

89/07/26 

50-348 

Q 

09081101 15 

8908110046 

89/07/20 

70 36 


8908140206 

8908140204 

89/08/04 

50-456 

0 

8908110123 

890B1 10108 

89/08/07 

50 353 

G 

8908140207 

8900 140203 

89/07/31 

50 272 

P 

0908110124 

8908110119 

89/08/01 

50-295 

Q 

8900140211 

8908140203 

89/07/31 

50-272 

P 

8908110125 

89081 101 1 8 

89/07/28 

50 354 

P 

8908140213 

8908140212 

69/07/28 

PROJ 


6908110126 

B90B1 10046 

89/07/20 

70 36 


8900140214 

8908140209 

80/07/28 

50 361 

P 

8906110131 

8908110129 

89/00/02 

50 213 

P 

8900140216 

BOOB 140209 

89/07/28 

50 361 

P 

8908110132 

8908110118 

89/07/28 

50-354 

P 

8908140218 

8908140217 

89/08/03 

50-254 

P 

B9081 10133 

8908110120 

89/07/31 

71-679 


8908140220 

8908140209 

89/07/28 

50-361 

P 
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8908140221 

8908140217 

89/08/03 

50-254 

P 

8908160112 

8900160106 

89/Q0/Q9 

50 462 

8908140223 

0908140219 

09/07/19 

50 333 

P 

8908160126 

8908160121 

89/08/10 

50 445 

8908140224 

8908140219 

89/07/19 

50-333 

P 

8908160132 

8908160121 

89/08/10 

50 445 

8908140225 

8908140217 

89/0B/03 

50 254 

P 

8908160134 

8908160131 

09/08/09 

50 335 

8908140234 

8908140228 

89/08/02 

50-263 

P 

8908160135 

8908160121 

89/08/10 

50 445 

8908140238 

8908140229 

89/07/20 

CONTRACT 


8908160152 

8908160136 

89/08/1 1 

50-133 

8908140246 

8908140244 

89/08/04 

50 461 

P 

8908160157 

8908160154 

89/08/08 

50-353 

8908 140248 

8908140236 

09/08/03 

50 461 

P 

8908160158 

8908160150 

89/07/27 

50-344 

8908140254 

8908140251 

89/07/14 

CONTRACT 


8908160172 

8900160170 

89/07/26 

60 206 

8908140261 

8908140257 

89/08/04 

50 237 

Q 

8908160188 

8908160186 

89/08/09 

50-461 

8908140266 

8908090141 

89/07/12 

ACRS 


8908160202 

8908160199 

89/08/07 

5Q-247 

8908140279 

8908140278 

89/08/04 

50 244 

Q 

8908160208 

8908160206 

89/03/31 

40-1162 

8908140284 

8908140276 

89/08/07 

50-269 

Q 

8908160210 

8908160206 

89/03/31 

40-1162 

8908140298 

8908140294 

89/08/03 

50-259 

P 

B908 160211 

B900160199 

89/08/07 

50-247 

8908140301 

8908140289 

89/08/08 

50 369 

O 

8908160217 

8908160213 

89/07/26 

CONTRACT 

8908140302 

8908140228 

89/08/02 

50 263 

P 

0908160229 

8908160225 

89/07/10 

CONTRACT 

8908140318 

89Q8140313 

89/08/07 

50-413 

O 

8908160246 

8900160245 

89/00/04 

50 416 

8908140326 

8908140323 

89/08/03 

50-259 

P 

8908160247 

8908160243 

89/06/08 

CONTRACT 

0908140350 

8908140346 

89/08/04 

50-213 

O 

8908160251 

8900160250 

89/07/26 

50 528 

8908 140355 

890B14O353 

89/08/04 

50 483 

P 

89081 60264 

8908160261 

39/08/07 

PROJ 

8908140359 

8908140367 

89/08/04 

50-170 

Q 

8908160265 

8908160263 

89/08/04 

50 272 

8908140368 

8908140362 

89/08/08 

70 824 


8908160266 

8908160263 

89/00/04 

50-272 

8908140378 

8908140362 

89/08/08 

70-824 


8908160271 

0908160270 

89/07/26 

COMMISSIO 

8908140397 

8908140362 

89/08/08 

70 824 


8908160274 

8908160273 

89/06/01 

50-413 

8908140418 

8908140417 

89/08/04 

50 346 

P 

8908160277 

0908160275 

89/08/09 

70-36 

8908140420 

8908140417 

89/08/04 

50 346 

P 

8908160282 

0908160278 

89/06/07 

CONTRACT 

8908150022 

89Q8150020 

89/06/30 

50-259 

P 

8908160287 

8908160286 

89/08/09 

50-324 

8908150025 

0908150020 

89/06/30 

50 259 

P 

0908160291 

0908160208 

89/08/03 

50 315 

8908150034 

6908150033 

09/08/07 

50 327 

P 

0908160295 

89001 601 60 

89/08/11 

WASTE MGT 

8908150041 

8908150040 

89/00/04 

70-25 


8908160297 

B9D816D168 

89/00/11 

WASTE MGT 

8908150044 

8308 150039 

89/08/09 

50-353 

G 

8906160299 

8903160160 

60/06/11 

WASTE MGT 

8908150049 

8908150039 

89/08/09 

50 353 

G 

8908160301 

8900160296 

89/08/04 

50 261 

89081 S0052 

8908150051 

89/08/08 

50-285 

F 

8908160305 

8908160303 

89/08/09 

70 1257 

8908150056 

8908150039 

89/08/09 

50 353 

G 

8908160306 

0900160296 

89/08/04 

50 261 

8908150081 

8908150078 

89/07/26 

50-206 

Q 

8908160326 

8908160319 

89/08/07 

50313 

8908150084 

8908150082 

89/08/03 

70-398 


8908160329 

0908160262 

89/08/15 

60 327 

8908150085 

6908150073 

89/07/26 

50-275 

Q 

8908160330 

8908160262 

89/08/15 

50 327 

8908150095 

8908150092 

89/07/25 

50-3 

P 

8908160333 

8908160327 

89/08/11 

50-286 

8908150096 

8908150092 

89/07/25 

50-3 

P 

8908160334 

8900160327 

89/08/11 

50-288 

8908150100 

8908150099 

89/08/03 

50-245 

Q 

0908160364 

0908160355 

09/06/12 

40-8714 

8908150107 

8908150104 

89/08/09 

50 263 

Q 

8908160366 

8908160362 

89/07/31 

50-155 

8908150115 

8900150114 

89/08/1 1 

50-220 

Q 

8908160379 

0908160362 

89/07/31 

50-155 

8903150118 

8908150114 

89/08/11 

50-220 

Q 

8908160389 

8908160382 

89/08/08 

50-490 

8908150122 

8908150074 

89/08/08 

50-334 

R 

8908160409 

8908160406 

89/08/08 

50 482 

8908150124 

8908150074 

89/08/08 

50-334 

R 

890Q1 70006 

8908160403 

89/08/03 

50 316 

8908150132 

8908150130 

89/07/27 

50-341 

P 

8908170008 

0908170003 

89/08/08 

50 424 

8908150141 

6008150134 

69/08/07 

50 275 

P 

8006170009 

8908170003 

89/08/08 

50 424 

8908150149 

8908150142 

89/08/04 

50-2 

P 

8908170037 

8908170033 

89/08/09 

50-307 

8908160150 

8908150142 

89/08/04 

50-2 

P 

8908170039 

8908170036 

09/08/14 

50-260 

8908150171 

8908150166 

89/08/08 

60-213 

R 

890B1 70053 

0900170050 

89/00/10 

50 344 

8908150172 

8908150190 

89/08/04 

50 316 

R 

8908170054 

8908160404 

89/06/10 

50255 

8908150174 

8900150160 

89/04/07 

TOPREP 


8908170070 

8908170067 

89/08/08 

50-267 

8908150177 

8908150190 

89/00/04 

50 316 

R 

8908170073 

8908170087 

69/08/08 

50 267 

8908150182 

8908150181 

89/08/04 

50-315 

R 

0908170076 

8908170069 

89/00/08 

50 331 

8908150193 

8908150154 

89/08/09 

50-298 

R 

8908170078 

8908170074 

89/08/10 

50-344 

8908150195 

8908150164 

89/08/09 

50-298 

R 

89081700B1 

8008170069 

89/08/08 

50-331 

69Q8150198 

8908150101 

89/08/04 

50-315 

R 

6906170127 

8908140304 

89/08/07 

50-312 

0908150231 

8907260115 

89/07/19 

50-269 

V 

8908170177 

0900170157 

89/00/11 

50-443 

8900150236 

8908150232 

89/08/10 

50-352 

Q 

8908170182 

8900170180 

89/08/10 

50-327 

8908150243 

8908150241 

89/00/02 

60-302 

O 

8908170186 

8908170178 

89/08/11 

50-294 

8908150270 

3908150266 

89/08/10 

50-155 

P 

8903170198 

8903170192 

89/08/02 

71-37 

8908150274 

8908150269 

89/08/02 

50-259 

P 

8908170207 

8908170204 

89/08/07 

50-352 

89081S0276 

8908150269 

89/08/02 

50 259 

P 

8908170229 

8908170226 

89/08/09 

50-237 

8908150288 

0908150282 

89/08/02 

60-297 

O 

8908170239 

8908140159 

89/08/07 

50-293 

8908150295 

8908150262 

89/08/02 

60 297 

Q 

8908170245 

8900170232 

89/08/07 

50 456 

8908150318 

8908150315 

89/07/28 

50-528 

Q 

8908170246 

8908170244 

89/00/09 

50-275 

8908150319 

8908150315 

89/07/28 

60-526 

Q 

6908170256 

8908170253 

09/07/27 

50-413 

8908150320 

890B15032I 

89/06/30 

50-282 

K 

B90B 170256 

0908170255 

89/08/09 

50-352 

8908160342 

8908150335 

89/08/09 

FOIA 


8908170262 

8908170259 

89/08/07 

50-259 

8908150354 

8900150347 

89/08/10 

50-250 

P 

8908170263 

8908170259 

89/08/07 

50-259 

8908150381 

89081 5033S 

89/08/09 

FOIA 


8908 170284 

890S 170236 

89/08/01 

71-682 

8908150366 

8908150356 

89/07/10 

CONTRACT 


89081 70268 

8908170266 

89/00/04 

50-324 

8908150379 

8908150335 

89/08/09 

FOIA 


8908170271 

8908170266 

89/08/04 

50-324 

8908150388 

09 OB 150335 

89/08/09 

FOIA 


8908170276 

8908170269 

89/07/27 

71-447 

8908160389 

8008150335 

89/08/09 

FOIA 


890B1 70286 

8900170280 

89/08/04 

50-255 

8908150302 

8908150335 

09/08/09 

FOIA 


8908170288 

8908170284 

89/08/04 

50-470 

&90B1 50394 

8908150335 

89/06/09 

FOIA 


8908170291 

8908170284 

89/00/04 

50 470 

8908100002 

0908160001 

89/08/07 

50-354 

P 

8908170305 

8908170299 

89/07/28 

60-155 

8908160003 

8908160001 

89/08/07 

50-354 

P 

8908170311 

8908170299 

89/07/28 

50- 1 55 

8908160004 

8908160001 

89/00/07 

50-354 

P 

8908170316 

8908170223 

69/07/28 

50-33 4 

8908160014 

8908160405 

89/08/11 

50 443 

Q 

8908170321 

8908170312 

89/08/14 

50-424 

8908160040 

8908160036 

89/08/00 

50-424 

P 

0908170323 

8908170223 

89/07/28 

50-334 

8908160044 

8908160036 

89/08/08 

50-424 

P 

8908170337 

8906170334 

89/00/11 

50 346 

8908160058 

8908160053 

89/08/10 

50-155 

P 

B9081 70346 

8908170342 

89/08/16 

60-285 

8908160069 

8908160064 

89/08/04 

50-272 

Q 

8908170359 

0908170345 

80/07/25 

CONTRACT 

8908160071 

8908160064 

89/08/04 

50-272 

Q 

8908170381 

8908170354 

09/00/04 

50-266 

8908160108 

8908180106 

89/08/09 

50 482 

P 

3908170369 

8908170367 

88/08/04 

60-346 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

£509170371 

8900170367 

89/06/04 

50-346 

P 

6906460333 

6908180330 

89/08/13 

50-397 

6=00170377 

8908170368 

89/08/09 

50-259 

P 

8909180334 

8906180330 

89/08/13 

50 397 

£903170330 

890B 170383 

89/08/10 

50-280 

P 

8908180336 

8908(80323 

69/08/10 

70 1100 

E 300170423 

8900170360 

89/08/14 

50-213 

P 

69 081 00342 

B9 08 180336 

89/08/02 

50 397 

89O3J70425 

8908170380 

39/08/14 

50-213 

P 

8909)00344 

89Q815D205 

89/08/08 

50 301 

6908170429 

B908170421 

89/08/08 

50-395 

P 

8908160346 

6906180336 

89/08/02 

50 397 

6=09170433 

0900170421 

89/08/08 

50-395 

P 

8908180349 

8908180340 

89/08/16 

FOIA 

6=06170477 

890 B 170472 

89/08/14 

50-302 

Q 

8908180351 

8908180345 

89/08/07 

WASTE RES 

05061 70486 

0908170400 

89/08/10 

50-327 

P 

8308(60355 

6900180350 

89/03/09 

50 255 

6=08170508 

8908170506 

89/06/11 

50-316 

P 

8908180375 

89Q8180369 

89/00/03 

50 344 

69-36 1705 44 

0908170512 

89/06/11 

50-336 

P 

8908160361 

8908180369 

89/08/03 

50 344 

S906170515 

8908)70511 

89/06/ 15 

WASTE RES 


8908180386 

89QB1 80382 

89/08/11 

50 302 

5986170516 

8908170510 

89/08/15 

58 352 

T 

8908180390 

8908 180 3 B2 

89/08/11 

50 302 

8=00 170522 

6908170520 

69/00/04 

50-213 

P 

8908160391 

B908180384 

89/08/15 

50-331 

3908170526 

8908170517 

69/08/11 

50 324 

P 

8908 130390 

8908180364 

09/08/15 

50-331 

S9C817C527 

6308170525 

69/08/15 

50 272 

F 

8908180411 

0908)80407 

89/08/03 

WASTE MGT 

8906170531 

8908170517 

89/09/11 

50 324 

P 

8908180420 

8908180419 

89/08/11 

50-285 

6906170568 

8908170563 

89/0=731 

50 335 

Q 

8908180422 

8908180421 

89/06/16 

50-335 

8906 170576 

8908170571 

69/00/08 

50 263 

O 

8908100425 

8908180424 

89/08/11 

50-313 

69061 705B8 

8908 170587 

69/00/09 

50 454 

Q 

8909180426 

8900180423 

89/08/10 

50-498 

69-08170606 

8908170572 

09/00/11 

70-1257 


8900180433 

6906130431 

69/03/10 

50 313 

6908170614 

8906170572 

89/08/1 1 

70-1257 


8998210002 

8908210001 

89/08/11 

50 413 

6903170616 

8908170440 

89/00/04 

50-266 

Q 

090821 0003 

6908180417 

89/08/09 

WASTE MGT 

£509170620 

8908)70615 

89/08/09 

50-315 

O 

0909210004 

8903180417 

89/09/09 

WASTE MGT 

£508170624 

8908170615 

89/08/09 

50-315 

Q 

6908210005 

8908180417 

89/08/09 

WASTE MGT 

£908170626 

8908170621 

89/08/14 

50-424 

P 

80082 10007 

8908100417 

89/08/09 

WASTE MGT 

8906170627 

8908170572 

89/08/11 

70-1257 


6908210020 

8900210018 

89/08/10 

50 327 

8908170665 

8908170487 

89/08/09 

50 361 

P 

89082(0021 

8908210018 

09/00/10 

50 327 

8900170666 

8908170663 

89/08/09 

50 302 

P 

8908210029 

89QB210028 

09/0B/1 1 

XPORTLIC 

8308189006 

8908180005 

39/08/11 

50-397 

F 

89082)0035 

6908210031 

30/08/ 10 

40 3392 

8308180009 

8908)60007 

89/08/09 

58 364 

Q 

B90 82 10038 

890B2 10033 

89/08/10 

50 259 

8908180012 

89081B0008 

89/08/14 

50-267 

P 

8908 21 0039 

8908210025 

89/08/09 

FOIA 

8908180014 

8908180011 

89/08/09 

50 272 

Q 

8909210041 

890B2 10033 

89/08/10 

50-259 

6908160015 

6908180008 

89/08/14 

50-267 

P 

8908210043 

8908210025 

89/08/09 

FOIA 

6908180017 

8908180013 

89/08/14 

50 254 

P 

8908210046 

8908210036 

89/07/14 

PROJ 

3908180022 

8908180020 

89/08/14 

50-247 

F 

8908210051 

8908210025 

69/08/09 

FOIA 

8903180028 

8908180024 

89/08/09 

50-445 

V 

8908210054 

8908210053 

89/08/14 

50-423 

8903180034 

8908180031 

89/08/03 

50-250 

Q 

6906210057 

6908210025 

89/08/09 

FOIA 

6906160037 

8008180031 

89/08/03 

50-250 

Q 

8908210059 

8908210025 

89/08/09 

FOIA 

8908I6C038 

8908180033 

89/08/08 

50-267 

P 

6906210065 

8908210025 

89/06/09 

FOIA 

5908180041 

0906180021 

89/08/08 

50-245 

P 

8908210069 

8908210026 

89/08/09 

FOIA 

6908180046 

8908180044 

89/08/15 

50-3B2 

P 

6908210072 

8908 2 10025 

89/08/09 

FOIA 

6908)80052 

8908180050 

89/08/14 

50-082 

P 

BS0B2 10075 

890B210CL25 

89/ 0B/09 

FOIA 

8903180053 

8908100050 

89/06/14 

60-302 

P 

8908210078 

8900210025 

89/08/09 

FOIA 

39031 80058 

8908180057 

89/00/10 

50-496 

Q 

8908210079 

8908210076 

B9/0B/0D 

70 27 

6908180060 

8908180057 

89/00/10 

50 490 

Q 

B9082 10081 

8908210025 

89/08/09 

FOIA 

8908160063 

8908180081 

89/00/09 

70 (43 


0908210002 

8906210011 

09/00/09 

60 272 

8903160053 

6908180084 

89/00/02 

60 373 

V 

8908210083 

8900210025 

89/08/09 

FOIA 

8908180074 

8903180073 

69/08/10 

50-267 

0 

89002)0008 

890B2 10025 

09/DB/09 

FOIA 

8908180075 

8908180073 

89/08/10 

50-267 

Q 

8906210091 

89C82 10025 

89/06/09 

FOIA 

8908180088 

8906180083 

89/07/28 

50 424 

P 

6908210094 

8908210090 

89/08/15 

WASTE MGT 

8908180103 

8S081 80098 

89/0B/1O 

71 56 


B908210095 

890821 Q025 

89/08/09 

FOIA 

8906180147 

S90B180143 

09/08/07 

50-275 

F 

8908210099 

8906210026 

89/08/03 

FOIA 

8908180150 

8908180148 

69/00/00 

71-9218 


8908210101 

6908210025 

89/08/00 

FOIA 

8903180151 

8908180011 

89/08/09 

50-272 

O 

89082)0)04 

8908210025 

89/OB/09 

FOIA 

6908480154 

B0O818O153 

09/07/31 

50-397 

O 

8908210106 

8908210025 

89/08/09 

FOIA 

6908180156 

8908180163 

89/07/31 

50-397 

Q 

6908210110 

8906210025 

89/08/09 

FOIA 

8906180173 

0908180128 

80/00/10 

71-316 


8908210113 

8908210034 

89/08/11 

50 346 

6908180174 

8908180)69 

89/00/04 

50-259 

Q 

8906210115 

8908210025 

89/08/09 

FOIA 

8903160176 

8908180169 

80/00/04 

50 259 

Q 

8908210117 

8908210025 

89/08/09 

FOIA 

8908180177 

8908180169 

89/08/04 

50 269 

Q 

8908210121 

6908210025 

89/08/09 

FOIA 

0908180186 

8SOB180182 

09/08/09 

50-346 

O 

B90S21D122 

890 B2 10025 

89/06/09 

FOIA 

8908160192 

8908180190 

89/00/02 

50416 

Q 

8900210123 

0906210090 

89/08/15 

WASTE MGT 

8908180198 

8908180194 

89/08/14 

59-267 

P 

8908210125 

890B210090 

09/08/15 

WASTE MGT 

8908180208 

6908180205 

89/08/09 

60-445 

A 

8906210126 

690821 Q025 

B9/O0/O9 

FOIA 

8908180211 

8908180205 

83/08/09 

50 445 

A 

6908210130 

6908210025 

ee/os/os 

FOIA 

6903180230 

8908180226 

89/08/14 

CONTRACT 


8903210135 

89QB210025 

69/08/09 

FOIA 

6905180235 

8908180234 

89/06/27 

CONTRACT 


89032)0138 

6908210097 

69/08/09 

70 1201 

8908180237 

8908180235 

99/08/07 

50-424 

Q 

8908210139 

890B210134 

89/07/29 

CONTRACT 

6908180241 

8908180240 

89/08/16 

CONTRACT 


8908210140 

6908210025 

89/08/09 

FOIA 

89081 B0244 

B9081 80242 

89/06/15 

CONTRACT 


6908210141 

8908210025 

89/03/09 

FOIA 

8903180273 

8908180271 

89/06/09 

50 247 

V 

6908210143 

8903210025 

69/08/0 9 

FOIA 

8903180285 

8908180283 

89/08/01 

50 302 

Q 

8908210144 

8908210025 

89/0B/O9 

FOIA 

8908150287 

8908180233 

89/03/01 

50 302 

a 

00002)0145 

8903210025 

89/08/09 

FO'A 

8908180295 

8908180293 

89/ 05/ 18 

50 490 

p 

8908210147 

0908210025 

89/08/09 

FOIA 

B9081802QB 

8908180292 

89/08/14 

50-155 

Q 

8908210148 

8908210025 

89/06/09 

FOIA 

8908180300 

8908180292 

89/08/14 

50 155 

Q 

8908210150 

8908210025 

89/08/09 

FOIA 

8908180302 

8908180299 

89/08/16 

FOIA 


8908210152 

6908210025 

09/08/09 

FOIA 

6608180304 

8908180294 

89/08/00 

50 320 

P 

8908210153 

8905210025 

89/08/09 

FOIA 

8903160306 

8908180303 

80/OS/ 1 4 

SO- 341 

Q 

8808210154 

8908210025 

69/09/09 

FOIA 

B906180312 

BB08 180308 

09/08/16 

50-2 B2 

P 

8908210155 

8903210025 

89/08/09 

FOIA 

0906160321 

8908180316 

89/08/14 

50-206 

P 

8908210159 

8909210025 

89/08/09 

FOIA 

8908180324 

8908180316 

89/08/14 

50-206 

P 

8908210160 

8908210025 

89/08/09 

FOIA 

6908180326 

8908180322 

89/08/15 

60-346 

P 

8908210163 

8906210025 

89/0B/09 

FOIA 

6908180320 

8908180322 

89/OB/15 

50-346 

P 

0908210165 

6908210025 

89/08/09 

FOIA 

6900180329 

8908180316 ' 

09/OB/ 14 

50-361 

P 

89QB21O407 

8908210025 

89/06/09 

FOIA 

8908180331 

8908180327 

89/08/07 

50-302 

P 

8908210169 

8908210025 

89/08/09 

FOIA 
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ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

8909210172 

8308210025 

89/08/09 

FOIA 


8908210176 

8908210025 

89/08/09 

FOIA 


6908210182 

8908210179 

89/08/11 

50-295 

Q 

8908210192 

8908210189 

89/08/10 

50 390 

Q 

8908210194 

8908210189 

89/08/10 

50 390 

Q 

6908210209 

8908210205 

89/08/14 

50 445 

Q 

8908210223 

8908210217 

89/08/15 

50-313 

P 

8908210232 

8908210230 

89/08/15 

50 305 

P 

8908210233 

8908210227 

89/08/00 

CONTRACT 


8908210246 

89082)0230 

80/08/15 

50 305 

P 

8908210248 

8908210230 

89/08/15 

50 305 

P 

6906210252 

8908210217 

89/08/15 

5Q 313 

P 

8908210254 

8908210250 

89/06/16 

WASTE RES 


6908210256 

8908210255 

89/08/16 

WASTE RES 


8908210260 

8908160402 

89/08/14 

50-302 

R 

8908210261 

8908160402 

89/08/14 

50-302 

R 

0908210267 

8908210266 

89/08/17 

50 339 

P 

8908210278 

8908210025 

89/08/09 

FOIA 


8908210277 

8908210025 

89/08/09 

FOIA 


8908210279 

9908210025 

89/08/09 

FOIA 


6908220002 

8908220001 

89/08/01 

TOPREP 


8908220004 

8908220001 

89/08/01 

TOPREP 


8908220005 

8908220003 

89/08/04 

50 344 

Q 

8908220007 

8908220003 

89/08/04 

50 344 

Q 

8908220014 

8908220013 

89/08/10 

TOPREP 


8908220035 

8908170499 

89/00/07 

50 220 

R 

8908220037 

8900220034 

89/08/08 

50-219 

Q 

8908220040 

0908220038 

89/08/14 

50 368 

V 

8908220051 

8908220049 

89/07/31 

CONTRACT 


6908220056 

8908220043 

09/08/10 

50-206 

O 

8908220060 

8908220057 

09/08/09 

50-445 

A 

8908220070 

8908210025 

89/08/09 

FOIA 


8908220077 

8908220075 

89/08/08 

50-327 

Q 

8908220078 

8908220075 

89/03/08 

50-327 

Q 

8908220037 

8908220085 

89/00/07 

50 338 

Q 

8908220089 

8908220084 

89/08/11 

50 382 

Q 

8908220092 

8908220084 

09/08/1 1 

50-302 

Q 

8908220093 

8908170571 

80/08/08 

50 263 

O 

8908220097 

8908220096 

09/08/16 

50-335 

P 

8908220100 

69Q82 10025 

89/08/09 

FOIA 


8908220107 

8908210025 

89/08/09 

FOIA 


89082201 IO 

8908220105 

89/08/16 

50 267 

P 

8908220114 

0908210025 

09/08/09 

FOIA 


6908220115 

8908220108 

89/0B/08 

50 369 

Q 

8908220119 

8908220108 

09/08/08 

50-369 

O 

8908220122 

8908220108 

89/08/08 

50 369 

O 

6906220127 

6908220072 

89/08/17 

50-266 

F 

8908220120 

8908220072 

89/08/17 

50-286 

F 

8908220130 

8908210025 

89/08/09 

FOIA 


8908220131 

8908210025 

89/08/09 

FOIA 


8908220134 

8908210025 

89/08/09 

FOIA 


8908220139 

8908210025 

89/08/09 

FOIA 


8908220142 

8908210025 

B9/0B/09 

FOIA 


8908220146 

8908210025 

89/08/09 

FOIA 


8908220143 

69062201 43 

80/08/11 

CONTRACT 


8905220151 

8908210025 

69/06/09 

FOIA 


8908220157 

8908210025 

89/08/09 

FOIA 


6908220160 

6908220154 

89/08/15 

50-498 

O 

8908220162 

8908210025 

89/08/09 

FOIA 


8908220164 

8908220154 

89/08/15 

50 498 

Q 

8908220169 

8908220163 

89/08/15 

50 267 

R 

8906220173 

6908220163 

89/08/15 

50 267 

R 

8908220188 

8908220183 

89/08/15 

50-280 

Q 

8908220203 

8900220197 

89/08/15 

50 482 

R 

8908220205 

8908220197 

89/08/15 

50-482 

R 

8908220212 

8908220208 

89/08/17 

50 305 

P 

8908220215 

8908220199 

89/08/14 

50-266 

Q 

8908220231 

8908220229 

89/08/18 

70-734 


8908220254 

8908220253 

89/08/15 

50-416 

P 

8908220275 

8908220271 

89/08/15 

50-312 

P 

8908220235 

8908 220280 

89/08/11 

50-334 

Q 

8908220292 

8908220288 

89/08/11 

50 327 

P 

8906220298 

8908220288 

89/08/11 

50-327 

P 

8908220300 

8908220294 

89/08/18 

SO 499 

Q 

8908220305 

8908220304 

89/Q8/15 

50 275 

P 

8908220307 

8908220302 

89/08/18 

50-499 

O 

8908220309 

8908220304 

89/08/15 

50 275 

P 

8908220313 

0908220190 

89/08/15 

50 269 

R 

8908220315 

8908220190 

89/08/15 

50 269 

R 

8908220317 

8908220314 

89/00/14 

50 261 

P 

8908220323 

8908220314 

89/08/14 

50 201 

P 

8906220329 

8908220327 

89/08/11 

50-327 

P 

8908220333 

8900220327 

89/08/11 

60 327 

P 

8908220338 

8908220336 

89/08/1 1 

50-387 

P 

6908220346 

8908220344 

89/08/1 1 

COMMISSIO 

N 

8908220354 

8908220185 

69/08/15 

50 413 

H 

8908220355 

8908220185 

89/08/15 

50 413 

R 
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8900220357 

6908220353 

89/08/17 

50 285 

P 

8908220374 

8908220371 

89/08/07 

50 272 

V 

8908220387 

8908210025 

89/08/09 

FOIA 


8908220391 

8908210025 

89/08/09 

FOIA 


8908220394 

8908220377 

89/08/15 

50-237 

F 

8908220399 

8908210025 

89/08/09 

FOIA 


8908220400 

8908220398 

09/08/15 

50-276 

P 

8900220401 

0908220390 

89/08/15 

50-276 

P 

8908220407 

8908220404 

89/03/10 

COMMISSIO 

N 

8900220412 

8908220410 

89/08/09 

COMMISSIO 

N 

8900220415 

8908210025 

89/08/09 

FOIA 


89Q8220417 

8908210025 

89/Q8/08 

FOIA 


8908220419 

0908210025 

89/08/09 

FOIA 


0908220420 

8908220418 

89/08/08 

COMMISSIO 

N 

8908220422 

8900220416 

89/00/07 

50 410 

Q 

8900220424 

0900220421 

89/08/16 

50 267 

O 

8900220425 

8908210025 

89/08/09 

FOIA 


8908220427 

8908210025 

89/00/09 

FOIA 


8900220428 

8900210025 

09/08/09 

FOfA 


8908220433 

6908210025 

89/03/09 

FOIA 


8908220434 

89Q8220431 

89/08/08 

COMMISSIO 

N 

8900220437 

8908210025 

89/08/09 

FOIA 


8900220439 

8908220436 

89/08/16 

50-490 

Q 

8909220440 

8900220438 

89/08/15 

70-36 


8900220441 

8908210025 

89/08/09 

FOIA 


8900220442 

8908220378 

89/08/15 

50 369 

R 

8908220445 

8908220378 

89/03/15 

50-369 

R 

8900220446 

8908210025 

09/08/09 

FOIA 


8908220448 

8908210025 

39/00/09 

FOIA 


0900220454 

0908220452 

09/08/16 

50312 

P 

0900220455 

8908220451 

09/07/28 

50 338 

a 

8908220456 

8908210025 

89/08/09 

FOIA 


0900220459 

8908210025 

89/08/09 

FOIA 


8900220461 

8908220457 

89/08/16 

50 324 

0 

8900220463 

8908210025 

B9/0B/09 

FOIA 


8908220466 

8908220485 

89/08/16 

50-315 

p 

8900220468 

8908210025 

89/08/09 

FOIA 


8008220469 

8908220467 

89/08/ IB 

50-325 

p 

8900220470 

8908210025 

09/08/09 

FOIA 


8906220471 

8908210025 

89/08/09 

FOIA 


8900220472 

8908210025 

89/08/09 

FOJA 


8900220473 

8908210025 

89/08/09 

FOIA 


8900220474 

8908210025 

89/08/09 

FOIA 


8908220475 

8908210025 

09/OB/OB 

FOIA 


0900220476 

8908210025 

89/08/09 

FOIA 


0900220477 

8908210025 

89/08/09 

FOfA 


8308220478 

8908210025 

89/08/09 

FOIA 


8900220479 

8908210025 

09/08/09 

FOIA 


0900230002 

8908230001 

89/08/04 

50-395 

0 

8908230003 

8908230001 

89/08/04 

50-395 

0 

8908230013 

8908230011 

89/08/14 

50-456 

p 

8908230020 

89O8230025 

89/08/18 

CONTRACT 


0908230035 

0908230025 

89/08/18 

CONTRACT 


8908230040 

8908230027 

89/0B/10 

50-244 

0 

8909230043 

0908230037 

89/08/01 

CONTRACT 


8900230062 

6908210025 

89/08/09 

FOIA 


8900230067 

8908210025 

89/08/08 

FOIA 


8908230070 

8908210025 

89/08/09 

FOIA 


8900230078 

8900210025 

89/08/09 

FOIA 


8908230080 

8908170650 

89/07/28 

70 1113 


8908230081 

8908230073 

89/08/01 

50 261 

0 

89D8230085 

890S2 10025 

89/08/09 

FOIA 


8908230007 

8908210025 

89/08/09 

FOJA 


8908230088 

8908230073 

89/08/01 

59-261 

a 

8908230091 

8908210025 

89/08/09 

FOIA 


89082301 14 

8908230109 

89/08/21 

QA999 


8900230115 

8908230102 

89/08/08 

50-321 

0 

8908230117 

8908210025 

89/08/09 

FOIA 


8908230118 

8908230113 

89/08/14 

50-267 

V 

8908230120 

89002301 1 1 

89/08/16 

CONTRACT 


8B08230123 

8908230113 

89/03/14 

50-267 

V 

0900230124 

8908210025 

89/08/09 

FOIA 


8908230130 

6908210025 

89/08/09 

FOIA 


8900230138 

8908210025 

89/08/09 

FOIA 


8908230145 

8908210025 

89/08/09 

FOIA 


8808230148 

8900230140 

89/00/18 

CONTRACT 


8908230150 

8908210025 

89/08/09 

FOIA 


8908230152 

0908230146 

09/08/15 

50 445 

0 

8908230154 

8908230151 

89/08/14 

50 461 

R 

8908230155 

8908210025 

89/08/09 

FOIA 


8908230158 

8908230151 

89/08/14 

50 461 

fl 

8908230162 

8908210025 

89/08/09 

FOIA 


8908230163 

8908230159 

89/08/15 

50 352 

a 

8908230165 

8908230159 

89/08/15 

50-352 

0 

8908230168 

8908230160 

89/08/18 

WASTE MOT 


8908230169 

8908210025 

89/08/09 

FOIA 


8908230171 

89082301 51 

89/08/M 

50-461 

R 
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isosmm 

ESJcZ.30178 

E- : O5230iei 

*506230184 

*50*230191 

6908230166 

89/08/17 

50 443 

P 

8908230400 

8908210025 

69/08/09 

FOIA 

6908210025 

89/08/09 

FOIA 


89OB2304O1 

890B230397 

89/08/14 

50-327 

6908230151 

B9/0B/14 

50 461 

R 

B908230403 

890823039B 

89/08/15 

50 413 

89082)0025 

89/08/09 

FOIA 


890S2304D4 

0908210025 

99/09/09 

FOIA 

8908230189 

89/08/18 

50 445 

Q 

8908230407 

890B21D02S 

89/08/09 

FOJA 

E *09230193 
65*06230200 
650*230207 
£906230208 
fSOS2302(G 

8908230185 

89/08/11 

50 443 

Q 

890823040B 

0908230406 

89/08/17 

50 237 

8908210025 

89/08/09 

FOIA 


6908230409 

B90B23039B 

89/0B/15 

50 413 

8908210025 

89/08/09 

FOIA 


890823Q412 

8908160280 

89/08/ 10 

50 395 

8908230202 

B9/08/11 

50 334 

O 

8908230413 

890B230411 

B9/08/17 

50-461 

B908230202 

89/08/11 

SO 334 

Q 

6908230415 

6908230411 

89/OB/ 17 

50-481 

*30*230213 

630023021? 

6506 230221 
£303 230224 
*306233228 

890B230204 

89/08/09 

50 324 

O 

B908230416 

8908210025 

69/00/09 

FOW 

8908210025 

89/08/09 

FOIA 


8908230419 

0908210025 

89/08/09 

FOIA 

8908230216 

89/0B/11 

50-333 

Q 

8008230422 

8906210025 

69/08/09 

FOIA 

8908210025 

8908210025 

B9/08/09 

89/08/09 

FOIA 

FOIA 


8908230423 

6908230426 

890B230305 

8908230305 

89/08/10 

89/08/10 

FOIA 

FOIA 

6905230233 

*900230234 

*906230237 

*908230233 

69-36230240 

890B230230 

0908210025 

89/08/17 

B9/08/09 

50-445 

FOIA 

Q 

8908230427 

B90B230429 

8908210025 

0908210025 

89/08/09 

89/08/09 

FOIA 

FOIA 

890B210025 

89/0B/D9 

FOIA 


8908230430 

B9D823D3D5 

89/06/10 

FOJA 

8008230232 

S9/0B/14 

50-219 

Q 

8908230432 

0908230305 

89/08/ 10 

40 2061 

B908230239 

09/08/14 

50 286 

0 

8908230433 

8908210025 

89/08/09 

FOIA 

*908230246 

*908230251 

6903230256 

S 900230261 
*906230262 

8908210025 

89/00/09 

FOIA 


6906230434 

8908230305 

89/08/10 

40-2061 

8908230245 

8908210025 

8908210025 

8908210025 

89/08/09 

89/08/09 

89/08/09 

89/00/09 

50 250 
FOIA 

FOIA 

FOIA 

O 

8908230435 

8908230435 

8908230438 

690B230440 

8908230431 

8900180275 

8908230431 

8908210025 

B9/08/18 

89/08/06 

B9/08/18 

89/00/09 

50 361 

50-458 

50 361 

FOIA 

6903230264 
« 903230266 
69-38230268 
6908230270 
6906230273 

8908210025 

B90821Q025 

89/08/09 

89/08/09 

FOIA 

FOIA 


B90B230444 

0908230445 

890B210025 

B9082 10025 

89/08/09 

09/OB/O9 

FOIA 

FOIA 

0908210025 

B9/0B/09 

FOIA 


8908230446 

8908210025 

89/08/09 

FOIA 

8908210025 

B90B210025 

89/08/09 

89/08/09 

FOIA 

FOIA 


8908230447 

0908230448 

0908210025 

B908230442 

89/08/09 

89/07/26 

FOIA 

71-153 

6909230275 

0908230276 

8906230280 

6908230585 

e3O82302B8 

89002)0025 

69/08/09 

FOIA 


13909P3O4S0 

8S08230442 

89/07/20 

71-1 53 

B90B23D277 

8908210025 

89/08/11 

89/08/09 

40-1341 

FOIA 


0908230453 

8908240003 

8908230452 

8908240002 

69/08/15 

89/08/17 

70-27 

50-410 

8900210025 

B90B21O025 

83/08/09 

89/08/09 

FOIA 

FOIA 


8908240004 

0908240024 

8908240002 

B908240022 

89/08/17 

09/00/14 

50 410 

50 334 

6908230294 

59032302S6 

6908230301 

8900230304 

0908230309 

8908210025 

89/03/09 

FOIA 


6908240025 

8908240022 

09/00/14 

50 334 

8906210025 

89/08/09 

FOIA 


8908240027 

B90823030S 

89/08/10 

40 2061 

89062)0025 

89/03/09 

FOIA 


8908240032 

3908240020 

69/08/ 15 

50-454 

8908210025 

89/08/09 

FOIA 


8908240033 

BB08240020 

89/08/15 

50 454 

8908210025 

89/08/09 

FOIA 


8908240036 

0908230305 

89/08/10 

40-2061 

8908230311 

6908230314 

6908230316 

8900230320 

6908230323 

8908230305 

89/08/10 

40 2061 


8908240043 

6908240040 

89/08/15 

50-250 

8908230305 

09/08/10 

40 2061 


8908240044 

0908230305 

69/08/10 

40-2061 

8908210025 

89/08/09 

FOIA 


8906240045 

8908240040 

89/08/15 

50 250 

8908230305 

89/08/10 

40-2061 


8908240056 

8900230305 

80/08/10 

40-2061 

8908230305 

89/08/10 

40 2061 


8908240080 

0900230305 

09/08/10 

40 2081 

B908230325 

6908230326 

8908230327 

890823Q305 

89/08/10 

40 2061 


8908240063 

0908840059 

89/08/15 

WASTE MGT 

8908230324 

89/08/21 

PT21 


8908240068 

B908240048 

89/08/17 

50 445 

8908230305 

89/08/10 

40-2061 


8908240069 

8908230305 

09/08/10 

40 2061 

8908230328 

8903230329 

8908210025 

B9/QB/09 

FOIA 


8908240075 

8908230305 

69/08/10 

40-2061 

8908210025 

89/00/09 

FOIA 


8900240081 

8908230305 

69/08/10 

40-2061 

6908230330 

8908210025 

39/03/09 

FOIA 


8900240086 

8908230305 

69/08/ 10 

40-2061 

8900230334 

8908230305 

89/08/10 

40 2061 


8908240009 

8906230305 

89/00/10 

40 2061 

B3C3230337 

890B210025 

89/08/09 

FOIA 


8906240100 

8908240091 

89/08/18 

50 443 

6903230339 

8908210025 

89/08/09 

FOIA 


6900240136 

8908240091 

89/00/18 

50 443 

B908230341 

8908230305 

89/08/ IQ 

40-2061 


0908240153 

8908240152 

89/08/09 

50 313 

6908230343 

B9QB210Q25 

89/08/09 

FOIA 


890BZ40201 

0908240197 

89/06/10 

70 1113 

8008230344 

8908230305 

89/08/10 

40-2061 


B908240210 

8908240203 

09/06/21 

FOIA 

8908230345 

B9082303D5 

89/03/10 

40 2061 


89082402)3 

890824021 1 

89/08/10 

50 458 

8900210346 

8908210025 

89/08/09 

FOIA 


8908240217 

8908240203 

89/08/21 

FOIA 

0908230348 

8808230305 

89/08/10 

40-2061 


S90B240221 

B908240219 

69/08/17 

50 254 

09O823O35O 

8908210025 

89/08/09 

FOIA 


8908240223 

8908240219- 

89/08/17 

50 254 

3006230351 

B908230305 

89/08/10 

40 2061 


6908240225 

8908240219 

89/08/17 

50 254 

8903230352 

8908230349 

69/08/18 

40 2061 


8908240263 

8908240252 

89/00/15 

71-207 

5908230353 

8908210025 

89/08/09 

FOIA 


8908240267 

89QB24Q265 

89/08/15 

?t 683 

8908230355 

890B230349 

89/00/18 

40-206! 


8900240304 

8908240302 

89/06/03 

50-341 

*9082 30356 

6908230305 

89/08/10 

40-5191 


8900240308 

8908180399 

89/03/23 

ADVCM 

8908230359 

8908230305 

89/08/10 

40 5192 


6908240308 

8908240306 

69/08/18 

50-254 

6906230360 

8908230305 

89/00/10 

40-5192 


8906240310 

890B240309 

89/08/17 

50 387 

8908230362 

8908230305 

09/OB/ 10 

40 5191 


890B24O320 

8908240317 

89/08/16 

50 461 

6908230364 

8908230305 

89/00/10 

40 5191 


8908240323 

8908240317 

89/08/16 

50 461 

6908230368 

890B230305 

89/OB/ 10 

40 2061 


B908240326 

8906240321 

89/08/10 

WASTE MGT 

8908230370 

890B21Q025 

B9/0B/09 

FOIA 


890B24O34O 

8906240338 

B9/087 16 

50 445 

6900230371 

8908230305 

89/08/10 

40 2061 


8908240352 

8908240351 

89/08/15 

50-219 

3906230372 

8908210025 

89/08/09 

FOIA 


8908240355 

8908240354 

89/00/15 

50-317 

6903230378 

8908210025 

89/08/09 

FOIA 


8908240356 

8908240354 

89/08/15 

50-317 

6906230331 

8908230305 

89/06/10 

FOIA 


890B240358 

B 90 8 2403 57 

89/08/15 

50 272 

-860-3230362 

8908230322 

09/08/15 

50 259 

R 

8908240373 

8900240369 

09/08/18 

CONTRACT 

6908230363 

8908230322 

89/08/15 

50-259 

R 

6908240380 

890B240377 

89/08/17 

50 333 

8908230384 

8908210025 

89/08/09 

FOIA 


8908240385 

8908240384 

89/08/17 

50 461 

*308230386 

8908230305 

89/08/10 

FOIA 


8908240390 

6906240386 

89/08/21 

CONTRACT 

8908230338 

8908230305 

89/08/10 

FOIA 


B908240392 

8908240391 

89/08/17 

50-346 

8908230339 

8908230305 

69/08/10 

FOIA 


8908240394 

8908240391 

89/08/17 

50-346 

8908230390 

8908210025 

89/08/09 

FOIA 


8908240407 

8906240405 

89/08/15 

50-54 

B908230394 

8908230305 

89/08/10 

FOIA 


89082404)4 

8908240412 

B9/QB/1 7 

WASTE MGT 

8908230395 

B908230305 

89/08/10 

FOIA 


8908240415 

8908240412 

09/03/17 

WASTE MGT 

6908230396 

8908210025 

89/08/09 

FOIA 


8008250004 

8908250003 

89/0B/21 

50-387 

8908230399 

8908230397 

89/08/14 

50 327 

P 

8908250008 

8908250006 

89/08/21 

50 346 
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316 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

8908250041 

8908180323 

89/09/10 

70 1 100 


8908250042 

8908250040 

89/08/16 

50 298 

P 

8900250048 

8908180323 

09/08/10 

70 1100 


0908250058 

8908180323 

89/08/10 

70 1100 


8908250069 

8908180323 

89/00/10 

70 1100 


89Q825Q078 

8908250075 

89/08/16 

50-289 

Q 

8908250095 

8900250091 

09/08/16 

50 603 

A 

89Q8250096 

8908250090 

89/08/14 

50 413 

O 

8908250106 

8906250103 

69/08/15 

50-387 

O 

8908250116 

8908250109 

09/08/03 

71-9218 


8900250118 

8908250097 

09/08/15 

50 29 

O 

8908250120 

8908250109 

89/00/03 

71-9218 


8908250144 

8908250139 

89/08/16 

50 416 

P 

8908250150 

8908250139 

09/00/16 

50 416 

P 

69Q8250157 

8908250139 

89/08/16 

50 416 

F 

0908250159 

890B250153 

89/08/15 

50 390 

O 

8908250163 

8900250139 

89/08/16 

50-387 

P 

8908250168 

0908250166 

89/08/16 

50 259 

a 

8908250171 

8900250139 

89/08/16 

50 416 

F 

8908250173 

8908250139 

09/00/16 

50 413 

p 

8908250174 

8908220038 

89/08/14 

50-366 

V 

8908250175 

0908220447 

09/08/15 

TOPREP 


8908250(79 

8908250139 

89/08/16 

50 416 

p 

8908250184 

8908250139 

09/08/16 

50-410 

p 

8908250187 

8908250103 

89/08/18 

50 341 

p 

8908250188 

8908250139 

09/00/16 

50-410 

p 

8008250194 

8908250139 

89/08/16 

50-443 

p 

8908250197 

8908250139 

09/00/16 

50-443 

p 

8908250206 

0908250204 

89/00/17 

50-335 

Q 

8908250207 

8908250139 

09/08/16 

50-443 

P 

8908250208 

8908250204 

89/08/17 

50-335 

Q 

8908250210 

0908250139 

09/08/16 

50 443 

P 

890825021 1 

0908250139 

89/08/16 

50-412 

P 

8908250236 

890B250234 

89/00/18 

50 369 

0 

8908250238 

8908250212 

09/08/12 

71 670 


8908250246 

8900250245 

89/00/17 

50-244 

P 

8908250247 

8908250244 

89/08/15 

71-221 


8908250248 

0908250241 

89/00/09 

50 369 

Q 

8908250251 

0908250242 

89/08/10 

50-237 

P 

8900250252 

8908250249 

89/00/15 

50 243 

P 

8908250253 

890B250242 

09/08/10 

50 237 

P 

8908250255 

8908250240 

89/03/15 

50-243 

P 

8908250262 

090B250261 

89/00/04 

50 261 

Q 

8908250272 

8908250266 

88/08/17 

50-481 

P 

8908250277 

8900250275 

89/08/21 

50 410 

Q 

8908250281 

0900250278 

99/08/14 

50 324 

Q 

8908250284 

8908250278 

69/08/14 

50-324 

O 

0908250294 

0908250293 

89/08/18 

50 302 

P 

8908250299 

8908250295 

89/08/16 

50-155 

P 

B90B250300 

8908250295 

89/08/16 

50 155 

P 

8908250302 

8908250295 

00/08/16 

50 155 

P 

8908250305 

8908250303 

89/08/21 

50-354 

P 

0908250310 

0908250308 

89/08/18 

50-461 

Q 

8908250315 

0908250311 

89/08/11 

50-133 

O 

B906250316 

0908250311 

89/08/11 

50-133 

0 

8908250328 

0908250327 

89/08/15 

71-216 


8908250329 

0900250327 

89/08/16 

71-216 


8908280023 

0908200022 

89/08/21 

50-346 

p 

8908280025 

0908280022 

89/08/21 

60-346 

p 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGOR' 

8908280075 

8908280072 

89/08/22 

50 423 

8908280092 

8908280076 

09/08/10 

50-499 

8908280110 

8908280104 

89/08/22 

50 321 

8908280151 

8908280147 

89/08/22 

50 260 

8908280153 

8908280147 

89/08/22 

50-260 

8908280159 

8908280157 

89/08/16 

50-397 

890B280160 

0908280157 

89/08/16 

50-397 

0908280191 

8908280187 

89/08/24 

FOIA 

8908200192 

8908280189 

89/08/23 

50-353 

8908280198 

8909280194 

09/08/21 

50-255 

8908280202 

8908280201 

89/03/23 

CONTRACT 

8908280208 

8908200204 

89/08/22 

CONTRACT 

8908280210 

8908260207 

89/03/07 

50-352 

8908280223 

8908280217 

09/08/18 

50-324 

B90828D236 

8908280233 

89/07/27 

TOPREP 

8908280260 

8908280257 

89/08/21 

50 271 

6908280264 

8908280258 

89/08/15 

50 369 

8908280265 

8908280251 

09/08/25 

WASTE MGT 

8900280273 

0908200272 

89/08/21 

50 416 

8909280280 

8908280278 

09/08/22 

50-361 

8908280284 

8908280293 

89/08/21 

50-344 

8908280292 

8908230207 

89/08/03 

50-424 

8908280299 

8908200296 

89/08/23 

50-445 

8908280310 

8908230267 

09/08/08 

50-424 

8908280317 

0908280314 

89/08/16 

70-882 

6908280321 

8908280316 

89/08/18 

50-446 

8908200322 

8908230267 

89/08/08 

50 424 

8908280343 

8908280341 

89/08/21 

50-247 

8908280344 

8908280341 

89/00/21 

50-247 

8908280352 

8908200351 

69/08/21 

50 445 

8908280356 

8908200353 

89/08/15 

50 20 

8908280361 

8908280359 

89/00/16 

70 1100 

8908280365 

8908280350 

09/00/16 

70 1100 

8908280366 

0908280362 

89/08/21 

50 302 

8908280371 

8908280369 

89/08/21 

50-277 

8908280372 

8908280368 

89/08/15 

50-387 

8908280376 

8908200375 

09/08/21 

50-220 

6908280378 

8908280376 

89/08/21 

50-220 

89082 B0382 

89O82803B1 

89/08/14 

50-247 

8908200389 

8908280388 

B9/0B/22 

50-302 

0908290080 

8908290073 

89/00/22 

40 2061 

8908290088 

8908290073 

89/08/22 

40 2081 

0908290090 

0908290073 

89/08/22 

40-2061 

8908290008 

8908290073 

89/08/22 

40 2061 

8908290102 

8908290073 

09/08/22 

4 0 2061 

0908290106 

8908290073 

89/08/22 

40 2061 

8908290122 

8908230324 

89/08/21 

PT2I 

8908290154 

8908290123 

09/08/21 

50-443 

8908290162 

8900290123 

09/08/21 

60-443 

0908290170 

8900290123 

09/08/21 

50-443 

8908300032 

8908250170 

89/08/18 

50-317 

0900300077 

8908300071 

89/08/22 

40-2061 

0900300124 

8908300094 

89/00/24 

50-443 

8908300157 

8908300149 

89/08/25 

60 353 

8908300178 

8900300149 

89/00/25 

50 353 

8908300236 

0908300234 

89/08/03 

PR 

8908300244 

8908300240 

89/07/13 

PR 

0908310031 

0908310021 

89/08/28 

50 443 

8908310074 

8908310042 

89/06/28 

50-250 

8908310103 

8908310042 

89/08/28 

50-250 

8908310199 

8908310185 

89/08/28 

50-443 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes ail correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 



3. Transmittal and acknowledgement letters. 

4. Certificates of service to the PSAR. 

C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 
ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC, 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
sues are filed in categories A, P or W, depending on the phase of the licensing process. 
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1 . 


Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1 . Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal or supporting documents (e.g. , SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions, 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review”. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
mat>rs. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings, 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 



3. Backup technical documents (e.g., topical reports) submitted in support of items l and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. AM general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents i elating to the above listed items. 

S. REPORTABLE OCCURRENCES. PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nunroutine occur- 
rences or events. This includes. 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LERs) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence, 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e, 

5. Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (AS LB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. ' Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (AORS) meeting transcripts. 

8. Corrections io above items. 
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U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 

This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are Piled in category H. 

1. Statements and testimony before Congress or before bodics/committees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item 1 

3. Correspondence to and front NRC Office of Congressional Affairs. Congress and the Executive 
Branch on other than constituent response matters 


V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1 . Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 


W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 

X ONSITE LOW-LEVEL WASTES STORAGE 

Tins category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFS1) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified. 

1 . License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation, (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2. All related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


I0CFR - Commission Meeting Records 

Tins category contains documentation pertaining to open and closed Commission meetings. It 
includes. 

1. Sunshine Ac! Fedein! Register notices. 

2 . Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements mgatding the public disclosuie of transcripts ot 
Commission meetings. 

5. Verbatim unoflicial and official iianscripta or pntiiuns of transcripts of open and closed 
Commission meetings made publicly available in accordance with piovisions of I0CFR Pun 9, 
the Sunshine Act. and Commission policies. 

6. Enclosures to released tianscupts. including applicable viewgraplis. staff papers* and staff 
correspondence. 

7. Staff requirements memoranda Ibi open meetings; memoranda to recoid: lecord ol votes ul 
Commissioners on items under consideration at meetings, 


ACRS - Advisory Committee on Reactor Safeguards 

This categoiy contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactoi Safeguards. ACRS scive\ us an independent advisory committee to the Commission in 
safety-related areas. The committee piovidcs advice with lespcei to the hazards of new oi exist- 
ing nuclcai facilities and the adequacy of related safely standards. The documents in this caiegoiy 
are: 


1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements, description of meeting agendas. 

3. ACRS-generaled repoits, memoranda and coirespondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical coriespondencc pertaining to safety mallei* under jeview by the 
Advisory Commit lee on Reactor Safeguards. 


ADVCM NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committee* 
other than the Advisory Committee on Reactm Safeguards. The documents in this category are; 

1. Charters oi each advisory eon mm tee. 

Verbatim transcripts oi uimmuiee meetings. 



3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5. Committee related correspondence. 


COMMISSION — NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For tianscnpts of Commission meetings, sec I0CFR category. For all other staff paper;: 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and interagency 
Agreements, including: 

1. Notifications of issuance ol request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
• name, contiact type, funding, and period of perfoimance, 

4. Contractual documents and contract modifications, if any. 


DISCLOSURE — Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA — Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 
provisions ul (tie Freedom of information Act (FOIA). Documents in this category include: 

l , Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the yeai -numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial m granting of an H»IA request. 

3. Recoids or poitions of records released in response to specific requests made under FOIA. 



GEN TECH IS — Generic Technical Issues 


This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactoi Regulation. 

1. Dralt reports of action plans to accomplish generic tusks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 

I&E - Inspection and Enforcement 

This category contains bulletins, cueulars and Information notices that are issued by the Office of 
Inspection and Hnfoi cement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
arc preliminary notifications of events (PNOs).* 

1. l&H Cireukus, which describe an event at a licensed facility and arc informational in nature. 

l&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly aftei an event has occurred. 

3. l&E Bulletins, which describe an event at a licensed facility and request all recipients to 
pei form certain actions as a result of this event. 

4. Piehminury Notifications of Events (PNOs), which provide updated intormalion of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Qof individual docket categories. 

M1SC - Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other non docketed 
categories. 


NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
arc accounts of work performed either by the NRC staff or by NRC contractors. 

I . These reports are normally final work products ami are characterized by the following criteria: 

a. They aie predeeisional documents which present ml urination to be consideied in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commisston. 

3. Correspondence from industry, government and mieiesied members ol the public commenting 
on repoits or requesting clarification oi interpretation. 

3. Imeinal NRC mcntriiund.i sumnian/mg meetings oi discussions peitatmng to die content of 
the io ports. 



ORG — Correspondence with Other Organizations 

Tins category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

t. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g , EPA has authority 
to control all radioactive pollutants emitted into the air, 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE. For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the pubtn. to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR — Proposed Rule 


This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1 . Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM — Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed bv any interested person or party to issue, amend or rescind an NRC 
regulation. 

2 . Federal Register cause notices of the filing of the petition. 


B4 



3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE. For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the 10CFR category. 


PROJ - Projects— Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a *'F* 
prefix, followed by a series of numbers. 

1. “Pre-doc keled” commercial nuclear power plants 

This category contains alt documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category, 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant's Quality Assurance Manual. 

4. Early site review information, 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et ai pertaining to pre-hearing conferences, if any. 

M Antitrust Correspondence 

1, Submittals and -elated material pertaining to the antitrust review. 
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Q. Inspection Reports 

1 . Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Foliow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include. 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S, and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include; 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution . 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRCs regulations, They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 


1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides, 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTH For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents, 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors, 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC, 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts!, 

10. Staff Research Information Letters (RILsj transmitting the documented results from com- 
pleted research programs. 

NOTE: For Final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups, Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, tncluG dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM — Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG — State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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SJate and local governments in planning responses to radiological emergencies, and (3) a wide range 
ot liaison and cooperative activities regarding such functions as licensing and suing. It includes. 

1. Correspondence between and among NRC Office ol State Programs and State officials, 
mostly State liaison officers, regarding 

a, cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance 

b. technical assistance to Agreement States in renewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations. i.e. decommissioning and facilu> suing. 

3. State Legislative Reports, 

4. Agreement Slate Licensing Statistics Reports 

NOTE; For specific uranium nulling and mining projects m which the Agency is providing technical 
assistance to States, see the Projects category 


TOPREP - Vendor Reports and Related Correspondence 

Tills category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. Genera) vendor 
related correspondence that )' not docket specific is also included in this category. 

1 . Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

‘2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 


This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with tlte senes deognaled 
bv a WM prefix. These documents deal primarily with NRC’s interaction with DOE and us fut 
role in licensing and regulating DOE facilities designed for the disposal or high-level waste rn 
geologic repositories, This category Will be enlarged later to mclttde records dealing with low-level 
waste Issues and tasks. The documents in this category are 


L 


2 . 


Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological explorat.on program to tdentify sites for nuclear waste reposttortes. 

Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for of defense wastes. 

4. NRC draft staff guides for developing .-ositions on the content and format of environmental 
reports for geological repositories. 


WASTE RES — Waste Management Research Reports 

Contains interim and final reports, a 1 d correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1 . Periodic progress reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be 'esoived. 


XJPORTLIC - Export and Import I j censes 

'This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4* Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5 . Correspondence from foreign governments, international organizations, and members of the 
public, 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regrrding the Co. i mission decision on issuance of a proposed license. 

10. Licenses, liu.ise amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papets submitted for Commissioner 
consideration or information, see 10CFR category. 
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